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Subject Index 


This index lists titles of documents under the major subject terms that have been assigned to characterize their contents. 
The subjects, which conform to those presented in the Thesaurus of ERIC Descriptors, are in alphabetical order. 


As shown in the example below, the accession number is displayed below and to the right of the title. Additional infor- 
mation about the report can be found under that number in the résumé section. 


Perception 


Iconic Signs and Symbols in Audiovisual Communication, an Analytical 
Survey of Selected Writings and Research Findings, Final Report. 


Ability 
Ability Measurement: Conventional or Adap- 


tive? 
ED 077 933 XXX X 
Aligning Components of Intelligence and 
Learning Performance: A Proposed Rationale 
for Educational Intervention. 
ED 074 403 
The Effectiveness of Discovery Learning in 
Relation to Concrete and Abstract Teaching 
Methods in Mathematics. 
ED 080 303// 


The Effect of Race of Examiner on the Mental 
Test Scores of White and Black Pupils. 
ED 080 645 

Patterns of Ability Factors among Four Ethnic 
Groups. Project Access Research Report No. 5. 
D 068 526 

Toward the Establishment of Noncognitive 
Factors Through Literature Search and In- 


terpretation. 
ED 080 579 


Ability Grouping 
The Attitudes and Feelings of Selected Sixth 
Grade Children Toward Reading in Ability 


Groups. 
ED 073 434// 


ED 073 545 

Interaction of Level I and Level Il Abilities 

With Race and Socioeconomic Status. 

ED 080 647 

lop ty 

ED 074 157 

Some Sociological Aspects of Student Alloca- 

tion in Two Racially Mixed Suburban High 
Schools. Program for Situational Analysis. 

ED 070 790 

Testing and Tracking: Bias in the Classroom. 

Inequality in Education, Number 14, July 1973. 

ED 079 449 


Classification Materials. 





P dings of Conf on De 
School Desegregation and the Law. 


Ability Identification 
An Iconic Comparison of Photographs and the 
Live Television Screen in Visual Diagnostic 


Ability. 

ED 073 235 
Identification of Gifted and Creative Children 
and Youth Among Black Disadvantaged 
Groups. A Symposium/Workshop Presented by 
Members of the Bi-Racial Identification Com- 


mittee. 
ED 075 462// 
Improving Teacher Skills at Pupil Assessment. 
ED 066 857 
Test-Free Person Measurement with the Rasch 
Simple Logistic Model. 
ED 069 785 


ED 013 371 
Accession Number ———_——_~ 


Western Regional Conference on Testing 
Problems (7th, Los Angeles, California, March 
14, 1958). Testing for the Discovery and 
Development of Human Talent. 

ED 079 420 


Able Students 
The Effect of a Process-Oriented Curriculum 
on Advancing Higher Levels of Thought 
Processes in High Potential Students. 
ED 069 467// 


Abortions 
Modern Value Orientations and Attitudes of 
Southern Ohio's Rural Youths Toward Abor- 
tion and Ohio’s Law Concerning Abortion. 
D 079 001 


Abstracting 
Proceedings of the Full Board Meeting 
(Ustaoset, Norway, June 1972). 
ED 072 832 


R h on Aut tic Indexing, Classifica- 
tion, and Abstracting Techniques. Final Report. 
ED 068 133// 
A Survey of Indexing and Abstracting Services 
for Water Resources Engineering. 
ED 070 503// 
Techniques for the Evaluation and Improve- 
ment of Computer-Produced Abstracts. 
ED 071 686 
Trends in Modern Subject Analysis with 
Reference to Text Derivative Indexing and Ab- 
stracting Methods: The State of the Art. 
ED 073 787 





Abstraction Levels 
Frittered Away by Details: Some Thoughts on 


Teaching Specifics. 
ED 077 007 





Race and Level of Abstraction of Disag 
as Determinants of Evaluation and Behavioral 
Intentions. Illinois Studies of the Economically 
Disadvantaged, Technical Report Number 12. 
ED 072 147 


The Role of Comprehension in Learning 


Concrete and Abstract Sentences. 
ED 074 443 


The Status of Number and Quantity Conserva- 


tion Concepts Across the Life-span. 
ED 067 161 


Task Sequence in Visual Perception: Validation 
of Abstract Level. 
ED 079 886 


Abstraction Tests 
An Abstract Test of Problem Ability. 
ED 074 108 


Problem Solving Ability of Disadvantaged Chil- 
dren Under Four Test Modes. 
ED 074 107 


Abstract Reasoning 

Do Preschoolers Learning to Sort Prefer the 
Help of Vygotsky or Piaget? 

ED 075 094 
Lateral Thinking; Creativity Step by Step. 

ED 075 989// 

Problem Solving Ability of Disadvantaged Chil- 
dren Under Four Test Modes. 

ED 074 107 


On Redefining “Science” and “‘Technology” in 
Educational Objectives. 
ED 077 666// 


The Role of Non-Verbal Communication in 
Students’ Abstract Understanding of a 
Technological Concept in Junior and Senior 
High Industrial Arts. Final Report. 

ED 067 700 


Abstractors Manual. Fourth Edition. 

ED 078 606 
Abstracts of Instructional Materials for Career 
Education. 

ED 068 627 
Abstracts of Instructional Materials in Voca- 
tional and Technical Education (AIM), 


Volume 5, Number 4. 

ED 069 847 
Abstracts of Instructional Materials in Voca- 
tional and Technical Education (AIM), 


Volume 6, No. 1. 
ED 075 568 


Abstracts of Papers Available from the Educa- 
tional Services Department of the Manitoba 
Association of School Trustees. Occasional 


Paper No. 17. 
ED 074 056 
Abstracts of Research and Development Pro- 


jects, Fiscal 1971. 
ED 072 270 


Abstracts of Research Materials in Vocational 
and Technical Education (ARM), Volume 5, 


Number 4. 

ED 070 812 
Abstracts of Research Materials in Vocational 
and Technical Education (ARM), Volume 5, 
Number 1--Subject and Author Indexes. 

ED 070 894 


Abstracts of Research Materials in Vocational 
and Technical Education (ARM), Volume 6, 


Number I. 

ED 075 569 
Abstracts of Research Papers 1970. 

ED 075 405 
Abstracts of Research Papers 1971. 

ED 075 404 


Abstracts of R h Papers 1973. 





ED 079 286 
Administration; A Selective Bibliography. Ex- 
ceptional Child Bibliography Series No. 610. 





Subject Index 


ED 069 067 
Adult Education Dissertation Abstracts: 1935- 


1962. 
ED 069 967 


Air Pollution Translations: A Bibliography with 
Abstracts - Volume 2. 
ED 075 235 





American Indian Ed A 
Biblicgraphy (with ERIC Abstracts). ER- 
IC/CRESS Supplement No. 3. 

ED 075 121 
An Analytical Review of Longitudinal and Re- 
lated Studies as They Apply to the Educational 
Process. Towards Synthesis, Volume II. 

ED 079 847 
Annotated Bibliography of the Advanced 
Systems Division Reports (1950-1972). 

ED 075 714 
Annual Meeting of National Association for 
Research in Science Teaching, Abstracts of 
Presented Papers (46th, Detroit, Michigan, 
March, 1973). 

ED 080 305 

of Early School 





Antecedents and C que 
Leaving. 

ED 072 363 
Arts and Humanities: Occupational Cluster Se- 
ries. Abstracts of Instructional and Research 
Materials. 


ED 073 260 
Audiovisual Instruction; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 653. 


ED 074 686 
Aurally Handicapped -- Research; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 625. 
ED 069 068 
Bibliography: Home-Based Child Development 
Program Resources. 
ED 078 925 
Career Education: An Annotated Bibliography 
for Teachers and Curriculum Developers. 
ED 073 297 
Career Education: An ERIC Bibliography. 
ED 080 780// 
Career Education Bibliography. A Selected 
Listing of Abstracts from the National Mul- 
timedia Center for Basic Education. 
ED 076 883// 
Communication: Occupational Cluster Series-5. 
ED 073 276 
Construction (Construction Process): Occupa- 
tional Cluster Series. Abstracts of Instructional 
and Research Materials. 
ED 073 262 
Consumer Education Bibliography: A Selected 
Listing of Abstracts from the National Mul- 
timedia Center for Basic Education. 
ED 073 363// 
Counseling and Psychotherapy; A_ Selective 
Bibliography. Exceptional Child Bibliography 
29. 


Series No. 629 

ED 074 683 
Creativity: A Positive of Young Children. 
(Paper and Abstract Bibliography ). 

ED 076 264 
Current Literature in Family Planning, 
November 1972, No. 51. 

ED 075 189 
Current Report on Career Development Pro- 
jects, 1972-1973. 

ED 073 295 
Diagnostic Teaching; A Selective Bibliography. 
Exceptional Child Bibliography Series No. 632. 

ED 069 071 
Drug Therapy; A Selective Bibliography. Ex- 
ceptional Child Bibliography Series No. 602. 

ED 069 064 
Early Childhood Education: A Selected, An- 
notated Bibliography. 

ED 078 942 
Early Childhood Teaching: An _ Abstract 
Bibliography. 

ED 072 842 
Education: Occupational Cluster Series-8. 

ED 073 279 
The Effect of Televised Science Instruction on 
Verbal and Nonverbal Process Behaviors of 
Teachers and Students in Grades 1-4 

ED 067 222// 

EMAP Users Manual. 

ED 080 472 
ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Collective Negotiations and 
the Administrator. ERIC Abstracts Series, 
Number Twenty-one. 

ED 070 175 


ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Alternative Schooling: New 
Patterns in Education. ERIC Abstracts Series, 
Number Twenty-two. 

ED 070 176 


ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Assessing Educational In- 
novations. ERIC Abstracts Series, Number 
Twenty-three. 








ED 070 177 
ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Open Space Schools. ERIC 
Abstracts Series, Number Twenty-four. 

ED 071 175 


Finance (Banking): Occupational Cluster Se- 


ries-7. 

ED 073 278 
Gifted and Creativity Research; A Selective 
Bibliography. og eRREROOe Child Bibliography 


Series No. 63 

ED 069 073 
Gifted Talented: A General Reading List; A 
Selective Bibliography. Exceptional Child 
Bibliography Series No. 636. 

ED 078 614 
Government (Administrative Body): Occupa- 
tional Cluster Series-4. 

ED 073 263 


Guide to Title VII ESEA Bilingual Bicultural 
Projects in the United States. 

ED 080 284 
Health: Occupational Cluster Series-9. 

ED 073 280 
Instructional Materials; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 637. 

ED 072 593 
International Congress of Applied Linguistics: 
Congress Abstracts (3rd, Copenhagen, August 


21-26, 1972). 

ED 074 796 
International Education Resources. A Summary 
of OE-Funded Research Projects and Reports 
Available through the Educational Research In- 
formation Center 1956-71. 

ED 068 413 
Investigations in Mathematics Education; Ex- 
panded Abstracts and Critical Analyses of 
Recent Research. Volume 5, Number 4. 

ED 071 880 
Investigations in Mathematics Education, 


Volume 6 Number 2. 
ED 080 379 


Language and Language Behavior Abstracts. 


Final Report. 
ED 066 978 
Manpower Management Studies: Selected Ab- 


stracts. 

ED 078 205 
Manpower R h and Devel t Projects 
Sponsored by the U. S. Department of Labor, 
Manpower Administration. 





ED 078 186 
Manufacturing: Occupational Cluster Series-14. 

ED 073 285 
Mercury and Air Pollution: A Bibliography 
With Abstracts. 

ED 072 965 


Migrant Education, A Selected Bibliography 
(with ERIC Abstracts). ERIC/CRESS Supple- 


ment No. 3. 

ED 075 162 
Minority Groups/Disadvantaged Youth; A 
Selective Bibliography. Exceptional Child 
Bibliography Series No. 646. 

ED 074 685 


Multiply Handicapped; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 614. 

ED 072 589 
Natural Resources: Occupational Cluster Se- 


ries-2. 
ED 073 261 
Open Education: An Abstract Bibliography. 
ED 075 099 
Operation RESOURCE for Teacher Educators 
and Other Educational Personnel Concerned 
with Teaching the Disadvantaged Learner. 


Final Report. 
ED 068 625 


Paper and Symposia Abstracts. American Edu- 
cational Research Association Annual Meeting, 


1973 

ED 074 089 
Parent Education: An Abstract Bibliography 
(Supplement #1). 

ED 072 841 


Personal (Human) Services: Occupational 


Cluster Series-11. 
ED 073 282 
Physical Facilities; A Selective Bibliography. 
Exceptional Child Bibliography Series No. 634. 
ED 072 591 
Post-Secondary Cooperative Education Ab- 


Stracts. 

ED 079 475 
Preschool and Early Childhood; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 606. 

ED 069 065 


Product Services: Occupational Cluster Series- 


12. 
ED 073 283 


Professional Education; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 


No. 635 

ED 072 592 
Program and Abstracts of National Symposium 
on Methods of Learning Environmental 


Science. 

ED 070 611// 
Programed Instruction; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 654. 


ED 074 687 
Projects Funded in West Virginia Through 
Authority of Vocational Education Amend- 
ments of 1968 (PL 90-576), (January 1, 1971- 
June 30, 1972). 

ED 068 705 
The Quality of Working Life: An Annotated 
Bibliography, 1957-1972. 

ED 078 158 
Quantitative Information on Teacher Training. 

ED 080 471 
Reading Methods and Problems; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 613. 

ED 072 588 


Recreation and Entertainment: Occupational 
Cluster Series-13. 

ED 073 284 
Research and Investigation in Adult Education: 
1972 Annual Register. 

ED 074 333 
Socialization of Young Children: An Abstract 
Bibliography. 

ED 075 104 
Speech Handicapped -- Research; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 627. 

ED 069 069 


The Study of Self Concept in Young Children: 
An Annotated Bibliography. 
ED 076 247 


Summaries of Research Studies in Agricultural 
Education Southern Region, 1971-72. 

ED 079 472 
Summaries of Studies in Agricultural Educa- 
tion, Central Kegion. 1971-72. 

ED 0.6 800 
Summaries of Studies in Agricultural Education 
Pacific Region, 1971-72. An Annotated 
Bibliography of Studies in Agricultural Educa- 
tion. 


ED 078 164 
Summaries of Studies in Industrial Arts, Trade 
and Industrial, and Technical Education. Dis- 
sertation Abstracts. 

ED 076 846 
Supplement to Abstracts of Instructional 
Materials for Career Education. 

ED 075 576 
Teacher Aides and Nonprofessional Personnel, 
A Selective Bibliography. cannes Child 
Bibliography Series No. 647 

ED 072 594 
A Technology of Health Manpower Utilization: 
Uniform Measurement and Evaluation. 

ED 080 698 
Trade (Marketing): Occupational Cluster Se- 


rics-6. 

ED 073 277 
Trainable Mentally Handicapped -- Programs; 
A Selective Bibliography. Exceptional Child 
Bibliography Series No. 640. 

ED 069 074 


Trainable Mentally Handicapped -- Research; 
A Selective Bibliography. Exceptional Child 
Bibliography Series No. 641. 

ED 069 075 


Transportation: Occupational Cluster Series-15. 
ED 073 286 





Visually Handicapped--Programs; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 619. 

ED 072 590 


Vocational Training; A Selective Bibliography. 
Exceptional Child Bibliography Series No. 633. 

ED 069 072 
Welfare: Occupational Cluster Series-10. 

ED 073 281 
Young Children with Handicaps: Part I, Emo- 
tional Disturbance and Specific Learning Disa- 
bilities. An Abstract Bibliography. 

ED 076 262 
Young Children with Handicaps: Part Ill, 
Educable and Trainable Mentally Handicapped. 
An Abstract Bibliography. 

ED 076 265 


Young Children with Handicaps: Part IV, 
Resources: Directories, Newsletters, Bibliogra- 
phies, and General Information. An Abstract 
Bibliography. 

ED 077 579 


Young Children with Handicaps: Part Il, Physi- 
cally Handicapped. An Abstract Bibliography. 
ED 077 580 


Academic Ability 

Academic Ability, Nonacademic Accomplish- 
ments and Ideational Productivity in High-Risk 
and Regularly Admitted College Students. Final 


Report. 

ED 070 417 
Achievement by Junior College Transfer, Four- 
Year College Transfer, and Native Juniors as 
Measured by the CLEP General Examinations. 

ED 075 017 
Adolescent Competence and Educational Am- 
bition (plus Supplement). 

ED 074 420 
An Assessment of Learner Needs in Colorado, 
School Year 1970-1971. 

ED 068 514 
Developing an Academic Ability Scale for the 
Kuder Occupational Interest Survey. 

ED 078 000 

Capability Between 
Rural Youth eat and Not Planning to Go 


to College. 

ED 072 881 
Effects of Motivation Orientation, Ability, So- 
cial Class, and Mediation on Verbal Learning. 
IMRID Papers and Reports. Volume VII, No. 
as 


ED 079 615 
Improving Teacher Skills at Pupil Assessment. 
ED 066 857 


ite Acad 





Learning Booth Performance: A Measure of 


Basic Learning Ability? 

ED 078 900 
Texas Achievement Appraisal Study, 1971. 

ED 074 390 


Academic Achievement 
1972-73 Illinois Statewide High School Testing 
Program School Norms. 

ED 079 426 


Ability Measures--The Matching of Student 
Characteristics and Objectives to Institutional 


Mission. 

ED 077 447 
Academic Ability, Nonacademic Accomplish- 
ments and Ideational Productivity in High-Risk 
and Regularly Admitted College Students. Final 


Report. 

ED 070 417 
Academic Achievement and Selected Charac- 
teristics of Single Undergraduates at the 
University of Virginia, 1968-69. 

ED 078 791 


The Academic Achievement and Social Mobili- 
ty of Community College Transfer and Native 
Students in a Professional Education Program. 

ED 075 016 
Academic Achievement Test Results of a Na- 
tional Testing Program for Hearing Impaired 
Students. United States: Spring 1971. 

ED 067 802 
Academic Growth in Social Science, Humani- 
ties and Natural Science in Various Curriculum 


Groups. 
ED 077 357 
Accountability in Education: Implications for 


Guidance Workers. 
ED 079 335 


Achievement and Attitude caaees in Michigan 
Migrant Education, S , 197 
ED 072 876 





Achievement of Special Programme (Senior - 


A.V.) Graduates. 
ED 069 800 


The Achievement of Students in Primary 


Grades After Seven Years of Desegregation. 
ED 074 169 
Achievement Unlimited: Enhancing Self-Con- 
cept through Improvement of Academic, Motor 
and Social Skills. 
ED 069 080 


Achieving Academic and Social Objectives in 
Elementary Grades Through Behavioral Analy- 
sis. Volume VI, No. 4. 

ED 074 059 


Adolescent Competence and Educational Am- 
bition (plus Supplement). 
ED 074 420 


Advanced Degree Output and Productivity in 
the South, 1965-66 and 1968-69. 

ED 078 737 
Affective and Cognitive Correlates of Class- 
room Achievement: Research for the Coun- 


selor. 
ED 074 430 


Alternatives to Accountability: Stool Pigeon 
Versus Servant and Soulmate. 
ED 068 517 

An Analysis of Three Methods of Teaching En- 
glish on the Attitude and Achievement of Edu- 
cationally Deprived Students. 

ED 075 814// 
An Analytical Study of S dary Fresh 
Bilingual Education and Its Effect on Academic 
Achievement and Attitude of Mexican Amer- 
ican Students. 





ED 079 671// 
An Assessment of the Differences Between 
High and Low Achieving Students. Final Re- 


port. 
ED 068 890 
Behavior Patterns of Mildly Retarded Children 
in Open Classrooms. 
ED 078 625 
A Better Chance: Evaluation of Student At- 
titudes and Academic Performance, 1964- 


1972 
ED 075 556 


Beyond Jencks: The Myth of Equal Schooling. 

ED 077 132 
Broward County Senior Test Results in Public 
and Private Schools. 

ED 069 740 
The Cassette Tape Recorder Means Versus 
Written and Symbolic Means of Providing 
Feedback of a Student’s Performance on 
Secondary School Science Laboratory Exer- 


cises. 
ED 072 921 
The Certifi of S dary Education: An in- 
troduction to Some Techniques of Examining. 
Examinations Bulletin No. 3. 
ED 068 475// 


Changes in First-Grade Achievement and the 
Predictive Validity of I. Q. Scores, As a Func- 
tion of an Adaptive Instructional Environment. 

D 079 953 
Children’s Concept of Number: The Spontane- 
ous Production of Number Symbols in Their 
Drawings. 





ED 068 157 
Class Size. Educational Management Review 
Series Number 8. 

ED 066 779 
A College Student Organization for Promoting 
Student to Student Academic Assistance. Final 
Report. 

ED 071 633 
The Comparative Effects of Two Laboratory 
Approaches on Informational Achievement, In- 
formational Retention and Attitudes in Wood 
Technology at the College Level. 

ED 076 780// 

A Comparative Study of the i 
Achievements of S 8 
the United States and the British Isles. 

ED 069 599 
A Comparative Study of the Effects of Prior 
Knowledge of Performance Objectives on Cog- 
nitive Learning Outcomes in the Instruction of 
TCCP Physical Science. 





ED 079 110 
A Comparative Study of the Relationship of 
Locus of Control, the Vertical Organization of 
the Elementary School and Sci Achieve- 
ment. 





ED 077 758// 


Subject Index 5 


Comparative Validation of a Direct and an In- 
direct M of Academic Self-Confidence. 
ED 076 654 

A Comparison of Different Types of Trans- 
parencies for Effective Learning in the Biologi- 
cal Sciences at the College Level. 

ED 079 087// 
Comparison of Selected Group Achievement 
Test Results for Period 1967 through 1972. 

ED 073 195 

A Comparison of Students’ Achievement and 
Attitude Changes Resulting From a Laboratory 
and Non-Laboratory Approach to General 
Education Physical Science Courses. 

ED 077 644// 
A Comparison of the Ability to Read a Stan- 
dardized Science Test and a Revised Stan- 
dardized Science Test with the Test Results as 
Interpreted through Practice in the Schools. 

ED 077 761// 
Comparisons in College Biology Achievement 
Between the Audio-Tutorial and Conventional 
Methods of Instruction for Non-Science 


Majors. 
ED 077 642// 
Correlates of Black and White University Stu- 


dent Grades Beyond the Freshman Year. 
ED 071 557 


A Critique of Burgoon’s Study of Willingness 
to Manipulate Others and Success in Two Basic 
Speech Communication Courses. 

ED 072 492 


The Duke University Summer Transitional Pro- 
gram. 





ED 078 777 
The Earmarks of College Success: A Causal- 
Comparative Study. 

ED 078 756 
Educational Expectations and Educational 
Aspirations: A Deviant Case Analysis. 

ED 066 780 
Educational Trends of the Rural and Urban 
Population of Georgia. 

ED 080 254 
Effective Reinforcement for Achievement 
Behaviors in Disadvantaged Children: The First 
Year. 

ED 067 442 
The Effect of a Reading Improvement Program 
Upon Academic Achievement in College. 

ED 074 471// 
The Effect of Contiguity on Informational 
Achievement and Psychomotor Performance. 
ED 076 770// 

The Effect of the DISTAR Instructional System 
on First and Second Grade Achievement: An 
Evaluation of the 1971-1972 Title I Program of 
Winthrop, Massachusetts. 

ED 070 525 
Effects of Academic Survival Skill Training on 
Low Achieving First Graders. 

ED 070 211 
Effects of a Less Prescriptive, Student-Cen- 
tered College Curriculum on Satisfaction, At- 
titudes and Achievement. 

ED 069 798 


The Effects of a Mastery Teaching Strategy on 
Teacher Attitudes and Pupil Achievement. 

ED 080 311 
The Effects of a Systematic Manipulation of 
Contingencies upon Overt Work Behavior in a 
Primary Classroom. 

ED 068 912 


The Effects of Linear and Modified Linear Pro- 
gramed Materials on the Achievement of Slow 
Learners in Tenth Grade BSCS Special! Materi- 


als Biology. 
ED 071 851// 

The Effects of School Achievement on the Af- 
fective Traits of the Learner. 

ED 074 401 
Effects of Teachers’ Cognitive Demand Styles 
on Pupil Learning. 

ED 076 566 
Elementary School Teachers’ Differential 
Classroom Interaction with Children as a Func- 
tion of Differential Expectations of Pupil 
Achievements. 

ED 074 067 


Emphasis: Prescription. 

ED 075 102 
English Language Proficiency and Academic 
Achievement among Students of English as a 
Second Language at the College Level. 

ED 074 812 





Subject Index 


Environment, Intelligence, and Scholastic 
Achievement: A Compilation of Testimony to 
the Select Committee on Equal Educational 
Opportunity, United States Senate. 
ED 067 433// 

Equivalence of Grades in Multisection Courses. 

ED 078 775 
Ethnicity and Mobility Orientations: A Study of 
the Mexican-Americans of Southern Colorado. 

ED 076 286 
Evaluating an Alternative to “Junior Kindergar- 
tens”: Research on Four-Year-Olds Who En- 
rolled in Regular Classes in York County, 
1969-72. 

ED 078 946 
Evaluating and Reporting Pupil Progress. What 
Research Says to the Teacher Series. No. 7. 

ED 079 240 
Evaluating Classroom Progress. 

ED 076 652 
Evaluation and Specification of Instructional 
Materials and Management Procedures through 
Use of a Pupil Performance Profile and a Pre- 
dictive Model. Final Report. 

ED 067 799 
Evaluation of an Environmental Science 
Laboratory Curriculum. 

ED 077 757// 

Evaluation of Innovative Schools: Student 
Achievement, 1970-71. 

ED 069 743 
Evaluation of Potential for Change in Junior 
High Age Youth from American Indian, Mex- 
ican and Anglo Ethnic Backgrounds. 

ED 070 000 
An Evaluation of the Alternate Programs in 
“Area C” at MacCorkindale School, 1971-72. 

ED 077 954 
Evaluation of the Office of Economic Opportu- 
nity’s Performance Contracting Experiment. 
Report to the Congress. 

ED 078 040 
An Evaluation of the Pass-Fail Grading Policy 
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titude Test Battery. 

ED 068 565 


Packer (Glass Mfg.) 8-65.01--Technical Report 
on Standardization of the General Aptitude 
Test Battery. 

ED 072 063 
Painter Automobile (auto serv.) 845.781-- 
Technical Report on Development of USES 
Aptitude Test Batteries. 

ED 067 417 





Pants Presser (any ind.) 363.782--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 068 540 
Parking Enforcement Officer (gov. ser.) 
375.588--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 068 568 


Part Programer, Numerical Control (mach. 
shop) 11 007.187--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 068 562 
Patterns of Ability Factors among Four Ethnic 
Groups. Project Access Research Report No. 5. 

ED 068 526 
Performance in Four Army Jobs by Men at 
Different Aptitude (AFQT) Levels: 3. The Ra- 
tionship of AFQT and Job Experience to Job 
Performance. 

ED 072 110 


Photograph Finisher (any ind.) I 976.886-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 631 


Photo-Offset Lithography (print. & pub.) 97-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 772 


Physical Therapist (medical ser.) 079.378-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 050 


Plaster Trimmer (dental equip.) 712.887; In- 
serter (dental equip.) 712.884--Technical Re- 
port on Development of USTES Aptitude Test 
Battery. 

ED 068 561 
Polisher (jewelry) 700.887--Technical Report 
on Development of USES Aptitude Test Bat- 
tery. 

ED 068 555 
Precision Lens Grinder (optical goods) 5- 
08.071--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 778 
Preliminary Studies on a Test of Pattern Learn- 
ing for Aptitude Assessment With Disad- 
vantaged Students. Final Report. 

ED 075 555 
Printer-Slotter Operator (paper goods) 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 764 


Printing Curricula 65XX; 97XX--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 068 552 
The Problem of the Match and Mis-Match in 
Testing Black Children. 

ED 073 131 

» Tin Cans (tinware) 
$19. 380--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 765 


Programmer, Detail, Graphic Arts (clerical) 
219.388--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 637 


Quality Control Worker (can. & preserv.) 
529.387--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 422 


Radiation Monitor (profess. & kin.) 199.187-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 553 


Refrigeration and Heating Mechanic (any ind.) 
637.251-010--Technical Report on Develop- 
ment on USTES Aptitude Test Battery. 

ED 068 544 
Rewinder Operator (paper goods) 640.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 068 560 


Room Clerk (hotel and rest.) 1-07.60--Techni- 
cal Report on Standardization of the General 
Aptitude Test Battery. 
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ED 069 776 
Screw-Machine Set-Up Operator, Jobbing 
(mach. shop) 604.380-028--Technical Report 
on Development of USTES Aptitude Test Bat- 


tery. 
ED 069 640 
The Search for Talent. 
ED 078 033// 
Set-Up Man, Sheet Metal (any ind.) 616.380-- 
Technical Report on Development of USES 
Aptitude Test Battery. 


ED 067 421 
Sewage-Plant Operator (any ind.), Water- 
Treatment-Plant Operator (waterworks) 
954.782; Sewage-Plant Operator (sanitary ser.), 
Waste-Treatment-Plant Operator (sanitary ser.) 
955.782, 1 955.782--Technical Report on 
Development of USTES Aptitude Test Battery. 
D 070 776 
Spooler Operator, Automatic (textile) 689.886- 
-Technical Report on Development of USES 
Aptitude Test Battery. 
ED 068 558 
State Testing Programs: A Survey of Functions, 
Tests, Materials, and Services. 
ED 080 536 
Stationary Engineer (any ind.) 950.782-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 
ED 072 057 
Steam-Power-Plant Operator (light, heat & 
power) 952.782-040--Technical Report on 
Development of USTES Aptitude Test Battery. 
ED 070 774 
Strategic Disposition Tests and the Influence of 
Learning Strategy on the Performance and 
Breakdown of Skills. Interim Scientific Report. 
ED 073 374// 
Structural-Steel Lay-Out Man (any _ ind.) 
809.381-030--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 
ED 072 047 
Suitability of Using Common Selection Test 
Standards for Negro and White Airmen. 
ED 076 859// 
A Summary of an Assessment of Fourth and 
Sixth Grade Basic Skills. 
ED 077 990 
Surveyor (profess. & kin.) 0-64.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 
ED 070 773 


Taper (const.) 842.884--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 072 062 
Teacher Aid, Elementary School (education) 
099.368--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 414 
Technician, Aut ted t (office 
mach.) 823.281--Technicai Sree on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 651 
Telephone Ad Taker (print. & pub.) 249.368-- 
Technical Report on USES Aptitude Test Bat- 


tery. 

ED 068 548 
Traffic Device Maintainer (gov. ser.) 869.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 550 


Transportation Agent (air trans.) 912.368-- 
Technical Report on Development of USES 
Aptitude Test Battery. 





ED 069 774 
Tricot-Knitting-Machine Operator (knit goods) 
685.885--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 629 


Tube-Machine Operator (elec. equip.) 7- 
00.216--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 779 
Twister-Tender (asbestos prod; glass mfg.; 
synthetic fibers; textile) 681.885--Techni 
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Welder, Production Line (welding) 812.884- 
018--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 634 
What is an Aptitude? 

ED 078 026 
Yarn Service Trainee (synthetic fibers) 
929.887--Technic2! Report on Development of 
USTES Aptitude Test Battery. 

ED 069 641 
Yarn Winder (any ind.) 6-19.117--Technical 
Report on Development of USES Aptitude Test 
Battery. 

ED 072 060 


Aptitude Treatment Interaction 
Personality Characteristics and Performance on 
Computer Assisted Instruction and Pro- 
grammed Text. 
ED 074 750 


Aquatics Instruction 
Conference on Professional Standards for 


Aquatic Education. 
ED 080 464 


Arabic 
Basic Gulf Arabic Based on Colloquial Abu 
Dhabi Arabic. 
ED 070 357 
Introducing Literary Arabic, Volume Il: Gram- 


matical Notes. 
ED 070 360 


Arabs 
The Middle East. Grade Nine. Resource Unit 
(Unit V1). 
ED 073 992 


Arab States 
Arab World. Political and Diplomatic History 
1900-1967: A Chronological Study. A Descrip- 


tive Brochure. 
ED 073 960 


Arapahoe Community College 
Graduate Questionnaire, Evening Students 
Questionnaire, [and] Non-Returning Students 
Questionnaire. 
ED 077 500 


Arbitration 
{Collective Bargaining in Junior Colleges.] 
ED 070 437 


Archaeology 
The Dig: A Study in Archaeology. Profiles of 
Promise 6. 
ED 080 399 
Introduction to Archaeology, Social Studies: 
6414.07. 
ED 071 939 


Archery 
Archery: A Planning Guide for Group and In- 
dividual Instruction. 
ED 079 297 


Architects 
Listing of Schools Constructed with a Building 
System. Building Systems Information 
Clearinghouse Special Report Number Two. 
ED 071 205 


Architectural Barriers 
Accessibility of Junior Colleges for Han- 





Report on Development of USTES Aptitude 
Test Battery. 

ED 069 639 
Various Occupations in the Iron and Steel In- 
dustry. Technical Report on Development of 
USTES Aptitude Test Batteries. 

ED 072 056 
V-Belt Wrapper (rubber goods) 690.885-438-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 646 
Vending-Machine Repairman (bus. ser.; coin 
mach.) 639.381--Technical Report on Develop- 
ment on USES Aptitude Test Battery. 

ED 067 418 
Venetian Blind Assembler 6-39.55 1--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 068 
Weighing Station Operator (gov. ser.) 0- 
95.906--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 072 067 


rr 


ED 072 566 
Exceptional Children Conference Papers: 
Physically Handicapped. 

ED 078 637 
Handbook for the Disabled Students of 
Brooklyn College C. U.N. Y. 

ED 072 576 


Architectural Elements 
Facilities for Secondary School Science 
Teaching. Evolving Patterns in Facilities and 


Programs. 
ED 077 656 


Architectural Programing 
Architectural/Building Programming: An An- 
notated Bibliography. 


ED 074 629 
Construction Management. 

ED 071 198 
“Getting the College Union Building Project 


Under Way.” A Seminar. 
ED 069 036 
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Housing in a Hurry. Proceedings of North At- 
lantic Conference. (Cambridge, Massachusetts, 
March 18, 1972.) 

ED 069 038 


Some Sensible and Outrageous Ideas for the 
Future--Community Services and Facilities for 


Young Children. 
ED 068 170// 


Architectural Research 
Architectural/Building Programming: An An- 
notated Bibliography. 
ED 074 629 


Environmental Design: Research and Practice, 
Volumes One and Two. 
ED 079 828 


School Building Design Asia. 
ED 079 820 


Architecture 
Systems and the Changing Architectural Prac- 


tice. 
ED 074 599 


Archives 
An Aggregate Data Archive for the Russian 
Area Studies Center, Louisiana State Universi- 


ty. Final Report. 
ED 074 015 


The American Film Heritage; Impressions from 
the American Film Institute Archives. 

ED 069 117// 
Australian Institute of Aboriginal Studies: 
Catalogue of Tape Archive, No. 9. 

ED 066 991 

Data Archives for the Social Sciences: Pur- 
poses, Operations and Problems. 

ED 078 886// 
Library Lectures; Numbers Seventeen, 
Eighteen, Nineteen, and Twenty, January 1971 


- March 1972. 

ED 078 874 
A Practical System of Photography for 
Genealogists and Historians. 

ED 076 207 


User Evaluations of Microfilm Readers for 
Archival and Manuscript Materials. 
ED 077 542 


Area Studies 
1972 Annual Report of the Appalachian Re- 
gional Commission. 
ED 077 604 


Academic Growth in Social Science, Humani- 
ties and Natural Science in Various Curriculum 


Groups. 

ED 077 357 
Africa, Sub-Sahara: A Selected Functional and 
Country Bibliography. 

ED 076 489 


An Aggregate Data Archive for the Russian 
Area Studies Center, Louisiana State Universi- 


ty. Final Report. 
ED 074 015 
of Early School 








Ant dents and C 
Leaving. 

ED 072 363 
Arab World. Political and Diplomatic History 
1900-1967: A Chronological Study. A Descrip- 


tive Brochure. 
ED 073 960 
Area Handbook for the People’s Republic of 


China. 

ED 080 414 
Asia: A Guide to Basic Books. 

ED 080 393 
Asia: A Guide to Paperbacks. Revised Edition. 

ED 080 443 
Asian Studies in American Secondary Educa- 
tion. A Report on Two Conferences Sponsored 
by the Association for Asian Studies and the 
U.S. Office of Education. 

ED 070 710 


The Atlantic Canada-New England Region and 
Environment. A Learning Activity Packet. 
ED 080 439 


Canada and the United States. Perspective. 
Learning Activity Packet. 
ED 080 438 


Canada. Grade Five (Unit 6). Resource Unit. 
Project Social Studies. 
ED 069 567 


Comprehensive Community Environmental In- 
ventory, Yarmouth, Maine. 
ED 067 235 


Cultural Conflict and Integration in the Andes: 
Final Report to the National Endowment for 
the Humanities. 


ED 072 677 
Early Indians Use Jones Valley. (Reading for 
“The South: Birmingham Case Study and the 
South as a Region”. Grade Five (Unit IV) Pro- 
ject Social Studies.) 

ED 075 280 


East Asia: A Bibliography for Undergraduate 
Libraries. 


ED 070 723// 
Eastern Europe and the U.S.S.R.: A Selected 
Functional and Country eaten: 


D 076 492 
The Effects of Living in an Isolated Mining 
Camp on the Learning Ability of Poor and 
Non-Poor Students in a Second Grade Class in 
Keokee Elementary School, Keokee, Virginia. 
ED 071 823 
Foreign Language Area Studies and Other 
Aspects of International Education, List No. 7. 
ED 072 707 
Guide to Reference Sources on Africa, Asia, 
Latin America and the Caribbean, Middle East 
and North Africa, and Russia and East Europe: 


Selected and Annotated 
ED 070 725// 
The Indian Adol t: Psych ial Tasks of 
the Plains Indian of Western Oklahoma. 
ED 069 444 








Indians of New Mexico. 

ED 080 229 
International Education Resources. A Summary 
of OE-Funded Research Projects and Reports 
Available through the Educational Research In- 
formation Center 1956-71. 

ED 068 413 


Introducing Asian Studies in Elementary Edu- 
cation: China and India. Service Center Papers 
on Asian Studies Number 3. 

ED 068 427 


Iowa Population Trends. 
ED 073 864 


Language and Area Studies: A Contribution to 
the Debate. 
ED 071 513 


Latin America: A Selected Functional and 
Country Bibliography. 
ED 076 490 


Latin America: Introduction and Summary. 
Grade Five (Unit 7). Resource Unit. Project 


Social Studies. 

ED 069 566 
Mahjetahwin (“The Beginning”). A Cross-Cul- 
tural Program. 

ED 071 810 
Man in the North Technical Paper. Education 


in the Canadian North, Report Three: Southern 
Teachers for the North. 
ED 077 622// 


Middle East and North Africa: A Bibliography 
for Undergraduate Libraries. 





ED 070 724// 
The Middie East. Grade Nine. Resource Unit 


(Unit VI). 

ED 073 992 
The Midwest. Grade Five (Unit II). Resource 
Unit. Project Social Studies. 

ED 069 565 


Native American Politics: Power Relationships 
in the Western Great Basin Today. 

ED 076 277 
Near East and North Africa: A Question Syl- 
labus. Center for Area and Country Studies. 

ED 079 195 
Near East and North Africa: A Selected Func- 
tional and Country Bibliography. 

ED 076 488 


The New Rural Society. 

ED 068 215 
The Northeast--Case Study on New York City; 
The Northeast as a Region. Grade Five (Unit 
III). Resource Unit. Project Social Studies. 

ED 069 563 
Problems and Opportunities in Improving 
Secondary Education About China. Service 
Center Paper on Asian Studies #5. 

ED 074 002 


The Rationale for Canadian Studies in Schools 
of the United States. 
ED 075 268 


Regional Phonological Variants in Louisiana 


Speech. 
ED 076 981// 
Research and Publications in New York State 
History 1971-72. 
ED 075 329 
Rural Sociology in the South: 1972. 


Proceedings: Rural Sociology Section, Associa- 
tion of Southern Agricultural Workers. 


ED 068 213 
Selected Readings on Phoenix. Grade Five, 
Unit: Phoenix. 

ED 075 271 


Social Functions of Language in a Mexican- 
American Community. Anthropological Papers 
of the University of Arizona Number 22. 

ED 071 784// 
The Social Psychologies of Blacks and Whites: 
Different Paths to Educational Achievement 


Expectations. 

ED 070 560 
Social Studies: Grade 9: Asian and African 
Culture Studies. 

ED 067 348 


South Asia Area Syllabus. Center for Area and 
Country Studies. 
ED 079 194 


South Asia: A Selected Functional and Country 
Bibliography. 
ED 076 486 


The South: Birmingham Case Study, and The 
South as a Region. Grade Five (Unit IV). 
Resource Unit. Project Social Studies. 

ED 069 562 


Southeast Asia: A Selected Funct | and 
Country Bibliography. 
ED 076 487 


Southern Regional Research in Rural Sociology 
Since the Mid 1950’s. 
ED 071 815 


Spanish American Customs, Culture and Per- 
sonality. 





ED 069 196 
Status Consistency of the Projected Frames of 
Reference of Rural Males. 

ED 075 105 
A Study of Language and Area Programs. Final 


Report. 

ED 074 865 
Sub-culture in a Southern Community. 

ED 077 607 
Survey of Bibliographies and Reference Works 
on Asia, Africa, Latin America, and Russia and 
East Europe and Compilation of Bibliographies 
on East Asia, South Asia, and Africa South of 
the Sahara for Undergraduate Libraries. Final 


Report. 
ED 070 722 
Teaching about Asia at the Secondary Level. 
Report of the Fifteenth Yale Conference on 
the Teaching of Social Studies. 
ED 067 307// 


Teaching About North America. 

ED 075 309 
Tribes and Nations: Emerging Africa, Social 
Studies: 6478.04. 

ED 071 978 


The United States: An Overview. Grade Five 
(Unit I). Resource Unit. Project Social Studies. 

ED 069 564 
Urbanization, Water Pollution, and Public Pol- 


icy. 

ED 067 255 
Western Europe: A Selected Functional and 
Country Bibliography. 

ED 076 491 


The West. Grade Five (Unit V). Resource 
Unit. Project Social Studies. 
ED 069 568 


Area Vocational Schools 
The Annual Evaluation Report of Louisiana's 
Vocational and Technical Education Program-- 
Fiscal Year 1972. 
ED 073 322 


Annual Report of the Oklahoma State Advisory 
Council Vocational-Technical Education 


(Fourth). 

ED 075 652 
The Association Between Local School Ad- 
ministrators’ and Counselors’ Attitudes Toward 
Vocational Education and Students’ Participa- 
tion in an Area Vocational-Technical School. 

ED 069 913 
Development of a Convergence Plan for Voca- 
tional Education in Wisconsin. Final Report. 

ED 069 869 
The Development of Selection Models for 
Pennsylvania Area Vocational Technical 
Schools: Phase I, Uses of Available Data. 
Preliminary Final Report. 

ED 072 196 


Manchester, New Hampshire Regional Voca- 
tional Education Planning Project (MAN- 
REVEP). Final Report of Project Re 71-06 
(April 1971-August 1972). 

ED 072 209 








The Minnesota Vocational Follow-Up System: 
Rationale and Methods. 
ED 079 514 


Opportunities in lowa’s Area Schools, 1971- 


1972 

ED 067 091 
A Project to Demonstrate Making Vocational 
Education More Accessible to Persons in Rural 
Minnesota Through Cooperative Vocational 
Centers. Final Report. 

ED 075 633 


A Study of the Characteristics of Students Who 
Sought Admission to Connecticut Regional 
Technical Schools in 1971. 

ED 076 799 


Argentina 
Boletin de Informacion Educativa, 14 (Educa- 
tional Information Bulletin, 14). 

ED 067 936 
Boletin de Informacion Educativa, 12 (Educa- 
tional Information Bulletin, 12). 

ED 067 937 
Boletin de Informacion Educativa, 13 (Educa- 
tional Information Bulletin, 13). 

ED 067 938 
Boletin de Informacion Educativa, Ano 2, No. 
3. (Educational Information Bulletin, Volume 
2, No. 3). 

ED 067 939 
Boletin de Informacion Educativa, Ano 1, No. 
2 (Educational Information Bulletin, Volume 1, 
No. 2). 

ED 067 940 
Boletin de Informacion Educativa, Ano 2, No. 
4 (Educational Information Bulletin, Volume 2, 
No. 4). 

ED 067 941 
Boletin de Informacion Educativa, Ano 3, No. 
5 (Educational Information Bulletin, Volume 3, 
No. 5) 

ED 067 942 
Boletin de Informacion Educativa, Ano III, No. 
6 (Educational Information Bulletin, Volume 
Ill, No. 6). 

ED 067 943 
Boletin de Informacion Educativa, Ano Ill, No. 
7 (Educational Information Bulletin, Volume 
Ill, No. 7). 

ED 067 944 
Boletin de Informacion Educativa, Ano IV, No. 
8 (Educational Information Bulletin, Volume 
IV, No. 8). 

ED 067 945 
Boletin de Informacion Educativa, Ano VI, No. 
10/11 (Educational Information Bulletin, 
Volume VI, No. 10/11). 

ED 067 946 


Boletin de Informacion Educativa, Ano V, No. 
9 (Educational Information Bulletin, Volume 
V, No. 9). 

ED 067 947 
Ciclo Basico Polivalente (Basic Comprehensive 


Courses of Study). 
ED 067 912 


Formacion Agropecuaria en las Escuelas 
Polivalentes (Agricultural Education in Com- 
prehensive Middle Schools). 

ED 067 915 
For ion, Perfecci iento y Actualizacion 
Docente (Training and Advanced and Continu- 
ing Education for Teachers). 

ED 067 913 


La Seccion Informacion y Documentacion en 
los Servicios de Pedagogia Universitaria (The 
Information and Documentation Division of the 
University Educational Services). 

ED 067 928 


Microexperiencia Educativa (Microeducational 
Experimentation ). 





ED 067 917 

Plan Nacional de Desarrollo y Seguridad 1971- 

1975 (National Plan for Development and 
Security, 1971-1975). 

ED 067 916 

Escolares (Pol- 





Politica de las Constr 
icy for School Construction). 
ED 071 462 
Primera Reunion de la Comision Nacional de 
Analisis y Evaluacion del Sistema Educativo: 
Informe Final (The First Meeting of the Na- 
tional Committee for Analysis and Evaluation 
of the Educational System: Final Report). 
ED 066 950 


Argumentation 
Human Information and Argument Retrieval: 
Language Correlates and Attitudinal Frame of 


Reference; Rhetorical Invention: Attitudinally 


Bound. 
ED 079 772 


Aristotelian Criticism 


Aristotle and Information Theory: A Com- 
parison of the Influence of Causal Assumptions 
on Two Theories of Communication. (Janua 
Linguarum Series Maior 35.) 
ED 078 434// 
Contemporary’ Inventional Theory: An 
Aristotelian Model. 
ED 071 134 


Arithmetic 


Arithmetic and Algebra in the Schools: Recom- 
mendations for a Return to Reality. 
ED 073 939// 
The Content of Arithmetic Included in a 
Modern Elementary Mathematics Program. 
ED 070 656 
The Effects of Instruction by Teachers and 
Teacher Aides Upon the Performance of Pupils 
in a Direct Instructional Program. 
ED 068 907// 
Survey of Achievement in Arithmetic in Year 
Three of Vancouver Schools, May 29-June 2, 
1972. Research Report. 
ED 074 113 
Survey Test in Arithmetic (Form 69), Grade 3. 
ED 074 114// 


Arizona 

Annual Industrial Arts Report (Fiscal Year 
1972). 

ED 070 895 
Arizona Basic Economic and Manpower Data. 

ED 072 240 
Arizona Commission of Indian Affairs Annual 
Report, 1971-72. 

ED 068 217 
Arizona’s Migrant Child Education Teacher 
Exchange. 

ED 068 214 
The Division of Indian Education of the 
Arizona Department of Education to the Bu- 
reau of Indian Affairs. 1971-1972 Annual Re- 
port. 

ED 068 259 
Effectiveness of Existing Eye Safety Legislation 


in Arizona. 
ED 075 632// 

The Extended School Year. (An Information 
Packet.) 

ED 072 531 
People Power for Health Services. 

ED 070 864 
Racial-Ethnic Distribution of Public Schools: 
Pupils and Employees. Racial-Ethnic Survey, 
Division of Equal Educational Opportunities, 
Arizona Department of Education, 1970-71. 

ED 071 822 
Racial-Ethnic Survey: Pupils and Employees. 
Division of Equal Educational Opportunities, 
Arizona Department of Education. Spring 


1972 
ED 071 809 


Report of the State Educational Needs Assess- 
ment Project of Arizona, Volume 1. 

ED 080 618 
Report of the State Educational Needs Assess- 
ment Project of Arizona, Volume 2. 

ED 080 619 
School District Guidelines for the Extended 
School Year. 

ED 072 530 
A Video Tape Technique for Assessing 
Behavioral Correlates of Academic Per- 


formance. 
ED 074 747 


Arizona Commission of Indian Affairs 


Annual Report of the Arizona Commission of 
Indian Affairs, 1968-1969. 
ED 073 873 


Arkansas 


Arkansas Vocational Education Leadership 
Development Extern Program. Final Report 
(February 15, 1971-June 30, 1972). 

ED 070 827 
Education and Counseling Status Report of 
Young Men and Women: A Survey of Senior 
Students from Fourteen Public Secondary 
Schools in Arkansas. 

ED 073 311 
The Research Methods of the Arkansas Lan- 
guage Survey. 
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ED 074 823 

Survey of Child Care Among Women Working 

in Industry in Arkansas and a Day Care Pro- 
gram for These Women. Final Report. 

ED 075 587// 


Arkansas Enterprises for the Blind 
Training Blind Persons to Work as Taxpayer 
Service Representatives for Internal Revenue 
Service. Final Report of a Demonstration Pro- 
ject (March 1967-May 1971). 
ED 070 858// 


Armed Forces 

Alliance for Educational Progress. 

ED 080 050 
Matching Armed Forces Training to Civilian 
Jobs. 

ED 068 849// 

Military Obligation and the Invididual, With a 
Focus on Conscription in the U.S. Teacher's 
Guide and Student Workbook. Third Draft. 

ED 073 031 
Occupational Choice, The Draft, and the Ex- 
cess Supply of Air Force Volunteers. 

ED 072 252 
Russian Basic Course: Aural Comprehension 
Enrichment Word Cards. 

ED 066 944 
Selected Manpower Statistics. 

ED 078 152 
Selected Variables as Factors in the Prediction 
of Promotion of Nurse Corps Officers in the U. 
S. Navy. 

ED 076 805// 

Summary and Review of Studies of the 
VOLAR Experiment, 1971: Installation Reports 
for Forts Benning, Bragg, Carson, and Ord, and 
HumRRO Permanent Party Studies. 

ED 068 742 
Vietnamese: Aural Comprehension Enrichment 
Word Cards. 

ED 066 945 


Armed Forces Qualification Test 
Performance in Four Army Jobs by Men at 
Different Aptitude (AFQT) Levels: 3. The Ra- 
tionship of AFQT and Job Experience to Job 


Performance. 
ED 072 110 


Army Classification Battery 
Effects of Educational Level on Prediction of 
Training Success with the ACB (Army Classifi- 


cation Battery). 
ED 073 129// 


An Improved Differential Army Classification 


System. 
ED 070 933// 


Arousal Patterns 
Arousal and Reminiscence in Learning From 
Color and Black/White Audio-Visual Presenta- 
tions. 
ED 073 680 
The Effects of Guilt-Shame Arousing Commu- 


nications on Attitudes and Behavior. 
ED 072 361 


ARRIBA 
Cultural Identity: An Approach to Preventing 


Delinquency Among Chicanos. 
ED 075 136 


Art 

American Black Art. Art Education: 6677.02. 

ED 079 223 
Art Education: Elementary. 

ED 077 790 
Art Education: Middle/Junior High School. 

ED 077 791 
Art Education: Senior High School. 

ED 077 792 
Art for South Dakota Schools. 

ED 076 594 
Art for the Preprimary Child. 

ED 073 008 
Art: Involvement. 

ED 080 430 
Arts in Society. The Communications Explo- 


sion. 
ED 076 029// 


A Case Methodology for the Study of the 
Drawing Process and the Drawing Series. Final 


Report. 
ED 075 274 


Course Goals in Art, Grades K-12. Critique 


Draft. 
ED 073 555 





46 Subject Index 


Creative Ceramic Design, Art Education: 


6688.01. 
ED 071 971 
Creative Enameling Art, Art Education: 


6681.22. 

ED 071 973 
Creative Mosaics, Art Education: 6683.14. 

ED 072 999 
Giants in Art, Visual Arts Education, Social 
Studies: 6677.08. 

ED 071 °70 
Humanities, Religion, and the Arts Tomorrow. 

ED 074 492// 

Innovations in Television. 

ED 067 855 
Opaque Watercolor (Tentative Course Out- 
line). Art Education: 6673.05. 

ED 079 222 
Production and Display Workshop. Art Educa- 
tion: POS 6699.01. 

ED 079 225 
Relief in Design (Block Printing), Art Educa- 


tion: 6683.11. 

ED 071 969 
Report of the Commission on Art Education. 

ED 077 829 
Secondary School Curriculum Guide: Art. 
Grades 7-12. Draft Copy. 

ED 077 838 
Sign, Symbol and Form. 

ED 071 428// 

A Supplementary Program for Environmental 
Education, Art, Grade K-3. 

ED 079 147 
A Supplementary Program for Environmental 
Education, Art, Grade 4-6. 

ED 079 148 
A Supplementary Program for Environmental 
Education, Art, Grade 7-9. 

ED 079 149 
A Supplementary Program for Environmental 
Education, Art, Grade 10-12. 

ED 079 150 
Videospace and Image Experience. 

ED 073 701 
Visual Arts Handbook. A_ Directory of 


Resource Materials. 
ED 076 483 


Where it Starts: Basic Design, Art Education: 
6671.33. 
ED 073 002 
Art Activities 


Art: Involvement. 
ED 080 430 


Arts and Crafts for Outdoors. 
ED 080 264 


Art Appreciation 
A Developmental Study of the Criteria Used by 
Children to Justify their Affective Response to 
Arts Experiences. 
ED 079 182 
Final Report. Lincoln Center for the Perform- 
ing Arts, Lincoln Center Student Program. 
ED 077 816 
A Manual for Coding Descriptions, Interpreta- 
tions, and Evaluations of Visual Art Forms. 
ED 071 991 
Sign, Symbol and Form. 
ED 071 428// 
Three Dimensional Design (Sculpture), Art: 


6681.09. 
ED 071 967 


Art Education 

Administrator's Handbook for Art Education. 

ED 072 993 
American Black Art. Art Education: 6677.02. 

ED 079 223 
Art Education: An International Survey. 

ED 069 579// 

Art Education: Elementary. 

ED 077 790 
Art Education - Means or End? 

ED 078 835 
Art Education: Middle/Junior High School. 

ED 077 791 
Art Education Program at Kutztown State Col- 
lege. 

ED 076 534 
Art Education: Senior High School. 

ED 077 792 
Art for the Preprimary Child. 

ED 073 008 


Art: Involvement. 
ED 080 430 


The Attitudinal Changes Produced By Intensive 
Art-Related Experiences for Culturally 
Deprived Students and the Resultant Effects on 
Participating S Teachers and Cl 
Teachers. Final Report. 

ED 069 836 


Basic Abilities Required for Understanding and 
Creation in the Arts. Final Report. 

ED 071 989 
Calligraphy, Art Education: 6693.06. 

ED 071 977 
Course Goals in Art, Grades K-12. Critique 
Draft. 





ED 073 555 
Creative Ceramic Design, Art Education: 


6688.01. 
ED 071 971 
Creative Enameling Art, Art Education: 


6681.22. 

ED 071 973 
Creative Mosaics, Art Education: 6683.14. 

ED 072 999 
Directory and Description: Arts, Humanities, 
and Other Interdisciplinary Programs. Elemen- 
tary, Junior, and Senior High Schools of the 
San Francisco Bay Area, 1971-1972. 

ED 074 000 
An Environmental Approach to Art for Grades 
7-9. 

ED 080 289 
Final Report. Lincoln Center for the Perform- 
ing Arts, Lincoln Center Student Program. 

ED 077 816 
Gem Treasures (Lapidary 1), Art Education: 
6681.23. 

ED 071 976 

Giants in Art, Visual Arts Education, Social 


Studies: 6677.08. 
ED 071 970 


Images and Things; Guide and Program Notes. 

ED 079 984 
Learning and Teaching in the Arts. Research 
Monograph 4. 

ED 076 459 
A Manual for Coding Descriptions, Interpreta- 
tions, and Evaluations of Visual Art Forms. 

ED 071 991 


Opaque Watercolor (Tentative Course Out- 


line). Art Education: 6673.05. 
ED 079 222 


Production and Display Workshop. Art Educa- 
tion: POS 6699.01. 

ED 079 225 
A Program for the Training of Elementary Art- 
Music Teachers. 

ED 076 589 


The Reel Thing. Creative Photography. Art 
Education: Art Cft 7 6681.01, CM Art 1 


6693.01. 
ED 079 229 
Relief in Design (Block Printing), Art Educa- 


tion: 6683.11. 
ED 071 969 
Report of the Commission on Art Education. 
ED 077 829 
Sculpture, Metallic Formations II, Art Educa- 


tion: 6683.12b. 
ED 072 996 


Sculpture: Stone Shapes, Art: 6683.08. 
ED 072 997 
Secondary School Curriculum Guide: Art. 


Grades 7-12. Draft Copy. 

ED 077 838 
The Self in Art Education. Research Mono- 
graph 5. 

ED 076 460 
Three Dimensional Design (Sculpture), Art: 


6681.09. 

ED 071 967 
Transparencies. Art Education: Art I 6673.03, 
CM Art I 6693.03. 

ED 079 228 


Urban Arts Program: Project Director’s Report, 


1970-1971. 


ED 068 608 
Visual Arts Handbook. A_ Directory of 


Resource Materials. 
ED 076 483 


Where it Starts: Basic Design, Art Education: 


6671.33. 
ED 073 002 


Women's Caucus of the College Art Associa- 
tion Survey of the Status of Women in 164 Art 
Departments in Accredited Institutions of 
Higher Education. 

ED 074 901 


Art Expression 
A Case Methodology for the Study of the 
Drawing Process and the Drawing Series. Final 


Report. 

ED 075 274 
A Consolidated Report on the “Draw-A-Class- 
room” Test: A Study of the Drawing Behaviour 
of Children in Toronto Public Schools. 

ED 068 580 
Experiences in Visual Thinking. 

ED 073 690// 

Intellectual Maturity of Children as Measured 
by the Goodenough-Harris Drawing Test: 
United States. 

ED 068 532 


Reflections on Two Media. 

ED 074 724 
Rehabilitation Therapy. Art Therapist--the Oc- 
cupation. World of Work. 
ED 067 449// 
Scoring Categories and Administration Instruc- 
tions (Appendix of a Complete Manual for the 
Draw-A-Classroom Test). 





ED 068 537 


Articulation (Program) 
Articulation of Occupational Orientation, Edu- 
cation, and Placement in Private and Public 
Elementary, Secondary and Post-Secondary 
School luation Report (May, 1971-April 





30, 1972). 

ED 073 298 
Career Education Guide, K-14. 

ED 074 266 
A Comprehensive Careers Cluster Curriculum 
Model. Health Occupations Cluster Curriculum 
Project and Health-Care Aide Curriculum Pro- 


ject. 

ED 069 867 
Conference on Career Development and Pro- 
gram Articulation in Health. Final Report. 

ED 079 S01 
Examination of Patterns of Career Training by 
Levels for Program and Population Duplication 
in Illinois. 

ED 079 542 
Exemplary Project Region VIII Workshop 
(Riverton, Wyoming, July 12-14, 1972). 

ED 073 273 
A Handbook of —— ‘Programs for 
Oklahoma V i and Ti ical Educa- 
tion. 





ED 069 917 
Identifying Competencies in the Food Service 
Industry. Final Report. 

ED 080 727 
Limitations of a Research, Development and 
Diffusion (RD and D) Strategy in Diffusion: A 
Case Study of Nine Local Implementations of a 
State-Adopted Curriculum. 

ED 076 464 
New Challenges in Articulation. 

ED 067 097 
Organization and Proceedings of the New River 
Articulation Conference (New River Communi- 
ty College, Dublin, Virginia, April 28, May 5, 


May 12, 1973). 

ED 077 485 
Proceedings of a National Invitational Con- 
ference on Post-Secondary Career Education 
for State Directors of Vocational Education, 
Community/Junior Colleges, Adult and Con- 
tinuing Education. Final Report. 

ED 079 536 


Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated, Grades | through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experience, Relevant to 
General Education. Final Evaluation Report. 

ED 067 S11 
Project VIGOR: V 1 Cluster Educati 
Integrated and Articulated Grades 1 through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experiences Relevant to 
General Education. Final Report. 

ED 080 682 


Study of Massachusetts Two-Year College Stu- 
dents: Implications for Massachusetts Four- 
Year Colleges and Universities. 

ED 068 081 





Articulation (Speech) 
Basis of Articulation. 
ED 070 322 
The Effects of Varying Latencies in the Stimu- 


lus-Response Paradigm of Speech Therapy. 
ED 079 770 





Out of the Mouth of Babes: Earliest Stages in 
Language Learning (Janua Linguarum Series 


Minor 117.) 
ED 066 759// 


The Personal Enjoyment of Conversation. 
ED 078 464 


Phonetics: A Critical Analysis of Phonetic 
Theory and a Technic for the Practical 
Description of Sounds. 

ED 071 482// 


Rehearsal as Inner Speech. 
ver 070 521 


h | 





Survey of 
Among Military Dependent Children. 

ED 066 855 
Working Papers in Linguistics No. 12. 

ED 069 162 


Artificial Intelligence 
Artificial Intelligence - A Case for Agnosticism. 
ED 069 296 
Computers and Computation. Readings from 
Scientific American. 
ED 071 369// 


AC ter Simulation of Human Communi- 


cation. 





ED 078 473 
Generative Computer Assisted Instruction: An 
Application of Artificial Intelligence to CAI. 

ED 078 648 
Man-Machine Communication: Computer 
Credibility for French and English Canadians. 

ED 078 457 
A Model Driven Question-Answering System 
for a CAI Environment. Final Report (July 
1970 to May 1972). 

ED 077 195 


Artificial Intelligence Laboratory 
A Computer Laboratory for Elementary 
Schools. Artificial Intelligence Memo Number 
46. 


ED 077 242 
Teaching Children to be Mathematicians vs. 
Teaching About Mathematics. Artificial Intel- 
ligence Memo Number 249. 

ED 077 243 


Artificial Speech 
Pronunciation of Synthetic Words with Pre- 
dictable and Unpredictable Letter-Sound Cor- 
respondences. Technical Report No. 71. 
ED 066 736 


Artificial Turf 
Physical Recreation Facilities. A Report. 
ED 079 819 


Artists 
Authors and Illustrators of Children’s Books: 
Writings on Their Lives and Works. 
ED 066 756// 


Art Materials 
Art for South Dakota Schools. 
ED 076 594 


Fragments. 
ED 069 371// 


Art Products 
Native American Arts and Crafts of the United 


States. Bibliography 1. 
ED 071 831 


Art Teachers 
Images and Things; Guide and Program ae 
ED 079 984 


Asia 
Asia: A Guide to Paperbacks. Revised Edition. 
ED 080 443 


Field Experiments of Family Planning Incen- 


tives. 
ED 074 317 
Growth and Change: Perspectives of Education 


in Asia. 
ED 080 398// 


Higher Education in the Asian Region. 
ED 077 326 


Meeting of Experts on Educational Planning in 
Asia. Final Report. (Tokyo, Japan, November 
25-December 1, 1970.) 

ED 078 546 


Models of Structures and Strategies for 


Teacher Education in Developing Nations. 
ED 074 060 


Progress of Education in the Asian Region. 
Statistical Supplement. 
ED 075 294 


School Building Design Asia. 


ED 079 820 
Taboo Communication and Social Change: 
Family Planning in Asia, and Some Suggested 
Modifications in the Ciassical Diffusion Model. 

ED 073 366 
Trends in Teacher Education. Number 12, 
Trends in the Ruralization of Primary School 
Curriculum in the Seventies and the Role of 
Teacher Education Institutions in Asian Coun- 


tries. 
ED 075 118 


Asian African Pupil Resource Project 


Asian-African Pupil Resource Project. Final 
Program Report. 
ED 080 434 


Asian Americans 


Asian-Americans and Public Higher Education 
in California. 
ED 077 315 


Asian History 


Chinese-Russian Study Center. Bibliography of 
Materials (with Supplement Number !). 

ED 068 429 
The Dynamics of Modernization, A Study in 
Comparative History by C. E. Black: Some 
Suggestions for Classroom Use. Service Center 
Papers on Asian Studies Number 2. 

ED 068 426 


A Guide to Asian Collections in American 


Museums. 

ED 080 388 
Higher Education in the Asian Region. 

ED 077 326 
Historical and Political Gazeteer of 
Afghanistan. Volume 1, Badakhshan Province 
and Northeastern Afghanistan. 

ED 069 598// 


Social Studies: Grade 9: Asian and African 
Culture Studies. 
ED 067 348 
Teaching about Asia at the Secondary Level. 
Report of the Fifteenth Yale Conference on 
the Teaching of Social Studies. 
ED 067 307// 


Asian Institute of Technology 


Asian Institute of Technology. 
ED 074 965// 


Asian Studies 


Asia: A Guide to Basic Books. 

ED 080 393 
Asia: A Guide to Books for Children. 

ED 080 389 
Asia: A Guide to Traveling Exhibitions and 
Displays. 

ED 080 390 
Asian Studies: Experimental Course of Study, 
11th or 12th Year Elective. 

ED 070 684 
Asian Studies in American Secondary Educa- 
tion. A Report on Two Conferences Sponsored 
by the Association for Asian Studies and the 
U.S. Office of Education. 

ED 070 710 


The Dynamics of Modernization, A Study in 
Comparative History by C. E. Black: Some 
Suggestions for Classroom Use. Service Center 
Papers on Asian Studies Number 2. 

ED 068 426 


East Asia: A Bibliography for Undergraduate 


Libraries. 
ED 070 723// 
A Guide to Asian Collections in American 


Museums. 
ED 080 388 


A Guide to Films, Filmstrips, Maps and Globes, 


Subject Index 47 


South Asia Area Syllabus. Center for Area and 
Country Studies. 

ED 079 194 
Survey of Bibliographies and Reference Works 
on Asia, Africa, Latin America, and Russia and 
East Europe and Compilation of Bibliographies 
on East Asia, South Asia, and Africa South of 
the Sahara for Undergraduate Libraries. Final 


Report. 
ED 070 722 
Teaching about Asia at the Secondary Level. 
Report of the Fifteenth Yale Conference on 
the Teaching of Social Studies. 
ED 067 307// 


Aspiration 
Aspirations of Rural Black Women and Their 
Orientations Toward Migration. 
ED 076 272 
Behavioral and F ied Indicators of 
Avoidance of Success in Men and Women. 
ED 068 851 
An Evaluation of Exp d Level of Aspira- 
tion as a Determinant of Performance in an 
Under-Graduate Biology Course. 
ED 070 583// 
The Family Background of Puerto Rican Stu- 
dents: An Analysis of Educationally Relevant 
Variables. 








ED 073 189 
Looking Ahead: Self-Conceptions, Race, and 
Family as Determinants of Adolescent Orienta- 
tion to Achievement. The Arnold and Caroline 
Rose Monograph Series in Sociology. 
ED 073 184// 
Race and Class as Differential Determinants of 
Underachievement and Underaspiration Among 
Mexican-Americans. 
ED 077 612 


Status Projections of Lower Social Strata Pre- 
Adolescents: A Focus on Some Intervening So- 
cial Psychological Factors. 

ED 071 796 


They Came For the Best Reasons: Some 
Aspects of Student Choice and Satisfaction at 
Two-Year Colleges in Southwestern Pennsyl- 


vania. 
ED 068 094// 
Assembly (Manufacturing) 


Microwave Tube (electronics) 

73. 884--Technical Report on Development of 
USES Test Battery. 

ED 067 408 


Assembler, Oil Filters (auto mfg.) 739.887-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 644 


Assembler, Small Products (any ind.) 739.887- 
034--Technical Report on Development of 
USTES Aptitude Test Battery. 





ED 069 643 
Experimental Assembler (any ind.) 6-78.642-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 069 777 
Hose Maker (rubber goods) 752.781-010-- 
Technical Report on Development of USTES 


Aptitude Test Battery. 
ED 069 645 


Special Study: Inadequate Structural Assembly 
of Schoolbus Bodies. The Accidents at Decatur 
and Huntsville, Alabama. 

ED 070 207// 


Venetian Blind Assembler 6-39.551--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 068 


Assembly Programs 
Ss of R , Community College 





Records on Asia. [and] Supplement, Includi 
a New Section on Slides. 
ED 080 387 


Introducing Asian Studies in El tary Edu- 
cation: China and India. Service Center Papers 
on Asian Studies Number 3. 

ED 068 427 





An Introduction to Asian Music. 
ED 080 391 


An Introduction to the Dance of India, China, 


Korea, Japan. 

ED 080 392 
Kishan Garhi Village, A Generation of Change: 
Technology, Society, and Culture. 

ED 073 980 


Problems and Opportunities in Improving 
Secondary Education About China. Service 
Center Paper on Asian Studies #5. 

ED 074 002 





Commencement ‘Exercise Survey. Summer 
1972. 
ED 068 089 
Assessed Valuation 


Property Assessment and Exemptions: They 
Need Reform. 
ED 078 533 


School Finance Reform in Texas. A Report to 
the U. S. Commission on Civil Rights Prepared 
by the Texas State Committee (An Official Ad- 
visory Committee to the Commission). 

ED 067 750 


A Small N Study of Federal Aid in Rural and 
Suburban School Districts. 
ED 077 683 


Status of Property Tax Administration in the 
States. 





48 Subject Index 


ED 078 570 
Assessing Behaviors of Caregivers 


Assessing Teacher Behaviors with Infants in 
Day Care. 
ED 075 505 


Assessment 
1972 Legislation and Achievements: Accounta- 
bility, Assessment and Testing. 
ED 078 593 


Accountability: The State of the Knowledge. 
ED 070 146 
An Assessment of Educational Needs for Lear- 


ners in Florida, 1970. 
ED 074 631 


An Assessment of the Detroit Public Schools 
Construction Systems Program. 
ED 071 201 


ECS Assessment Workshop for State Depart- 
ment Personnel. Final Report: Part I. Six- 
Month Evaluation. Final Report: Part II. 

ED 070 140 
Implementing Curriculum Change. Educational 
Management Review Series Number 20. 

ED 079 816 
Legislation by the States: Accountability and 
Assessment in Education. Revised. 

ED 078 513 
Social Studies A tin Wi Public 
Schools. A Position Paper. 





ED 074 014 
Some Implications of the National Assessment 
Model and Data for State and Local Education. 
ED 074 620 


Assignments 
Guided Study and Homework. What Research 
Says to the Teacher Series. No. 8. 
ED 077 901 
Your Attitude is Showing, Assignment Manual 
and Answer Book. 
ED 076 744// 


Assistant Principals 
The Assistant Principal. A Collection of ERIC 

Document Resumes. 
ED 073 563 


The Assistant Principal. Oregon School Study 
Council Bulletin, Volume 13, Number 6. 
ED 079 844 


Associate Degrees 
Analysis of Skills Needed by Graduates of As- 
sociate Degree Insurance Major. Final Report. 
075 616 
Continuing Education Characteristics of 
Selected Associate Degree Graduates. Voca- 
tional-Technical Education Research Report. 
ED 078 191 
Criteria and Guidelines for the Establishment 
and Implementation of Associate Degree Pro- 
grams in Four-Year Institutions. 
ED 077 361// 
The Curriculum Development Project for the 
Medical Laboratory Technology Program at 
Miami-Dade Junior College, Miami, Florida. 
Final Report. 
ED 074 233 
Improving Highway Safety Manpower: Traffic 
Engineering Technician Project at Lansing 
Community College. Final Report, Phase I. 
ED 072 216 
Job Satisfaction Characteristics of Selected As- 
sociate Degree Graduates. Vocational-Techni- 
cal Education Research Report. 
ED 078 190 
Report of the Committee on Transfer of Credit 
from Technical Education Centers. 
ED 068 018 
A Study to Determine Relationships Between 
Geographic and Job Mobility Characteristics of 
Selected Associate Degree Graduates. Voca- 
tional-Technical Education Research Report. 
ED 078 193// 
A Survey of Associate of Arts and Associate of 
Science Degree Programs in 13 Western States. 
ED 077 493 


Association (Psychological) 
Identification of School-Related Objects as Per- 
ceived by Children on Primary School Levels. 
ED 069 400 
An Investigation into the Effects of Generating 
Hunches Upon Subsequent Search Activities in 
Problem Solving Situations. 
ED 079 064 
Milieu and Observer Differences in Environ- 
mental Associations. 
ED 077 663// 


Structures of Environmental Associations. 
ED 077 662// 


Association of Governing Boards 


What Is, Or Should Be, The AGB? A Report 


from the Membership. 
ED 074 964 


Association of Research Libraries 


The University Library in the Seventies, 
Minutes of the Seventy-Eighth Meeting, 
(Colorado Springs, Colorado, May 14 - 15, 


1971). 
ED 067 115 


Association of Urban Universities 
Summary of Proceedings of the Annual Meet- 
ing of the Association of Urban Universities 
(57th, Chicago, Illinois, November 7-8, 1971). 
Forty-Eighth Report. 
ED 074 891 


Association Tests 

Adapting Word Association for Use as an 
Evaluation Technique. 

ED 078 083 
A iative Resp to Nonsense Syllables by 
Negro and White Second Graders. 

ED 078 895 
Cognitive Activity and Hypothesis Formation 
During a Double Entendre Word Association 
Test as a Function of Locus of Control and 
Field Dependence. 





ED 077 595 
A Comparison of General IQ and Associative 
Learning Ability as Predictors of Achievement 


in Programmed Readers. Final Report. 
ED 072 113 


Associative Learning 

Adapting Word Association for Use as an 
Evaluation Technique. 

ED 078 083 
Application of Jensen’s Bidimensional Model of 
Learning to the Reading Process. 

ED 070 062 
Basic Components of Cognitive Structure. Final 


Report. 
ED 072 418 


The Effect of Children’s Expectations and 
Word Associations Upon the Comprehension 
of Passive Sentences. 

ED 078 931 


Hypostatization of Selected Environmental 
Cc pts in El tary School Children. 

ED 070 022 
Influence of Sampling and Comparison 
Processes on the Development of Communica- 
tion Effectiveness. 





ED 071 732 
Organizational Strategies in Free Recall Verbal 
Learning of Normal and Retarded Children. 
Final Report. 

ED 069 054 
Paired-Associate Learning. 

ED 074 456// 

Pictures and Relational Imagery Training in 
Children’s Learning. Research Report #29. 

ED 071 241 
Reading and Concept Attainment, Highlights of 
the 1967 Pre-Convention Institutes. 

ED 071 061 
The Reliability and Validity of the Word-As- 
sociation Test as a Measure of Academic 
Achievement. Final Report. 

ED 068 518 


Astronomy 

The Comparative Effectiveness of Individually 
Prescribed Instruction and the Lecture Demon- 
stration Method to Achieve Behavioral Objec- 
tives for a Descriptive Astronomy Course. 

ED 076 325// 
Nuffield Secondary Science, Theme 8, The 
Earth and Its Place in the Universe. 

ED 069 555// 
Project Physics Handbook 2, Motion in the 


Heavens. 
ED 071 889 
Project Physics Teacher Guide 2, Motion in the 
Heavens. 
ED 071 891 
Project Physics Tests 2, Motion in the Heavens. 
ED 071 888 
Project Physics Text 2, Motion in the Heavens. 
ED 071 890 


Athabascan Indians 
Alaska’s Urban Boarding Home Program: Inter- 
personal Relationships Between Indian and 
Eskimo S Students and Their Board- 
ing Home Parents. 





ED 067 195 


Athapaskan 
Trends in the Study of Athapaskan Language 
Maintenance and Bilingualism. Navajo Reading 
Study Progress Report No. 21. 
ED 078 715 


Athletes 
A Study of Communication in the Role Rela- 
tionships Between Coaches and Athletes. 
ED 070 123// 


Athletic Activities 

Accountability in Physical Education: The Ef- 
fectiveness of the Elementary Physical Educa- 
tion Specialist. 

ED 076 553 
AIAW Handbook of Policies and Operating 
Procedures 1972-73. 

ED 080 496 
Annual Safety Education Review 1971. 

ED 075 407 
Archery: A Planning Guide for Group and In- 
dividual Instruction. 

ED 079 297 
Archery - Golf Guide with Official Rules. June 
1972 - June 1974. 

ED 079 312 
Bowling-Fencing Guide with Official Rules. 
January 1973 - January 1975. 

ED 079 315 
The Effect of Guided Practice on Overhand- 
Throw Ball Velocities of Kindergarten Chil- 


dren. 

ED 080 522 
Essentials of a Quality Elementary School 
Physical Education Program. A Position Paper. 

ED 080 473 
Guidelines for Secondary School Physical Edu- 
cation. A Position Paper. 

ED 080 475 
Guide to Excellence for Physical Education in 
Colleges and Universities. A Position Paper. 

ED 079 316 
Gymnastics Guide with Official Rules. June 
1973 - June 1975. 

ED 079 285 
Handicap--Sport: A Preliminary Bibliography 
on Sport for the Disabled and the Ill, 1960- 
1973. Second Edition. 

ED 080 532 


International Congress of the International 
Council of Health, Physical Education, and 
Recreation (14th, Kingston, Jamaica, July 30- 
August 3, 1971). 

ED 080 479 
The Little Known Olympic Sports. 

ED 079 300 
Outing Activities and Winter Sports Guide. 

ED 074 022 
Physical Education for High School Students. 
A Book of Sports, Athletics, and Recreational 
Activities for Teen-Age Boys and Girls. 

ED 079 294 
Report on Experiment Girls on Boys’ In- 
terschool Athletic Teams. March 1969-1970. 

ED 073 059 
Selected Aquatic Articles. Sports Articles 
Reprint Series. Second Edition. 

ED 079 308 
Selected Archery Articles. Sports Articles 
Reprint Series. 

ED 079 302 
Selected Fencing Articles. Sports Articles 
Reprint Series. First Edition. 

ED 079 310 
Selected Field Hockey and Lacrosse Articles. 
Sports Articles Reprint Series. Third Edition. 

ED 079 301 
Selected Gymnastics Articles. Sports Articles 
Reprint Series. First Edition. 

ED 079 304 
Selected Soccer and Speedball Articles. Sports 
Articles Reprint Series. Third Edition. 

ED 079 291 
Selected Tennis and Badminton Articles. Sports 
Articles Reprint Series. Third Edition. 

ED 079 313 
Selected Volleyball Articles. Sports Articles 


Reprint Series. 
ED 075 355 





Soccer-Speedball-Flag Football Guide with Of- 


ficial Rules. June 1972 - June 1974. 
D 080 462 


Softball Guide with Official Rules. January 
1972 - January 1974. 
ED 079 306 


Special Olympics Instructional Manual. . .From 
Beginners to Champions. 
ED 069 076 


Track and Field Guide Including Cross Country 
with Official Rules. January 1972 - January 


1974, 

ED 079 309 
The Training of Judges for Girls Gymnastics, A 
Script-Workbook to Be Used in Conjunction 
with a Film and Supplementary Materials. 

ED 079 296 


Volleyball Guide with Official Rules. July 1971 


- July 1973, 
ED 079 311 
What Research Tells the Coach About 


Baseball. 
ED 080 482 


Athletic Coaches 
Accountability in Physical Education: The Ef- 
fectiveness of the Elementary Physical Educa- 
tion Specialist. 
ED 076 553 


Conference on Professional Standards for 


Aquatic Education. 
ED 080 464 


Drugs and the Coach. 
ED 075 400 
A Study of Communication in the Role Rela- 
tionships Between Coaches and Athletes. 
ED 070 123// 
What Research Tells the Coach About 


Baseball. 
ED 080 482 
Athletic Equipment 


Guide for Homemade Innovative Play Equip- 
ment for Activities in Physical Education and 
Recreation for Impaired, Disabled, and Han- 
dicapped Participants. 

ED 080 524 


Selected Fencing Articles. Sports Articles 
Reprint Series. First Edition. 
ED 079 310 


Athletic Programs 
Answers to Health Questions in Physical Edu- 


cation. 

ED 075 434 
Course Goals in Physical Education, Grades K- 
12. Critique Draft. 

ED 073 554 


Field Hockey-Lacrosse Guide with Official 
Rules. June 1972 - June 1974. 
ED 079 307 


Guide for Financial Assistance and Program 
Support for Activities in Physical Education 
and Recreation for Impaired, Disabled, and 
Handicapped Participants. 

ED 080 523 


National Aquatic Conference on Professional 
Standards in Aquatics and Approaches to Cer- 
tification (2nd, Long Beach, California, Oc- 
tober 22-25, 1971). 

ED 077 898 


Nutrition for Athletes. A Handbook for 


Coaches. 

ED 075 401 
Riding Standards. The Policies and Operating 
Procedures of the National Riding Committee 


1973-74. 
ED 079 287 
Soccer-Speedball-Flag Football Guide with Of- 


ficial Rules. June 1972 - June 1974. 
ED 080 462 


Sports Programs for College Women. 
ED 079 314 


Tennis-Badminton-Squash Guide with Official 
Rules. June 1972 - June 1974. 
ED 079 305 


What Research Tells the Coach About 
Baseball. 
ED 080 482 


Athletics 
AIAW Handbook of Policies and Operating 
Procedures 1972-73. 
ED 080 496 


Aquatics Guide with Official Rules. July 1971 - 
July 1973. 
ED 079 303 


Archery: A Planning Guide for Group and In- 
dividual Instruction. 
ED 079 297 


Archery - Golf Guide with Official Rules. June 
1972 - June 1974. 
ED 079 312 


Bowling-Fencing Guide with Official Rules. 
January 1973 - January 1975. 
ED 079 315 


Competitive Athletic Programs for Impaired, 


Disabled, and Handicapped Persons. 
ED 079 317 


Field Hockey-Lacrosse Guide with Official 
Rules. June 1972 - June 1974, 
ED 079 307 


Guideli for § dary School Physical Edu- 
cation. A Position Paper. 
ED 080 475 


Gymnastics Guide with Official Rules. June 
1973 - June 1975. 





ED 079 285 


The Little Known Olympic Sports, 
ED 079 300 


Official Basketball Rules for Girls and Women. 
July 1972 - July 1973. Reprint. 
ED 080 474 


Perceptions of Women's Roles and Female 
Sport Involvement Among a Selected Sample 
of College Students. 

ED 080 513 


Philosophy and Standards for Girls and 
Women's Sports. 
ED 080 466 


Physical Education for High School Students. 
A Book of Sports, Athletics, and Recreational 
Activities for Teen-Age Boys and Girls. 

ED 079 294 
Selected Aquatic Articles. Sports Articles 
Reprint Series. Second Edition. 

ED 079 308 


Selected Archery Articles. Sports Articles 
Reprint Series. 
ED 079 302 


Selected Tennis and Badminton Articles. Sports 
Articles Reprint Series. Third Edition. 
ED 079 313 
Selected Track and Field Articles. Sports Arti- 
cles Reprint Series. First Edition. 
ED 080 463 
Soccer-Speedball-Flag Football Guide with Of- 


ficial Rules. June 1972 - June 1974. 
ED 080 462 


Softball Guide with Official Rules. January 
1972 - January 1974. 
ED 079 306 


Sports Programs for College Women. 
ED 079 314 


Tennis-Badminton-Squash Guide with Official 


Rules. June 1972 - June 1974. 
D 079 305 


E 
Volleyball Guide with Official Rules. July 1971 


- July 1973. 
ED 079 311 
What Research Tells the Coach About 


Baseball. 
ED 080 482 


Atlases 


A Word Geography of the Eastern United 


States. 
ED 071 481// 


Atomic Structure 


Atomic Structure and Chemical Change: Level 
I, Unit 7, Lesson 1; Chemical Compounds: Les- 
son 2; Forms of Energy: Lesson 3. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 069 987 


An Investigation in Elementary Science Cur- 
riculum, Employing A Conceptual Schemes 


Approach. 
ED 072 916 
Unit: Model for Matter, Inspection Pack, Na- 
tional Trial Print. 
ED 068 298// 


Atomic Theory 


Project Physics Handbook 5, Models of the 


Atom. 
ED 071 904 


Project Physics Reader 5, Models of the Atom. 
ED 071 902 


Project Physics Teacher Guide 5, Models of 


the Atom. 
ED 071 906 


Project Physics Tests 5, Models of the Atom. 
ED 071 903 


Subject Index 49 


Project Physics Text 5, Models of the Atom. 
ED 071 905 


Attendance 
Evaluation of the 
Oriented Science Curriculum for Underachiev- 
ing Students on School Attendance. 

ED 067 226// 
RAMA -- Recursive Attendance Monitoring 


and Analysis. 
ED 075 957 


Infl of a § 





Who Went to School? 
ED 069 588 


Attendance Patterns 
Black Schools, White Schools: A Descriptive 
Analysis of School Attendance Patterns in 


Detroit. 

ED 078 110 
College-Wide Participation in Policy Evalua- 
tion, Report on the Study of Attendance to the 
College Senate, March 20, 1972. 

ED 073 764 


A Constant Work Model for Student At- 


and Enr 
ED 080 086 
Needed Research in Year-Round Education. 
ED 075 930 
Relationships Among Selected Occupational 
Experience Programs in Secondary Schools--A 
Mini-Grant Research Project Presented to the 
Tennessee Research Coordinating Unit: 1972- 


1973, 

ED 070 813 
The Role of Protestant Churches, Jewish 
Synagogues, and the Roman Catholic Church 
in the American Adult Education Movement. 
Background Paper Number One. 

ED 070 917 





Attendance Records 
Automated Attendance Accounting System; 


Patent Application. 
ED 071 271// 


RAMA -- Recursive Attendance Monitoring 
and Analysis. 
ED 075 957 


Attendance Services 


Visions of Sugarplums. 
ED 067 427 


Attendant Training 
The Learning Booth: Product Evaluation Re- 


port. 
ED 080 183 


Attention 
An Assessment of the Influence of Attention to 
the Task in the Measurement of Visual Percep- 


tual Abilities. Final Report. 
ED 069 667 


Attention and Reading Achievement in First 
Grade Boys and Girls. Research Report No. 43. 
ED 074 447 


Attention as a Variable in Communication 
Research--The Status Quo. 
ED 074 531 


Determinants of Visual Attention and Recall in 
Observational Learning by Preschoolers and 
Second Graders. 

ED 080 158 


A Developmental Study Of Attention: A Mul- 
tivariate Approach. 
ED 069 418 


Differential Dishabituation as a Function of 
Magnitude of Stimulus Discrepancy and Sex of 
the Newborn Infant. 

ED 078 927 


Dimension Preference and Component Selec- 
tion: Alternative Measures of Children's Atten- 
tion to Stimulus Components. 

ED 079 434 


Increasing Student Attention: A Learning 
Theory with an Emphasis on Transfer to the 
Regular Classroom. Final Report. 

ED 067 604 


The Test of Visual Memory for Letter-like 
Forms. Appendix A. 
ED 069 668// 


Attention Control 
Age Differences in Children’s Performance on 
Measures of Component Selection and In- 

cidental Learning. 
ED 079 358 


Conjugate Reinforcement. 
ED 074 767 





50 Subject Index 


Factors of Predicted Learning Disorders and 
their Interaction with Attentional and Percep- 
tual Training Procedures. 


ED 078 919 
Increasing Student Attention: A Learning 
Theory with an Emphasis on Transfer to the 
Regular Classroom. Final Report. 


ED 067 604 


Attention Span 
Attending Behavior: Skills for Teaching Excep- 
tional Children. Teacher Handbook. An Inser- 
vice Training Program for Exceptional Child 
Educators. EDUCOURSE I. 
ED 073 599 


Educational Development and Utilization of a 
Composite Approach to Teaching the Excep- 


tional. 

ED 073 598 
Outerdirectedness in Mentally Retarded Chil- 
dren as a Function of Sex of Experimenter and 
Sex of Subject. Research Report #31. 

ED 071 243 
Oo di d of Educable Mentally Re- 
tarded Boys and Girls. Research Report #21. 

ED 071 233 
Predicting the Future: Studies on the Growth 
of the Intellect. 





ED 068 168 
A Two Process Model of Infant Visual Atten- 
tion. 

ED 067 163 


Attitudes 
Abstract: Attitudes toward Competition in the 
4-H Program in Carroll County, Ohio: A Thesis 
by A. Wayne Hothem. 
ED 066 663 
Administrator's Environmental Education 
Evaluation Manual. 
ED 067 231 
Attitudes and Interests of Indian People Re- 
garding Health Careers. 
ED 073 887// 
Attitudes and Percepti of El tary 
Mathematics Possessed by Third and Sixth 
Grade Teachers as Related to Student Attitude 
and Achievement in Mathematics. 
ED 076 425 


Attitudes of Arizona Educators Toward Sex 
Education. 





ED 067 452 
Attitudes of Students in Grades Six, Eight, and 
Twelve Toward Television Commercials. 

ED 077 233 
Attitudes Toward Food as an Indicator of Core 
Values: A Study of Subcultural Differences in 
Louisiana Rural Communities. 

ED 080 252 
Behavioral Aspects of Marijuana Use. 

ED 067 577 
Broad Applications of Research on Programs 
Involving Mexican-Americans. 

ED 076 284 
Chicano Educational Priorities: Mindongo, 
Hash, or Potpourri. 

ED 071 814 
A Comparison of Attitudes and Values 
Between Indians and Non-Indians in an Institu- 
tion of Higher Education. 

ED 073 894 


A Descriptive Study of Prospective Elementary 
Teachers’ Attitudes Relating to Environmental 


Problems. 

ED 076 307// 
The Development and Evaluation of Physical 
Science Curriculum Materials Designed to Im- 
prove the Attitudes of the Secondary School 


Slow Learner. 
ED 079 018// 
Drug Abuse Knowledge and Attitudes in ‘‘Mid- 


dle America”. 

ED 070 985 
Educational and Occupational Aspirations and 
Expectations of Rural Youth. 

ED 072 878 
The Effects of an Open Experimental Program 
on the Attitudes and Self-Concept of Graduate 


Students. 
ED 074 935 


The Effects of a Self-Directed Drug Abuse 
Education Program on Attitudes of College 
Students. 
ED 076 317// 
The Effects of Channel Variation on Attitude 
Change and Source Credibility. 
ED 071 112 


Environmental Attitude and Health Knowledge 
of Tenth Grade High School Students. 
ED 075 173// 
Evaluation of DHEW Health Manpower Train- 
ing Programs Relative to Indians. Final Report. 
ED 073 886// 
The Evaluation of Dogmatic Television Charac- 
ters by Dogmatic Viewers: “Is Archie Bunker a 
Credible Source?” 
ED 078 474 


Family Type Influences on Child Television 


Viewing. 
ED 072 477 
Final Technical Report on Contract Number 


1147(07). 

ED 067 317// 
Human Information and Argument Retrieval: 
Language Correlates and Attitudinal Frame of 
Reference; Rhetorical Invention: Attitudinally 


Bound. 

ED 079 772 
Interpersonal Attraction and the Perception of 
Attitudinal Feedback. 

ED 067 568 
An Investigation of Attitude Consistency. 

ED 070 984 
Judging Personality from Speech: A Pilot Study 
of the Effects of Bilingual Education on At- 
titudes Toward Ethnic Groups. Research and 
Development Memorandum No. 106. 

ED 076 278 
Judging Personality from Speech: A Pilot Study 
of the Attitudes Toward Ethnic Groups of Stu- 
dents in Monolingual Schools. Research and 
Development Memorandum No. 107. 

ED 078 992 
Language Attitudes: Current Trends and 
Prospects. 

ED 076 989// 

Man-Machine Communication: Computer 
Credibility for French and English Canadians. 

ED 078 457 
Mathematical Theory of Attitude and Opinion 
Formation Based on High School Civics and 
History. Final Report. 

ED 077 789 
Measurement of the Credibility of Peers and 


Spouses. 

ED 078 467 
Mexican American Dropouts in the Valley-- 
Their Reasons for Leaving School and Their 
Educational and Occupational Status Projec- 
tions. 

ED 078 983 
Modern Value Orientations and Attitudes of 
Southern Ohio’s Rural Youths Toward Abor- 
tion and Ohio’s Law Concerning Abortion. 

ED 079 001 
A New Design for Survey Feedback. 

ED 078 598 
Perceptions of Navy Basic Training: Recruits 
Before and During Training. Final Report. 

ED 079 582// 

Personality, Attitude, Professional Knowledge 
of Teachers in Experiential and Conventional 
Preparatory Programs. 

ED 076 570 
Planned Change in Response to External Pres- 
sure. A Study of Facilitation and Resistance in 
the Faculty of a Small Independent College 
with a Traditional Emphasis on Engineering 
and Science. Final Report. 

ED 067 386 
A Project on Comprehension and Effects of 
Mass Communication. 

ED 067 840 
A Quasi-Experimental Study of the Effects of 
Two Modes of Instruction on the Attitudes of 
Preservice Elementary Teachers in the Area of 
Science Teaching. 

ED 070 569// 


The Relationship Between the Assignment of 
Educational Priorities and Their Practice. Final 
Report. 

ED 070 141 
The Relationship of Achievement and Attitudes 
Towards Mathematics in the Elementary 
School: A Longitudinal Study. 

ED 076 424 
The Relationship of Age, Sex, Education and 
Urbanization to Free Speech Attitudes. 

ED 077 052 
The Relationship of Attitude and Credibility to 
Comprehension. 

ED 078 455 
Research Problems and Issues in the Area of 
Socialization. 


ED 072 857 
The Role of Attitudes in the Prediction of 
Behavior: A New Perspective. 

ED 077 037 
Rural Poverty in Three Eastern South Dakota 
Counties. 

ED 080 222 
Rural-Urban Value Patterns. 

ED 078 995 
Second Report of the Washington State Ad- 
visory Council on Vocational Education: Part I, 
Findings, Conclusions, Recommendations, and 
Part II, Commentary and Detailed Survey 


Results. 

ED 068 696 
Selected Attitudes and Opinions of Michigan's 
Rural Population. Research Report 169, 
Development and Public Affairs. 

ED 073 883 


Sense of Nationality Among Schoolchildren: 
‘Center’ - ‘Periphery Differences with Special 
Reference to St. Lucia, West Indies. 

ED 068 235 
Sex Role and Attitudes Toward Institutional 
Violence Among College Youth: The Impact of 
Sex-Role Identification, Parental Socialization, 
and Socio-Cultural Milieu. 

ED 072 373 


Silent Messages. 
ED 070 130// 

Socio-Economic and Other Variations Related 
to Rehabilitation of Mexican Americans in 
Arizona. Final Report. 

ED 073 888 
Sociological Correlates of Poverty and Race in 
a Rural Arkansas Community. 

ED 071 820 
Some Sociological Factors in Educating Bilin- 
guals. 

ED 066 939 
Stereotypes, Credibility, and Foreign Accented 
English Speech. 

ED 072 494 
A Study of Black Male Professionals in Indus- 
try. 

ED 078 773 
A Study of Ohio Appalachian and Non-Ap- 
palachian Public Secondary School Teachers’ 
Attitudes Toward Selected Aspects of Training 


and Experience. 
ED 076 285// 


A Study of Relationships Among Verbal in- 
teraction, Student Achievement, and Attitude 
in Selected Two and Four Year College 
General Chemistry Classes. 

ED 068 303// 


A Study of the Advanced Placement Program 
in High School Biology. 

ED 068 301// 
A Study of the Attitudes of Prospective Ele- 
mentary School Teachers Toward Biological 
Science. 

ED 067 221// 
A Study of the Behavioral Outcomes Related 
to Science Processes of Ninth Grade BSCS Stu- 
dents. 

ED 070 618// 
A Study of the Effect of the Blue, Green, and 
Yellow Versions of BSCS Biology on the Scien- 
tific Attitude of Tenth-Grade Students. 

ED 076 378// 
Summary and Review of Studies of the 
VOLAR Experiment, 1971: Installation Reports 
for Forts Benning, Bragg, Carson, and Ord, and 
HumRRO Permanent Party Studies. 

ED 068 742 
A Survey of the Alumni of the University of 
Pittsburgh: Relationship to Alumni Activity and 
Opinions about the University. 
ED 077 425 


Teaching for Changed Attitudes and Values. 

ED 078 203 
The Use of a Comparative Analysis as an 
Evaluation of a Junior High School Conserva- 
tion Education Program. 





ED 076 308// 

User Preference in Printed Indexes. 
ED 071 708 
Validation of Morale and Attitude Scales. 


Technical Report. 
ED 078 067 


Value Education in the Sciences: The Step 
Beyond C pts and Pr 





ED 080 317 
Values Clarification. A Handbook of Practical 


Strategies for Teachers and Students. 
ED 069 585// 





Year-Round Schools: An A t of the 
Program's Initial Year in Four Chula Vista Ele- 
mentary Schools. 

ED 079 833 


You Are An Environment: Teaching/Learning 
Environmental Attitudes. 
ED 068 341// 


Your Attitude is Showing, Assignment Manual 
and Answer Book. 
ED 076 744// 





Attitude Tests 
The Alcoholism Questionnaire. 
ED 072 092// 
An Alternative Analysis for the Situational At- 
titudes Scale. 
ED 072 104 


An Analysis of the Influence of Sex, Intel- 
ligence, and Socio-Economic Background on 
the Modification of Ethnocentric Attitudes. 
ED 072 098 
Attitudes Related to Tolerance: Grades 9-12. 
ED 069 680// 
Attitudes Toward Career Education. A Report 
of an Initial Study of Pupil, Staff, and Parent 
Opinions in Atlanta, Hackensack, Jefferson 
County, Los Angeles, Mesa, and Pontiac. 
ED 068 636 
Attitude Toward School: Grades K - 12. 
ED 069 679// 
Background and Attitude Questionnaire Items 
and A Priori Weights. Table 4. 
ED 072 090// 
Beginning Teachers’ Attitudes and Their Rela- 
tionship to Selected Variables. 
ED 073 166 


Bibliotherapy: Effect of Group Reading and 
Discussion on Attitudes of Adult Inmates in 
Two Correctional Institutions. Final Report. 

ED 070 951 
Career Maturity. 

ED 077 976 
Combining Aptitude and Interest Test Results 
for Counseling. 

ED 078 076 
Community Human Resources Development in 
the Rehabilitation of the Handicapped. Final 


Report. 

ED 078 239 
A Comparison of Cognitive and Attitudinal 
Outcomes of Two Methods of Teaching Social 
Foundations of Education Classes. 

ED 073 133 
The Cross-Cultural Attitude Inventory: A Re- 
port on Item Analysis and Stability. 

ED 073 885 
The Development and Field Testing of an In- 
strument to Assess Student Beliefs About and 
Attitudes Toward Science and Scientists. 

ED 071 849// 

Development of a Mechanization Scale: Mea- 
surement of Stereotypes of Attitude toward 


Technology. 

ED 069 676 
The Drug-Abuse Questionnaire. 

ED 072 093// 

The Educational Attitudes and Learning Orien- 
tations of Undergraduates: A Pilot Study of 
Inter-Institutional Differences. 

ED 080 585 


Educational Quality Assessment. School Re- 


port: A Status Profile. 
ED 068 471 


The Effect of Early Classroom Teaching Ex- 
perience Upon the Attitudes and Performance 
of Science Teacher Candidates. 

ED 080 322 


Effects of Short-Term Facilitation Training on 


Attitudes. 

ED 072 002 
The Effects of Social Position, Race, and Sex 
on Work Values of Ninth Grade Students. 

ED 076 599 
Enhancement of Learning Inventory (ELI). Ap- 


pendix A. 
ED 079 416// 
Estimation of R ion Develop t Poten- 
tials through Scaling Attitudes of Non-Cor- 
porate Timberland Owners in East Texas. 
ED 072 338 


An Evaluation of the White Bear lake Senior 


High School Program. Final Report. 
ED 069 656 


Exceptional Children Conference Papers: 
Physically Handicapped. 
ED 078 637 





Experimental Development and Evaluation of a 
Shop Safety Attitude Scale. 
ED 068 658// 


Former Student Follow-Up Questionnaire. 

ED 069 662// 
How Many Es Are There? A Critical Analysis 
of Problems Concerning Determination of 
Evaluative Factors of Semantic Differential 


Scales. 

ED 076 676 
The Internal Construct Validity of the Ross 
Educational Philosophical Inventory. 

ED 076 678 
Leader Attitudinal Orientations in a Multi- 


County Area. 
ED 072 342 


Learning Center Evaluation Measurement of 
Stude.ts’ Attitudes Toward Undergraduate 
Pilot Training Learning Centers. Technical Re- 
port (August 1971-August 1972). 

ED 077 223 


A Longitudinal Study of the Pennsylvania 
Grade 5 Educational Quality Assessment 


Package. 
ED 076 595 
Looking at Teaching. Appendix. 
ED 076 688// 
Measures of Self Concept: Grades K-12. 
ED 069 681// 
Moderator Effects of Ambivalence in Attitude 
Measurement. 
ED 068 521 


Need Functioning at Four Stages in Military 


Service. 

ED 073 177 
An Omnibus of Measures Related to School- 
Based Attitudes. 

ED 074 071 


Perception of Racial Cues in Preschool Chil- 


dren. 

ED 073 846 
The Predictive Validity of the “Minnesota 
Teacher Attitude Inventory.” Final Report. 

ED 072 111 
Preschool Racial Attitude Measure II. 

ED 069 336 
Program of In-Service Education for Teachers. 
Hispanic Urban Center Evaluation Report. 

ED 067 184 


The Relationship of Attitude and Credibility to 


Comprehension. 
ED 078 455 
Relationship of Education Level to Capabilities 


and Attitudes of Young Enlisted Men. 

ED 072 370 
The Reliability and Usability of a Semantic Dif- 
ferential Attitude Scale with Third through 
Fifth Grade Students. 

ED 067 399 


Revising the Attitude Toward Bilingual Scale 
for Use in the Northeast. 

ED 076 613 
Right to Read Evaluation; Mamaroneck Public 
Schools 1971-1972. 

ED 069 735 


School Survey. Appendix C. 
ED 069 659// 
The Secondary School Research Program Em- 
ploying QUESTA, Templeton Secondary 
School 1971-72. Research Report. 
ED 073 175 


Senior High School Questionnaire. Appendix 
Cc. 


ED 069 657// 
Some Notes on the Choice of Measure of As- 
sociation for the Component Analysis of Likert 


Scale Data. 
ED 072 045 
Student Questionnaire: White Bear Lake Senior 
High School. Appendix C. 
ED 069 660// 


A Study of the Cognitive and Affective Per- 
formance of Children in the Elementary 
Science Study Program. 

ED 076 648 


Survey of Pastors’ Concerns in Continuing 


Education. 

ED 072 343 
A Survey of Reading Habits: Theme 4, Litera- 
ture. 

ED 078 366 
Technical Report of the 1970-71 Michigan 
Educational Assessment Battery. The Ninth Re- 
port of the 1970-71 Michigan Educational As- 
sessment Program. 

ED 072 089 


Subject Index 51 


Workers’ Bureaucratic Predispositions and Job 
Requirements. 
ED 075 677 


Attitude Toward Vocational Education Scale 
The Association Between Local School Ad- 
ministrators’ and C lors’ Attitudes Toward 
Vocational Educati and Selected Charac- 
teristics of Their Students Attending a Voca- 
tional-Technical School. 

ED 073 259// 








Audible Multi Imagery 
Audible Multi-Imagery: Information Learning 
and Retention Capabilities. 
ED 067 836 


Audience Density 
The Effects of Varying Degrees of Audience 
Density Upon Auditor Attitude. 
ED 072 488 


Audience Participation 
Storyteller. 
ED 074 510// 


Audiences 
Applications from Research Concerning Au- 
dience Measurement in the Basic Speech 
Course. 
ED 067 717 
Clozentropy: A Technique for Studying Au- 
dience Response to Films. 
ED 071 075// 
The Effects of Varying Degrees of Audience 
Density Upon Auditor Attitude. 
ED 072 488 
Gratifications and Motivations of Television 
Viewing for British Children. 
ED 077 067 
Nielsen Television '73; A Look at the Medium. 
ED 076 015// 
Processes of Mass Communication. 
ED 077 034// 
Public Service Advertising and Social 
Problems: the Case of Drug Abuse Prevention. 
ED 077 036 
Report on the Wisconsin School of the Air 
Radio Survey. 
ED 071 420 
A Study of Intra-Audience Feedback Effects. 
ED 071 111 
Violence on Television: Programme Content 
and Viewer Perception. 
ED 078 645// 


Audio Active Compare Laboratories 
Guidelines to Console Utilization. 
ED 071 488 
Teacher's Handbook on Lab Utilization. 
ED 071 487 


Audio Equipment 

The Audio-Tape Collection: A Library Manual 
on Sources, Processing, and Organization. 

ED 075 057 
Cable Television and Education. 

ED 070 265 
Improvements in Television Sound. 

ED 070 264 
A Multi-User Shared Hardware Audio 
Response System. 

ED 078 667 


Audiolingual Methods 
The Birth and Death of the Audio-Lingual 
Method. 


ED 080 005 
E.L.L. Czech: An Audio-Lingual Course with 
Correlated Tapes, Volume I. 

ED 080 001 
E.LL. Dutch: An Audio-Lingual Course with 
Correlated Tapes, Volume I. 

ED 080 004 


E.L.L. Polish Basic Audio-Lingual Course with 
Correlated Tapes. 

ED 078 707 
E.LL. Portuguese: Basic Audio-Lingual Course 
with Correlated Tapes, Volume 1. 

ED 080 003 


{E.I.L.] Swedish: Basic Audio-lingual Course 
with Correlated Tapes, Volum 1. 
ED 080 002 


Experiment in International Living (EIL) Latin- 
American Spanish Volume II: An Audio-Lin- 
gual Course with Correlated Tapes. 

ED 074 790 


Language Arts Curriculum. 
ED 079 758 





52 Subject Index 


On the Principle of “Speech before Writing.” 

ED 066 968 
Reading as Thought and Dialogue. 

ED 077 286 
Video-Taping Dialogs, with Commentary to 
Teach Cultural Elements. 

ED 069 191 


Audiolingual Skills 
The Aural-Oral Method of Teaching Usage in 
the Total English Program. 
ED 073 469 


Conversational Dari: An Introductory Course 
in Dari (=Farsi=Persian) As Spoken in 
Afghanistan. 

ED 067 955 
Receptive Language Anomaly and _ Lan- 
guage/Reading Dysfunction in ‘‘Normal”’ Pri- 
mary Grade School Children. 

ED 073 424 


Audiology 
Aurally Handicapped -- Research; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 625. 
ED 069 068 


The Development of Audiologic Criteria to 
Differentiate Between Auditory Thresholds and 
Cutile Thresholds of Deaf Children. Final Re- 
port. 

ED 071 250 
Diagnostic Evaluation and Educational Pro- 
graming for Hearing Impaired Children. 

ED 072 570 


Audiometric Tests 
The Development and Evaluation of a Com- 
puter-Based Pure Tone Audiometer Trainer. 
Interim Report. 
ED 076 040 
An Evaluation of Noise Levels in College 
Welding Laboratories and Its Effect on Student 
Hearing. 
ED 079 526// 


Audiometrists 
The Development and Evaluation of a Com- 
puter-Based Pure Tone Audiometer Trainer. 
Interim Report. 
ED 076 040 


Audiovisual Aids 
An Annotated List of Audio-Visual Materials, 
Supplement One. Reader Development Pro- 
gram. 
ED 070 937 
The Application of Short-Term Video-Tape 
Therapy for the Treatment of Test Anxiety of 
College Students. Final Report. 
ED 070 363// 
Arousal and Reminiscence in Learning From 
Color and Black/White Audio-Visual Presenta- 
tions. 
ED 073 680 
Audio Visual Based Indian Resource Unit. 
ED 075 303 
Audiovisual Materials in Support of Informa- 
tion Science Curricula: An Annotated Listing 
with Subject Index. First Edition, Revised. 
ED 076 215 
Audiovisual Media and Libraries. Selected 
Readings. 
ED 071 433// 
Audio Visual Mobile Instructional Laboratory 
Project Director's Report 1970-71. 
ED 069 143 
An Audiovisual Primer. 
ED 076 033// 
Audio-Visual Resource Guide. 
ED 071 390// 
A-V Buyer’s Guide. A User’s Look At the 
Audio-Visual World. 
ED 078 693 
AV In Education 1971. AV-USA Supplement 
Js 
ED 066 872// 
AV Instruction: Technology, Media, and 
Methods. Fourth Edition. 
ED 078 641// 
Basic Guidelines for the Bibliographic and 
Physical Control of Nonprint Media. 
ED 077 212 
Behavioral Objectives: An Annotated Bibliog- 
raphy. 
ED 069 606 
Bibliography of Nonprint Instructional Materi- 
als on the American Indian. 
ED 070 310// 
A Bibliography on the Black American. 


ED 078 869 
Cable Television and Education. 

ED 070 265 
Closed-Circuit Television Single-handed. 

ED 074 733// 

Combined Film Catalog, 1972, United States 
Atomic Energy Commission. 

ED 067 273 


Course Segment IV; Instructors Guide and 
Materials. Economic Analysis Course. 

ED 073 655// 
Critical Index of Films on Man and His En- 


vironment. 

ED 080 298// 
Development of a Video System for Rapid 
Generation of Learning Sequences. 

ED 073 691 

Educational Media and You. 

ED 073 700// 
Educators Guide to Free Guidance Materials. 
Eleventh Edition. 

ED 067 865// 
Educator’s Purchasing Guide. Fifth Edition. 

ED 076 024// 
Elementary School Learning Resources for 
Career Education. “Putting It All Together” 
for K-6 New Jersey School Media Centers and 


Libraries. 
ED 080 713 
An Evaluation of Educational Media Programs 
in Kansas Unified School Districts. 
ED 070 291 
Everyday Reading and Writing: English. 
5112.24. 
ED 066 751 
Films on the Future: A Selective Listing. 
ED 074 009// 
The Filmstrip Collection: Complete Instructions 
on How to Process and Organize. 
ED 075 054 
Has a Solution: The Sanitary 





Garbage P: 
Landfill. 

ED 073 947// 
Grades 7, 8, and 9 Learning Resources for 
Career Education. 

ED 080 712 

Graphic Design for the Computer Age; Visual 
Communication for all Media. 

ED 071 378// 


A Guide to Films, Filmstrips, Maps and Globes, 
Records on Asia. [and] Supplement, Including 
a New Section on Slides. 

ED 080 387 


Index to Ecology (Multimedia). First Edition. 
ED 067 846// 
Index to Health and Safety Education (Mul- 
timedia). First Edition. 
ED 067 847// 


Index to Producers and Distributors (Non-Book 
Media). Second Edition. 

ED 078 659// 
Index to Psychology (Multimedia). First Edi- 
tion. 

ED 067 849// 
Index to Vocational and Technical Education 
(Multimedia). First Edition. 

ED 067 848// 


Instructional Media Curriculum Guide; Produc- 
tion Techniques for Classroom Teachers (k- 


12). 
ED 069 106 
K-14 Career Education Multi-Media Catalogue. 
ED 075 639 
Life on the Tidal Mudflats: Elkhorn Slough. 
ED 073 946// 
Media: A Pocket Guide. 
ED 067 881// 
Media Objectives for Teachers. 
ED 071 381// 
Media Resource Book: A Total Creativity Pro- 
gram for Individualizing and Humanizing the 
Learning Process. Volume Four. 
ED 070 244// 


Mobile Audio Visual Instructional Laboratory 
Project Director's Report 1969-1970. A Title I, 
ESEA Project. 

ED 069 144 


Multi-Ethnic Reading and Audio-Visual Materi- 
als for Young Children: Annotated Bibliog- 
raphy. 





ED 073 202 
Multi-Media Instructional Packets. 
ED 067 099// 
New Media and the Library in Education. 
ED 079 936// 
Non-Book Materials and the Librarian: A 
Select Bibliography, Second Edition. 
ED 071 692 


Nonbook Materials: The Organization of In- 
ted Collecti 





ED 072 792// 
Non-Print Media: Cataloging and Classification 
in the Lincoln Public Schools. Manual. 
ED 067 114 
A Nonprint Response to Print. 
ED 077 014 
Nutrition Books and Resources 1971. 
ED 069 481 
The Organisation of Audiovisual Materials in 
Education, A Bibliography: No. 2, 1968-1972. 
ED 078 864 
Preschool, Primary and Intermediate Teaching 
Materials and Teacher References. 
ED 078 934 
Producing a Multimedia Presentation. 
ED 066 761 
A Reference Guide to Audiovisual Information. 
ED 070 278// 
Resources For Learning: A Core Media Collec- 
tion for Elementary Schools. 
ED 074 727// 
Resources for Teaching Word Identification. 
ED 078 377 
[Science and Technology and Recycling: In- 
structional Materials on Aluminum.] 
ED 072 968// 
Selected Instructional Materials Judged Rele- 
vant to Educational Administration. 
ED 077 076 
Selective Review of the Results of Research on 
the Use of Audiovisual Media to Teach Adults. 
ED 066 923 
Seminario latinoamericano de didactica de los 
medios audiovisuales (Latin American Seminar 
on Teaching with Audiovisual Aids). 
ED 067 919 
Senior High Learning Resources for Career 
Education. 
ED 080 711 
Simulation and Recording Device for Research 
in Programmed Instruction. Paper No. 5. The 
Prospectus Series. 
ED 077 176 
A Study of Teacher Opinions Concerning 
Selected Free Filmstrips Provided by the Amer- 
ican Iron and Steel Institute to Schools 
Throughout the United States. 
ED 072 992 
Tune In, Drug Abuse News for Broadcasters 
About Broadcasting. 
ED 075 188 
Uses of Technology in Community Colleges: A 
Resource Book for Community College 
Teachers and Administrators. 
ED 075 028 


Using Visuals in Agricultural Extension Pro- 


grams. 

ED 074 364 
Visual Literacy: An Exciting Environmental 
Adventure. 

ED 071 448 
Water Films, 2nd Edition, 1965-1974. 

ED 067 224 
The Working Teacher's Personal Guide to Film 
Sources. 

ED 066 926 


Audiovisual Centers 

Audiovisual Media and Libraries. Selected 
Readings. 

ED 071 433// 
The Audio-Visual Services in Canada and the 
United States. Comparative Study on the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 3. 

ED 071 406// 
The Audio-Visual Services in Socialist Coun- 
tries. Comparative Study on the Administration 
of Audio-Visual Services in Advanced and 
Developing Countries. Part 2. 

ED 071 405// 
The Audio-Visual Services in Western Europe- 
an Countries. Comparative Study On the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 1. 

ED 071 404// 
The Development of a Suburban Junior High 
School Learning Center. 

ED 079 806 


DIST/AVC Out-Put Definition. 
ED 067 861 
The Organisation of Audiovisual Materials in 
Education, A Bibliography: No. 2, 1968-1972. 
ED 078 864 


Priority Determination for AVC Funded R&D 
Projects. 





ED 067 862 
Audiovisual Communication 


The Church and Communication Research. 
ED 079 971 
Dual Audio TV Instruction: A Broadcast Ex- 


periment. 

ED 077 249 
The Effects of Channel Variation on Attitude 
Change and Source Credibility. 

ED 071 112 


Jean-Marie Straub. 
ED 079 802// 
The State of the Art Films in Instruction, 1972: 
A Second Look. 
ED 074 753 


A Study of the Effects of Speech Models on 
the Performance of Students as Speech Critics. 
ED 070 113// 


Audiovisual Coordinators 
Guidelines for Certification of Media Spe- 
cialists. Extended Version. 

ED 074 718 


Recent Manpower Studies: Some Implications 
for AECT. 
ED 066 868 


Audicvisual Instruction 
Audiovisual Instruction; A Selective Bibliog- 
gg hy Exceptional Child Bibliography Series 


No. 6 
ED 074 686 

The Audio-Visual Services in Canada and the 
United States. Comparative Study on the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 3. 

ED 071 406// 
The Audio-Visual Services in Socialist Coun- 
tries. Comparative Study on the Administration 
of Audio-Visual Services in Advanced and 
Developing Countries. Part 2. 

ED 071 405// 


The Audio-Visual Services in Western Europe- 
an Countries. Comparative Study On the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 1. 

ED 071 404// 
Audio-Visual Technology and Learning. The 
Educational Technology Reviews Series. 


Number Six. 
ED 073 620// 

Audio Visual Tutorial Development at the Mil- 
waukee Area Technical College. 

ED 074 770 
Big Media, Little Media. A Report to the 
Agency for International Development. 

ED 077 186 
A Catalog of Protocol Materials in Teacher 
Education. 1972 Revision. 

ED 075 349 


The Child in the Process: Affecting His Human 
Potential through LIFE. 

ED 074 650 

A Comparative Study of Filmstrip Utilization 

with Educable Mentally Handicapped Students. 

ED 076 324// 

The Development of Protocol Materials. 

Acquiring Teacher Competencies: Reports and 


Studies. 

ED 075 350 
Didactic-Methodological Aspects of the Use of 
Medium. Criteria and Planning for the Employ- 
ment of Audio-Visual Training. 

ED 077 184 


Economic Analysis Audio-Workbook A, B, and 
c. 


ED 073 644// 
Educational Television On Demand. An 
Evaluation of the Ottawa IRTV Experiment. 

ED 073 705// 
Effects of Varying Time of Presenting Verbal 
Directions on Recall and Retention. 

ED 079 041// 
Evaluation Report of the 1970-72 Protocol 
Materials Unit. 

ED 075 374 


Extending Education Through Technology. 
Selected Writings by James D. Finn On Instruc- 
tional Technology. 

ED 071 407 


Guidelines for Certification of Media Spe- 
cialists. Extended Version. 

ED 074 718 
I: An Introduction to Protocol and Training 
Materials. II: The Portrayal of Concepts: An 
Issue in the Development of Protocol Materi- 


als. 
ED 075 351 





Introduction to School Board Training: English 
Text to Accompany Slides and Tapes. Navajo 
School Board Training Project. 

ED 068 232 


Media Presentation and C R 
tion Variables in Independent Learning. Final 
Report. 








ED 074 764 
Project to Determine the Use of Media 
Resources in Vocational-Technical and Adult 
Education. Final Report. 

ED 072 254 
School Learning Materials on Water Problems 
of New Mexico and the Southwest. 

ED 073 910// 

Selective Observation Simulator (SOS). Dis- 
semination Document No. 2. 

ED 077 179 
The State of the Art Films in Instruction, 1972: 
A Second Look. 

ED 074 753 
A Systems Approach to Individualized Library 
Instruction. 

ED 071 681 
Variable-Interval Sequenced-Action Camera 
(VINSAC). Dissemination Document No. 1. 

ED 077 178 


Audiovisual Programs 


The Audio-Visual Services in Canada and the 
United States. Comparative Study on the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 3. 

ED 071 406// 
The Audio-Visual Services in Socialist Coun- 
tries. Comparative Study on the Administration 
of Audio-Visual Services in Advanced and 
Developing Countries. Part 2. 

ED 071 405// 


The Audio-Visual Services in Western Europe- 
an Countries. Comparative Study On the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 1. 
ED 071 404// 

Automated Apprenticeship Training (AAT). A 
Systematized Audio-Visual Approach to Self- 
Paced Job Training. 

ED 079 978 
An Evaluation of Selected Instructional Media 
Programs in Kansas Colleges and Universities. 

ED 070 290 
Evaluative Checklist: An Instrument For Self- 
Evaluating An Educational Media Program In 
Colleges And Universities. 

ED 078 653 
Planning and Implementing an _ Integrated 
Media Program in Utah Public Schools. 

ED 070 298 


Audition (Physiology) 


Auditory Perception and Deafness. Reading 
Research Profiles, A Bibliography Series of ER- 
IC/CRIER+IRA. 

ED 066 713 


Communication Sciences Laboratory Quarterly 
Progress Report, Volume 9, Number 3: 
Research Programs of Some of the Newer 
Members of CSL. 

ED 066 967 


Cannas on Newborn Hearing Screening; 
Ss y and R dations 

ED 069 090 

The Development of Audiologic Criteria to 

Differentiate Between Auditory Thresholds and 

Cutile Thresholds of Deaf Children. Final Re- 


port. 

ED 071 250 
Normal Aspects of Speech, Hearing, and Lan- 
guage. 





ED 079 771// 
Physiological Factors in Adult Learning and In- 


struction. Research to Practice Series. 
ED 079 586// 


Auditory Dimensional Preference 


The Effect of Auditory Dimensional Preference 
on the Auditory Discrimination Performance of 
Children. Institute Report No. 105. 

ED 076 953 


Auditory Discrimination 


Acoustic Correlates of Lies. 


ED 073 504 

A Comparison Between the Indian and Non-In- 

dian Children in Southern Saskatchewan Based 

on Listening Comprehension, Reading Com- 
prehension, Auditory Discrimination and 1.Q. 

ED 072 433// 


Subject Index 53 


The Effect of Auditory Dimensional Preference 
on the Auditory Discrimination Performance of 
Children. Institute Report No. 105. 
ED 076 953 
Inventory of Readiness for Literacy. Phase 2: 
Auditory Discrimination. 
ED 073 355 
Language Arts: Decoding Skills K-12. 
ED 066 741// 
Mother-Stranger Discrimination in the Early 
Weeks of Life. 
ED 080 167 
Prediction of Word Recognition Deficits from 
Articulation and Auditory Discrimination Abili- 
ty at Time of First-Grade Entrance. 
ED 072 399// 
The Relationship Between Perceptual-Motor 
Skills and Word Recognition Achievement at 
the Kindergarten Level. 
ED 071 021// 


Auditory Perception 

Acoustic Concomitants of Emotional Dimen- 
sions: Judging Affect from Synthesized Tone 
Sequences. 

ED 067 587 
Auditory and Articulatory Aspects of Gram- 
mar, 

ED 072 472 
Auditory Perception and Deafness. Reading 
Research Profiles, A Bibliography Series of ER- 
IC/CRIER+IRA. 

ED 066 713 


Effect of Age, Native Language, and Instruc- 
tion on Speech Sound Discrimination. Final 
Report. 
ED 067 964 
Listen, My Childern, and You Shall Hear. 
(Book 2). 
ED 073 432// 
Looking and Listening. 
ED 069 370// 
Phonetics: A Critical Analysis of Phonetic 
Theory and a Technic for the Practical 
Description of Sounds. 
ED 071 482// 
Reading Improvement Through Auditory Per- 
ceptual Training; End of Budget Period Report, 
July 1, 1971-June 30, 1972. 
ED 079 694 


Research on Fr y Transposition for Hear- 
ing Aids. Final Report. 





ED 072 608 
t of Young Children. 
ED 075 066 
Teaching Word Recognition to Disadvantaged 
Boys with Variations in Auditory and Visual 
Perceptual Abilities. Research Report #12. 
ED 079 707 


Ss ing and A 





Auditory Tests 
Conference on Newborn Hearing Screening; 
Pr dings S y and Recommendations. 
D 069 090 
The Develop t of Audiologic Criteria to 
Differentiate Between Auditory Thresholds and 
Cutile Thresholds of Deaf Children. Final Re- 


port. 

ED 071 250 
Longitudinal Kindergarten-First Grade Percep- 
tual Study: Temporal Ordering and First Grade 


Reading. 

ED 078 907 
Perceived Difficulty of an Immediate Memory 
Task. 








ED 080 553 


Auditory Training 
Auditory Training; A Guide for Teachers of the 
Handicapped. 
ED 066 850 
Listen, My Childern, and You Shall Hear. 
(Book 2). 
ED 073 432// 


Auditory Visual Tests 
Problem Solving Ability of Disadvantaged Chil- 
dren Under Four Test Modes. 
ED 074 107 


Aural Learning 
Auditory and Visual Learning in First-, Third-, 
and Fifth-Grade Children. Research Report 


#14. 
ED 080 18i 


The Aural-Oral Method of Teaching Usage in 
the Total English Program. 
ED 073 469 





54 Subject Index 


Aural Study Systems for the Visually Han- 
dicapped. Interim Progress Reports No. 9 
Description of the Aural Study System-No. 10 
Field Trial of the Aural Study System. 

ED 078 620 
The Effect of Fixed and Learner Selected 
Rates of Compressed Speech in an Audio Tu- 
torial Learning Environment on the Achieve- 
ment of College Level Students. 

ED 075 995// 


Preschool Learning Activities for the Visually 
Impaired Child, A Guide for Parents. 
ED 074 677 


Aurally Handicapped 

Academic Achievement Test Results of a Na- 
tional Testing Program for Hearing Impaired 
Students. United States: Spring 1971. 

ED 067 802 
Auditory Training; A Guide for Teachers of the 
Handicapped. 

ED 066 850 
Aurally Handicapped -- Research; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 625. 

ED 069 068 
Characteristics of Hearing Impaired Students 
by Hearing Status. United States: 1970-71. 

ED 074 668 
The Child in the Process: Affecting His Human 
Potential through LIFE. 

ED 074 650 
A Comparison of the Project LIFE Vocabulary 
with a Functional Basic Word List for Special 
Pupils. 

ED 074 653 
Conference on Newborn Hearing Screening; 
Proceedings Summary and Recommendations. 

ED 069 090 
The Development of Audiologic Criteria to 
Differentiate Between Auditory Thresholds and 
Cutile Thresholds of Deaf Children. Final Re- 


port. 

ED 071 250 
Diagnostic Evaluation and Educational Pro- 
graming for Hearing Impaired Children. 

ED 072 570 
Early Childhood Special Education for the 
Hearing Handicapped. Occasional Paper #13. 

ED 079 911 
Education of the Deaf in the United States. Oc- 
casional Paper #2. 

ED 079 907 
Evaluation of Programs for Hearing Impaired 
Children: Report of 1970-71. Research Report 
#27. 


ED 071 239 
The Family as Supportive Personnel in Speech 
and Hearing Remediation. 
ED 072 574 
Fingerspelling and Speechreading as Visual 
Sequential Processes. 
ED 066 847 
Guidelines for Educational Facilities for Hear- 
ing Impaired Children. 
ED 067 782 
Language Development in Deaf and Hearing 
Adolescents. 
ED 070 230 
Language for Multiply Handicapped Deaf Chil- 
dren: Project LIFE. 
ED 071 224 
Lesson Guide for Captioned Films VIII: A 
Training and Utilization Guide. Florida Edition. 
D 067 793 
The Life Programming Process. 
ED 073 610 
“Multi-County Diagnostic-Instructional Pro- 
gram for Young Deaf Children” (Serving Lee, 
Collier, Hendry and Charlotte Counties). 
ED 073 600 
Ohio School Speech and Hearing Services. 
ED 073 601 
Project LIFE--Language Improvement to 
Facilitate Education: A Multimedia Instruc- 
tional System for the Deaf Child. 
ED 073 609 
Project LIFE, Visual-Perceptual Training. 
ED 074 652 
Report of the Proceedings of the Meeting of 
the Convention of American Instructors of the 
Deaf (45th, Little Rock, Ark., June 25-July 2, 
1971). 
ED 070 231 
ition for Hear- 





Research on Freq y Transp 
ing Aids. Final Report. 
ED 072 608 


A Study to Assess the Play Activities and 
Gesture Output of Hearing Handicapped Pre- 
school Children. Final Report. 

ED 071 247 


Aural Oral Instruction 


The Aural-Oral Method of Teaching Usage in 
the Total English Program. 
ED 073 469 


Aural Stimuli 


Aut ti ing of Perceptual-Linguistic 
Stimuli in Second Grade Achieving and Non- 
Achieving Readers. 

ED 070 037// 


Effects of Verbal Modality on Principle Learn- 
ing for Vocational Students with Different 
Levels of Reading Ability. 

ED 076 762// 


A Study of the Effects of Speech Models on 
the Performance of Students as Speech Critics. 
ED 070 113// 


Auraria Higher Education Center 
Tivoli Brewery: A Feasibility Study. 
ED 074 634 





Australia 
Country Education Profiles: Australia, and 
Australia-Territories (Papua, New Guinea and 
Norfolk Island). 
ED 075 321 


Early Australian Pronunciation. 

ED 074 834 
Issues in Teaching English. 

ED 073 464// 

The Politics of Education: Development and 
Literature, Problems, Possibilities. 

ED 075 893 
Research Report on Some Effects of an Experi- 
mental Lang t Program on the 
Performance of Aboriginal Children in Their 
First Year at School. 

ED 074 857 


The Role of Colleges of Advanced Education 
in the Education of Adults. A Report to the 
Australian Commission on Advanced Educa- 


tion. 

ED 073 332 
Tertiary Education Entrance Project: Interim 
Report on the Evaluation of the T.E.E.P. Series 
A Test Battery. 

ED 076 712 





Australian 
Bibliography of Australian Education; From 
Colonial Times to 1972. 
ED 080 643// 


Australian Aboriginal Languages 
Aboriginal Languages of Western Queensland 


(Preliminary Version). 

ED 071 503 
Australian Institute of Aboriginal Studies: 
Catalogue of Tape Archive, No. 9. 

ED 066 991 
Salvage Work in Australian Aboriginal Lan- 


guages. 
ED 074 836 
Australian Aboriginals 


Unit: Australians Past and Present, Inspection 
Pack, National Trial Print. 
ED 067 274// 


Australian Literature 
Australian Institute of Aboriginal Studies: 
Catalogue of Tape Archive, No. 9. 
ED 066 991 
A History of Australian Children’s Literature, 


1941-1970. 
ED 068 970// 


A History of Australian Children’s Literature, 


1841-1941. 
ED 068 971// 


Australian Science Education Project 


Unit: Model for Matter, Inspection Pack, Na- 


tional Trial Print. 
ED 068 298// 
Unit: Polymers, Inspection Pack, National Trial 


Print. 
ED 080 346// 
tion Pack, Nati 





Unit: Solar Energy, Insp 
Trial Print. 
ED 080 347// 


Austria 


Country Education Profiles: Austria. 
ED 075 322 


Austro Asiatic Languages — 


Contemporary Camb Int 
ED 074 819 


Hierarchy and Universality of Discourse Con- 
stituents in New Guinea Languages: Texts. 
ED 066 984// 
Hierarchy and Universality of Discourse Con- 
stituents in New Guinea Languages: Discussion. 
ED 066 985// 





Authors 

Authors and Illustrators of Children’s Books: 
Writings on Their Lives and Works. 

ED 066 756// 
Authors on Film. 

ED 073 454// 
The Sociology of Black American Literature: 
The Changing Social Role of Black Writers. 
Working Paper Number 171. 

ED 072 121 


Autism 
Early Childhood Psychosis: Infantile Autism, 
Childhood Schizophrenia and Related Disor- 
ders. An Annotated Bibliography 1964 to 


1969. 

ED 067 804 
Language Development in Nonverbal Autistic 
Children Using a Simult Communication 
System. 





ED 078 624 
PROJECT SED: Trail-blazing for Severely 
Disturbed Youngsters in a Public School. 

ED 074 675 


Social Punishment in the Modification of a Pre- 
School Child's “Autistic-Like’” Behavior with 


Mother as Therapist. 

ED 075 068 
Some Generalization and Follow-Up Measures 
on Autistic Children in Behavior Therapy. 

ED 067 781 
Tommy: A Treatment Study of An Autistic 


Child. 
ED 071 216// 
Autobiographies 


Focus on Godard. 
ED 067 656// 


Auto Body Repairmen 
Painter Automobile (auto serv.) 845.781-- 
Technical Report on Development of USES 
Aptitude Test Batteries. 


ED 067 417 


Autoinstructional Aids 

Algebra: Level II, Unit 8, Lesson 1; Powers and 
Roots: Lesson 2; Geometry: Lesson 3; Number 
Series: Lesson 4. Advanced General Education 
Program. A High School Self-Study Program. 

ED 070 908 
Aprendemos con Gusto!: Actividades en 
Espanol para Ninos Bilingues (We Learn with 
Pleasure!: Activities in Spanish for Bilingual 
Children). 

ED 071 524 
Atomic Structure and Valence: Level II, Unit 
10, Lesson 1; Chemical Bonding: Lesson 2; 
The Table of Elements: Lesson 3; Electrolysis: 
Lesson 4. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 070 916 
Auto Instructional Television Production at 
Florida Technological University. 

ED 073 494 
The Development, Implementation, and 
Evaluation of Six Experimental Programs in 
Automated Reading Instruction. 

ED 079 674// 

Development of Multimedia, Self-Instructional, 
Study Units. Fourth Annual Progress Report, 
April 1, 1972 Through December 8, 1972. 

ED 072 647 
Difficult Words to Spell: Level Ill, Unit 4, Les- 
son 1; Sentences and Their Parts: Lesson 2; 
Adjectives and Adverbs: Lesson 3; Compara- 
tive Forms: Lesson 4; Spelling ie and ei Words: 
Lesson 5; Using Negatives Correctly: Lesson 6; 
Using Prepositions and Prepositional Phrases: 
Lesson 7; Spelling - ance and ence Words: Les- 
son 8; Subject and Object Pronouns: Lesson 9; 
Possessive and Reflexive Pronouns: Lesson 10; 
Possessive and Plural Nouns. 

ED 070 913 


Educational Technology Program. Quarterly 
Technical Summary Report, 1 December 1971- 
29 February 1972. 

ED 072 609// 








Factors Inhibiting the Use of Computers in in- 


struction. 

ED 069 219 
Field Testing and Evaluation in the Utah State 
University Protocol Project. 

ED 076 577 


Free Enterprise and Government Regulation: 
Level III, Unit 1, Lesson 1; Social Legislation: 
Lesson 2; Taxes: Lesson 3. Advanced General 
Education Program. A High School Self-Study 


Program. 

ED 070 910 
Free Trade and Tariffs: Level Ill, Unit 2, Les- 
son 1; Capitalism, Communism, Socialism: Les- 
son 2; Nationalism vs. Internationalism: Lesson 
3. Advanced General Education Program. A 
High School Self-Study Program. 

ED 070 911 


Increasing Student Retention Through Applica- 
tion of Attitude Change Packages (and) In- 
creasing GPA and Student Retention of Low 


ED 071 292 
Introduction to Psychology and Leadership. 
Part Seven; Leadership Behavior and Style. 
Segments I & Il, Volume VII-B. 

ED 071 293 


Introduction to Psychology and Leadership. 
Part Seven; Leadership Behavior and Style. 
Segments III, IV, & V, Volume VII-C. 

ED 071 294 
Introduction to Psychology and Leadership. 
Part Eight; Senior-Subordinate Relationships. 
Segments I, Il, & Ill, Volume VIII-A. 
ED 071 295 
Introduction to Psychology and Leadership. 
Part Eight; Senior-Subordinate Relationships. 
Segments IV, V, & VI, Volume VIII-B. 

ED 071 296 
Introduction to Psychology and Leadership. 
Part Nine; Morale and Esprit De Corps. Seg- 
ments I & II, Volume [X-A. 

ED 071 297 


to Psychology and Leadership. 


fatendunst 





Income —— Community College Student 
h h tion of Nightengale Conant 
Change hes anc A Pilot STUDY. 
ED 076 188 
Self-Instruction 





Instant Writing Course. 
Manual. 

ED 073 342 
Introduction to Psychology and Leadership. 
Design and Operational Characteristics of an 
Individualized Course Development Model. 
Final Report; Part Two, Volume One. 

ED 071 276 
Introduction to Psychology and Leadership. 
Design and Operational Characteristics of an 
Individualized Course Development Model. 
Final Report; Part Two, Volume Two. 

ED 071 277 
Introduction to Psychology and Leadership. 
Part One; Overview of Leadership. Segments I 
& Il, Volume I. 

ED 071 278 


Introduction to Psychology and Leadership. 
Part Two; Individual Behavior. Segments I, Il, 
Ill, 1V, & V, Volume II-A. 

ED 071 279 
Introduction to Psychology and Leadership. 
Part Two; Individual Behavior. Segments I, Il, 
Ill, 1V, & V, Volume II-B. 

ED 071 280 


Introduction to Psychology and Leadership. 
Part Two; Individual Behavior. Segments VI, 
Vil, VI & IX, Volume II-C. 

ED 071 281 


Introduction to ~~ and Leadership. 
Part Three; Group D gments I, Il, 
Ill, IV, & V, Volume ill- A. 

ED 071 282 


Introduction to Psychology and Leadership. 
Part Three; Group Dynamics. Segments I, Il, 
Ill, IV, & V, Volume III-B. 

ED 071 283 


Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Segments IV, V, VI, & VII, Volume IV, Script. 

ED 071 284 
Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Segments I, Il, 111, & IV, Volume IV-A. 

ED 071 285 
Introduction to Psychology and Leadership. 
Part Four, Achieving Effective Communication. 
Segments V, VI, & VII, Volume IV-B. 

ED 071 286 
Introduction to Psychology and Leadership. 
Part Five; Military Management. Segments |, il, 
Il, 1V, V, & VI, Volume V-A 

ED 071 287 


Introduction to Psychology and Leadership. 
Part Five, Military Management. Segments VII, 
Vill, IX & X, Volume V-B. 

ED 071 288 


Introduction to Psychology and Leadership. 
Part Five; Military M rd ts VII, 
Vill, IX & X, Volume VC. 

ED 071 289 


Introduction to Psychology and Leadership. 
Part Six; Authority and Responsibility. Seg- 
ments I & Il, Volume VI-A. 

ED 071 290 


Introduction to Psychology and Leadership. 
Part Six; Authority and Responsibility. Seg- 
ments III & IV, Volume VI-B. 

ED 071 291 


Introduction to Psychology and Leadership. 
Part Seven; L¢aership Behavior and Style. 
Segments I, Il, lil, iV, & V, Volume VII-A. 








Part Nine; Morale and Esprit De Corps. Seg- 
ments I & II, Volume IX-B. 
ED 071 298 


Introduction to Psychology and Leadership. 
Part Ten; Discipline. Segments I & II, Volume 
X, Script. 


ED 071 299 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Segments I & II, Volume 
X. 


ED 071 300 
Introduction to Psychology and Leadership. 
Part Eleven; Personnel Evaluation. Segments I, 
Il, & I, Volume XI. 

ED 071 301 
Introduction to Psychology and Leadership. 
Part Twelve; Applied Leadership. Segment I, 
Volume XII-A. 

ED 071 302 
Introduction to Psychology and Leadership. 
Part Twelve; Applied Leadership. Segment III, 
Volume XII-C. 

ED 071 304 
Introduction to Psychology and Leadership. 
Part Twelve; Applied Leadership. Segment IV, 
Volume XII-D. 

ED 071 305 


Introduction to Psychology and Leadership. 
Enrichment II; Problems in Individual 
Behavior. Enrichment Modules 4, 5, 6, 7. 

ED 071 321 
Introduction to Psychology and Leadership. 
Enrichment III; Group Dynamics and the Chain 
of Command. Enrichment Modules 8, 9, 10, 
11. 


ED 071 322 
Introduction to Psychology and Leadership. 
Enrichment VI; Problems of Leadership. En- 
richment Modules 12, 13, 14. 

ED 071 323 
Introduction to Psychology and Leadership. 
Enrichment VIII; Motivation of Subordinates. 
Enrichment Modules 15, 16, 17, 18. 

ED 071 324 
Introduction to Psychology and Leadership. 
Enrichment XA; Discipline and the Group. En- 
richment Modules 19, 20, 21. 

ED 071 325 


Introduction to Psychology and Leadership. 
Enrichment XB; Discipline and the Individual. 
Enrichment Modules 22, 23, 24, & 25 

ED 071 326 
Introduction to Psychology and Leadership. 
Enrichment XII; Learning to Lead. Enrichment 
Modules 26, 27, 2 

ED 071 327 


Introduction to Psychology and Leadership. 
Leadership Course; Research and Evaluation 


Plans, Part I. 

ED 071 330 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Cost Effectiveness. 

ED 071 331 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Course Strategy. 

ED 071 333 
Introduction to Psychology and Leadership. 
Leadership Management Course; Application 
of PERT to Research and Development in Edu- 


cation. 
ED 071 335 
Introduction to Psychology and Leadership. 


Specifications of Research Test Items. 
ED 071 337 


Introduction to Psychology and Leadership. In- 
structor Guide. 


Subject Index 55 


ED 071 338 
Introduction to Psychology and Leadership. 
Answer and Confirmation Sheets. 

ED 071 340 
lneroduction to Psychology and Leadership. 
and E tion Plans; Part II. 

ED 071 342 
Introduction to Psychology and Leadership. In- 
tation Design. 








str Pr 

ED 071 343 
Introduction to Psychology and Leadership. 
Report of Phase II Research Findings. The 
Design and Methodology for Research on the 
Interaction of Media, Conditions of Instruction, 
and Student Characteristics for a Multimedia 
Course in Leadership, Psychology and Manage- 
ment. Part I: Conditions of Instruction. 

ED 071 345 
Introduction to Psychology and Leadership. 
Report of Phase II Research Findings: The 
Design and Methodology for Research on the 
Interaction of Media, Conditions of Instruction, 
and Student Characteristics for a Multimedia 
Course in Leadership, Psychology and Manage- 
ment. Part II: Student Characteristics. 

ED 071 346 
Introduction to Psychology and Leadership. 
Design Specifications Document Including 
Specifications for Product and Course Design 
System Management and Evaluation 
Procedures. 

ED 071 347 
Introduction to Psychology and Leadership. 
Cost Effectiveness. 

ED 071 348 
Introduction to Psychology and Leadership. An 
Analysis and Evaluation of Instructional 
Methodology for a Multimedia Course in 
Leadership, Psychology, and Management. 
Phase III, Evaluation Report. 

ED 071 349 
Introduction to Psychology and Leadership. 
Report of Phase Ill Research Findings: For a 
Multimedia Course in Leadership, Psychology 
and Management. 

ED 071 350 
Introduction to Psychc!xgy and Leadership. 
Management Design: Procedures for Adminis- 
tration of a Multimedia, Individualized Course 
in Leadership, Psychology and Management. 

ED 071 351 
Introduction to Psychology and Leadership. 
Leadership Management Course Computer 
Programs and Specifications. 

ED 071 353 
Introduction to Psychology and Leadership. 
Block Diagrams. Hierarchy of Behavioral Con- 
cepts for Content Outline for Leadership 
Course. 

ED 071 354 
Introduction to Psychology and Leadership. A 
Behavioral Approach to Instructional Design 
and Media Selection. 

ED 071 355 
The Learing Booth: Preliminary Analysis of 
Research Activities. 

ED 080 182 
The Learning Booth: Product Evaluation Re- 
port. 

ED 080 183 
Life Functions and Cells: Level Il, Unit 7, Les- 
son 1; Cell Structure: Lesson 2; Tissues, Or- 
gans, Systems: Lesson 3; Growth and Nutrition: 
Lesson 4; Metabolism: Lesson 5. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 907 
Mediated Instructional Materials. Final Report. 

ED 079 958 
A Method for Clarifying Value Statements in 
the Social Studies Classroom: A Self Instruc- 
tional Program. 

ED 070 687 
Plants and Photosynthesis: Level Il, Unit 3, 
Lesson 1; The Human Digestive System: Les- 
son 2; Functions of the Blood: Lesson 3; 
Human Circulation and Respiration: Lesson 4; 
Reproduction of a Single Cell: Lesson 5; 
Reproduction by Male and Female Cells: Les- 
son 6; The Human Reproductive System: Les- 
son 7; Genetics and Heredity: Lesson 8; The 
Nervous System: Lesson 9; The Glandular 
System: Lesson 10. Advanced General Educa- 
tion Program. A High School Self-Study Pro- 
gram. 

ED 070 912 

Relative Grading Methods: A Self-Help Text. 

ED 067 395 





56 Subject Index 


The Skipper's Course. 
ED 070 943 
Speed, Acceleration, and Velocity: Level Il, 
Unit 9, Lesson 1; Force, Mass, and Distance: 
Lesson 2; Types of Motion and Rest: Lesson 3; 
Electricity and Magnetism: Lesson 4; Electri- 
cal, Magnetic, and Gravitational Fields: Leeson 
$; The Conservation and Conversion of Matter 
and Energy: Lesson 6; Simple Machines and 
Work: Lesson 7; Gas Laws: Lesson 8; Princi- 
les of Heat Engines: Lesson 9; Sound and 
ound Waves: Lesson 10; Light Waves and 
Particles: Lesson 11; Program. A > 
D 070 909 


Spelling Endings Added to e: Level III, Unit 5, 
Lesson 1; Capitalization: Lesson 2; Question 
Marks and xclamation Points: Lesson 3; 
Quotation Marks: Lesson 4; Spelling Double 
Letter Demons: Lesson 5; Colons and Dashes: 
Lesson 6; Punctuating Series with Commas and 
Semicolons: Lesson 7; More Confusing Word 
Pairs: Lesson 8; Separating Sentence Parts with 
Punctuation: Lesson 9; Other Uses for Commas 
and Semicolons. 

ED 070 914 


Spelling More Endings: Level III, Unit 6, Les- 
son 1; Matching Sentence Parts: Lesson 2; 
Using the Right Sentence Connectives: Lesson 
3; More Ways to Make Sentences Effective: 
Lesson 4; Last of the Confusing Word Pairs: 
Lesson 5. Advanced General Education Pro- 
gram. A High School Self-Study —_. 
D 070 915 
Student Workbook for use with Ph titi for 
American Indians. 
ED 080 279// 


Study and Evaluation of the Student Response 
System in Undergraduate Instruction at Skid- 


more College. 
ED 076 135 


The Use of Competency-Based Modules in 
Training Social Studies Teachers. 
ED 079 174 


What to Look for In Narrative Writing: Level 
II, Unit 6, Lesson 1; Interpreting Figurative 
Writing: Lesson 2; Keeping Track of the Sub- 
ject in Writing: Lesson 3; Reading Literature 
for Understanding: Lesson 4. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 906 


Words that Paint Pictures: Level II, Unit 5, 
Lesson 1; Devices Used in Literature: Lesson 
2; The Meaning of Literary Devices: Lesson 3; 
Periods and Levels of Writing: Lesson 4; Quali- 
ties of Good and Bad Writing: Lesson 5. Ad- 
vanced Gereral Education Program. A High 
School Self-Study Program. 

ED 070 905 


Autoinstructional Methods 
The Comparative Effects on Two Methods of 
Automated Instruction, One Visual and One 
Auditory, in Teaching Selected Problem Solv- 
ing Behaviors to Two Groups of Sixth Grade 


Students. 

ED 076 335// 
A Comparison of the Effectiveness of Two 
Methods of Presenting Science Experiments to 
Children of the Fourth Grade in a Northeastern 


Suburb. 
ED 072 924// 


Autoinstructional Programs 
Auto Instructional Television Production at 
Florida Technological University. 
ED 073 494 


Automated Apprenticeship Training (AAT). A 
Systematized Audio-Visual Approach to Self- 
Paced Job Training. 

ED 079 978 


Construction of a Self-Instructional Course for 
the Resources Management System. Research, 
Development, Test and Evaluation, Navy. 
ED 076 882// 

Developing the Individual in the Adult Class- 
room. An Experimental Instrument Designed 
for Adult and Continuing Education. 

ED 070 961 
Development of a Self-Instructional Course in 
Engineering Statics. Final Report. 

ED 072 977 


An Evaluation of Self-Learning Centers in 
Adult Education: A Research Report of a 
Ph.D. Dissertation. 

ED 066 660 


Occupational Versatility. Final Report for the 
3-Year Period, July, 1969 through June, 1972. 
ED 079 540 


Predicting High and Low Success Group Mem- 
bership in an A-T Biology Program. 

ED 080 308 
A Program for the Creation of a Biotechnical 
Curriculum. Annual Report. 

ED 078 823 


Proposed Evaluation Design for Los Angcles 
City College's Auto-Tutorial Programs and 
Learning Resources Center. 

ED 070 440 


Automated Apprenticeship Training 
Automated Apprenticeship Training (AAT). A 
Systematized Audio-Visual Approach to Self- 
Paced Job Training. 

ED 079 978 


Automated Braille System (Autobraille) 
Automated — oy ig ners Dis- 


semi 
ED 078 609 


Automated Instructional Management 
System 
Automated Instructional Management Systems 
(AIMS) Version III, System Manual, 
ED 076 415 
Automated Instructional Management Systems 
(AIMS) Version III, Users Manual. 
ED 076 416 
Automated Instructional Management Systems 
(AIMS) Version III, Operator's Guide. 
ED 076 417 
Automated Instructional Management Systems 
(AIMS) Version III, Program Logic Manual, 
Volume |. Source Statement Flowcharts. 
ED 076 418 
Automated Instructional Management Systems 
(AIMS) Version III, Program Logic Manual, 
Volume 2. Source Statement Listings. 
ED 076 419 
Automated Instructional Management Systems 
(AIMS) Version III, Source Programs. 
ED 076 420// 





Automatic Abstracting 
Techniques for the Evaluation and Improve- 
ment of Computer-Produced Abstracts. 
ED 071 686 


Automatic Indexing 
Development of Language Analysis Procedures 
With Application to Automatic Indexing. 
ED 078 843 
The Double-KWIC Coordinate Indexing 
Technique: Theory, Design, and Implementa- 


tion. 
ED 072 826 
Information 


ED 078 852// 


Experiments in Multi-Lingual 


Retrieval. 


Machine-Aided Indexing. 

ED 069 290// 
Machine-Aided Indexing. 

ED 075 038// 
A Posteriori Indexing, Classification and 
Retrieval of Textual Data. 

ED 078 855// 


Research on Automatic Indexing, Classifica- 

tion, and Abstracting Techniques. Final Report. 

ED 068 133// 

Trends in Modern Subject Analysis with 

Reference to Text Derivative Indexing and Ab- 
stracting Methods: The State of the Art. 

ED 073 787 


A User's Guide to Rice’s KWAC (Key Word 
Alongside of Context) Indexing Program. Ver- 


sion 3.0. 
ED 078 884 


Automation 
The Amenability of a Cataloging Process to 
Simulation by Automatic Techniques. Final Re- 


port. 
ED 076 225 
Automated Pilot Performance Assessment in 
the T-37: A Feasibility Study. Final Report 
(May 1968-April 1971). 
ED 077 230 


Automated SDI Services. (Selective Dissemina- 
tion of Information). 
_ED 070 462// 


Automatic Data Pr Eq t; Report 
of the Committee on Government Operations 


on H.R. 4845. 

ED 067 108 
Automatic Data Processing; Hearing Before a 
Subcommittee of the Committee on Govern- 
ment Operations...Ninety-Second Congress, 
First Session, May 20, 1971. 





ED 067 109 

Automation in Developing Countries. Round- 

Table Discussion on the ye ca Problems 

ducti of Automa- 

tion and Advanced gay 2 in Developing 
Countries (Geneva, July 1-3, 1970). 

ED 078 148// 


Information on the MARC System. 
ED 067 119 
Information Retrieval Center of the Northern 
Colorado Educational Board of ~~ 
Services, Final Report, F.Y. 1971-72 
ED 067 134 
Information Robots and Manipulators. 
ED 069 308// 
Manpower Implications of Mechanization. 
ED 073 231// 
Problem of Automatic Thesaurus Construction 
(K Voprosu Ob Avtomaticheskom Postroenii 
Tezarusa). Subject Country: USSR. 
ED 069 292// 
Regional Center for Instructional Materials Ser- 
vices, Final Project Report. 
ED 078 871 


Techniques for the Evaluation and Improve- 
ment of Computer-Produced Abstracts. 

ED 071 686 
Trends in Modern Subject Analysis with 
Reference to Text Derivative Indexing and Ab- 
stracting Methods: The State of the Art. 

ED 073 787 





Auto Mechanics 
Automotive Pollution Control. 
ED 072 299 


Auto Mechanics (Occupation) 
Automotive Mechanics Occupational Per- 


formance Survey. Interim Report. 
ED 078 126 


Diesel Mechanic (any ind.) 625.281--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 068 554 
An Evaluative Study of Auto Mechanics and 
Automotive Technology Programs and Curricu- 
la. Final Report. 

ED 079 469 


Automobile Workers 
An Identification of Differences Between Par- 
ticipating and Non-Participating Automobile 
Workers in A Preretirement Education Pro- 


gram. 
ED 080 728// 


Aviation Technology 
Aviation Education Services and Resources. 
ED 072 923 
Model Maker (aircraft mfg.) I 693.381-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 
ED 069 635 


Relationships Between Design Characteristics 
of Avionics Subsystems and Training Cost, 
Training Difficulty, and Job Performance. Final 
Report, Covering Activity from 1 July 1971 
Through 1 September 1972. 

ED 076 007 


A Status Report of Aviation and Aerospace 
Education in California. 
ED 076 363 


Aztecs 
The Aztecs Bibliography. 
ED 069 462 


Bachelors Degrees 
Changing Patterns for Undergraduate Educa- 


tion. 

ED 070 378 
Danger: Will External Degrees Reincarnate 
Bogus Degree Mills? A Challenge to State and 
National Agencies. 

ED 067 966 


Degrees Conferred by North Carolina Senior 
Colleges and Universities, 1971-72. 

ED 070 421 
Degrees Conferred Virginia Public and Private 


Institutions of Higher Education, 1971-72. 
ED 077 345 


Earned Degrees Conferred: 1969-70 Summary 


Data. 

ED 074 986 
{Preliminary Report of the Educational Pro- 
gram at Oberlin College.) 

ED 068 013 


A Profile of Upper-Level Colleges. 
ED 071 622 





Recommendations for the Preparation of 


Teachers for AACTE and NCATE. 
ED 080 499 


Report on Time-Shortened Degree Program. 
ED 076 097 
The Three-Year B.A.: A Wavering Idea. 
ED 070 434 
The Three-Year B.A. Who Will Choose It? 


Who Will Benefit? 
ED 077 426 


Background 
The Indian Today in New York State. 
ED 073 870 


Bahrain 
Country Education Profiles: Bahrain. 
ED 075 323 


Bands (Music) 
Band II, Music: 5623.50. 
ED 071 972 
Instrumental Techniques: Brass, Music: 5642.3- 


ED 071 974 
Banking 


Economic Analysis. Volume III. Course Seg- 
ments 35-46. 
ED 073 640// 

Education: Sector Working Paper. 

ED 069 589 
Finance (Banking): Occupational Cluster Se- 
ries-7. 

ED 073 278 
Skills Conversion Project: Chapter 11, Banking, 


Finance and Insurance. Final Report. 
ED 070 885// 


Barbers 
Instructional Materials for Cosmetology and 


Barbering. ea a 


Survey and Analysis of Barbering in Wisconsin. 


Final Report. 
ED 079 518 


Barrio High Schools 
Self-Help Barrio High Schools: The Story of 
250,000 Students Learning Their Education 
and Preparing Themselves for Life. 
ED 073 042// 


BASIC 
Development of an Undergraduate Course in 
the Use of Digital Computers With Chemistry 


Instrumentation. 
ED 071 270// 


Basic Reading 
Approaches to Teaching Reading: The Systems 
Approach Versus the Basal Reader Approach. 
ED 075 808 
Comparaison des Methodes de _ Lecture, 
Analyse Interne Descriptive. Rapport Inter- 
mediare. (A Comparison of Methods of Read- 
ing with an Internal Descriptive Analysis. Inter- 
mediate Report). 
ED 072 400 


A Comparative Analysis of Children’s Indepen- 
dent Reading Interests and the Content of Sto- 
ries in Selected Basal Reading Texts, Grades 4- 
6. 


ED 067 611// 
A Comparison of the Effects of Two Remedial 
Reading Programs on the Reading Achieve- 
ment of “Retarded” Readers. 

ED 066 733// 


The Development of Comprehension Skills in 
Selected Basal Readers. 
ED 075 791// 


Handbook for Teachers of Reading in Adult 


Basic Education. 
ED 075 688 


Instructional Materials Center Project 


Director’s Report 1970-71. 
ED 068 905 


An Instructional Program in Prereading Skills: 
Needs and Specifications. Working Paper No. 


78. 
ED 070 061 
Reading Interests of Individualized and Basal 


Textbook Programs for Intermediate Grades. 
ED 070 049 


Readings for Teachers of Reading in Adult 


Basic Education. 
ED 075 687 


A Study of the Experimentalist Beliefs and 
Open-Mindedness of Teachers of First Grade 


Reading. 
ED 072 416 


Basic Skills 


Accountability Model Pilot School Report to 
the State Board of Education. 

ED 078 537 
Comparison of Selected Group Achievement 
Test Results for Period 1967 through 1972. 

ED 073 195 
Curriculum Guide for Adult Education 
Teachers. 

ED 073 356 
Early and Continuous Stimulation of Children 
3-9 Years of Age. Final Report. 

ED 069 349 
Educational Needs Assessment Program for 
Arizona. 

ED 077 935 
German Basic Course: Volume I, Lessons 1-15. 

ED 066 943 
Socanic Coaching Manual. 

ED 074 219// 

South Umpqua Experimental Schools Project: 
The Basic Four Year Plan; Person-Centered 
Educational Processes. 

ED 076 257 
Ss Breeds S Basic Studies. 1971-72 
Report. 





ED 068 083 
Basic Vocabulary 


Analysis of Word Frequencies in the Spoken 
Language of Adult Black Illiterates. Final Re- 


port. 
ED 075 716 


A Comparative Analysis Among the Variables, 
Father’s Occupational Level, Sex, Intelligence, 
and Reading Achievement with Fourth Grade 
Children’s Ability to Read Technical and Basic 


Vocabularies. 
ED 071 025// 


Bay City 
The Career of the Bay City Public School 


Custodian: A Sociological Inquiry. 
ED 073 232 


Bayesian Statistics 
Bayesian Statistics: A Place in Educational 


Research? 
ED 069 707 


Implementation of a Bayesian System for Pre- 
diction in m Groups. 
ED 080 589 


Multiple Regression in a Two-Way Layout. 
ED 080 588 


Begirning Reading 
Aids to Reading. 
ED 079 678// 
An Analysis of Oral Reading Behavior of 
Reflective and Impulsive Beginning Readers. 
ED 078 376 
Analysis Training: Failure to Replicate Elkonin. 
ED 070 067 





Approaches to Beginning Reading. 

ED 067 621 
An Assessment of the Effects of Grouping Ac- 
cording to Sex on the Achievement of Reading 


in the First Grade. 
ED 066 732// 


Attention and Reading Achievement in First 
Grade Boys and Girls. Research Report No. 43. 
ED 074 447 
Beginning Reading. 
ED 073 429// 
Children’s Metalinguistic C pts and Read- 
ing. 





ED 078 391 
Current Basic Research in Beginning Reading. 
ED 074 444 
A Decade of Innovations: Approaches to 
Beginning Reading; Proceedings of the 12th 
Annual Convention of the International Read- 
ing Association, Volume 12, Part 3. 
ED 075 810 
The Development of a Test of Listening Com- 
prehension for Kindergarten and Beginning 
First Grade. 
ED 066 718// 
Diagnostic Teaching for Reading and Lan- 
guage. [Proceedings of the 1971 Elementary 
Language Arts Conference.] 
ED 073 431// 


An Effective Language Experience Program. 





Subject Index 57 


ED 068 906 
English Alphabet Book 1: Spanish Phonetic 
Reading Program. 
ED 072 692// 
The Extent and Effect of Parents’ Participation 
in Their Children’s Beginning Reading Pro- 
gram: An Inner-City Project. 
ED 076 946// 


First Grade Reading Programs. Perspectives in 
Reading, No. 5. 

ED 072 430 
Five Stories Written in Spanish & English. 
Cinco Cuentos Escrito en Espanol y Ingles. 

ED 077 293// 

Helping Your Child to Read. 

ED 078 386 
The Hunters Point-Bayview SEED Project: A 
Diagnostic Review of Reading Achievement in 
the First Three Grades. 

ED 066 705 


The Impact of Seven Word Games on the Sight 
bulary R ion of First Grade Students. 
ED 078 403// 
Instruction in Initial Reading Under Computer 
Control: The Stanford Project. Technical Re- 
port No. 158. 





ED 673 421 
Keys to Reading: Tito. Beginning Reading in 
Spanish. 
ED 077 281// 
Keys to Reading: Tito. Beginning Reading in 
Spanish, Teacher’s Manual. 
ED 077 282// 


Language, Dialect, and Preprimers. 

ED 079 699 
Parents and Reading. Perspectives in Reading 
No. 14. 

ED 070 047 
Phonics and the Teaching of Reading. 

ED 078 368// 

Phonological and Semantic Components of 
Words in Beginning Reading. 

ED 078 385 


The Prediction of Reading Achievement in 
Grade One. 
ED 078 361// 
Prediction of Word Recognition Deficits from 
Articulation and Auditory Discrimination Abili- 
ty at Time of First-Grade Entrance. 
ED 072 399// 
Problem Solving Exercises. 
ED 075 781 
Product Development Report: First Year Com- 
munication Skills Program. Technical Report 
No. 1. 
ED 072 469 
A Project to Evaluate the Effectiveness of Pre- 
Phonic Training Between Kindergarten and 
First Grade Levels (Project PEEP). Final Re- 


port. 


A Rationale for Using i.t.a. 


ED 066 711 


ED 076 952 
Second and Third Grade Students in the Hun- 
ters Point-Bayview SEED Project: A Diagnostic 


Review. 
ED 066 704 
Simplified Signalling System: A Beginning 
Reading Orthography. 
ED 071 618// 
Some Persistent Questions on Beginning Read- 


ing. 

ED 071 037 
Some Reasons for NOT Using i.t.a. 

ED 073 440 
Spanish Alphabet Book 1: Spanish Phonetic 
Reading Program. 

ED 072 693// 

Studies of Prereading Skills in Israel. 

ED 070 069 
Take It from the Beginning: A Primary Reading 
Guide for the Classroom Teacher. 

ED 067 637// 

Teaching Reading by Use of a Syllabary. 

ED 075 803 
Teaching Word Recognition Skills. 

ED 068 914 
Test Project for the LRDC Beginning Reading 
Program “Stepping Stones to Reading.” 

ED 070 040 
Using Children’s Literature in the Reading Pro- 
gram. 





ED 074 474 
What Children Read in School: Critical Analy- 


sis of Primary Reading Textbooks. 
ED 075 773// 


WISC and WPPSI 1IQ’s and Subtest Patterns 
Related to First Grade Reading Achievement. 





58 Subject Index 


ED 066 725// 
Word Attack Skills, “Making Phonics Reasona- 


ble. 
ED 066 709 


Beginning Teachers 
The Beginning Teacher Can Foster Critical 


Thinking. 

ED 075 390 
Beginning Teachers’ Attitudes and Their Rela- 
tionship to Selected Variables. 

ED 073 166 


The Effects of the 1971 Vo-Tech New Teacher 
Training Program on the Teaching Activities of 
Nineteen Beginning Vocational Teachers in 


Oklahoma. 
ED 069 907 


The New Teacher Orientation Program. 

ED 077 869 
Overlander: A Study of Instructional Innova- 
tion Involving Beginning Teachers Attempting 
to Nongrade an Open-Area Elementary School. 

ED 068 442 
Predicting Success in Teaching. 

ED 077 913 
Prior Teaching Experience as a Criterion in the 
Selection of Family Life Teachers: An Asset or 
a Liability? 

ED 073 066 
Staffing Patterns in California Community Col- 
leges. A 1972 Overview. 

ED 070 433 


Teacher Supply and Demand in Public Schools, 
1971. 


ED 066 801 
Teacher Supply and Demand in Public Schools, 
1972. 


ED 070 165 
Teaching Strategies Exhibited by First-Year 


Teachers. 
ED 068 452 


Behavior 
Behavioral Aspects of Marijuana Use. 
ED 067 577 
A Behavioral Comparison of Early and Late 
Starting Day-Care Children. 
ED 069 410 


Dramatism and Development. 
ED 074 497// 
The Effect of Immediate Environment on Chil- 
dren's Tendency to Reflect While Solving 
Problems. 
ED 076 385 
Effects of Behavior Therapy. 
ED 072 381 
Environment and Spatial Behavior: A Selected 


Bibliography. titi dine 


Imagery and Information Processing: Some Im- 
plications for Therapeutic Communication. 

ED 075 883 
Locus Of Control And Competence In Chil- 
dren. 

ED 069 409 
Nuffield Secondary Science, Theme 3, Biology 


of Man. 
ED 069 550// 

Predictions of Future Daily Behaviors: A 
Further Replication. 

ED 070 995 
Psychology in the Real World: A Perspective 
on Psychotechnology Today and Ten Years 
Hence. 

ED 067 336 
Rationalization: A Bibliography. 

ED 076 920 
Report of the HEW Work Group on Behavior 
Analysis in Education. Final Draft. 

ED 079 233 
The Role of Attitudes in the Prediction of 
Behavior: A New Perspective. 

ED 077 037 
A Structure for the Affective Domain in Rela- 
tion to Science Education. 

ED 079 071 


Behavioral Counseling 
Counseling for Change: A New Perspective. 
ED 074 432 
Use of Counselor Discriminative Stimuli as An 
Intervention in Effecting Change in Client Out- 


comes. 
ED 075 732 


Behavioral Objectives 
Accountability and Reading Instruction: Criti- 
cal Issues. 
ED 073 448 


Accountability in Communication and Learn- 


ing. 
ED 066 777 
Achieving Academic and Social Objectives in 
Elementary Grades Through Behavioral Analy- 
sis. Volume VI, No. 4. 
ED 074 059 


Affective Goals of Education. 
ED 069 733 
Animal Structures and Functions, Science (Ex- 


perimental): 5314.13. 
ED 079 024 


Art Education Program at Kutztown State Col- 
lege. 

ED 076 534 
Behavioral Development Profile. Manual I. 
Parent/Child Home Stimulation "The Marshall- 


town Project’. 
ED 079 917 


Behavioral Hierarchy Charts. Economic Analy- 
sis Course. 
ED 073 637// 
Behavioral Objectives: An Annotated Bibliog- 
raphy. 
ED 069 606 
Behavioral Objectives and the Supervisor. An 
Occasional Paper. 
ED 066 825 
Behavioral Objectives for Teaching Reading in 
the Primary Grades. 
ED 076 939// 
[Behavioral Objectives in English.] 
ED 073 465 
Behavioral Objectives: Language and Litera- 
ture, Grades K-12. 
ED 079 763 


Behavioral Objectives, Sequence, and Aptitude 
Treatment Interactions in CAI. 

ED 071 443 
Behavioral Outcomes for Career Education. 
Proceedings (29th Rutgers Guidance Con- 
ference, New Brunswick, N. J., October 18, 
1972). 

ED 074 398 
Behavioral Prescription Guide. Manual Ila: 
Communication. Parent/Child Home Stimula- 
tion "The Marshalltown Project.’ 

ED 079 918 
Behavioral Prescription Guide. Manual IIb: 
Motor. Parent/Child Home Stimulation ‘The 
Marshalltown Project.’ 

ED 079 919 


Behavioral Prescripticn Guide. Manual IIc: So- 
cial. Parent/Child Home Stimulation "The 
Marshalltown Project.’ 

ED 079 920 


Behavior Modification for Teachers. 

ED 075 373 
Behavior Treatment of Deviant Sex-Role 
Behaviors in a Male Child. 

ED 070 968 
Beyond Behavioral Objectives. 

ED 069 732 
Career Motivation: Curriculum Guide for 
Grades K-6. Ohio’s Career Continuum. 

ED 075 641 
A Comparative Study of the Effects of Prior 
Knowledge of Performance Objectives on Cog- 
nitive Learning Outcomes in the Instruction of 
TCCP Physical Science. 

ED 079 110 
Concept Area Four and Five Objectives, 


Development of Performance Goals for a New 
Office and i Educati Learning 
Systems: Part I, Analysis of Hardware Used by 
Office Workers; and Part Il, Analysis of Social 
Interaction Critical Incidents. Final Report. 

ED 073 256 
The Dimensions of Measurement of the Affec- 
tive Domain. 





ED 069 663 
Driver Education Task Analysis: Instructional 


Objectives. HumRRO Safety Series. 
ED 072 249 


Driver Education Task Analysis. Volume IV: 
The Development of Instructional Objectives. 


Final Report. 
ED 075 623 


Driver Education Task Analysis. Volume II: 
Task Analysis Methods. Final Report. 
ED 075 624 
Dynamics II, Science (Experimental): 5318.03. 
ED 079 026 
Early Childhood Education. 
ED 069 361// 
Economic Analysis. Enrichment. 
ED 073 645// 
Educational Accountability. Beyond Behavioral 


Objectives. 
ED 067 381 


Educational Goal Indicators for New Jersey. 
ED 077 945 
Educational Quality Assessment. School Re- 
port: A Status Profile. 
ED 068 471 


Education in Focus: A Collection of State 
Goals for Public El tary and S dary 


Education. 

ED 069 049 
Effective Speech Communication: Theory in 
Action. 





ED 070 111// 
The Effect of Behavioral Objectives on Mea- 
sures of Learning and Forgetting on High 
School Algebra. 

ED 076 369// 


The Effects of Behavioral Objectives on Learn- 
ing: A Review of Empirical Studies. 

ED 066 909 
The Effects of Empirical Program Revision and 
the Presentation of Objectives on Student Per- 


formance. 

ED 074 712 
Effects of Repeated Performance Objectives 
Upon Student Achievement and Attitude. 

ED 080 302// 

Energy: Light, Sound, and Heat, Science (Ex- 
perimental): 5311.04. 

ED 079 027 


Energy: Machines, Science (Experimental): 
5311.03. 
ED 079 028 
English Literature Grades 7-9. 
ED 066 737// 
English Literature Grades 10-12. 
ED 066 738// 
An Evaluation Guidebook. A Set of Practical 
Guidelines for the Educational Evaluator. 
ED 071 935// 
Evaluation of Guidance Objectives. 
ED 075 755 
Evaluation of the Effects of the Eager to Learn 
Teacher Inservice Television Series. 
ED 074 757 
E tional Children Conference Papers: Edu- 





Hierarchy Charts, and Test Items. E ic 
Analysis Course. Segments 85-96. 
ED 073 636// 


Concept Area One Objectives (Rev), Test 
Items (Rev), and Instructional Events. 
Economic Analysis Course. Segments | - 16. 

ED 073 633// 
Concept Area Three Objectives and Test Items 
(Rev.). Part One and Part Two. Economic 
Analysis Course. Segments 50 - 84. 

ED 073 635// 
Concept Area Two Objectives and Test Items 
(Rev.) Part One, Part Two. Economic Analysis 
Course. Segments 17-49. 

ED 073 634// 


Constructing Behavioral Objectives. 
ED 068 891// 
A Curriculum Guide for Speech Communica- 


tion--Grades 8-12. 
ED 066 776// 
The Development of Behavioral Objectives and 
Instructional Units in Selected Occupa- 
tional/Technical Courses: A Pilot Project. 
ED 080 678 


cation of the Trainable Mentally Handicapped. 

ED 078 633 
Expanding Dimensions of Instructional Objec- 
tives. 

ED 076 037// 

An Exploration of Behavioral Objectives for 
Police Promotional Examinations in New Jer- 
sey. Final Report. 

ED 080 611 


Field Testing and Evaluation in the Utah State 
University Protocol Project. 

ED 076 577 
A Field Test of the Effectiveness of One of the 
Utah State University Protocol Training 
Materials, In An Inservice Workshop Setting. 

ED 075 341 
General and Vocational Work Experience Edu- 
cation Programs Management System: Career 
Development Programs. 

ED 076 816 
The General Concept of Managing for Educa- 
tional Accountability. 

ED 066 789// 





Gencral Math 10-12 [Instructional Objectives 


Exchange]. 
ED 067 240// 
Guidebook for Teacher Use in Individualizing 


Instruction Through Use of Unipacs. 
ED 079 946 


A Guide for the Teacher of the Trainable Men- 


tally Handicapped. 
ED 074 667 
Health Education: Nutrition for Grades K-6. 
ED 079 627// 
High Priority Objectives for Reading in Florida 


Ages 7 and 9. 

ED 071 054 
How To Evaluate Teaching. A Performance 
Objectives Approach. 

ED 077 124// 

Idaho Curriculum Guide in Mathematics K-12. 

ED 071 878 
Incidental and Relevant Learning with Instruc- 
tional Objectives. 

ED 074 732 
Infusion Models: Career Education in the Ele- 
mentary School. 

ED 076 831 
Instructional Objectives Exchange: Spanish, 
Grades 7-12. 

ED 067 953// 

Instructional Objectives Exchange. American 
History. Grades 7-12. 
Instructional Objectives Exchang 
gy. Grades 4-6. 





ED 071 929// 
. Anthropol 


ED 072 985// 
Instructional Objectives Exchange. Music K-6. 
ED 073 951// 

Instructional Objectives for a Junior College 
Course in Basic Physical Science. 

ED 067 074 
Instructional Objectives for a Junior College 
Course in Freshman English. 

ED 067 075 
Instructional Objectives for a Junior College 
Course in Human Anatomy-Physiology. 

ED 067 076 
Instructional Objectives for a Junior College 
Course in Intermediate Algebra. 

ED 067 077 
Instructional Objectives for a Junior College 
Course in Introduction to Biology. 

ED 067 078 
Instructional Objectives for a Junior College 
Course in Physical Geology. 

ED 067 081 
Instructional Objectives for a Junior College 
Course in Principles of Accounting. 

ED 067 082 
Instructional Objectives for a Junior College 
Course in Secretarial Procedures. 

ED 067 084 
Instructional Objectives for Junior College 
Courses in Journalism: Newswriting and Re- 
porting; and Advanced Newswriting. 
ED 067 079 
Instructional Objectives for Junior College 
Courses in Nursing: Medical Surgical Nursing I; 
and Obstetrics Nursing. 

ED 067 080 


Instructional Objectives for Junior College 
Courses in Retailing: Salesmanzhip; Principles 
of Retailing; and Advertising. 

ED 067 083 


Instructional Objectives for Junior College 
Courses in Theater Arts: Advanced Acting; 
Oral Interpretation for Actors; and Introduc- 
tion to Stagecraft. 

ED 067 085 


Instructional Objectives for Junior College 
Courses in Vocational Nursing: Principles of 
Patient Care; and Maternity re 

D 067 086 


Instructional Objectives for Junior College 
Courses in Economics: Principles of 
Macroeconomics and Principles of 
Microeconomics. 

ED 067 087 


Instructional Staff Development. Component 4: 
Behavioral Objectives. 
ED 077 854// 


Instruction in the Cooperative Extension Ser- 


vice. 

ED 070 963 
Interaction of Abilities and Anxiety with 
Availability of Objectives and/or Test Items on 
Computer-based Task Performance. 

ED 071 412 


The Interactive Effects of the Availability of 
Objectives and/or Rules on Computer-Based 
Learning. A Replication. 

ED 073 703 
Interpersonal Competence: A Paradigm for 
Planned Chasge in Undergraduate Communi- 
cation Instruction. 

ED 074 540 


Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Terminal Objec- 


tives. 

ED 071 328 
Introduction to Psychology and Leadership. 
Block Diagrams. Hierarchy of Behavioral Con- 
cepts for Content Outline for Leadership 
Course. 

ED 071 354 
Introduction to Psychology and Leadership. 
Part One; Overview of Leadership. Content 
Outline, Terminal and Enabling Objectives. 

ED 071 356 
Introduction to Psychology and Leadership. 
Part Two; Individual Behavior. Content Out- 
line, Terminal and Enabling Objectives. 

ED 071 357 
Introduction to Psychology and Leadership. 
Part Three; Group Dynamics. Content Outline, 
Terminal and Enabling Objectives. 

ED 071 358 
Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Content Outline, Terminal and Enabling Objec- 
tives. 

ED 071 359 
Introduction to Psychology and Leadership. 
Part Five; Military Management. Content Out- 
line, Terminal and Enabling Objectives. 

ED 071 360 
Introduction to Psychology and Leadership. 
Part Six; Authority and Responsibility. Content 
Outline, Terminal and Enabling Objectives. 

ED 071 361 
Introduction to Psychology and Leadership. 
Part Seven; Leadership Behavior and Style. 
Content Outline, Terminal And Enabling Ob- 


jectives. 

ED 071 362 
Introduction to Psychology and Leadership. 
Part Eight; Senior-Subordinate Relationships. 
Content Outline, Terminal and Enabling Objec- 


tives. 

ED 071 363 
Introduction to Psychology and Leadership. 
Part Nine; Morale and Esprit De Corps. Con- 
tent Outline, Terminal and Enabling Objec- 


tives. 

ED 071 364 
Introduction to Psyzhology and Leadership. 
Part Ten; Discipline. Content Outline, Terminal 
and Enabling Objectives. 

ED 071 365 
Introduction to Psychology and Leadership. 
Part Eleven; Personnel Evaluation. Content 
Outline, Terminal and Enabling Objectives. 

ED 071 366 
Introduction to Psychology and Leadership. 
Part Twelve; Applied Leadership. Content Out- 
line, Terminal and Enabling Objectives. 

ED 071 367 
Introduction to the Plant World, Science (Ex- 
perimental): 5311.11. 

ED 079 029 


Subject Index 59 


Language Arts: Traditional Grammar K-12. 
ED 066 746// 


Language Arts: Transformational Grammar K- 
12. 


ED 066 747// 

Management System for EMR Work Study 
Program. 

ED 074 670 
Managing Chemistry Instruction by Objectives-- 
A Case History. 

ED 068 093 
Mathematics Objectives, Level 6 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development). 

ED 067 237 
Mathematics Objectives, Level 7 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development}. 

ED 069 500 
Mathematics Objectives, Level 8 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development}. 

ED 067 258 
Media Objectives for Teachers. 

ED 071 381// 

A Methodological Study Evaluating a Pretutori- 
al Computer-Compiled Instructional Program 
in High School Physics Instruction Initiated 
from Student-Teacher Selected Instructional 
Objectives. Final Report. 

ED 071 391 
Milwaukee Bilingual Education Program, 1971 
- 1972. Evaluation Report. 

ED 072 077 
Model Curricula for Vocational and Technical 
Teacher Education: Report No. V. General Ob- 
jectives, Set Il. 

ED 069 845 
Multimedia System of Individualized Instruc- 


tion. 

ED 068 085 
The Nervous System, Science (Experimental): 
5363.02. 

ED 079 030 
Objectives and Organization of Technical Re- 
port Writing for Police. 

ED 067 088 


An Observational Instrument Based on the Ob- 
jectives of a Special Education Curriculum. 

ED 079 321 
PEAPOL (Program Evaluation at the Per- 
formance Objective Level) Outside Evaluation. 

ED 072 219 
Performance Contracting - Accountability and 
the Michigan Education Program. 

ED 069 746 
Performance Objectives for Educable Mentally 
Handicapped (K-12). 

ED 077 158 


Performance Objectives for the Social Studies. 
A Working Draft for Trial Use During the 
1970-71 School Year. 
ED 070 694// 
Performance Objectives for Trainable Mentally 
Handicapped (K-12). 
ED 077 156 
Performance Objectives in Education. The 
Educational Technology Reviews Series. 
Number Seven. 
ED 073 621// 
Performance Objectives - Necessary or Super- 
fluous. 
ED 080 352 





Investigating Intricacies of Life i > 
Science (Experimental): 5334.02. 
ED 079 134 


I.P.P.E.S. Master Objectives Bank, Science In- 
structional Topic Catalog. 
ED 079 076 


L.P.P.E.S. Master Objectives Bank, Science (K- 
6) Catalog. 
ED 079 077 

Language Arts: Composition Skills K-12. 

ED 066 739// 
Language Arts: Comprehension Skills K-12. 

ED 066 740// 
Language Arts: Decoding Skills K-12. 

ED 066 741// 
Language Arts: Listening, Oral Expression, and 


Journalism K-12. 

ED 066 742// 
Language Arts: Mechanics and Usage K-12. 

ED 066 743// 
Language Arts: Structural Analysis K-12. 

ED 066 744// 
Language Arts: Study and Reference Skills K- 
12. 


ED 066 745// 


Philosophical and Psychological Rationale for 
Competency-Based Teacher Education. 

ED 074 049 
Physical Education Curriculum for the Men- 


tally Handicapped. 
ED 080 483 


Planning Literary Instruction: A Discussion of 
the Curricular Objectives for the Teaching of 
Literature in the Swedish Comprehensive 
School and a Rationale for Objective- 
Procedure-Criterion Units. 

~ ED 070 105 
Plant Economics, Science (Experimental): 


5314.07. 
ED 079 135 
Practice What You Teach - An Attempt 


Towards Individualized Instruction. 
ED 079 243 


The Problem of Hierarchy in the Objectives of 
Geography Teaching at the Pre-University 


Level. 

ED 073 957 
A Programmed Course for the Writing of Per- 
formance Objectives. A Constructed Response 
Linear Program. 





60 Subject Index 


ED 073 528 
Programmed Math Continuum, Level One, Al- 
gebra, Measurable Behavioral Objectives. 

ED 075 201 
Project CAREER Process as It Relates Particu- 
larly to Project CAREER/Handicapped. 

ED 078 163 
A Proposed Process for Determining Profes- 
sional Behaviors Needed by Adult Education 
Administrators. 

ED 078 276 
Rain, Rocks, Rockets and Reactions, Science 
(Experimental): 5334.04. 

ED 079 136 


The Relationship Between the Assignment of 
Educational Priorities and Their Practice. Final 


Report. 

ED 070 141 
Review and Analysis of Instructional Per- 
formance Objectives in Vocational Education 
Curriculum. 

ED 080 668 
Revised Listing of Objectives, Appendix 1. 

ED 075 257 
Secondary Schools Curriculum Guide, Science, 
Grades 7-9, Levels 1-16. 

ED 077 737 
Secondary Schools Curriculum Guide, Science, 
Grades 10-12, Levels 17-33. 

ED 077 738 
Secondary Schools Curriculum Guide, Mathe- 
matics, Grades 7-9, Levels 1-86. 

ED 077 739 
Secondary Schools Curriculum Guide, Mathe- 
matics, Grades 10-12, Levels 87-112. 

ED 077 740 
Secondary Schools Curriculum Guide: English, 
Grades 7-12, Levels 1-14. 

ED 079 768 
Sociology. Grades 4-9. 

ED 077 780// 

Strategies for the Sequential and Consequential 
Arrangement of School-Appropriate Behaviors: 
The Establishment of School-Appropriate 
Behaviors in Normal, Retarded and Han- 
dicapped Children through the Application of 
Operant Tactics. 

ED 073 590 
A Study to Determine the Relationship 
Between English Teachers’ Knowledge of and 
Their Attitudes Toward Behavioral Objectives. 

D 079 724// 
A System of Objectives in Reading. A Draft 
Manual for the Selection of Reading Objectives 
in Project SPPED. 

ED 074 440 


A Teacher’s Guide to Teaching Performance 
Evaluation. 
ED 077 123// 
Teacher’s Handbook for a Functional 
Behavior-Based Curriculum; Communicable 
Models and Guides for Classroom Use. 
ED 067 854// 

Teaching Objectives for the Itinerant Resource 
Teacher of Visually Limited Students. 

ED 077 157 
Theoretical Framework: Some Basic Issues Re- 
lated to Methods and Media Selection. 

ED 074 741 
Toward a Definition of Affect in Education. 

ED 069 734 
Translating a Theoretical Curriculum Model 
into Instructional Decision Making. 

ED 078 935 
The Use of Inferred Objectives with Instruc- 
tional Films. 

ED 072 643 
VAE Pre-Certification Teacher Education Pro- 
gram: Competencies and Performance Objec- 
tives. Competency-Based Teacher Education 
Series No. 1. 

ED 076 747 
What Makes Man Go?, Science (Experimen- 
tal): 5334.01. 

ED 079 137 
Wisconsin Design for Reading Skill Develop- 
ment: Rationale and Objectives for the Study 
Skills Element. Working Paper No. 84. 

ED 070 072 
Work Experience Education Career Explorato- 
ry Program Management System: Career 
Development Programs. 

ED 076 &15 
Workshop in the Preparation of Measurable 
Performance Objectives. 

ED 073 258 
The World of Plants, Sci (Experi tal): 
$311.13. 





ED 079 031 
On Writing Behavioral Objectives for English. 

ED 072 465 
Writing Objectives for Stull Bill Packets. 

ED 070 103 
Writing Performance Objectives. Instructor’s 
Manual for Teachers and Administrators. To 
Be Used with: A Programmed Course for Writ- 
ing of Performance Objectives. 

ED 073 529 


Behavioral Science Research 


Achieving Academic and Social Objectives in 
Kindergarten through Behavioral Analysis. 
Research and Development Report, Vol. VI, 


No. 3. 

ED 072 854 
Achieving Academic and Social Objectives in 
Elementary Grades Through Behavioral Analy- 
sis. Volume VI, No. 4. 

ED 074 059 
Acoustic Correlates of Lies. 

ED 073 504 
The Administration of Educational Innovation. 

ED 067 768 
Analysis of Cognitive Behavior in Children. 
Final Report. 

ED 076 261 
An Annotated Bibliography of Studies on 
Counterattitudinal Advocacy. 

ED 072 493 
APA Ethics. A Help or Hindrance. 

ED 075 472// 

Attention as a Variable in Communication 


Research--The Status Quo. 
ED 074 531 


Authenticity and Theories of Administrative 
Behavior. 

ED 071 157 
Behavioral Research and the First Year In- 
structor. 

ED 070 112 
Behavior Analysis and Education. 

ED 080 416 


and Acc bility: A Per- 





Bilingual Educati 
ceptual View. 

ED 074 817 
Biofeedback: An Operational Definition and 
Control of Dissonance. 

ED 072 482 
A Cluster Analytic Approach to the Study of 
Organizations. 

ED 066 782 
Communication and Affect: A Comparative 


Approach. 

ED 071 123// 
Communication Correlates of Commitment. 

ED 074 554 

Contemporary Approaches to Conditioning and 
Learning. 

ED 078 369// 
Contemporary Issues in Cognitive Psychology: 
The Loyola Symposium. 

ED 078 363// 


Credibility, Persuasibility, and the Perception 


of Machiavellianism. 

ED 072 475 
Develop t of C pts of Political Conflict 
and Power by Sth and 8th Graders. Final Re- 
port. 





ED 071 959 
Development of New Materials to Improve the 
Training of Students in Data Analysis. Final 
Report. 

ED 068 355 
Dimensions of a Substantive Rhetoric. 

ED 074 539 
The Effect of Type of Punishment on Re- 
sistance to Deviation. 

ED 078 969 
The Effects of Different Amounts of Competi- 
tive Contingent Rewards on Cooperative 
Behavior. 

ED 067 591 
The Effects of Modeling on the Development 
of Sex-Role Behaviors in Children. 

ED 076 644 
Effects of Noise on Small Group Interaction. 

ED 073 502 
Effects of Source Self-Interest and Induced 
Similarity/Dissimilarity on Opinion Change, 
Credibility, and Likability. 

ED 078 466 
The Effects of Stimulating State Epistemic Cu- 
riosity on State Anxiety and Performance in a 
Complex Computer-Assisted Learning Task. 

ED 070 281 


Encounter Groups and Change: Behavioral or 
Self-Report Data? 

ED 070 750 
The Experimental Manpower Laboratory for 
Corrections. Progress Report on Phase Ill, June 
through August, 1972. 

ED 072 330 


An Exploratory Analysis of the Effects of Com- 
plementary and Contradictory Nonverbal Cues 
on Conformity Behavior. 
ED 075 881 
Factors in Cognitive Processing Which In- 
fluence Responses to Persuasive Communica- 
tions. 
ED 073 496// 
How Deviant Is the Normal Child? A 
Behavioral Analysis of the Preschool Child and 
His Family. 
ED 069 356 
The Impact of the Mass Media on Source 
Commitment. 
ED 073 507// 
Interpersonal Attraction and the Perception of 
Attitudinal Feedback. 
ED 067 568 
Investigations Into the Instructional Process. 
VI. Group Work as a Social Interaction 
Process. A Case Approach. 
ED 073 013 
Investigations into the Instructional Process: 
VII. Non-Verbal Behavior in Group Work Ob- 
servational Technique and Typology of Pupils’ 
Work. 
ED 079 181 
Leadership and Society: A Comparative Study 
of the Views of Kurt Lewin and Raymond B. 
Cattell. 
ED 072 481 
Machiavellianism and Religiosity as Determi- 
nants of Cognitive Dissonance in a Counterat- 
titudinal Situation. 
ED 071 934 
Methodological Barriers Precluding the 
Development of Comprehensive Theory. 
ED 071 106 
Methodological Issues in Naturalistic Observa- 
tion: Some Problems and Solutions for Field 
Research. Final Report. 
ED 071 749 
Methodology for Naturalistic Observation of 
Therapist Behavior in Group Psychotherapy. 
ED 071 007 
Parental Deprivation and the Development of 
Aggression. 
ED 072 869 
Personality Changes in Aging: A Longitudinal 
Study of Community Residents. 
ED 069 941// 
Process Accounting: An Examination of Some 
Effects of Student Grouping and Grading Prac- 
tices in a Metropolitan Area High School. Final 
Report. 
ED 078 589 
Project D: Appraising Teacher Performance. 
Final Report. Increasing the Effectiveness of 
Educational Management. 
ED 075 921 
The Psychologies and the Humanization of 
Communication. 
ED 079 791 
Pupil-Teacher Adjustment and Mutual Adapta- 
tion in Creating Classroom Learning Environ- 
ments. Final Report. 
ED 068 416 
Recent Developments in Psycholinguistics: The 
Study of Language and Its Impact on Speech 
Pathology and Speech Education. 
ED 078 461 
Report of the HEW Work Group on Behavior 
Analysis in Education. Final Draft. 
ED 079 233 
Sequential Order and Plasticity in Early 
Psychological Development. 
ED 073 850 
Sex Differences in Children’s Aggression. 
ED 070 519 
Sex Role-Taking and Aggressive Behavior in 


Children. 
ED 080 136 


Some Implications of Body Build Stereotypes 
for the Development of Body Concept and In- 


terpersonal Relations. 
ED 066 668 


Some Problems in Advising on Research 


Methodology. is We es 





Source Valence: An Improved Conceptualiza- 


tion. 
ED 071 116 
Studies in Family Planning, Volume 3, Number 


ED 070 605 
A Study of Some Effects of Early Change 
Agent Behavior on a Group Client System. 
ED 678 288 
Teacher Competence: Encounter vs. Behavioral 


Modeling. 

ED 070 742 
Theory Construction in the Study of Communi- 
cation: The System Paradigm. 

ED 078 482 


Toward a Unified Communication Theory. 

ED 073 510 
Toward Definition and Measurement of Pupil 
Control Behavior. 

ED 074 073 
Unobtrusive Measures. 

ED 072 107 
Videotape Recording of Narcotic Addicts in 
Group Therapy: The Analysis of Communica- 
tional and Interactive Behavior. 

ED 069 571 


Behavioral Sciences 

Association for Humanistic Psychology 
Newsletter. Volume 8, Number 6. 

ED 068 405 
Behavioral Sciences and Medical Education. A 
Report of Four Conferences. 

ED 070 385 
Behavior Analysis and Education. 

ED 080 416 
Bibliography: A. H. Maslow. 

ED 068 432 
California S.ate University/San Francisco, The 
School of Behavioral and Social Sciences and 
the Preparation of Elementary School 
Teachers. A Working Paper. 

ED 077 821 


Carnegie-Mellon University Social Studies Cur- 
riculum Project. Introduction to the Behavioral 
Sciences; An Inquiry Approach. 
ED 068 375// 
Conceptual Frontiers in Speech-Communica- 
tion: Report of the New Orleans Conference on 
Research and Instructional Development (New 
Orleans, Louisiana, February 11-16, 1968). 
ED 079 795 


Contemporary Approaches to Conditioning and 


Learning. 
ED 078 369// 
Curriculum Projects and Materials in Elemen- 
tary School Behavioral Sciences. 
ED 067 358 


Differential T-Group Gains in Acceptance-Re- 
jection of the Self Versus Others. 
ED 066 664 


Education and the Behavioral Sciences. 
ED 076 461 


A Guide to Humanistic Education. Paper 
Dragon Number 4, 
ED 067 356 


High School Psychology: Stepchild or Off- 


spring? 
ED 070 729 
Human Development Program. Program Re- 


port. 
ED 073 010 
Locus Of Control And Competence In Chil- 


dren. 

ED 069 409 
Objectives of Training Programs for Secondary 
School Teachers of Psychology. 

ED 070 682 


Political Learning in Children and Adults. 
ED 080 418 


Psychology in the Real World: A Perspective 
on Psychotechnology Today and Ten Years 


Hence. 
ED 067 336 


The Strategic Content of Island Constraints. 


Working Papers in Linguistics No. 13. 
ED 077 268 


Teaching Gifted Students Social Sciences in 
Grades Seven through Nine. 
ED 072 564 


Behavior Change 
Achievement and Attitude Change in Michigan 
Migrant Education, Summer Classrooms, 1972. 
072 876 
Achieving Academic and Social Objectives in 
Kindergarten through Behavioral Analysis. 





R h and Development Report, Vol. VI, 
No. 3. 

ED 072 854 
Achieving Academic and Social Objectives in 
Elementary Grades Through Behavioral Analy- 
sis. Volume VI, No. 4. 

ED 074 059 


Analysis Training: Failure to Replicate Elkonin. 

ED 070 067 

The Application of Short-Term Video-Tape 

Therapy for the Treatment of Test Anxiety of 
College Students. Final Report. 

ED 070 363// 


Attending Behavicr: Skills for Teaching Excep- 
tional Children. Teacher Handbook. An Inser- 
vice Training Program for Exceptional Child 
Educators. EDUCOURSE I. 

ED 073 599 


Behavioral Changes in Eating Skills in Severely 
and Profoundly Mentally Retarded Groups. 

ED 069 719// 
Behavior Modification: An Issue for the 


Teacher? 
ED 075 475// 
Behavior Modification for Teachers. 
ED 075 373 
Behavior Modification in Child, School, and 
Family Mental Health; An Annotated Bibliog- 
raphy on Applications with Parents and 
Teachers and in Marriage and Family Counsel- 


ing. 

‘ ED 074 024 
Behavior Modification in Court and Communi- 
ty Treatment Programs for Juvenile Offenders. 

ED 079 616 
Behavior Modification in Group Therapy. 

ED 074 429 
A Behavior Modification Plan for Aiding Slow 
Learners in Arithmetic. 

ED 072 973 


A Behavior Modification View of Video 
Playback: Microteaching. 
ED 076 561 


Behavior Treatment of Deviant Sex-Role 
Behaviors in a Male Child. 

ED 070 968 
Belief System Change in Student Teachers. 

ED 075 368 
Beyond Freedom and Dignity. 

ED 075 476// 

A Brief Overview of Research on Teacher Ef- 
fectiveness and the Relevancy of Educational 


Psychology. 
ED 075 478// 

The Buddy System Model: Community-Based 
Delinquency Prevention Utilizing Indigenous 
Nonprofessionals as Behavior Change Agents. 

ED 074 394 
Changes in Status of Family Members as Con- 
trolling Stimuli: A Basis for Describing Treat- 
ment Process. Oregon Research institute 
Monograph Volume 12, Number 4. 

ED 071 002 
Classroom Management Through the Applica- 
tion of Behavior Modification Techniques. 

ED 073 392 
Communique: Resources for Practicing Coun- 
seiors, Volume 2, Number 3. 

ED 072 395 


Community Human Resources Development in 
the Rehabilitation of the Handicapped. Final 


Report. 

ED 078 239 
Components Analysis and Systematic Replica- 
tion of a Treatment Model for Modifying Devi- 
ant Classroom Behavior. Report No. 5. 

ED 069 095 
The Conversion of a Public Elementary Schoo! 
to a Reinforcement-Oriented Environment with 
9 Hours of In-Service Training. 

ED 076 477 


Correctional Officer Training in Behavior 
Modification. Final Report (1970-1973). 
ED 079 575 
Cost Efficiency and Effectiveness in the Detec- 
tion and Improvement of Learning Abilities. 
ED 079 369 
A Critical Review of Strategies Intended to 


Modify Behavior. 
ED 066 899 


A Descriptive Study of Prospective Elementary 
Teachers’ Attitudes Relating to Environmental 


Problems. 
ED 076 307// 
Developing Adaptive Behavior and Work Skills 
in Severely Retarded Young Adults. 
ED 073 245 


Subject Index 61 


Developing Instructional Specifications. 
ED 069 610// 

Development and Legal Regulation of Coercive 
Behavior Modification Techniques with Offen- 
ders. 

ED 075 739 
The Development of Trust in an Organization. 

ED 066 691 
Early Childhood Education for Migrants: An 
Evaluation of Behavioral and Physical Change. 
Research Monograph No. 3. 

ED 067 190 


The Effectiveness of Paraprofessional Students 
As Behavior Consultants to Teachers. Final Re- 
port. 

ED 075 421 
The Effect of Reinforcement on the Self-Image 
and Attitude Toward School of Minority 
Youngsters. Final Report. 

ED 078 123 


Effects of a Behavior Modification Lecture on 
Teachers’ Rate of Compliments and Repri- 
mands, and Their Students’ Time-On-Task. 

ED 066 696 
The Effects of a Systematic Manipulation of 
Contingencies upon Overt Work Behavior in a 
Primary Classroom. 

ED 068 912 
Effects of Behavior Therapy. 

ED 072 381 
The Effects of Prior Conditioning to Expectan- 
cy Stat ts on Persi and Persistence 
of Attention. 





ED 073 388 
The Effects of Time Context on Children’s Per- 
ceptions of Aggressive Television Content. 

ED 075 877 
The Effects of Training of Analysis upon the 
Responding Style of Impulsive Children. 

ED 078 320 
The Effects of Violence in Childhood. 

ED 070 526 
Emphasis: Prescription. 

ED 075 102 
Encounter Groups and Change: Behavioral or 
Self-Report Data? 

ED 070 750 


Entrepreneurial Achievement or Social Action? 
- Differing Rationales of Adult Education Pro- 
grams for Value and Attitude Change. 

ED 072 340 
Environmental Programming for the Deaf- 


Blind. 
ED 069 057 
Exceptional Children Conference Papers: Edu- 
cation of the Educable Mentally Handicapped. 
ED 078 632 
Exceptional Children Conference Papers: 


Behavioral and E Pr 





ED 078 634 
Freedom as a Result of Control? 
ED 075 477// 
Generalization and Maintenance of Classroom 
Treatment Effects. 
ED 067 808 
Guide for Group Leaders for “Parents Are 
Teachers: A Child Management Program”. 
ED 080 154// 
How to Maintain a Social Reinforcement Pro- 


gram. 
ED 070 839 
How to Train Supervisors in Behavior Modifi- 


cation. 

ED 070 837 
The Impact of Changes in Selected Teacher 
Strategies on Expressive Student Engagement. 
Technical Report No. 34. 

ED 076 550 


Increasing Positive Interactive Classroom 


Behavior. 

ED 080 421 
Increasing Student Attention: A Learning 
Theory with an Emphasis on Transfer to the 


Regular Classroom. Final Report. 
ED 067 604 


Individualized Instruction Demonstration Pro- 
ject. Final Evaluation Report. 
ED 079 957 


The Influence of Immediate Feedback on the 
Behavior of Teachers-In-Training. Final Report. 
ED 068 463 


The Influence of Non-White Pupil Classroom 


Composition on Classroom Quality. 
ED 080 629 


Institutional Design: An Administrative Ap- 
proach. 
ED 075 479// 





62 Subject Index 


Instruction Pamphlet for Parents of Opposi- 
tional Children. 
ED 070 220 


Intensive Rehabilitation Efforts Toward Total 
Family Members in Two Characteristically Dif- 
ferent Model City Areas. Final Report. 
ED 078 122 
An Investigation of the Influence of Student 
Behavior on Teacher Behavior. 
ED 075 387 
IPI and Behavior: An Evaluation of Cognitive 
and Affective Change. Research Monograph 2. 
ED 070 006 
Job/Behavioral Analysis Manual. 
ED 070 836 
Language Development in Nonverbal Autistic 
Children Using a Simultaneous Communication 
System. 
ED 078 624 
Mass Media and Moral Development. 
ED 080 175 
The Meaning of Lifelong Learning. 
ED 068 833 
Measurement of Affective Behavior Changes in 
Students in an Innovative Engineering Course. 
Final Report. 
ED 073 948 
Mental Health Consultation & Reinforcement 
Principles in Teacher Consultation. 
ED 069 799 
Methodology in Reading Instruction as a Con- 
trolling Variable in the Constructive or 
Destructive Channeling of Aggression. 
ED 066 719// 
Minority Migrants in the Urban Community. 
Mexican-American and Negro Adjustment to 
Industrial Society. 
ED 080 636// 
Modeling, Behavior Change, and Rehabilita- 
tion. Research Series, Number 7. 
ED 080 652// 
Modification of Behavior: Application in Class- 
room Management. 
ED 073 084 
Modifications in Children’s Cognitive Styles: 
Some Effects of Peer Modeling. 
ED 078 906 
The Nature and Modification of Impulsive 
Children: Training Impulsive Children to Talk 


to Themselves. 
ED 073 834 


A Nine-Month Token Reinforcement Program 
for the Trainable Retarded. Research and 
Development Report, Volume VI, Number 1. 

ED 071 257 
Observer Effect on Teacher Use of Token 
Reinforcement. 

ED 076 579 
Operant Control of Classroom Behavior. 

ED 069 998 
An Operant Response Shaping Program for the 
Establishment of Fluency in Stutterers. Final 


Report. 

ED 070 232 
Operation Pathfinder: Shaping Work Behavior 
of Ex-Offenders and Other Disadvantaged Peo- 
ple Using Social Reinforcement Techniques. 
Final Report (September 1969-April 1972). 

ED 070 840 
The Organization of Group Care Environments: 
Behavioral Ecology in the Classroom. 

ED 078 915 
A Preventive Mental Health Program for Four- 
Year-Old Head Start Children. 

ED 076 230 


Program To Train Instructors of Ten Junior 
Colleges in the Ozark Economic Development 
Region. 

ED 069 616 
PROJECT SED: Trail-blazing for Severely 
Disturbed Youngsters in a Public School. 

ED 074 675 
Putting It Ali Together: An Attempt to In- 
tegrate Theory and Research About Self Con- 
frontation in Teacher Education. 

ED 079 248 
Report of the HEW Work Group on Behavior 
Analysis in Education. Final Draft. 

ED 079 233 
Small Group Inquiry. 

ED 069 604 
Social Punishment in the Modification of a Pre- 
School Child’s “‘Autistic-Like" Behavior with 
Mother as Therapist. 

ED 075 068 
Social Studies for Behavioral Change. A Book 
of Readings in the New Social Studies. 


ED 073 975 
Some Generalization and Follow-Up Measures 
on Autistic Children in Behavior Therapy. 

ED 067 781 
Strategies for the Sequential and Consequential 
Arrangement of School-Appropriate Behaviors: 
The Establishment of School-Appropriate 
Behaviors in Normal, Retarded and Han- 
dicapped Children through the Application of 
Operant Tactics. 

ED 073 590 


A Study of the Effects of the Use of a Pupil 
Response Instrument on the Behaviors of 
Biological Science Teachers. Dinal Report. 
ED 069 155 
Supervisory Workbook on Behavior Modifica- 
tion. 
ED 070 838 
Teacher Competence: Encounter vs. Behavioral 
Modeling. 
ED 070 742 
The Teacher's Primer of Behavior Modification 
Techniques. Research and Development Re- 
port, Vol. VI, No. 2. 
ED 073 096 
Techniques to Improve Classroom Control and 
Instruction. 
ED 075 474// 
From Tension to Community - A Fresh Ap- 
proach to the Teaching-Learning Situation. 
ED 076 141 
Tommy: A Treatment Study of An Autistic 
Child. 
ED 071 216// 
Training Manpower Development Work Super- 
visors in the Use of Behavior Modification 
Techniques to Teach Job-Required Skills. Spe- 
cial Report. 
ED 075 655// 
University of Kansas: 1968-1969 Head Start 
Evaluation Report. 
ED 071 736 
The Use of Behaviour Modification Techniques 
in a Class of Slow Learners. A Research Re- 
port. 
ED 077 161 
The Use of Group and Individual Reinforce- 
ment Contingencies in the Modification of So- 
cial Withdrawal. Report No. 6. 
ED 069 096 


The Use of Reinforcement Procedures to In- 
crease the Percent of Study Behavior with a 
Kindergarten Child. 

ED 073 838 
Vicarious Influences on Children’s Creative 
Behavior. 

ED 075 089 


Behavior Development 

African Infant Precocity: Some Social In- 
fluences During the First Year. 

ED 070 522 
The Application of a Behavioral Effectiveness 
Measure in a Longitudinal Study. 

ED 077 555 
Behavior Modification for Teachers. 

ED 075 373 
Children and Youth: Psychosocial Develop- 
ment. 

ED 075 095// 

Cognitive Effects on the Child's Internalization 
of Altruistic Behavior. 

ED 071 768 


Developmental and Methodological Issues in 
the Growth of Logical Thinking in 
Adolescence. 
ED 077 670// 

Effects of Early Day Care Experience on Sub- 
sequent Observed Program Behaviors. 

ED 068 149 
Humanistic Approach in Speech: Affective 
Behavioral Objectives. 

ED 078 471 


Pre-Kindergarten Scale. 

ED 073 160 
Problems in the Application of Behavior 
Modification Principles for Teaching Job- 
Required Behaviors to Disadvantaged Man- 
power Trainees. Special Report. 

ED 075 656// 
Relationships Among Parent Ratings of 
Behavior Characteristics of Children. United 


States. 
ED 073 384 
Short Term Stability of Infants Responses to 


Strangers. 
ED 080 143 


Some Th ical Advantages of Behavioral 
Observations: Illustrations from a Longitudinal 
Study. 





ED 078 917 


Behavior Patterns 


Acoustic Concomitants of Emotional Dimen- 
sions: Judging Affect from Synthesized Tone 
Sequences. 

ED 067 587 
Approaches to Use of Observational Methods 
of a Study of Parent-Child Interaction. 

ED 075 072 
Assessment of Friendship, Leadership, Work 
Patterns in a Desegregated Urban School. 

ED 078 050 
Attachment Behavior in Thirteen-Month-Old, 
Opposite Sex Twins. 

ED 075 079 
Behavior Patterns of Children in School. Series 
11, Number 110. 

ED 067 583 
Behavior Patterns of Mildly Retarded Children 
in Open Classrooms. 

ED 078 625 
Behavior Treatment of Deviant Sex-Role 
Behaviors in a Male Child. 

ED 070 968 


Black-White Differences in Nonverbal Behavior 
in an Interview Setting. 

ED 076 912 
Children’s Preference for Stimuli Associated 
with Being Imitated. 

ED 080 152 
A Comparison of Self-Concept Changes 
between Management Training Workshops and 
T-Groups. 


ED 079 579// 
Coping Styles and Achievement: A Cross-Na- 
tional Study of School Children: Volume V of 
VII Volumes (5A. and 5B): A_ Replication 
Study of Coping in Eight ame 


D 078 342 
The Day Care Environmental! Inventory. As- 
sessment of Child-Rearing Environments: An 
Ecological Approach. Part | of Final Report. 

ED 076 228 
Denial: A Bibliography. 

ED 076 922 
A Descriptive Study of the Skid Row Alcoholic 
in Houston, Texas. Criminal Justice Mono- 
graph, Volume II, No. 2. 

ED 072 193 
Differential Association and Marijuana Use. 

ED 078 323 
The Differentiated Child Behavior Observa- 
tional System. 

ED 078 939 
Effects of Induced Status on Spacing and Seat- 
ing Position in a Dyad. 

ED 076 916 
Final Technical Report on Contract Number 
1147(07). 

ED 067 317// 

Fixation: A Bibliography. 

ED 076 898 
Genetics, Environment, and Behavior: Implica- 
tions for Educational Policy. 

ED 078 108// 

A Guide for the Management of Special Edu- 
cation Programs. 4.0 The Behavioral Charac- 
teristics Progression (BCP). 

ED 070 215 
A Guide for the Manag t of Special Edu- 
cation Programs. 6.0 BCP Booklet. 

ED 070 217 
Identification of Preschool Children with Emo- 
tional Problems. 





ED 069 380 
A Longitudinal Study of the Correlates of Chil- 
dren’s Social Behavior. 

ED 073 596 
A Manual for the Use of the Environmental 
Deprivation Scale (EDS) in Corrections: The 
Prediction of Criminal Behavior. 

ED 068 834// 

Methodology for Naturalistic Observation of 
Therapist Behavior in Group Psychotherapy. 

ED 071 007 
Modification of Behavior: Application in Class- 
room Management. 

ED 073 084 
Mother-Child Interaction in a Structured Situa- 
tion: A Comparison of Reflective and Impulsive 
Boys. 

ED 078 905 





Mother Directed Achievement of Children in 
Two Cultures. 

ED 069 376 
Observable Student Behaviors as Indicators of 
Emotional Maladjustment and Reading Disa- 


bility. 
ED 071 030// 
The Organization of Group Care Environments: 
The Infant Day Care Center. 
ED 078 909 
Patterns of Teacher Behavior in Preschool Pro- 
grams. 
ED 075 092 
Peer Interaction Rate, Classroom Activity and 


Teaching Style. 
ED 070 210 


Personality Development in Public School Chil- 
dren. Final Report. 

ED 071 249 
Polychronometry: The Study of Time Variables 
in Behavior. 

ED 077 963 
Predictors of Supervisor Teacher Conference 
Interaction. 

ED 075 912 
Projection: A Bibliography. 

ED 076 897 
Recruitment in Adult Basic Education. 
Research to Practice Series. 

ED 079 584// 
The Relationship of Attitudes, Knowledge, and 
Processes to Initial Teaching Behaviors in 
Science. 
ED 079 016// 

Relationships Among Parent Ratings of 
Behavior Characteristics of Children. United 
States. 

ED 073 384 
Relationships Between Fathers’ Reported and 
Observed Behaviors with Daughters. 

ED 069 415 
The Rhetoric of Goodbye: Verbal and Nonver- 
bal Correlates of Human Leave-Taking. 

ED 071 132 
The Rights of Children: Responsibility and 
Freedom. 

ED 070 509 
Role Conceptualization and Empirical Com- 
plexities. 

ED 077 134 
Sex and Helping: Expectations and Attribu- 
tions. 

ED 070 996 
Significance of Childhood Recreation Ex- 
perience on Adult Leisure Behavior: An Ex- 


ploratory Analysis. 
ED 073 344 


The Significance of Sibling Position and the 
Frequency of Participation by Adults in Group 
Counseling Activities. 

ED 078 289 
Some Theoretical Advantages of Behavioral 
Observations: Illustrations from a Longitudinal 


Study. 

ED 078 917 
A Study of Race and Class Heterogeneity 
Among Preschool Children. 

ED 080 155 
Third Person Instigated Aggression. 

ED 070 967 
Variability in the Proof Behavior of College 
Students in a CAI Course in Logic as a Func- 
tion of Problem Characteristics. Psychology 
and Education Series. 

ED 070 295 


Verbal Cues of Organizational Information in 
Message Decoding: An Integrative Approach to 
Linguistic Structure. 

ED 071 461// 


Who Thrives in Group Day Care? Assessment 
of Child-Rearing Environments: An Ecological 
Approach. Part 2 of Final Report. 

ED 076 229 


Behavior Problems 
Achievement Unlimited: Enhancing Self-Con- 
cept through Improvement of Academic, Motor 
and Social Skills. 

ED 069 080 


The Application of a Behavioral Effectiveness 
Measure in a Longitudinal Study. 
ED 077 555 


Behavior Treatment of Deviant Sex-Role 
Behaviors in a Male Child. 
ED 070 968 


Classroom Manag t Through the Applica- 
tion of Behavior Modification Techniques. 





ED 073 392 
Coding Manual for Continuous Observation of 
Interactions by Single Subjects in an Academic 
Setting. 

ED 070 209 
Components Analysis and Systematic Replica- 
tion of a Treatment Model for Modifying Devi- 
ant Classroom Behavior. Report No. 5. 

ED 069 095 
Deviation-Amplifying Processes and Individual 
Human Growth and Behavior. 

ED 077 587 
Early Identification and Assessment of 
Behaviorally Handicapped Children in the Pri- 
mary Grades. Report No. 2. 

ED 069 092 


The Effect of the Use of Desk Calculators on 
Achievement and Attitude of Children with 
Learning and Behaviour Problems. A Research 
Report. 

ED 077 160 
Factors of Predicted Learning Disorders and 
their Interaction with Attentiona! and Percep- 
tual Training Procedures. 

ED 078 919 
Functional Analysis of Intelligence Test Per- 
formance of Children with Learning Problems. 

ED 069 761 
Generalization and Maintenance of Classroom 
Treatment Effects. 

ED 067 808 
Inhibitory Training: An Alternative Approach 
to Development of Controls in Hyperactive 
Children. 

ED 067 596 
Instruction Pamphlet for Parents of Opposi- 
tional Children. 

ED 070 220 
Modifying Classroom Behavior: An Experiment 
Utilizing Black *Analysts’ with Black Children. 

ED 072 380 
Observable Student Behaviors as Indicators of 
Emotional Maladjustment and Reading Disa- 
bility. 

ED 071 030// 

Report of the Task Force on Corporal Punish- 
ment. 

ED 070 173 
Ritalin for School Children: The Teachers’ Per- 


spective. 

ED 075 426 
The Use of Ritalin for Treatment of Minimal 
Brain Dysfunction and Hyperkinesis in Chil- 
dren. 

ED 076 540 
Validation of a School Behavior Rating Scale. 

ED 076 656 


Behavior Rating Scales 
The Adaptive Behavior Rating Scale. 
ED 068 148 
The Balthazar Scales of Adaptive Behavior. 
Measures of Program Development for the 
Severely and Profoundly Mentally Retarded. 
Section 1. Skills of Functional Independence. 
Part Three: Program Scoring Form. 
ED 069 718// 
Balthazar Scales of Adaptive Behavior for the 
Profoundly and Severely Mentally Retarded. A 
System for Program Evaluation and Develop- 
ment. Section 1: The Scales of Functional Inde- 
pendence. Part Two: Handbook for the Rater 


Technician. 

ED 069 720// 
Balthazar Scales of Adaptive Behavior for the 
Profoundly and Severely Mentally Retarded. A 
System for Program Evaluation and Develop- 
ment. Section 1: The Scales of Functional Inde- 
pendence: Eating-Drinking Scales, Dressing- 
Undressing Scales, Toileting Scales. Part Onr: 
Handbook for the Professional Supervisor. 

ED 069 721// 
Behavioral Changes in Eating Skills in Severely 
and Profoundly Mentally Retarded Groups. 

ED 069 719// 
Behavior Patterns of Children in School. Series 
11, Number 110. 

ED 067 583 


Clinical Implications of the Brazelton Scale. 
ED 080 165 
The Coping Analysis Schedule for Educational 


Settings (Cases). 
ED 076 694 


Description of the School Adjustment Scale. 
ED 073 167 

Development of the Instructor Behavior 

Description Questionnaire to Measure Gradu- 


Subject Index 63 


ate Student Satisfaction From Perceptions of 
Ideal and Actual Instructor Behavior. 

ED 080 360 
The Differentiated Child Behavior Observa- 
tional System. 

ED 078 939 
Early Identification and Assessment of 
Behaviorally Handicapped Children in the Pri- 
mary Grades. Report No. 2. 

ED 069 092 
An Evaluation of and a Detail-Profile for the 
Vineland Social Maturity Scale. 

ED 080 614 
An Exploratory Analysis of the Effects of Com- 
plementary and Contradictory Nonverbal Cues 
on Conformity Behavior. 

ED 075 881 
A Guide for the Manag nt of Special Edu- 
cation Programs. 4.0 The Behavioral Charac- 
teristics Progression (BCP). 





ED 070 215 
A Guide for the Management of Special Edu- 
cation Programs. 5.0 Procedures for Use of the 
BCP. 

ED 070 216 
A Guide for the Management of Special Edu- 
cation Programs. 6.0 BCP Booklet. 

ED 070 217 
An_ Investigation of Independent Child 
Behavior in the Open Classroom: The Class- 
room Attitude Observation Schedule (CAOS). 

ED 073 828 
On Involvement. 

ED 080 564// 
Project C. H. I. L. D. Behavior Check List for 
Teachers and Parents Form 71-1. 
ED 080 581// 

A Psychometric Approach to Piaget: Some 
Theoretical and Methodological Implications. 

ED 078 010 
Stability of Teacher Ratings of Pupil Behavior 
In a Classroom Setting. 

ED 066 685 
A Taxonomy-Based Verbal Performance Instru- 
ment. 

ED 073 109 
Validation of a School Behavior Rating Scale. 

ED 076 656 
Wray Behavior Scale. 

ED 069 653 


Behavior Standards 
Driver Education Task Analysis. Volume I: 
Task Descriptions. Final Report (August 1969- 
July 1970). 
ED 075 571// 

Driver Education Task Analysis. Volume II: 
Task Analysis Methods. Final Report. 

ED 075 624 
National A t of Educational Progress, 
Science Objectives for 1972-73 Assessment. 

ED 072 976 
Ritalin for School Children: The Teachers’ Per- 
spective. 





ED 075 426 


Behavior Theories 
Adaptation Mode and Behavior of Urban 
Anglo American and Rural Mexican Children. 
ED 076 248 
Applications of the Theory of Work Adjust- 
ment to Rehabilitation and Counseling. Min- 
nesota Studies in Vocational Rehabilitation: 


XXX. 
ED 079 515// 
Attention as a Variable in Communication 
Research--The Status Quo. 
ED 074 531 
Behavioral Objectives: An Annotated Bibliog- 


raphy. 
ED 069 606 
Behavior Modification: An Issue for the 


Teacher? 

ED 075 475// 
Beyond Freedom and Dignity. 

ED 075 476// 
A Comparison of Beliefs and Disbeliefs and 
Reference Category Characteristics as 
Directive Factors of Social Action in Five Cul- 


tures. 

ED 068 247 
A Contribution to a Theory of Organizations: 
An Examination of Student Protest. 

ED 071 551 
Developmental and Methodological Issues in 
the Growth of Logical Thinking in 


Adolescence. 
ED 077 670// 





64 Subject Index 


Intrinsic Motivation. 
ED 076 903 


An Investigation of Attitude Consistency. 
ED 070 984 
Report of the HEW Work Group on Behavior 
Analysis in Education. Final Draft. 
ED 079 233 


Toward a Unified Communication Theory. 
ED 073 510 


Why People Play. 
ED 077 $59// 


um 
Country Education Profiies: Belgium. 
ED 075 324 


Beliefs 
The Development and Field Testing of an In- 
strument to Assess Student Beliefs About and 
Attitudes Toward Science and Scientists. 
ED 071 849// 


The Development of Materialistic Values Dur- 
ing Middle Childhood. 
ED 080 575 


Final Technical Report on Contract Number 


1147(07). 
ED 067 317// 
High School and College Student Perceptions 


of Media Credibility. 
ED 078 486 


The Interaction of Credibility, Evidence, and 
Language Intensity Manipulation on Belief For- 
mation and Change. 

ED 078 454 


Man-Machine Communication: Computer 

Credibility for French and English Canadians. 
ED 078 457 

Measurement of the Credibility of Peers and 


Spouses. 
ED 078 467 
Steps to an Ecology of Mind. 
ED 067 821// 
The Study and Measurement of Values and At- 


titudes. 
ED 079 618 

Understanding and Support of Science on the 
Part of Clergy, Seminarians, and Youth of the 
Lutheran Church-Missouri Synod. 

ED 076 311// 
Values Clarification. A Handbook of Practical 
Strategies for Teachers and Students. 

ED 069 585// 


Bender Gestalt Test 
The Bender Gestalt Test with the Human 
Figure Drawing Test for Young School Chil- 
dren. A Manual for Use with the Koppitz Scor- 


ing System. 
ED 074 645 


Benefits 
A Survey of Recent Literature Relevant to Op- 
timizing the Benefits of Youth Projects for 
Rural Youth in the Southeastern States. Final 


Report. 
ED 075 591// 


Berkeley High School 
First Survey of High School Students’ Needs 
for Labor Market Information in Career Deci- 
sion-Making. Human Factors in Technology 
Research Group Working Paper. 
ED 080 699 


Beverly Hills 
Educational Needs A t AC ity 
Survey. A Project to Determine District Goals 
and Objectives and Establish Priorities for the 
Beverly Hills Unified School District, October, 


1972. 
ED 072 073 





Bias 


Don’t Blame the People. 
ED 067 815// 


An Evaluation of Observer Bias in Experimen- 
tal-Field Studies of Social Interaction. Final Re- 


port. 

ED 072 105 
Expectancy and Race: Their Influences upon 
the Scoring of Individual Intelligence Tests. 
Final Report. 

ED 068 529 
Factor Analysis of Law School Grades. 

ED 079 409 
Human Information and Argument Retrieval: 
Language Correlates and Attitudinal Frame of 
Reference; Rhetorical Invention: Attitudinally 


Bound. 
ED 079 772 


Issues of Concern to Puerto Ricans in Boston 
and Springfield. 
ED 069 823 


The Left-Leaning Antenna; Political Bias in 
Television. 


ED 067 823// 
Sex Differentiation In Early Infancy: Problems 
In Methodology And Interpretation Of Data. 
ED 069 414 
Southern Cities--Except Louisville--Desegregate 
Schools. A Report on Public Schools in 
Louisville and Major Southern Cities, 1968 and 
1971. 


ED 068 593 
A Study to Determine the Bias in Faculty Re- 


ports of Time and Effort Expenditure. 
ED 077 999 


Biblical Literature 
Teaching the Old Testament in English Classes. 


English Curriculum Study Series. 
ED 078 433// 


Bibliocou 
The Effects of Group Bibliocounseling on 
Selected Fourth-Grade Students Who Are Un- 
derachieving in Reading. 
ED 074 460// 


Bibliographic Automation Large Library 
Operations 
A User’s View of BALLOTS. 
ED 071 723 


Bibliographic Citations 
Academic Library Bibliographic Instruction: 
Status Report 1972. 
ED 072 823 


Air Pollution Control, Part II. 
ED 068 345// 
Bibliographical Information in Manuscript Col- 


lections. 
ED 073 780// 

Bibliographies in Education: Teacher Evalua- 
tion. 

ED 069 607 
A Bibliography of References to the Extended 
School Year, Year-Round School and Related 
Topics (Version I). 

ED 077 129 


Characteristics of Citations in Social Science 
Monographs. 
ED 072 816 


Citation Patterns in the Social Sciences: Results 
of Pilot Citation Study and Selection of Source 


Journals for Main Citation Study. 
ED 078 867 


Defense Mechanisms: A Bibliography. 
D 067 578 
Displacement, Substitution, Sublimation: A 
Bibliography. 
ED 067 579 
Education of Adults; A Bibliography. 
ED 079 583 
Objectives Stated for the Use of Literature at 
School, An Empirical Analysis. Part Il: Appen- 


dices. 

ED 068 958 
Patterns of Citations to Articles within Jour- 
nals: A Preliminary Test of Scatter, Concentra- 
tion and Obsolescence. 

ED 076 197 


Reaction Formulation: A Bibliography. 
ED 067 581 


Solid Waste Management: A List of Available 


Literature. 
ED 068 319 
A Supplement to Technical Report No. 82. 


Concept Learning: A Bibliography, a 
D 067 606 


Survey of C ly Availabl go cmad von 


Readable Bibliographic Data Bases. 
ED 072 811 


The Use of Citation Linkages and Networks for 


Information Retrieval in the Social Sciences. 
ED 078 868 





Bibliographies 
1970 MLA International Bibliography of Books 
and Articles on the Modern Languages and 
Literatures: Volume III, Linguistics. 
ED 066 973// 
1971 ACTFL Annual Bibliography of Books 
and Articles on Pedagogy in Foreign Lan- 


guages. 

ED 072 675 
An Abstract Bibliography of Teacher Educa- 
tion Programs: Part I of the ERIC 


Clearinghouse on Teacher Education Project 
on Career Education. 
ED 067 382 


Abstracts of Instructional Materials in Voca- 
tional and Technical Education and Abstracts 
of Research Materials in Vocational and 
Technical Education. Annual Index, 1972. 
Volume 5, Numbers | through 4. 

ED 074 308 


Accountability. Review of Literature & Recom- 


mendations for Implementation. 
ED 066 826 


Accountability: The State of the Knowledge. 
ED 070 146 
Adult Education Dissertation Abstracts: 1935- 


1962. 
ED 069 967 
Africa, Sub-Sahara: A Selected Functional and 


Country Bibliography. 
ED 076 489 

Afro-American Hisiory. (Supplements to the 
Elementary School Curriculum and the Social 
Studies Curriculum for Secondary Schools.) 

ED 070 702// 
Afro-American Literary Bibliographies: An An- 
notated List of Bibliographical Guides for the 
Study of Afro-American Literature, Folklore 
and Related Areas. 

ED 074 508// 


Afro Writers: Bibliography of Recent Works in 


French. 
ED 069 197 
Air Pollution Technical Publications of the 


U.S. Environmental Protection Agency. 
ED 075 231 


mre in Employment: Bibliography and 
, With Selected Annotations. 
ED 080 683 


An Annotated Bibliography of Literature Relat- 
ing to the Costs and Benefits of Graduate Edu- 


cation. 

ED 069 200 
An Annotated Bibliography of Measurements 
for Young Children. 

ED 068 519 


Annotated Bibliography of Southern American 


English. 
ED 076 991// 
An Annotated Interoffice Bibliography on 
Graduate Education. 
ED 067 051 


APL/IV: Fourth International APL Users’ Con- 
ference. June 15-16, 1972, Atlanta, Georgia, 


U.S.A. 
ED 074 766 
Audiovisual Instruction; A Selective Bibliog- 
ag oe Child Bibliography Series 
0. 653. 


ED 074 686 





The Aztecs Bibliography. 
ED 069 462 
Best-Selling Children's Books. 
ED 074 466// 
Bibliografia Especializada: Educacion Media 
(Specialized Bibliography: Intermediate Educa- 
tion). 


ED 067 911 
Bibliografia Especializada: Educacion Basica 
(Specialized Bibliography: Basic Education). 

ED 067 923 
Bibliografia Especializada: Formacion Docente 
(Specialized Bibliography: Teacher Education). 

ED 067 924 


A Bibliographical Guide to Structural Develop- 


ment. 
ED 074 375 
A Bibliographic Guide to Materials on Greeks 
in the United States, 1890-1968. 
ED 080 628// 


Bibliographies in Education No. 28: Early 
Childhood Education. 
ED 069 366 


Bibliography: A. H. Maslow. 

ED 068 432 
Bibliography for a Research of the Literature 
in Nonverbal Communication and Its Applica- 
tions, As Related to the Study of Black Amer- 
ican Nonverbal Communication. 

ED 070 108 


Bibliography for the Prediction of College 
Grades from Reading Scores. 
ED 068 028 


Bibliography of Australian Education; From 
Colonial Times to 1972. 
ED 080 643// 





A Bibliography of Bibliographies on Career and 
Vocational Education: Part II of the ERIC 
Clearinghouse on Teacher Education Project 
on Careers Education. 

ED 067 387 


Bibliography of Family Planning and Popula- 
tion, Volume 1 Number 3. 
ED 076 422 


A Bibliography of Higher Education Facilities 
Publications. 
ED 077 395 


A Bibliography of Literature Used in Commu- 
nication Theory Courses. 
ED 078 478 


A Bibliography of Modern Irish Drama: 1899- 


1970 
ED 071 080// 
Bibliography of Open Classroom Articles. 
ED 069 367 
A Bibliography of References to the Extended 
School Year, Year-Round School and Related 
Topics (Version 1). 
ED 077 129 


Bibliography of the Computer in Environmen- 
tal Design. Volumes One and Two. 
ED 077 080// 


Bibliography of the Metric System. 
ED 078 202 


Bibliography of the State Educational Ac- 
countability Repository. 
ED 069 048 


Bibliography of Water Quality Research Re- 


ports. 

ED 068 275 
Bibliography on Cable Television, November 
1971. Supplement, May 1972. 

ED 071 447 


Bibliography on Career Education. 
ED 079 554 


Bibliography on Career Education. Working 


Paper. 
ED 070 822 


Bibliography on Continuing Education. 
ED 078 242 


Bibliography on Discourse and Related Topics. 
ED 066 959 


Bibliography on Early Childhood. 
ED 078 928 


Bibliography on Hispano America History and 


Culture. 
ED 080 270 
Bibliography on Oral History. 
ED 079 804// 


Bibliography on Smoking and Health. 
ED 068 857 


Bibliography on the Native American Ex- 


perience. 

ED 080 271 
The Birds and the Beasts Were There: Animals 
in Their Natural Habitats. (A Multimedia 
Bibliography Revised). Library Media for 
Grades 4-6, Library Media for Grades 9-11. 

ED 079 947 


BLS (Bureau of Labor Statistics) Publications, 
1886-1971: Numerical Listings, Annotations, 
and Subject Index. 

ED 076 823 


Campus/Community Relationships: An An- 
notated Bibliography Volume 2. 
ED 072 720 


Canadian Research in Adult Education: A 
Bibliography of Masters’ Theses and Doctoral 


Dissertations. 
ED 074 376 


Career Education Resource Bibliography: 
Delaware’s Occupational-Vocational Education 


Model. 

ED 073 317 
The Chicana: A Bibliographic Study. 

ED 076 305 
Chicanismo. 

ED 068 268 
Chicano Bibliography. 

ED 076 475 
Chinese-Russian Study Center. Bibliography of 
Materials (with Supplement Number 1). 

ED 068 429 
The Collaborative Study on Cerebral Palsy, 
Mental Retardation, and Other Neurological 
and Sensory Disorders of Infancy and Child- 
hood. Bibliography No. 5, July 1971 through 


June 1972 
ED 069 417 
for the Envi 


ED 075 190 





A Collection of R 
tally Concerned Educator. 


Collective Bargaining in Higher Education 


1971-1973. 
ED 077 416 
Communicating with the Public. Analysis and 


Bibliography Series, Number Sixteen. 
ED 071 141 


Comparative Higher Education: Sources of In- 


formation. 
ED 070 390 
Computing Newsletter for Schools of Business. 
ED 074 702// 
Council for Exceptional Children Selected 
7 and S AC Papers In- 
ex. 





ED 078 613 
Counseling and Psychotherapy; A_ Selective 
ear, yp (4 gPnenennee Child Bibliography 


Series No. 6 

ED 074 683 
Criterion-Referenced Measurement: An An- 
notated Bibliography. 

ED 068 531 


Cuban Acquisitions and Bibliography. 
Proceedings and Working Papers of an Interna- 
tional Conference Held at the Library of Con- 
gress, April 13-15, 1970. 

ED 070 709 


Culture and Civilization: A Bibliography for 
Teachers of Foreign Languages (1953-1971). 
ED 070 333 


Day Care: An Abstract Bibliography (Supple- 


ment #1). 
ED 069 402 


Defense Mechanisms: A Bibliography. 
ED 067 578 


Denial: A Bibliography. 
ED 076 922 


Differentiated Staffing, Nongraded -- Continu- 
ous Progress, Open Concept Schools. A Com- 
prehensive Bibliography. 

ED 066 811 


Directories of Services and Facilities; A Selec- 
tive Bibliography. Exceptional Child Bibliog- 
raphy Series No. 638. 

ED 074 684 
Displacement, Substitution, Sublimation: A 
Bibliography. 

ED 067 579 
Dramatic Criticism Index; A Bibliography of 
Commentaries on Playwrights from Ibsen to the 


Avant-Garde. 
ED 067 668// 


Drug Abuse Awareness System (DACAS), 


Volume 1! Number 5. 
ED 070 631 


Drug Abuse Current Awareness System 


(DACAS), Volume 1 Number 1. 
ED 070 629 


Drug Abuse Current Awareness System 


(DACAS), Volume 1 Number 4. 
ED 070 630 


Drug Abuse Current Awareness System 
(DACAS), Volume | Number 6. 
ED 070 632 


Drug Abuse Current Awareness System 
(DACAS), Volume | Number 7 
ED 072 942 


Drug Abuse Current Awareness System 
(DACAS), Volume | Number 8. 
ED 072 943 


Drug Abuse Current Awareness System 
(DACAS), Volume 1 Number 9 
ED 076 358 


Drug Abuse Educati A Selected Bibliog- 
raphy of Books, Pamphlets, Recordings, Trans- 
parencies, Slides for School Libraries. 

ED 068 858 


Early Childhood Education for Handicapped 
Children: A Bibliography of Selected Books. 
Volume II. Number 2. The Staff Training 
Monograph Series. 

ED 071 207 


Eastern Europe and the U.S.S.R.: A Selected 


Functional and Country Bibliograpy. 
ED 076 492 


Education for Rural Life. Educational Docu- 
mentation and Information. Bulletin of the In- 
ternational Bureau of Education, Year 46, No. 
183, 2nd Quarter, 1972. 

ED 077 631// 


Education of Adults; A Bibliography. 
ED 079 583 
Environmental Education: A Selected Bibliog- 


raphy. 

ED 068 363 
Environmental Reference Series, Conservation 
and Wildlife. 





Subject Index 65 


ED 072 972// 
Envi tal Ref Series, Earth and En- 
vironment Studies, Part I. 





ED 072 969// 
Environmental Reference Series, Earth and En- 
v Studies, Part Il. 





ED 072 970// 
Environmental Reference Series, National 


Ecology Centers. 
ED 072 971// 


Environmental Services (Bibliography), Janua- 
ry 1973 (Revised). 
ED 077 684 


Environment and Spatial Behavior: A Selected 
Bibliography. 

ED 070 622 
ERIC Documents on the Teaching of English, 
Volume Eight: January-June 1972. 

ED 071 098 


Ethnicity and American Group Life. A Bibliog- 


raphy. 

ED 073 208 
Ethnic Studies in Higher Education. State of 
the Art and Bibliography. 

ED 069 204 
Fixation: A Bibliography. 

ED 076 898 


Focus on Minorities. 
ED 080 639 


The Foreign Medical Graduate: A_ Bibliog- 
raphy. 


Free Speech Yearbook: 1970. 


ED 080 090 


ED 067 718 
Guidebook to Film; An _ Eleven-in-One 


Reference. 
ED 067 87 I Hl 


Haiku in Western | An A 
Bibliography (With Some Netirence to Sen- 


ryu). 
ED 067 705// 
Handicap--Sport: A Preliminary Bibliography 
on Sport for the Disabled and the Ill, 1960- 
1973. Second Edition. 
ED 080 532 


Higher Education as a Field of Study. 
ED 076 110 


Identification, Introjection, Incorporation, In- 
ternalization: A Bibliography. 





ED 067 580 
On the Improvement of Instruction in Higher 
Education: A Bibliography. 

ED 074 898 


Incentives for Innovation in the Public Schools. 
ED 075 937 
Index to Literature on the American Indian, 


1971. 
ED 071 834// 


Index to Publications of the Manpower Ad- 
ministration, January 1969 Through June 1972 
[and] Supplement to Index to Publications of 
the Manpower Administration, July Through 
December 1972. 

ED 076 793 


Individualizing Science Instruction: A Bibliog- 
raphy of Readings. 
ED 069 498 
Industrial Relations Theses and Dissertations, 
1971; Accepted at 25 Universities. A Compila- 
tion Sponsored by the Committee of University 
Industrial Relations Librarians. 

ED 078 181 


Institutional Analysis of Sex Discrimination: A 
Review and Annotated Bibliography. 
ED 076 176 

Institutional Research: A Comprehensive 
Bibliography. 

ED 071 541// 
Instructional Materials; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 637. 


ED 072 593 
Instruments for Screening of Pre-Kindergarten 
Children. 

ED 070 528 
Jugendbucher: Besprechungen des Ju- 
gendschriften-Ausschusses, Lehrerverein Bern- 
Stadt, Nr.5, 1971 (Books for Youth: Evalua- 
tions of the Committee on Juvenile Literature 
of the Teachers Association of the City of 
Bern, List Number 5, 1971). 

ED 066 971 


Latin America: A Selected Functional and 
Country Bibliography. 
ED 076 490 


Learning Resources Centers; A Guide to the 
Literature Relating to LRC Operation. 
ED 067 902 





66 Subject Index 


Leopold’s Bibliography of Child Language. 
ED 076 065// 


Lifelong Learning. Bibliography on College and 
University Related Programs of Formal and 
Nonformal Education for Adults. 

ED 078 243 


Literature on the Deaf-Blind -- An Annotated 
Bibliography. 

ED 072 579 
Local Public Schools: How To Pay for Them? 
Public Policy Bibliographies: 2. 

ED 077 070 


Looking Back and Looking Ahead in 
Psychometrics. 
ED 069 706 


Magyar Pedagogiai Informacio (Hungarian 
Pedagogical Information) 1972/4. 

ED 078 702 
Magyar Pedagogiai Informacio (Hungarian 
Pedagogical Materials) 1972/5. 

ED 078 703 


Manpower Planning and Utilization. 
ED 068 694 


Mass Media Guide. 

ED 071 456// 
Migrant Education, A Selected Bibliography 
(with ERIC Abstracts). ERIC/CRESS Supple- 


ment No. 3. 

ED 075 162 
Minority Groups/Disadvantaged Youth; A 
Selective Bibliography. Exceptional Child 
Bibliography Series No. 646. 


ED 074 685 
Multiply Handicapped; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 614. 


ED 072 589 
Multiply Handicapped Children: A_ Bibliog- 


raphy. 

ED 075 098 
Near East and North Africa: A Selected Func- 
tional and Countzy Bibliography. 

ED 076 488 


New Careers Bibliography: Paraprofessionals in 
the Human Services. 
ED 069 891// 


Nuevas Adquisiciones (Recent Acquisitions). 

ED 072 687 
Nutrition Books and Resources 1971. 

ED 069 481 
Open Education: An Abstract Bibliography. 

ED 075 099 
Performance Contracting Overview. 

ED 079 339 
Physical Facilities; A Selective Bibliography. 
Exceptional Child Bibliography Series No. 634. 

ED 072 591 
Physically Handicapped/Special Health 
Probiems and Cerebral Palsy; A Selective 
Bibliography. Exceptional Child Bibliography 


Series No. 628. 

ED 074 682 
Preliminary Bibliography of Free and Inexpen- 
sive Materials on Alcoholism. 

ED 076 547 


Preschool, Primary and Intermediate Teaching 
Materials and Teacher References. 

ED 078 934 
Professional Education; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 635. 


ED 072 592 
Programed Instruction; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 654. 

ED 074 687 
Projection: A Bibliography. 

ED 076 897 
The Psychology of Creativity: A Bibliography 


up to 1970 
ED 073 842 


Publications. 
ED 078 904 


ED 076 920 
Reaction Formulation: A Bibliography. 
ED 067 581 


Reading Ladders for Human Relations. Sth 


Edition. 
ED 067 687// 
Reading Methods and Problems; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 613. 
ED 072 588 


References to the Rasch One Parameter Lo- 
gistic Measurement Model. 
ED 078 G18 


Rationalization: A Bibliography. 


Remedial Reading: A Mediagraphy of Selected 
Educational Recordings on the College Level. 

ED 073 423 
Repression: A Bibliography. 

ED 076 921 
Research and Publications in New York State 
History 1971-72. 

ED 075 329 


Research in Earth Science Education: An An- 
notated Bibliography. 
ED 068 317 


Research in Reading Education in Canada: A 
Bibliography of Masters’ Theses and Doctoral 
Dissertations. 

ED 075 798 


Research in the Child Psychiatric and 
Guidance Clinics: A Bibliography (1923-1970). 

ED 073 849 
Retirement and Preparation for Retirement. A 
Selected Bibliography and Sourcebook. 

ED 072 355 
“Revolution” and “Intervention.” A Bibliog- 
raphy for Classroom Use. 

ED 075 289 


Rural Development in Africa: A Bibliography 
(Part II: North, South, West). Training & 
Methods Series, Number 17. 

ED 067 213 


Rural Development in Africa: A Bibliography. 
(Part I: General, Central, East). Training & 
Methods Series Number 16. 

ED 068 251 


School Finance Reform: A Bibliography. 
ED 070 147 
Science for Society: A Bibliography, Third Edi- 


tion. 
ED 070 676// 


Select Bibliography: International Education. 
ED 076 473 


Selected Bibliography on Lead Poisoning in 


Children. 

ED 068 362 
Selected Materials on the Chicano. 

ED 073 869 


Selected References for Background Reading 
in Security Education. 
ED 073 353// 


A Selective Bibliography of Doctoral Disserta- 


tions in Modern Language Education. 
ED 069 187 
Significant Literature by and about Native 


Americans. 
ED 071 837 
Simulation/Games. A Selected Bibliography for 


the use of E 

ED 077 823 
Social-Cultural Setting and Educational 
Backgrounds of Selected American Leaders: 
1775-1831. Volume Two. 

ED 071 994 


South Asia: A Selected Functional and Country 
Bibliography. 
ED 076 486 





South Dakota Indian Bibliography. 
ED 072 915 
Southeast Asia: A Selected Functional and 


Country Bibliography. 
ED 076 487 


Spanish-Language Health Communication 
Teaching Aids. A List of Printed Materials and 
Their Sources. 

ED 073 868 


A Student's Guide to British Literature; A 
Selective Bibliography of 4,128 Titles and 
Reference Sources from the Anglo-Saxon 
Period to the Present. i 

ED 071 078// 


Success Prediction: A DDC Bibliography. 
December 1949--December 1971. 
ED 078 206 


Supplement to Abstracts of Instructional 
Materials for Career Education. 
ED 075 $76 


A Supplement to Technical Report No. 82. 


Concept Learning: A Bibliography, 1970. 
ED 067 606 


Teacher Aides and Nonprofessional Personnel; 
A Selective Bibliography. Exceptional Child 
Bibliography Series No. 647. 

ED 072 594 


Teacher Resource Bibliography for Marketing 
and Distribution and Distributive Education, 


1968-1971. 
ED 079 474 


Teacher Training Bibliography. 
ED 077 926 


Test Collection Bulletin. 


ED 069 697 
Test Collection Bulletin. 

ED 079 320 
Theses and Dissertations in the Holdings of the 
Army Library. Third Revised Edition. 

ED 071 854 
Time/Cost Study of a Bibliographic Search. 

ED 067 142 
Visually Handicapped--Programs; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 619. 

ED 072 590 


Western Europe: A Selected Functional and 
Country Bibliography. 
ED 076 491 


The Work Incentive Program: Making Adults 
Economically Independent. Volume II: Bibliog- 
raphy and Appendices. 

ED 078 168 


Working Papers on Career Education. 
ED 069 922 


Bibliotherapy 
Bibliotherapy: An Annotated Bibliography. 
ED 076 936 
Bibliotherapy: Effect of Group Reading and 
Discussion on Attitudes of Adult Inmates in 
Two Correctional Institutions. Final Report. 
ED 070 951 
The Effects of Group Bibliocounseling on 
Selected Fourth-Grade Students Who Are Un- 
derachieving in Reading. 
ED 074 460// 


The Use of Bibliotherapy among Sixth Graders 
to Affect Attitude Change toward American 


Negroes. 
ED 079 731// 


Biculturalism 
Advances in Navajo Bilingual Education 1969- 
72. Navajo Reading Study Progress Report No. 


20. 
ED 069 461 
Bilingual/Bicultural Education Models. Final 


Report. 

ED 080 261// 
The Bilingual - Bicultural Education Program 
of the Institute of American Studies, Trinity 


College. 
ED 079 275 


Bilingual/Bicultural Preschool Ed Pro- 
gram: Montessori Design, 1972-73. 
ED 072 697 


Bilingual Education Program, Adelante! Con- 
tent Analysis Schedule for Bilingual Education 


Programs. 
ED 080 019 
Calexico Intercultural Design. Content Analysis 
Schedule for Bilingual Education ~~ rams. 
080 022 
A Classroom-Field Model of Inter- Ethnic Com- 
munication. 





ED 078 487 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Let's Be Amigos. 

ED 072 702 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Cherokee Bilingual Education 


Program. 

ED 072 704 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Espanola Bilingual Education 


Program. 

ED 072 711 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Brentwood Bilingual Education 


Project. 

ED 072 712 
Crisis in Red and White - An Educational 
Dilemma. Position Paper. 

ED 075 132 


Ethnicity: Science, Being, and Educational Op- 


portunity. 

ED 080 402 
Final Evaluation Report for the Santa Clara 
County Bilingual/Bicultural Education Project 
(Spanish Dame School Project). 

ED 067 197 


Fresno Bilingual-Bicultural Title VII Proposal. 
Content Analysis Schedule for Bilingual Educa- 


tion Programs. 
ED 080 024 


Guide to Title VII ESEA Bilingual Bicultural 
Projects in the United States. 
ED 080 284 


Healdsburg Bilingual Education. Content Anal- 
ysis Schedule fcr Bilingual Education Pro- 


grams. 
ED 080 016 





HEW and State Responsibilities to Indian Edu- 


cation. 

ED 073 897 
The Hispanic Experience in New Jersey 
Schools: An Issue Paper on a Topical Subject 
in Education. 

ED 074 831 


Is_ Bilingual Education Shortchanging the 


Chicano? 
ED 077 617 
Listen to Me: Report of the Ninth Annual 
NEA-CHR Conference, “Implementing Cul- 
tural Diversity in Instructional Programs”. 
ED 071 924// 
Los Angeles Bilingual Schools Program. Con- 
tent Analysis Schedule for Bilingual Education 


Programs. 

ED 080 021 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Oc- 


tober 1972. 

ED 073 716 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Au- 


gust 1972. 

ED 073 718 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
— of Bilingualism/Biculturalism), July 
1 < 


ED 073 719 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _Bilingualism/Biculturalism), 
December 1972. 

ED 073 726 
Materiales en Marcha Para E! Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism), January 1973. 

ED 077 294 
Materiales en Marcha Para El Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _ Bilingualism/Biculturalism), 
February 1973. 

ED 077 299 
Materiales en Marcha Para El Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _ Bilingualism/Biculturalism), 


March 1973. 

ED 077 301 
Phoenix Union Bilingual Program. Content 
Analysis Schedule for Bilingual Education Pro- 


grams. 

ED 080 027 
Plan for Implementing a Bilingual Education 
Program, Kolehon Mandikike. Content Analy- 
sis Schedule for Bilingual Education Programs. 

ED 080 020 
Proceeding of Conference on Multi-Ethnic 
Curriculum and the Changing Role of the 


Teacher. 
ED 074 159 
Report on a Project to Apply engage 
Research Fi to ds of 
Mexican American Bilinpol/Biculturals. 
ED 07 





7 296 
Sacramento Early Childhood Bilingual Educa- 
tion. Content Analysis Schedule for Bilingual 
Education Programs. 

ED 080 025 


San Francisco Bilingual-Bicultural Education 
Project for Spanish/English Speaking Children. 
Final Evaluation Report: 1970-71. 

ED 068 222 


San Francisco Chinese Bilingual Pilot Program. 
Content Analysis Schedule for Bilingual Educa- 


tion Programs. 
ED 080 017 


Santa Fe Bilingual-Bicultural Education Pro- 
ee. Content Analysis Schedule for Bilingual 

ducation Programs. 
ED 080 023 


St. Martin Parish Bilingual Program. Content 
Analysis Schedules for Bilingual Education Pro- 


grams. 

ED 080 015 
Stockton Demonstration Bilingual Project. 
Content Analysis Schedule for Bilingual Educa- 


tion Programs. 
ED 080 026 
Things to Do....Activities for a Bilingual Class- 


room. 

ED 074 828 
Tucson Bilingual Bicultural Project. Content 
Analysis Schedule for Bilingual Education Pro- 
grams. 


ED 080 018 


Bicycle Program 
A Plan for the Development of a 4-H Bicycle 
Project Group in a County. 
ED 070 945 


Bicycle Riders 
Characteristics of Youthful Bicycle Riders in 
an Urban Community and Events Accruing to 
Operation of Their Vehicles. 
ED 073 228 


Bidialectalism 
An Assessment of Two Curriculum Strategies 
or I tal Proficiency of 
Speakers of Non-Standard Dialect in the Fifth 
Grade in the New York Metropolitan Area. 
ED 073 477// 





Bids 
Schoolhouse Systems Project: SSP. 3rd Report. 
ED 071 174 


Bilingual Education 
Advances in Navajo Bilingual Education 1969- 
72. Navajo Reading Study Progress Report No. 
20. 


ED 069 461 
An Analytical Study of Secondary Freshmen 
Bilingual Education and Its Effect on Academic 
Achievement and Attitude of Mexican Amer- 


ican Students. 

ED 079 671// 
Aprendemos con Gusto!: Actividades en 
Espanol para Ninos Bilingues (We Learn with 
Pleasure!: Activities in Spanish for Bilingual 


Children). 

ED 071 524 
Area Ill Valley Intercultural Report; 1970-71 
Final Evaluation Report. 

ED 069 708 


Assessing Bilingual Language Ability in the 
Mexican-American Preschool Child. 

ED 073 831 
Attitudes Toward Bilingual Education: A Study 
of Parents with Child in Selected Bilingual 
Programs. 





ED 070 550 
for Un- 





A Bilingual Ap h: Educati 
derstanding. Leadership Report. 

ED 075 106 
Bilingual-Bicultural Development for Spanish, 
English and Indian Speaking Children in a 
Southwestern Multicultural Environment. A 
Report of Statistical Findings and Recommen- 
dations for the Grants Bilingual Education Pro- 
ject, Grants, New Mexico. 

ED 068 242 


Bilingual/Bicultural Education Models. Final 
Report. 

ED 080 261// 
The Bilingual - Bicultural Education Program 
of the Institute of American Studies, Trinity 


College. 
ED 079 275 
hool Education Pro- 





Bilingual/Biculsural P 
gram: Montessori Design, 1972-73. 

ED 072 697 
Bilingual Education and Accountability: A Per- 
ceptual View. 

ED 074 817 
Bilingual Education and Early Childhood. 

ED 074 868 
Bilingual Education: A Statement of Policy and 
Proposed Action of the Regents of the Univer- 
sity of the State of New York. Position Paper 
Series, Number 16. 

ED 069 840 


Bilingual Education Project, Santa Clara Coun- 
ty, California. Final Report, 1972. 
ED 067 182 


Bilingual ERIC Reprints. 

ED 078 719 
Bilingualism and Bilingual Education Programs. 

ED 066 979 
Bilingualism, the Mexican American College 
Student, and His Community. 

ED 066 935 
The Bilingual School (P.S. 25, Bronx). 

ED 066 983 
Bilingual Teaching and Beginning School Suc- 
cess. 

ED 077 279 
Bilingual Training Sessions. (A rae Listing 
Including Staff De p t P 
under Title VII, ESEA). 

ED 078 720 





Subject Index 67 


Carrascolendas: National Evaluation of a 
Spanish/English Educational Television Series. 


Final Report. 
ED 078 679 


A Cause in Search of Understanding and 


Leadership: Bilingual and peor greg 
3 730 
The Chicano Migrant Child. 
ED 072 900 
Compton Bilingual Plan Review Report 1971- 
72 


ED 072 676 
Conference Report on “Aqui Se Habla 
Espanol:” A Conference on the Role of Educa- 
tional Institutions in Solving Problems Related 
to the Identity, Status and Future of Spanish- 
Speaking Peoples of the United States. 

ED 071 514 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Instruction for Spanish 


Speaking Pupils. 
ED 072 698 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Portuguese Bilingual-Bicultural 


Project. 
ED 072 699 
Content Analysis Schedule for Bilingual Educa- 


tion Programs: Catch-Up. 
ED 072 701 


Content Analysis Schedule for Bilingual Educa- 


tion Programs: Let’s Be Amigos. 
ED 072 702 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Pilot Bilingual Program Grades 


1-2-3. 

ED 072 703 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Cherokee Bilingual Education 


Program. 

ED 072 704 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: BICEP Intercambio de la Cultu- 
ra. 

ED 072 708 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingualism for Conceptualiza- 
tion of Learning. 

ED 072 709 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Programa en Dos Lenguas. 

ED 072 710 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Espanola Bilingual Education 


Program. 

ED 072 711 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Brentwood Bilingual Education 


Project. 

ED 072 712 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education Program. 

ED 072 713 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: HABLA-Helping Advance Bilin- 
gual Learning in Abernathy. 

ED 072 714 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Collier County Bilingual Pro- 


ject. 

ED 072 715 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Santa Barbara County Bilingual 


Project. 

ED 072 716 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Ukiah Indian, Mexican-Amer- 
ican Bilingual-Bicultural Program. 

ED 074 856 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: The Bilingual School, P.S. 25. 

ED 074 862 

Content Analysis y peste for Bilingual Educa- 

P que Public School 


tion 
Dienherel Bilingual Program. 





ED 074 863 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Building Bilingual Bridges. 
ED 074 864 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Region XIII Bilingual Educa- 


tion. 

ED 074 870 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education Project for 


Navajo. 
ED 074 871 





68 Subject Index 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Elementary Education 


Program. 

ED 074 872 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingualism in an Open School 
Education Program. 

ED 074 873 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Compton Elementary Bilingual 
Education Plan. 

ED 074 874 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Las Cruces Elementary School 


Bilingual Project. 
ED 074 875 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: The Lorain City Bilingual Edu- 


cation Program. 
ED 074 876 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Pomona Bilingual Leadership 


Program. 

ED 074 877 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: The North Country Bilingual 


Project. 

ED 074 878 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Colorado City Center to Aid 
Bilingual Education. 

ED 074 879 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Del Valle Bilingual Education 


Program. 

ED 074 880 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education in a Con- 


sortium. 

ED 074 881 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Adaptations of Bilingual Educa- 


tion. 

ED 074 882 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Proyecto PAL. 

ED 078 704 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education Center. 

ED 078 705 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Project Forward-Ade- 


lante. 

ED 078 706 
De Todo un Poco (A Little of Everything). 

ED 066 972 
Educational Accomplishment Audit of the 
Bilingual Education Program. Harlandale Inde- 
pendent School District, San Marcos Indepen- 
dent School District, Southwest Texas State 
University, 1969-1970. 

ED 080 272 


Educational Accomplishment Audit of the 
Bilingual Education Program. Harlandale Inde- 
pendent School District, San Marcos Indepen- 
dent School District, Southwest Texas State 
University, 1970-71. 

ED 080 273 


An Effectiveness Study of English as a Second 
Language (ESL) and Chinese Bilingual 


Methods. 

ED 070 321 
The Effects of Bilingual Science Instruction on 
the Vocabulary, Comprehension Achievement, 
and Conceptualization of Elementary School 
Chinese Children Whose Second Language is 


English. 

ED 079 023// 
English Alphabet Book 1: Spanish Phonetic 
Reading Program. 

ED 072 692// 


English-As-A-Second Language Bilingual Com- 
ponent. Title | Fund, Fund Number 58-5: 
1971-1972 Evaluation. 

ED 078 105 


English Reading Workbook 1: Spanish 
Phonetic Reading Program. 
ED 072 691// 


Equal Educational Opportunities for the 
Spanish-Speaking Child. Bilingual and Bicul- 
tural Educational Programs. 

ED 073 866 


An Error Analysis of the Spoken English of 
Mexican-American Pupils in a Bilingual School 
and a Monolingual School. Research and 
Development Memorandum No. 103. 

ED 073 879 


An Evaluation of a Bilingual Education Pro- 
gram: Annual Report 1970-71. 

ED 071 474 
An Evaluation of Some Cognitive and Affective 
Aspects of a Spanish-English Bilingual Educa- 


tion Program. 

ED 066 990 
An Evaluation of the Bilingual Mini-School, 
J.H.S. 45, Community School District 4. Final 


Report. 

ED 072 126 
An Evaluation of the Effectiveness of Selected 
Experimental Bilingual Education Programs in 


Connecticut. 

ED 070 326 
An Evaluation of the St. John Valley Title VII 
Bilingual Program, 1970-1971. 

ED 069 164 


Evaluation Report of the Bilingual Education 
Program. Harlandale Independent School Dis- 
trict, San Marcos Independent School District, 
Southwest Texas State University. 1971-72. 

ED 071 795 
Evaluation Report of the Bilingual Education 
Program. Harlandale Independent School Dis- 
trict, San Marcos Independent School District, 
Southwest Texas State University, 1969-70. 

ED 078 973 
An Evaluative Study of Instructional Strategies 
and Pupil Cognitive Learning in an English as a 
Second Language Program of a Spanish-English 
Bilingual Education Project. 

ED 075 504 


An Evaluative Study of the ROCK English as a 
Second Language Program in Spanish-English 
Bilingual Projects. 

ED 078 071 


Evolution of a Bilingual Evaluation. 

ED 074 102 
Final Educational Accomplishment Audit of 
the Bilingual Education Program. Harlandale 
Independent School District, San Marcos Inde- 
pendent School District, Southwest Texas State 
University, 1971-72. 

ED 080 274 
Final Evaluation Report for the Santa Clara 
County Bilingual/Bicultural Education Project 
(Spanish Dame School Project). 

ED 067 197 


The First Indian Bilingual Projects, Title VII 
Meeting: A Report. 
ED 070 544 


Five Stories Written in Spanish & English. 
Cinco Cuentos Escrito en Espanol y Ingles. 
077 293// 
Guide to Title VII ESEA Bilingual Bicultural 
Projects in the United States. 
ED 080 284 


The Hispanic Experience in New Jersey 
Schools: An Issue Paper on a Topical Subject 


in Education. 

ED 074 831 
Implicazioni del Nuovo Bilinguismo (Implica- 
tions of New Bilingualism). 

ED 078 716 


An Instructional Model for Teaching ‘‘Universi- 

ty’ English to Mexican-American Bilinguals. 
ED 078 714 

Is Bilingual Education Shortchanging the 


Chicano? 

ED 077 617 
Judging Personality from Speech: A Pilot Study 
of the Effects of Bilingual Education on At- 
titudes Toward Ethnic Groups. Research and 
Development Memorandum No. 106. 

ED 076 278 
Language in American Indian Education: A 
Newsletter of the Office of Education Pro- 
grams, Bureau of Indian Affairs, United States 
Department of the Interior. 

ED 069 166 


Language in American Indian Education. 

ED 076 067 

Learning English as a Second Language: A 

Summary of Research Department Studies. 

ED 074 793 

Let's Be Amigos: Title VII Bilingual Project. 
Evaluation of the Second Year 1970-1971. 

ED 069 158 

Materiales en Marcha Para El Esfuerzo Bilin- 

gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism), January 1973. 

ED 077 294 

Materiales en Marcha Para El Esfuerzo Bilin- 

gue--Bicultural (Materials on the March for the 

Promotion of _ Bilingualism/Biculturalism), 


February 1973. 
ED 077 299 


Materiales en Marcha Para El Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _Bilingualism/Biculturalism), 
March 1973. 

ED 077 301 


Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _ Bilingualism/Biculturalism), 
March/April 1973. 

ED 078 717 


Materials Used in Bilingual Programs. 

ED 078 721 
Milwaukee Bilingual Education Program, !971 
- 1972. Evaluation Report. 

ED 072 077 


A Model for the Implementation of the Ele- 
mentary School Curriculum through Bilingual 


Education. 

ED 066 934 
Model Programs: Compensatory Education. 
The Juan Morel Campos Bilingual Center, 
Chicago, Illinois. 

ED 067 959 


Notes from Workshop Center for Open Educa- 
tion. March 1973. 
ED 080 467 


(Papers Presented at the National Equal Edu- 
cation Institute, St. Louis, Missouri, March 


1973.) 

ED 078 116 
Parent-Community Questionnaire. Appendix K. 

ED 072 083// 

Preparing Teachers for Bilingual Schools. 

ED 071 486 
Preschools for Mexican Americans: Research 
and Curriculum. 

ED 080 186 


Proceedings: National Conference on Bilingual 
Education (Austin, Texas, April 14-15, 1972). 
080 282 


Project Sell, Title VII: Final Evaluation 1970- 
1 


971. 
ED 067 951 


Puedo Leer/I Can Read: Initial Reading in 
Spanish for Bilingual Children. 
ED 071 525 


Rationale for Bilingual Education in South Tex- 


as. 
ED 068 256 
Region One Bilingual Education Project. 1971- 
1972 Final Evaluation Report. 
ED 068 243 


Report on Tewa Portion of Trilingual Program 
at San Juan Elementary School, 1971-1972 

ED 069 447 
A Resource Manual For Implementing Bilin- 
gual Education Programs. 

ED 070 552 


Secondary Student Questionnaire. Appendix I. 

ED 072 081// 
Spanish Alphabet Book 1: Spanish Phonetic 
Reading Program. 

ED 072 693// 
Spanish Reading Workbook 1: Spanish 
Phonetic Reading Program. 

ED 072 690// 


Teaching Cross-Cultural Understanding. 

ED 067 956 
Teaching Reading to the American Indian. 

ED 075 799 
Tests in Spanish and Other Languages and 
Nonverbal Tests for Children in Bilingual Pro- 
grams: An Annotated B.E.A.R.U. Bibliography. 

ED 074 852 


Tests in a. and Other Languages and 


Nonverbal Tests for Children in Bilingual Pro- 
grams. An Annotated B.E.A.R.U. Bibliography. 
ED 078 713 
They Help Each Other Learn: A Group Par- 
ticipation and Leadership Training Manual. 
ED 074 829 
Things to Do....Activities for a Bilingual Class- 


room. 
ED 074 828 
A Title I ESEA Case Study: Spanish English 
Developmental Program, Buffalo, New York. 
ED 074 869 
Toward Equal Educational Opportunity: The 
Report of the Select Committee on Equal Edu- 
cational Opportunity, United States Senate, 
Pursuant to S. Res. 359, February 19, 1970. 
ED 072 153 
Trends in the Study of Athapaskan Language 
Maintenance and Bilingualism. Navajo Reading 
Study Progress Report No. 21. 
ED 078 715 


The Triangle Program Planning Project. Final 
Report. 





ED 072 879 
We Learn Together: A Small Group Process 
Manual for Secondary Teachers. 

ED 074 827 


Bilingualism 
Bilingual Attitudes Towards Authority: A 
Canadian Study. 

ED 072 480 


Bilingual Education Program, Adelante! Con- 
tent Analysis Schedule for Bilingual Education 


Programs. 

ED 080 019 
Bilingualism and Bilingual Education Programs. 

ED 066 979 
A Blueprint for the Education of the Mexican 
American. 

ED 076 294 
Calexico Intercultural Design. Content Analysis 
Schedule for Bilingual Education Programs. 

ED 080 022 
Career Brief: Bilingual Secretary. 

ED 066 977 
Dialect in Relation to Reading Achievement: 
Recording, Encoding, or Merely a Code? 

ED 078 374 
English-As-A-Second Language Bilingual Com- 
ponent. Title I Fund, Fund Number 58-5: 
1971-1972 Evaluation. 

ED 078 105 
Ethnicity: Science, Being, and Educational Op- 
portunity. 

ED 080 402 
Fresno Bilingual-Bicultural Title VII Proposal. 
Content Analysis Schedule for Bilingual Educa- 
tion Programs. 

ED 080 024 
Healdsburg Bilingual Education. Content Anal- 
ysis Schedule for Bilingual Education Pro- 


grams. 
ED 080 016 
Language Attitudes: Current Trends and 
Prospects. 
ED 076 989// 


Language, Reading, and the Communication 


Process. 

ED 070 058 
Los Angeles Bilingual Schools Program. Con- 
tent Analysis Schedule for Bilingual Education 


Programs. 

ED 080 021 
Manual of Sentence Patterns for Teaching En- 
glish as a Second Language. 

ED 076 079 


Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Oc- 


tober 1972. 
ED 073 716 


Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Au- 


gust 1972. 

ED 073 718 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), July 


1972. 

ED 073 719 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Bicult )» 
December 1972. 

ED 073 726 


Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism). Sep- 


tember 1972. 

ED 074 833 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism ). 
November, 1972. 

ED 074 851 


Materiales en Marcha Para El Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism), January 1973. 

ED 077 294 
Materiales en Marcha Para El Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _ Bilingualism/Biculturalism), 
February 1973. 





ED 077 299 
New Mexico and Cultural Pluralism. 

ED 067 194 
Phoenix Union Bilingual Program. Content 
Analysis Schedule for Bilingual Education Pro- 
grams. 


ED 080 027 
Plan for Implementing a Bilingual Education 
Program, Kolehon Mandikike. Content Analy- 
sis Schedule for Bilingual Education Programs. 

ED 080 020 
Report on a Project to howe Sociolinguistic 
Research Fi to | Needs of 





Mexican American Bitingual/Biculturals: 
ED 


077 296 
Revising the Attitude Toward Bilingual Scale 
for Use in the Northeast. 

ED 076 613 
Sacramento Early Childhood Bilingual Educa- 
ane. Content Analysis Schedule for Bilingual 





ED 080 025 
San Francisco Chinese Bilingual Pilot Program. 
Content Analysis Schedule for Bilingual Educa- 


tion Programs. 
ED 080 017 


Santa Fe Bilingual-Bicultural Education Pro- 
gram. Content Analysis Schedule for Bilingual 
Education Programs. 

ED 080 023 


Sociolinguistics in Cross-Cultural Analysis. 
ED 076 988// 
Some Findings of Sociolinguistic Research on 


Mexican-American College “Age Bilinguals. 

ED 080 253 
St. Martin Parish Bilingual Program. Content 
Analysis Schedules for Bilingual Education Pro- 
grams. 





ED 080 015 
Stockton Demonstration Bilingual Project. 
Content Analysis Schedule for Bilingual Educa- 


tion Programs. 

ED 080 026 
Studies in Language and Linguistics, 1972-73. 

ED 077 273// 

Trends in the Study of Athapaskan Language 
Maintenance and Bilingualism. Navajo Reading 
Study Progress Report No. 21. 

ED 078 715 
Tucson Bilingual Bicultural Project. Content 
Analysis Schedule for Bilingual Education Pro- 


grams. 

ED 080 018 
Types of Bilingualism and Performance of 
Navaho Children in School, Phase II. Final Re- 


port. 
ED 072 706 
Bilingual Schools 


Bilingual Education in a Binational School: A 
Study of Equal Language Maintenance through 
Free Alternation. 

ED 077 274// 


A Cause in Search of Understanding and 
Leadership: Bilingual and Bicultural Education. 

ED 073 730 
Implicazioni del Nuovo Bilinguismo (Implica- 
tions of New Bilingualism ). 

ED 078 716 
Preparing Teachers for Bilingual Schools. 

ED 071 486 


Bilingual Students 

Carrascolendas: National Evaluation of a 
Spanish/English Educational Television Series. 
Final Report. 

ED 078 679 
A Cause in Search of Understanding and 
Leadership: Bilingua! and Bicultural Education. 

ED 073 730 
English-As-A-Second Language Project. Title I 
Fund, Fund Number 58-5: 1971-72 Evaluation. 

ED 078 106 
Exceptional Children Conference Papers: Early 
Childhood Education. 

ED 078 631 
Issues in Language and Reading Instruction of 
Spanish-Speaking Children. An Annotated 
Bibliography. 

ED 075 804 


Notes from Workshop Center for Open Educa- 
tion. March 1973. 

ED 080 467 
San Francisco Bilingual-Bicultural Education 
Project for Spanish/English Speaking Children. 
Final Evaluation Report: 1970-71. 

ED 068 222 
The Situation of Navajo Literacy Projects. 
Navajo Reading Study Progress Report No. 17. 

ED 068 227 
The Testing of Bicultural Children. 

ED 077 977 


Subject Index 69 
Bilingual Teachers 


Bilingual Education in a Binational School: A 
Study of Equal L through 
Free Alternation. 





ED 077 274// 
El tary Staff Q » Spring, 1972. 


Appendix J. 





ED 072 082// 


Binary Arithmetic 
Binary Arithmetic From Hariot (CA, 1600 
A.D.) to the Computer Age. 
ED 069 539 


Biofeedback 
Biofeedback: An Operational Definition and 
Control of Dissonance. 
ED 072 482 


Biographical Inventories 
Dictionary of Film Makers. Translated, Edited, 
and Updated by Peter Morris. 
ED 075 982// 
Assessment: A 


Environmental Impact 


Procedure. 
ED 070 626// 
Use of Biographical and Interview Information 
in Predicting Naval Academy Disenrollment. 
ED 076 094// 


Biographies 
An Aggregate Data Archive for the Russian 
Area Studies Center, Louisiana State Universi- 
ty. Final Report. 
ED 074 015 
Comenius and Contemporary Education. 
ED 079 212 
Country Profiles. France. 
ED 068 280 
Osceola. The Story of an American Indian. 
ED 075 123// 
Red Cloud. The Story of an American Indian. 
ED 067 207// 
The Spanish Texans. 
ED 068 234// 


Biological ono 
Intellect ing in Adults. Psychologi- 


cal and Bi toot | Infi 








ED 070 930// 
Biological Sciences 


A Comparison of Different Types of Trans- 
parencies for Effective Learning in the Biologi- 
cal Sciences at the College Level. 

ED 079 087// 
Development of a Textbook and Learning 
Operations in Life Science for Elementary Edu- 
cation Majors at North Carolina Ceniral 
University. 

ED 080 327// 
A Directory of Information Resources in the 
United States: Biological Sciences. 

ED 067 102// 
Instructional Objectives for a Junior College 
Course in Introduction to Biology. 

ED 067 078 
The Life Sciences and Society: An Approach 
to the Study of the Black Experience. 
_ ED 074 959 

Mice and Men Envir tal Parts 
Three and Four of an re sme Science 
Sequence, Student Guide, 1970 Edition. 

ED 076 328// 
Sourcebook for Biological Sciences. 

ED 067 278// 


Biological Sciences Curriculum Study 
An Evaluation of the Achievement of General 
Course Objectives for a Secondary Biology 


Program. 
ED 069 492// 
tal Approach 








Human Sci A Devel 
to Adolescent Education. 
ED 079 107// 
A Study of the Relationship Between the 
Leader Behavior of Secondary School Prin- 
cipals and Biology Teachers’ Attitudes Toward 


BSCS Biology. 
ED 068 304// 


Agricultural Biology, Science (Experimental): 


5314.09. 
ED 079 133 


AIBS Education Division News, Volume 1! 


Number 6. 
ED 076 345 





70 Subject Index 


An Analysis of Interests and Needs in Biology 


Concepts Associated with Health. 
ED 076 314// 


An Analysis of the Relationship Between Biolo- 
gy Teachers’ Pupil Control Ideology and Their 
Classroom Practices. 

ED 069 487// 


Anatomy External [Sahuarita High School 


Career Curriculum Project}. 
ED 080 374 


Animal Structures and Functions, Science (Ex- 


perimental): 5314.13. 


ED 079 024 
Curriculum Study 


Newsletter 48. 





ED 068 349// 
Curriculum Study 


ie ee ent 


Newsletter 49. 





ED 077 654// 
Biology and Water Pollution Control. 

ED 070 670// 
Biology Curriculum, Munster Senior High 


School. 
ED 080 321 

Biology for the Blind. 

ED 077 677// 
Biology, Ordinary and Higher Grades, Syl- 
lab and Speci Question Papers. 

ED 076 350// 
Biology (Sahuarita High School Career Cur- 
riculum Project.] 





ED 080 371 
The Birds and the Beasts Were There: Animals 
in Their Natural Habitats. (A Multimedia 
Bibliography Revised). Library Media for 
Grades 4-6, Library Media for Grades 9-11. 

ED 079 947 
Commission on Undergraduate Education in 
the Biological Sciences News, CUEBS, 1963- 
1972: Its History and Final Report. 

ED 076 330 
A Comparison of Concept and Principle Learn- 
ing About Organic Evolution Between Tenth 
Grade Students in a Biological Sciences Cur- 
riculum Study Course Versus a Course in 
Traditional Biology. 

ED 069 489// 

A Comparison of the Use of Outdoor vs. In- 
door Laboratory Techniques in Teaching Biolo- 
gy to Prospective El tary Teach 





ED 070 620// 
Comparisons in College Biology Achievement 
Between the Audio-Tutorial and Conventional 
Methods of Instruction for Non-Science 


Majors. 
ED 077 642// 
Desert Biology {Sahuarita High School Career 
Curriculum Project.] 
ED 080 373 


Determination and Comparison of Biological 
Principles in the Public Press and in BSCS 


Biology Tests. 

ED 069 495// 
Effects on Achievement When Excerpts from 
Physics are Interjected into Programmed High 
School Biology. 

ED 069 491// 
The Effects Upon Critical Thinking Ability and 
Processes Skills of Single Topic Inquiry Films 
in BSCS Biology. 

ED 069 490// 


European Curriculum Studies No. 3: Biology. 
ED 070 652 
An Evaluation of Expressed Level of Aspira- 
tion as a Determinant of Performance in an 
Under-Graduate Biology Course. 
ED 070 583// 
An Evaluation of the Achievement of General 
Course Objectives for a Secondary Biology 


Program. 

ED 069 492// 
Experimental Work in Biology: Book 1, Food 
Tests; Book 2, Enzymes; Book 3, Soil. 

ED 070 664// 
An Exploratory Study of the Audio-tutorial Ap- 
proach in the Teaching of General Biology at 
the College Level. 

ED 077 641// 
General Biology as an Area of Instruction in 
the Junior Colleges of Alabama. 

ED 071 853// 
Higher Level Verbal Response and Higher 
Level Test Response of Biology Students and 
Their Relationship to Questioning by Biology 
Student Teachers. 

ED 070 $92// 


Instructional Objectives for a Junior College 
Course in Introduction to Biology. 

ED 067 078 
Introduction to the Plant World, Science (Ex- 
perimental): 5311.11. 

ED 079 029 
Investigating Intricacies of Life Science, 
Science (Experimental): 5334.02. 

ED 079 134 


An Investigation into the Relationship Between 
Organizational Climate and the Biology Stu- 
dents’ Perception of Present Biology Practices. 

ED 069 488// 
Leader Behavior of Biology Teachers and Prin- 
cipals and its Relationship with Present Biology 
Curriculum Practices. 

ED 069 472// 


Learning Activities Packages, Earth Science 
and Life Science. 

ED 068 277 
Learning Activity Package, Biology, LAPs 12, 


13,15, 17, and 18. 

ED 080 332 
Learning Activity Package, Biology, LAPs 20, 
30, 31, 32, and 33. 

ED 080 333 


The Nervous System, Science (Experimental): 
5363.02. 
ED 079 030 
New Trends in Biology Teaching, Volume III. 
ED 080 315// 
Origins of Life: A Current Controversy. 
ED 080 354 
Patterns of Enquiry: Textual Analysis of a 
Classroom Discussion Unit on Bee Feeding 
Behaviour. 
ED 080 319 
The Physiology Teacher, Vol. 1 No. 7. 
ED 076 337 
Pilot Project on New Approaches and 
Techniques in Biology Teaching in Africa. 
ED 068 318 
Plant Economics, Science (Experimental): 
$314.07. 
ED 079 135 
A Practical Course in Biology. 
ED 076 329// 
The Relationship Between Combinations of 
Levels of Facilities and Equipment, Method of 
Instruction, Critical Thinking Ability, and 
Achievement in Biology. 
ED 069 493// 


Report to UNESCO on Eleven Weeks as Con- 
sultant to the Governments of Kenya, Tan- 
zania, Zambia and Malawi on Aspects of Biolo- 
gy Teaching, February to April, 1971. 
ED 068 270 

Self-Graded and Teacher-Graded Achievement 
in a BSCS High School Biology Course. 

ED 069 494// 
Student Achievement in Biology 101 at Iowa 
State University. 

ED 070 594// 
Student Risk-Taking in Explanation of Biologi- 
cal Events. 

ED 070 616// 
A Study of High School Graduates Who In- 
dicated Biology as Their Educational Aspira- 
tions. 

ED 071 847// 
A Study of the Ad Pl t Prog 
in High School Biology. 





ED 068 301// 
A Study of the Attitudes of Prospective Ele- 
mentary School Teachers Toward Biological 


Science. 

ED 067 221// 
A Study of the Behavioral Outcomes Related 
to Science Processes of Ninth Grade BSCS Stu- 


dents. 

ED 070 618// 
A Study of the Effect of the Blue, Green, and 
Yellow Versions of BSCS Biology on the Scien- 
tific Attitude of Tenth-Grade Students. 

ED 076 378// 
A Survey of the Teaching of Biology in Secon- 


dary Schools. 
ED 076 356 


The Teacher and BSCS Special Materials. 

ED 076 344// 
The Use of an Iterative Research Process to 
Improve a Method of Vocabulary Instruction in 
Tenth Grade Biology. 

ED 079 015// 


What Makes Man Go?, Science (Experimen- 
tal): $334.01. 
ED 079 137 


The World of Plants, Science (Experimental): 
$3141.13. 

ED 079 031 
Your World and Welcome To It, Science (Ex- 
perimental): 5314.03. 

ED 079 141 


Biology Instruction 

The Effective Use of Educational Television for 
Instruction of College Freshmen in Introducto- 
ry Biology: The Training of Personnel and the 
Effect Upon Students. 

ED 079 975 
Effects of Varying Time of Presenting Verbal 
Directions on Recall and Retention. 

ED 079 041// 

Evaluation of Biology Teachers. 

ED 074 028 
Instructional Objectives for a Junior College 
Course in Introduction to Biology. 

ED 067 078 
Teaching Basic Biological Simulation 
Techniques With the Programmable Calculator. 

ED 079 990 


Biomedical Information Services 
Medical Information Management System 
(MIMS): A Generalized Interactive Information 
System. 
ED 078 853// 


Biracial Schools 
Factors Relevant to Interracial Avoidance or 
Acceptance Behavior in an Integrated High 


School. 
ED 070 974 
Mahjetahwin (“‘The Beginning”). A Cross-Cul- 


tural Program. 
ED 071 810 


Birds 
Birds, Examining Your Environment. 
ED 070 623// 


Birth Order 
Birth Control, Family Configuration and Verbal 
Achievement. 
ED 074 426 
Birth Order: A Phenomenon in Search of an 


Explanation. 
ED 067 156 


Children’s Discrimination of Sibling Role Con- 


cepts. 

ED 075 077 
The Significance of Sibling Position and the 
Frequency of Participation by Adults in Group 
Counseling Activities. 

ED 078 289 


The -Younger-Minority Boy“ as a Clue to the 
Source of Achievement Orientation. 
ED 074 433 


Black American Nonverbal Communication 
Bibliography for a Research of the Literature 
in Nonverbal Communication and Its Applica- 
tions, As Related to the Study of Black Amer- 
ican Nonverbal Communication. 

ED 070 108 


Black Community 
Black Psychology. 
ED 075 542// 
Blacks and Southern Poverty. 
ED 080 635 
Black-White Differences in the Development of 
Educational and Occupational Aspiration 


Levels. 

ED 070 874 
Causes and Consequences of the Urban Crisis. 

ED 067 436 
Change in Self-Perception and Racial Attitude 
as a Result of Human Relations in a Parochial 
School System. Final Report. 

ED 072 152 
Coaching in a Manpower Project. Based on the 
Experiences of the JOBS NOW Project (Sep- 
tember 1966-January 1970). 





ED 070 826 
Culture Differences and Social Class in the 
Negro Community. Illinois Studies of the 
Economically Disadvantaged, Technical Report 
Number 1. 

ED 072 144 
Humanism in Black Culture. 

ED 076 736 
If You’re Young and Black... A Report of a 
Summer Program with Black Male Youth in 
Tucson, Arizona, with Recommendations for 
Program Development. 

ED 079 445 





Modifying Classroom Behavior: An Experiment 
Utilizing Black ’Analysts’ with Black Children. 

ED 072 380 
National Assessment of Educational Progress. 
1969-1970 Science: Group and Balanced 
Group Results for Color, Parental Education, 
Size and Type of C ity, and Bal d 
Group Results for Region of the Country and 
Sex, (National Assessment Report 7). 

ED 067 220 
The White Researcher in the Black Communi- 
ty: A Dilemma. 





ED 076 730 


Black English 
The Language of Black Children in the Early 
Grades. Studies on Developing Competence in 
Standard English I. 

ED 067 690 


Black in White America 
Black in White America: Historical Perspec- 
tives. The African Experience: Exploring What 
was Lost to a Man Enslaved and Brought to 
the New World. 

ED 068 380// 
Black in White America: Historical Perspec- 
tives. In Bondage: The First 300 Years. 

ED 068 381// 
Black in White America: Historical Perspec- 
tives. The Search for Unity and Equality in the 
Twentieth Century. 

ED 068 382// 


Black Power 


Black Power and Social Science Research. Il- 
linois Studies of the Economically Disad- 
vantaged, Technical Report Number 2. 

ED 072 145 
Contemporary Black Nationalism. 

ED 072 120 
Urban Education: Student Unrest, Teacher 
Behaviors, and Black Power. 

ED 072 160// 


BLADE Program 
THE BLADE Program Basic Literacy for Adult 
Development. Instructor’s Manual. Revised. 

ED 078 268 


Blind 
1972 Directory of Library Resources for the 
Blind and Physically Handicapped. Second 
Revised Edition. 

ED 070 456 
Biology for the Blind. 

ED 077 677// 

Communication for the Blind: Part I - Right to 
Read for Blind and Physically Handicapped 
and Part Il - New Think: Communication Is for 
Everyone. 

ED 070 133 
A Comparative Study of the Listening Per- 
formance of Blind and Sighted Students and of 
the Effects of Three Variables upon Listening 


Performance. 

ED 078 469 
The Development and Application of Intel- 
ligence Tests for the Blind: A Research Utiliza- 
tion Conference. Final Report. 

ED 074 655 
Development and Application of Intelligence 
Tests for the Blind: A Research Utilization 
Conference. Final Report. 

ED 080 595 


Develop t and D ation of C 

cation Systems for the Blind and Deaf/Blind. 
Braille Communication Terminals and Tactile 
Paging Systems. Final Report. 





ED 074 663 
Multi-Handicapped Blind Persons Can Work. 

ED 074 665 
Preschool Learning Activities for the Visually 
Impaired Child, A Guide for Parents. 

ED 074 677 
Social Comparison of Ability in Blind Children 
and Adolescents. 

ED 067 800 
A Survey of Attitudes Held By School Ad- 
ministrators Toward Blind Teacher Applicants. 

ED 077 877 
A Survey of Cognition in Handicapped Chil- 
dren. Technical Report No. 197. 

ED 072 599 


Training Blind Persons to Work as Taxpayer 
Service Representatives for Internal Revenue 
Service. Final Report of a Demonstration Pro- 
ject (March 1967-May 1971). 

ED 070 858// 


Transcription of “In Darkness” via DOTSYS Ill 
and the BRAILLEMBOSS. 

ED 074 661 
A Vocational Educati Program for Blind 
Children and Youth, Phase I Final Report. 

ED 072 607 





Blind Children 
Biology for the Blind. 
ED 077 677// 
A Comparative Study of the Listening Per- 
formance of Blind and Sighted Students and of 
the Effects of Three Variables upon Listening 


Performance. 

ED 078 469 
The Preschool Child Who is Blind. 

ED 071 215 


Bloom (Benjamin S) 
Learning for Mastery: A Formative Evaluation 
Quiz to Test Your Knowledge of Bloom’s Con- 
cepts. 

ED 068 508// 


Blooms Taxonomy 
A Taxonomic Approach to Measuring Achieve- 
ment in Mathematics 223 - Geometry for Ele- 

mentary Teachers. 
ED 076 340// 


Blue Collar Occupations 
The Career of the Bay City Public School 
c dian: A Sociological Inquiry. 
ED 073 232 


Board Administrator Relationship 
Board and Superintendent: Building the Effec- 
tive Team. 





ED 066 829 
Elements in a Model Contract for Superinten- 
dents. 

ED 078 492 
Gleanings from the Private Sector. 

ED 071 194 
Resolving Management Conflicts Through As- 
sociations. The AASA, ASBO, NAESP, NASSP 
Administrative Team. 

ED 073 534 
The School Board President. Guidelines for 
Better Board Meetings. 

ED 074 616 


Board Candidates 
Local Boards of Education: Status and Struc- 
ture. ERS Circular No. 5. 
ED 067 762 
School Board Member Recruitment in Ontario. 
ED 077 103 


Boarding Homes 
Alaska’s Urban Boarding Home Program: Inter- 
personal Relationships Between Indian and 
Eskimo S dary Students and Their Board- 
ing Home Parents. 





ED 067 195 


Boarding Schools 
A Compendium of Federal Boarding School 
Evaluations. The Education of American Indi- 
ans, November 1969, Volume 3. 
ED 068 210 
Fort Sill ORBS Survey. 
ED 078 980 
Intermountain Evaluation Task Force. A Re- 
port. 
ED 077 625 
Off-Reservation Boarding School Project 
(ORBS Project). Research and Evaluation Re- 
port No. 11. 
ED 068 237 
Off-Reservation School Project 
(ORBS Project). 


Boarding 


ED 070 556 
Statistics Concerning Indian Education. Fiscal 
Year 1971. 

ED 067 214 


Board of Education Meetings 
The School Board President. Guidelines for 
Better Board Meetings. 
ED 074 616 


Board of Education Policy 
Board Policies on Student Records. Educa- 
tional Policies Development Kit. 
ED 066 819 
A Discussion of State Laws and State and 
Local Policies as They Relate to Education of 
— School-Age Girls. Information Series 


ED 070 186// 


Subject Index 71 


Rd : 1 Pl 
r 


Help. 


The Census Bureau Can 





ED 078 493 
Elements in a Model Contract for Superinten- 
dents. 


ED 078 492 
How Can a School District Launch a Meaning- 
ful Training Program for Its Administrative 
Staff? 


ED 077 096 
Indian Parent Involvement in Education: A 
Basic Source Book. 

ED 076 273 
Meeting the Challenges of School Board 
Leadership. The Report of a NSBA Summer 
Institute. (Hanover, New Hampshire, August 
14-18, 1972.) 

ED 078 566// 

New York Civil Liberties Union Student Rights 
Project Report on the First Two Years, 1970- 
1972. 

ED 073 524 
Para-Professionals Handbook. 

ED 079 277 
Policies for Better Advisory Committees. Edu- 
cational Policies Development Kit. 

ED 067 751 
Policies for Early Childhood Education. 

ED 073 840 
School Board Policies on Academic Freedom. 
Educational Policy Development Kit. 

ED 078 558 
School Board Policies on Leaves and Absences. 
Educational Policies Development Kit. 

ED 074 618 
School Board Policies on Negotiations. {Educa- 
tional Policies Development Kit.] 

ED 072 510 
School Board Policies on Student Rights. Edu- 
cational Policies Development Kit. 

ED 073 549 
The School Board President. Guidelires for 
Better Board Meetings. 

ED 074 616 
Severance Pay for Professional Employees in 
Public School Systems. ERS Circular No. 5. 

ED 078 594 
Some Local Policies on Reductions in Force 
for Professional Personnel. ERS Information 
Aid No. 15. 

ED 078 554 
Southwest Seminar and Development Project 
of the District of Columbia Public Schools; Re- 
port of Evaluation 1967-1968. 

ED 072 027 
Special Education Administration: A Statement 
of Policies and Regulations. 

ED 066 809 
A Study of School Board Policies and Adminis- 
trative Procedures for Dealing with Field Trips 
in School Districts in Cities with Populations 
over 100,000 in the United States. 

ED 066 810 
Unified Salary Schedule Analysis Program. 

ED 073 689 
Why Your School Board Needs a Good Public 
Relations Program. 

ED 072 516 


Board of Education Role 

Evaluating the Superintendent of Schools. Edu- 
cational Research Service Circular No. 6, 
1972. 

ED 073 071 
Indian Parent Involvement in Education: A 
Basic Source Book. 

ED 076 273 
The Management Team from a Principal's 
Point of View. 

ED 079 817 
Suggested Steps for Planning and Building a 
New School Building. 

ED 070 190 


Boards of Education 

The 1972 Four-Day University of Boardman- 
ship. 

ED 078 569// 
Board and Superintendent: Building the Effec- 
tive Team. 

ED 066 829 

Counterproposals for School Boards in Teacher 
Negotiations. A Comprehensive Response to 
the Demands of Teacher Organizations to 
Balance the Power at the Bargaining Table. 

ED 072 515// 
Easton’s Demand Processing in the School Dis- 


tricts of Two States. 
ED 077 082 





72 Subject Index 


Fair Dismissal Procedures. Oregon School 
Study Council Bulletin, Volume 16, Number 5S. 

ED 073 518 
Gleanings from the Private Sector. 

ED 071 194 
Introduction to School Board Training: English 
Text to Accompany Slides and Tapes. Navajo 
School Board Training Project. 

ED 068 232 


Journal! of the Proceedings, Schoo! Law Forum. 

ED 078 507 
Levels of State Aid Related to State Restric- 
tions on Local School District Decision-mak- 
ing. 

, ED 077 105 
Local Boards of Education: Status and Struc- 
ture. ERS Circular No. 5. 

ED 067 762 
Navajo Community School Boards Speak Out: 
A Summary of Navajo Thought About Educa- 
tion. Navajo School Board Training Project. 

ED 068 230 
Planning the Evaluation of Educators: A Simu- 
lation. 

ED 070 164 
Project 1982: Instruction, Administration, Busi- 
ness, Special Services. 

ED 079 829 
The Revival of Local Control in Suburbia. 

ED 077 102 
School Board Member Recruitment in Ontario. 

ED 077 103 
The School Board Negotiator: Guidelines for 
Effective Teacher Negotiations. 

ED 078 525// 
School Board Policies on Negotiations. [Educa- 
tional Policies Development Kit.] 

ED 072 510 
The School Board President. Guidelines for 
Better Board Meetings. 

ED 074 616 
School Boards and the Political Fact. A Report 
on Ontario Institute for Studies in Educa- 
tion/Ontario School Trustees’ Council Con- 
ference, “‘The Politics of Education: Some 
Main Themes and Issues” (Toronto, Ontario, 
May 28-30, 1972). 

ED 067 774// 
The Search for Leadership Talent. 

ED 071 184 
On Selecting a Superintendent of Schools. 

ED 077 093 
The Structuring of Political Processes in Subur- 
ban School District Government. 

ED 068 376 
A Study of Boards of Education in Texas -- the 
Makeup of Boards and the Perceptions of 
Board Members. Studies in Education XI. 

ED 066 823 
A Study of Methods for Evaluating Chief 
School Officers in Local School Districts. 
Management Information Series No. 1. 

ED 079 815 
Summary Report of Training Activities. Navajo 
School Board Training Project. 

ED 068 231 


Teacher Contract Demands. Analysis and 
Response for the School Board Negotiator. 

ED 078 526// 
Why Your School Board Needs a Good Public 
Relations Program. 

ED 072 516 

The York County Board of Education: A Study 
in Innovation. Profiles in Practical Education 
No. 5 

ED 069 031// 


Board Student Relationship 
Do You Need (or Want) Students on the 
School Board? 
ED 078 500 


Body Height 
Health Education a Conceptual Approach. 
Growing and Developing, Interacting, Decision 
Making. Concept 2: Growing and Developing 
Follows a Predictable Sequence, Yet is Unique 
for Each Individual. Teacher-Student 


Resources. 
ED 077 843// 


Body Image 
Body Buffer Zone and Proxemics in Blocking. 
ED 074 541 
Body Language and the Social Order; Commu- 
nication as Behavioral Control. 
ED 077 060// 


Embarrassment and Its Relationship to the 
Body Image and Self-Concept of the College 


Freshman. 

ED 079 624 
Some Implications of Body Build Stereotypes 
for the Development of Body Concept and In- 
terpersonal Relations. 

ED 066 668 


Body Language 

Body Buffer Zone and Proxemics in Blocking. 

ED 074 541 
Body Language and the Social Order; Commu- 
nication as Behavioral Control. 

ED 077 060// 

Effects of Induced Status on Spacing and Seat- 
ing Position in a Dyad. 

ED 076 916 


Nonverbal Communication in Across-Race 
Dyads. 
ED 069 429 


Body Weight 
Health Education a Conceptual Agpeoash. 
Growing and Developing, I 
Making. Concept 2: Growing and hese 
Follows a Predi , Yet is Unique 
for Each Individual. Teacher-Student 
Resources. 








ED 077 843// 
Boehm Test of Basic Concepts 


Emphasis: Identification. 
ED 075 101 


Boise Public Schools 
One Approach to Year-Round Education. A 
Study To Assess the Impact of One Approach 
to Year-Round Education Upon the Boise 
Public Schools and the Boise Community. 
ED 069 030 


Bond Issues 
An Analysis of Bond Issue Elections as Indica- 


tors of Socio-Economic Devel tP 

ED 070 548 
Bond Management - Higher Education. 

ED 074 954 
Bond Sales for Public School Purposes, 1971- 


72. 

ED 073 550 
Financing Pennsylvania School Buildings. 

ED 067 745 
Financing School Construction. Educaiional 
Facilities Review Series, Number 12. 

ED 071 147 
School Bond Issues: Pass-Fail. Community Plan 
of Action in Support of Schools. 





ED 078 561 
Winning Bond Elections: A Treatise Covering 
Tactics Successfully Implemented in Recent 
lowa Bond Elections. 

ED 078 538 


Bond Sales 
Bond Sales for Public School Purposes, 1971- 


72. 
ED 073 550 


Book Catalogs 
Best-Selling Children’s Books. 
ED 074 466// 


Book Fairs 
Planning a School Book Fair. 
ED 069 283// 


Bookkeeping 
An Instructional Model for Preparing Account- 
ing/Computing Clerks in oe Secondary 
School Office Educati rf . Part I and 
Part Il. 





ED 073 227 


Booklists 
Bibliographies in Education No. 28: Early 
Childhood Education. 
ED 069 366 
Bibliography of Open Classroom Articles. 
ED 069 367 
Books for the Teen Age 1972. 
ED 066 760// 
Books on the Mexican American. A Selected 
Listing. 
ED 080 445 
Books to Meet the Needs of Teen-Agers. 
ED 079 709 
Children’s Books to Enrich the Social Studies: 
For the Elementary Grades. Revised Edition. 
ED 067 352 


Children’s Literature: A Guide to Reference 


Sources. First Supplement. 
ED 068 933// 
Drug Abuse Education: A Selected Bibliog- 
raphy of Books, Pamphlets, Recordings, Trans- 
parencies, Slides for School Libraries. 
ED 068 858 
Folklore and Folktales Around the World. Per- 


spectives in Reading No. 15. 
ED 070 045 
Good Reading for Poor Readers. 8th Edition. 
ED 068 910// 
Index to Literature on the American Indian, 


1971. 
ED 071 834// 


Paperback Books for Children. 
ED 066 763// 
Reaction Formulation: A Bibliography. 
ED 067 581 
A Review of Bibliographies on Black Litera- 


ture. 
ED 079 760 


RIF’s [Reading is Fundamental] Guide to Book 
Selection 1973. 
ED 074 455 


Science Books, A Quarterly Review, Volume 8 


Number 3. 
ED 072 957// 
Science Fiction Criticism: An Annotated 
Checklist. 
ED 066 755// 
Sources of Good Books and Magazines for 
Children; An Annotated Bibliography. 
ED 079 705 
A Supplement to Technical Report No. 82. 
Concept Learning: A Bibliography, 1970. 
ED 067 606 





Book Reviews 
Beyond Freedom and Dignity. 
ED 075 476// 

Book Reviews in Periodicals. 

ED 066 764 
English in Australia. 

ED 077 290 
Inner City Education: A Review of Ethnic Stu- 
dies in the Sixties. NCRIEEO Tipsheet, 
Number 9. 

ED 073 219 
The Negro in Modern American History Text- 
books. Fourth Edition. An Examination and 
Analysis of the Treatment of Black History in 
Selected Junior and Senior High School Level 
History Textbooks, as of September 1972. Cur- 
ricular Viewpoints Series. 

ED 069 838 


Science Books, A Quarterly Review, Volume 8 
Number 2 
ED 068 285// 
Teacher Preparation for the Minority and Dis- 
advantaged. NCRIEEO Tipsheet, Number 10. 
ED 073 224 


Books 

Air Pollution and Industry. 

ED 068 342// 
Air Pollution Control, Part II. 

ED 068 345// 
Air Pollution. Part A: Analysis. 

ED 068 346// 
Books in Canada, 1972. 

ED 071 677// 
Chicanismo. 

ED 068 268 

Children and Literature: Views and Reviews. 

ED 076 940// 
A Delphi Approach to a Selected Book Retire- 


ment Policy. 
ED 069 298 
Environmental Conservation. Third Edition. 
ED 068 347// 
Handbook for Member Libraries (Revised Sep- 
tember 1972). 
ED 067 117 


International Book Year--1972, Report by the 
Director-General. Item 13.3 of the Provisional 


Agenda. 
ED 071 718 


International Book Year 1972. Summary Re- 


port. 

ED 077 515 
Library Bulletin [International Planned 
Parenthood Federation, November 1972]. 

ED 071 920 
Library Bulletin [International Planned 
Parenthood Federation, February 1973]. 

ED 071 922 
Library Bulletin [International Planned 
Parenthood Federation, May 1973]. 





ED 077 719 


Oregon Public Libraries. 
ED 069 300 


ED 069 283// 

Right On, A List of Books By and About the 
American Negro. 

ED 075 061 


Rio Grande Wetbacks: Mexican Migrant Wor- 


kers. 
ED 071 800// 
Secondary Access Storage of Books in Small 
and Medium-Sized Academic Libraries: A 
Proposal for an Experimental Model. 
ED 076 201 


Statistics on Book Production, Periodicals and 


Libraries. 
ED 069 316 


Planning a School Book Fair. 


Book Storage 
Secondary Access Storage of Books in Small 
and Medium-Sized Academic Libraries: A 
Proposal for an Experimental Model. 
ED 076 20! 


Book Thefts 
National Survey on Library Security. 
ED 080 131 


Boolean Algebra 
Tree Theory: A Theory-Generative Measure- 


ment Model. 
ED 068 533 


Boston 

Families Around the World. The Colonial 
Family of Boston. Teacher’s Resource Unit. 

ED 073 972 
Student Enrollment in Institutions of Higher 
Education in the Boston Standard Metropolitan 
Statistical Area, Fall 1972. 

ED 077 441 


Boston Network for Better Education 
Problems and Issues in Using Volunteer 
Researchers in Assisting Community and 
Citizens Groups: The Boston Experience. 

ED 068 499 


Botany 
Advanced Botany (Sahuarita High School 
Career Curriculum Project]. 
ED 080 376 


Botany [Sahuarita High School Career Curricu- 
lum Project. ] 
ED 080 375 


Botswana 
Country Education Profiles: Botswana. 
ED 075 325 


Boulder 
Community Consultation Kit. 
ED 077 814 


Bowling 
New Ideas for Bowling Instruction. 
ED 079 298 


Braceros 
Rio Grande Wetbacks: Mexican Migrant Wor- 


kers. 
ED 071 800// 
Braille 


Communication and Computation Skills for 
Blind Students Attending Public Schools. 
ED 069 062 


Communication for the Blind: Part I - Right to 
Read for Blind and Physically Handicapped 
and Part Il - New Think: Communication Is for 


Everyone. 

ED 070 133 
Transcription of ‘In Darkness” via DOTSYS III 
and the BRAILLEMBOSS. 

ED 074 661 


Branching 
Adaptive Instructional Model for Concept 


Acquisition. 
ED 073 707 
CAISYS-8- A CAI Language Developed For A 
Minicomputer. 
ED 077 252 
Computer Assisted Instruction in Navy Techni- 
cal Training Using a Small Dedicated Com- 
puter System: Final Report. 
ED 075 993// 


Fixed Sequence and Multiple Branching Strate- 
ies in Computer Assisted Instruction. 
esearch Report. 


ED 074 707// 
Language Learning and Machine Teaching. 
Language and the Teacher: A Series in Applied 
Linguistics, Volume 5. 

ED 071 459// 


Linear vs. Branching Structures in the Presen- 
tation of Acculturative Materials. Illinois Stu- 
dies of the Economically Disadvantaged, 
Technical Report Number 18. 

ED 073 218 


Brazelton Neonatal Behavioral Scale 
Clinical Implications of the Brazelton Scale. 
D 080 165 


Brazil 
Adult Education in Brazil. 
ED 068 775 
Communicating with Low-Income and Low 


Education Farmers in a Developing Country. 
ED 073 347 


Influence of Industrialization in the Campinas 
Rural Region. 
ED 067 178 


Literacy Training and the Brazilian Political 
Economy. An Essay on Sources. 

ED 070 921 
Socioeconomic Status of Farmers and 
Economic Development in Two Communities 


of Southern Brazil. 
ED 072 324 


Study for Agricultural Engineering Develop- 
ment in Brazil. Summary Report of Joint Study 
Group on Agricultural Engineering in Brazil 
(July 24-August 12, 1972). 

ED 078 143// 


Urbanization in Brazil. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 
ED 079 451 


Brazilian Portuguese 
E.L.L. Portuguese: Basic Audio-Lingual Course 
with Correlated Tapes, Volume 1. 
ED 080 003 


Breakfast Programs 
Nutritional Improvement Project, DPPF, Fund 


97 Component 4: 1971-72 Evaluation. 

ED 078 103 
School Feeding--Where Do We Go From Here? 
An Agenda for 1973. 


ED 070 805 
School Lunch Breakthrough: Politics, 
Technology Spur Expansion of Food Programs. 
An Education U.S.A. Special Report. 
ED 070 203 
School Lunch Regulations. Hearing Before the 
Committee on Agriculture and Forestry, United 
States Senate. Ninety-Second Congress, First 
Session on the School Lunch Program for the 
1972 Fiscal Year as Proposed by the U.S. De- 
partment of Agriculture, August 10, 1971. 
ED 078 512 


Breath Examiner Specialist Instructors 
Breath Examiner Specialist Instructor Training 
Institute. Final Report. 

ED 069 928 





Brevard County 
A Curriculum Guide for Teachers of Educable 
Mentally Handicapped. 
ED 079 881 


Britain 
Education in Britain. 
ED 067 335 


British Broadcasting Company 
Violence on Television: Programme Content 
and Viewer Perception. 
ED 078 645// 


British Broadcasting Corporation 
The Biggest Aspidistra in the World; A Per- 
sonal Celebration of Fifty Years of the BBC. 
ED 075 985// 


British Columbia 
English for “Old” Canadians: The Finnish Pro- 
ject in British Columbia. 
ED 074 383 


British English 
Varieties of English. 
ED 079 736// 


British Infant School 


Beginning Reading. 
ED 073 429// 


Subject Index 73 


Open Minded, Thought-Filled Education. 
ED 068 166 


British Infant Schools 


An Annotated Bibliography on the British In- 


fant School. 
ED 072 866 


The Changing Primary School. Teachers Speak 
on Adapting New Ways. 
ED 066 754// 


Discovering the Physical World. Young Chil- 
dren Learning Series. 
ED 080 191// 


Exploration and Language. Young Children 
Learning Series. 
ED 080 190// 


An Observational Investigation of Instruction 
and Behavior in an Informal British infant 


School. (Full Report). 
ED 073 823 


Reaching Out. Young Children Learning Se- 


ries. 
ED 980 188// 


Senses and Sensitivity. Young Children Learn- 


ing Series. 
ED 080 189// 


British Isles 
A Comparative Study of the Academic 
Achievements of Secondary Age Students of 
the United States and the British Isles. 
ED 069 599 


British North American Committee 
Multinational Corporations and British Labour: 
A Review of Attitudes and Responses. 

ED 073 248// 


British Open University 
Television and Technology in University 
Teaching. A Report to the Committee on 
University Affairs, and the Committee of Pre- 
sidents of Universities of Ontario. 
ED 071 430 


Broadband Cable Communications 
Cable Communications in the Dayton Miami 


Valley: Basic Report. 
ED 066 873 


Broadcast Industry 
1971 Supplement to Mass Communication 
Law; Cases and Comment. 
ED 069 119// 
About Television. 
ED 071 375// 
Access to the Airways: Rationale and Applica- 


tions. 
ED 077 040 


Address Before the California Community 


Television Association. 
ED 070 277 
Advertising and the Public Interest. A Staff Re- 
port to the Federal Trade Commission. 
ED 074 777 
The Biggest Aspidistra in the World; A Per- 
sonal Celebration of Fifty Years of the BBC. 
ED 075 985// 
Broadcast Advertising of Medical Products and 
Services: Its Regulation by Other Nations. 
ED 071 138 
Broadcasting in America; Second Edition. A 
Survey of Television and Radio. 
ED 069 126// 


Cable Data. 
ED 071 397 


Cable Television; A Guide for Citizen Action. 
ED 071 374// 


Cable Television: From Here to Where? 
ED 074 786 


Cable Television; Takeoff Into Sustained 


Growth. 

ED 070 306// 
Cable Television U. S. A. An Analysis of 
Government Policy. 

ED 071 377// 


CATV Systems Directory, Map Service and 


Handbook. 
ED 070 313// 
Clearing the Air; or How Fares the First 


Amendment--is it Alive and Well? 
ED 070 239// 


Control of Information. Notebook Number 


Three. 
ED 075 986// 


Educational Television, 1972. 
ED 069 129 


The Exclusivity Provisions of the Federal Com- 
munications Commission’s Cable Television 
Regulations. 





74 Subject Index 


ED 077 183 
Factsheets Describing National Membership 
and Service Organizations Concerned with 


Educational Communications. 
ED 069 134 


Federal Communications Commission Annual 
Report Summary. 
ED 070 302 


Financial Statistics of CPB-Qualified Public 
Radio Stations: Fiscal Year 1970. Advance 


Edition. 
ED 066 874 
A Free and Responsive Press. The Twentieth 
Century Fund Task Force Report for a Na- 
tional News Council. 
ED 074 717// 


Freedom of the Press For Whom? The Right of 
Access to Mass Media. 
ED 078 639// 
A Glossary of Radio and Television Terms. 
D 066 890// 
The Golden Web; A History of Broadcasting in 
the United States; Volume Two, 1933 to 1953. 
ED 069 127// 
The Growth of Television in the United States 
(1960 to 1980). 
ED 074 785 
The Image Empire; A History of Broadcasting 
in the United States; From 1953. Volume III. 
ED 072 610// 
Improvements in Television Sound. 
ED 070 264 
The Left-Leaning Antenna; Political Bias in 


Television. 
ED 067 823// 
Legal Remedies for the Reduction of Violence 
on Children’s Television. 
ED 079 776 
Needed: Evaluation Criteria for the Community 
College Broadcasting Education Program. 
ED 067 843 
Operations and Costs; A Study of Educational 


Public Television Stations. 

ED 078 684 
Political Broadcasting on Public Radio and 
Television Stations: First Amendment Implica- 
tions. 

ED 071 135 
The Politics of Broadcast Regulation. 

ED 072 618// 

Radio, Television, and Film in the Secondary 
School, MSA Curriculum Guide 8. 

ED 069 004 
Reflections on Values in Public Television and 
their Relationship to Political and Organiza- 


tional Life. 
ED 066 918 
Regulation of Cable Television by the State of 


New York. 

ED 074 788 
Remarks Before the California Community 
Television Association. Cable Television; The 
Problems and the Policies. 

ED 071 421 


A Report on the 1972 Interim Meetings of 
CCIR Study Groups 10, 11, and CMTT. 
ED 070 268 


The Rest of the Elephant: Perspectives on the 


Mass Media. 

ED 073 495// 
Sex and Broadcasting; A Handbook on Starting 
a Radio Station for the Community. Second 


Edition. 
ED 071 414 
Speech Communication Via Radio and Televi- 


sion. 
ED 069 104// 
Survey of Broadcast Journalism 1970-1971: A 


State of Siege. 

ED 069 123// 
Television and the People; A Programme for 
Democratic Participation. 

ED 066 877// 


Television Station Employment Practices: The 
Status of Minorities and Women. 

ED 070 304 
This is NHK °73. 

ED 075 997 
Violence is a Saleable Commodity. 

ED 077 185 
Who Is Talking to Our Children? Third Na- 
tional Symposium on Children and Television, 
Yale University, New Haven, Connecticut, Oc- 
tober 15-17, 1972. 

ED 077 244 
The Wired Nation. Cable TV: The Electronic 
Communications Highway. 

ED 076 001// 


Broadcasting Education 
Colleges and Universities with Minority Group 
Students Studying Broadcasting 1971-72. 
ED 068 061 


Broadcast Reception Equipment 
Improvements in Television Sound. 
ED 070 264 


Broadcast Television 
The Mirror in the Corner; People’s Television. 
ED 069 097// 


Remember Television. 
ED 067 830// 


Brooke County 
Research in Developing a Program in Basic 
Vocational Studies. Final Report. 
ED 072 235 


Bucks County Public Schools 
Supervised Independent Study Program. An- 
nual Report (July through June 1972). 
ED 072 213 


Budgeting 
An Analysis of Instructional Costs Per Studeat 
Credit Hour Fall Quarter 1971. 
ED 077 401 


A Blueprint for RRPM 1.6 Application. 

ED 078 780 
Brief of the Structure and Operation of the 
Operating Grants Formula for the Provincially- 
Assisted Universities of Ontario 1967-68 
through 1969-70. 

ED 069 253 


The Budgetary Process at the University of 


Michigan. 

ED 072 727 
Budgeting and Resource Allocation at Prin- 
ceton University. Report of a Demonstration 


Project. 

ED 070 404 
Characteristics of and Proposed Models for 
State Accountability Legislation. A Report. 

ED 078 514 
A Classification Scheme for Objectives-Based 
Evaluation Systems. 

ED 067 760 


Cost Finding Principles and Procedures. 
Preliminary Field Review Edition. Technical 


Report 26. 

ED 074 883 
Current and Emerging Budgeting Techniques in 
Academic Libraries, Including a Critique of the 
Model Budget Analysis Program of the State of 
Washington. 

ED 071 726 


Decision, Planning and Budgeting. 

ED 076 100 
The Development of a Management System for 
Effective Decision Making and Planning in a 
University Library. Supplement to Final Re- 


port. 

ED 071 727 
An Econometric Study of Public School Expen- 
diture Variations Across States, 1951-1967. 

ED 075 936 
Educational Planning with Organizational 
Development (OD): A People Involving Ap- 
proach to Systematic Planning. A Working 


Paper. 

ED 071 189 
Financial Reporting for Tennessee Public Col- 
leges and Universities. 

ED 080 056 


Financing University Programs in Education. 
Report on the Special Study of Requirements 
for the Formula Financing of Education Pro- 
grams in Ontario Universities. 

ED 069 249 


Goal Setting: Trenton Public Schools. 

ED 067 767 
Introduction to the R ce Requi t 
Prediction Model 1.6. 

ED 074 999 


Long-Range Planning and Budgeting at Col- 
leges and Universities. 
ED 071 621 


Management Systems and Budgeting 
Methodology: Do They Meet the Needs and 
Will They Work? Studies in Management. 

ED 075 378 
Modelos para la Unificacion de Conceptos, 
Metodos y Procedimientos Administrativos 
(Guidelines for Uniform Administrative Con- 
cepts, Methods, and Procedures). 

ED 066 952 








An Operational Model for the Application of 
Planning-Programming-Budgeting Systems to 
Local School Districts. Post-Pilot-Test Version. 
Parts One and Two. 

ED 066 832 


Planning/Budgeting/Evaluation Manual. An 
Operation Manual for Staff Members Concern- 
ing the Implementation of the Planning/Budget- 
ing/Evaluation Cycle Within the Missouri State 
Department of Education. 

ED 073 520 


Productivity in Education: Measuring and 
Fi ing. P dings of NEA Committee on 
Educational Finance National Conference on 
School Finance (14th, Milwaukee, Wisconsin, 


March 28-30, 1971.) 
ED 070 169 


Progress Report: The Development of a School 
District Budget Planning System (SPLAN). A 
Technical Memorandum. 

ED 070 181 


Proposed Model Budget Analysis System and 
Quantitative Standards for the Libraries of the 
Nebraska State Colleges. 

ED 077 529 


Public Broadcasting Development -- The Next 
Step. 





ED 070 303 
Qualititive and Quantitative Allocations of Pro- 


gram Funds in a Non-Profit Institution. 

ED 071 197 
Relationship between Union County, Tennessee 
Homemakers’ Practice Adoption Scores on 
Budgeting and Record Keeping Practices and 
Selected Personal and Family Characteristics. 

ED 068 755 
Report to the Committee on University Affairs. 
Submission on the Value of the Basic Income 
Unit 1969-1970. 

ED 069 222 


Report to the Committee on University Affairs 
on the Value of the Basic Income Unit for 


1968-69. 

ED 070 366 
Resource Requirements Prediction Model 1.6 
Reports. 

ED 075 000 
Review of the Ontario Operating Grants For- 


mula. Interim Report. 
ED 069 211 


Ss y of P dings of the Annual Meet- 
ing of the Association of Urban Universities 
(57th, Chicago, Illinois, November 7-8, 1971). 
Forty-Eighth Report. 

ED 074 891 


Techniques for Improving Cash Management. 
ED 080 035 
Total Revenue and Expenses for Provincially- 
Assisted Universities of Ontario for The Ten- 
Month Fiscal Period Ended April 30, 1972. 
ED 070 369 





Budgets 
Boletin Estadistico Presupuestario (Bulletin of 
Budgetary Statistics). 
ED 071 467 


Class Size. Educational Management Review 
Series Number 8. 
ED 066 779 


Library Lectures; Numbers Seventeen, 
Eighteen, Nineteen, and Twenty, January 1971 


- March 1972. 

ED 078 874 
Planning/Budgeting/Evaluati Manual. An 
Operation Manual for Staff Members Concern- 
ing the Implementation of the Planning/Budget- 
ing/Evaluation Cycle Within the Missouri State 
Department of Education. 

ED 073 520 


A Program Budgeting Cost Model for School 
District Planning. 





ED 078 601 
Report of Commission IV. Proposed Pro- 
gramme and Budget, 1973-1974 and Draft 
Medium-Term Outline Plan, 1973-1978. 
Chapter 4 - Communication. 

ED 072 800 
State Budgeting for Higher Education. 

ED 078 772 
Understanding the College Budget. 

ED 078 732 


Building Conversion 
Tivoli Brewery: A Feasibility Study. 
ED 074 634 





Building Design 
“Getting the College Union Building Project 
Under Way.” A Seminar. 
ED 069 036 


Libraries for Schools and Universities. Design 
& Planning Series. 
ED 067 736// 


Methods of Library Building Design--A 
Research Plan. 
ED 067 123 


The New Schools. Design & Planning Series. 
ED 067 738// 

Some Sensible and Outrageous Ideas for the 

Future--Community Services and Facilities for 


Young Children. 
ED 068 170// 


Systems and the Changing Architectural Prac- 


tice. 
ED 074 599 


Building Improvement 
Home Improvement Selling, a Distributive Edu- 
cation Manual and Answer Book. 
ED 074 251// 
Tivoli Brewery: A Feasibility Study. 
ED 074 634 


Building Innovation 
The New Schools. Design & Planning Series. 
ED 067 738// 
Physical Recreation Facilities. A Report. 
ED 079 819 
Some Sensible and Outrageous Ideas for the 
Future--Community Services and Facilities for 


Young Children. 
ED 068 170// 


Building Materials 
Building Materials Technology and Selling, a 
Distributive Education Manua! and Answer 


Book. 
ED 074 250// 
Nuffield S » Theme 7, Using 


Materials. 





ED 069 554// 


Building Operation 
Minutes 1972. Association of Physical Plant 
Administrators Annual Meeting. (59th, Cincin- 
nati, Ohio, April 30-May 3, 1972). 
ED 073 560 
Needed: A Strategy for Housing Management 


Training. No. 1. 
ED 069 973// 
Programmed Cleaning and _ Environmental 


Sanitation. 
ED 074 613// 
Building Plans 


Libraries for Schools and Universities. Design 
& Planning Series. 
ED 067 736// 


Media Exemplary Systems; Guidelines for the 
Development of an Instructional Media System, 


Part Three. 

ED 067 851 
Media Facilities, Equipment and Materials; 
Guidelines for the Development of an Instruc- 
tional Media System, Part Two. 

ED 067 850 


The New Schools. Design & Planning Series. 
ED 067 738// 


Open Space Schools. Report of the AASA 


Commission on Open Space Schools. 
ED 070 204 


A Plan for Action or How To Change Old 
Schools into Open Space Schools Without Any 
Money! A Workshop. 

ED 074 632 


Politica de las Construcciones Escolares (Pol- 
icy for School Construction). 
ED 071 462 


Twelve Small California Schools. 
ED 072 550 


Buildings 
A Comparison of the Costs of Building Ele- 
ments Related to Design Requirements for 


Non-University 


ED 069 254 
Fire Problems in High-Rise Buildings. Califor- 
nia Fire Service Training Program. 

ED 076 828 


Selected University and 
Buildings in Ontario. Volume 4. 


Building Systems 
Building Systems on the Campus, Part I. 
BSIC/EFL Newsletter. 
ED 077 089 


Building Systems on the Campus, Part II. The 
University of Alaska. BSIC/EFL Newsletter. 
ED 077 090 
Listing of Schools Constructed with a Building 
System. Building Systems Information 
Clearinghouse Special Report Number Two. 
ED 071 205 


Building Trades 


Admission and Apprenticeship in the Building 
Trades Unions. 
ED 072 233 


Insulation Worker (const.) 863.884--Technical 
Report on Development of USTES Aptitude 
Test Battery. 

ED 068 563 


Lather (const.) 842.781-010--Technical Report 
on Development of USTES Aptitude Test Bat- 


tery. 
ED 069 770 
Manpower Development and Utilization in the 
Contract Construction Industry. 
ED 068 701// 
Opening the Skilled Construction Trades to 
Blacks: A Study of the Washington and Indi- 
anapolis Plans for Minority Employment. Final 


Report. 
ED 075 590// 


Bulgaria 


Country Education Profiles: Bulgaria. 
ED 075 326 


Bulletin Boards 


How To Use a Bulletin Board. How To Do It 
Series, Number 4. 
ED 080 408 


Bulletins 


Basic Information Sources: Business and Indus- 
try. 

ED 068 809 
BLS (Burea of Labor Statistics) Publications, 
1886-1971: Numerical Listings, Annotations, 
and Subject index. 

ED 076 823 


Boletin de !nformacion Educativa, 14 (Educa- 
tional Information Bulletin, 14). 
ED 067 936 


Boletin de Informacion Educativa, 12 (Educa- 
tional Information Bulletin, 12). 
ED 067 937 


Boletin de informacion Educativa, 13 (Educa- 


tional Information Bulletin, 13). 
ED 067 938 


Boletin de informacion Educativa, Ano 2, No. 
3. (Educational Information Bulletin, Volume 


2, No. 3). 

ED 067 939 
Boleti ion Educativa, Ano 1, No. 
2 (Educational Information Bulletin, Volume 1, 
No. 2). 





ED 067 940 
Boletin de Informacion Educativa, Ano 2, No. 
4 (Educational Information Bulletin, Volume 2, 


No. 4). 

ED 067 941 
Boletin de Informacion Educativa, Ano 3, No. 
5 (Educational Information Bulletin, Volume 3, 


No. 5) 

ED 067 942 
Boletin de Informacion Educativa, Ano III, No. 
6 (Educational Information Bulletin, Volume 


Ill, No. 6). 

ED 067 943 
Boletin de Informacion Educativa, Ano III, No. 
7 (Educational Information Bulletin, Volume 


Ill, No. 7). 

ED 067 944 
Boletin de Informacion Educativa, Ano IV, No. 
8 (Educational! Information Bulletin, Volume 


IV, No. 8). 

ED 067 945 
Boletin de Informacion Educativa, Ano VI, No. 
10/11 (Educational Information Bulletin, 
Volume VI, No. 10/11). 

ED 067 946 


Boletin de Informacion Educativa, Ano V, No. 
9 (Educational Information Bulletin, Volume 


V, No.9 

ED 067 947 
Boletin Del Centro De Documentacion E Infor- 
macion Pedagogica (Bulletin of the Documen- 
tation and Teaching Information Center). 

ED 069 335 
Boletin Estadistico Presupuestario (Bulletin of 
Budgetary Statistics). 

ED 071 467 


The Evergreen State College Bulletin 1973-74. 


Subject Index 75 


ED 074 949 
The Interagency Auditor Training Center Bul- 
letin for Fiscal Year 1973. 
ED 068 847 
New Careers Program Assistance Bulletin, 
February 1969-September 1970. 
ED 074 297// 


Bunker (Archie) 
The Evaluation of Dogmatic Television Charac- 
ters by Dogmatic Viewers: “Is Archie Bunker a 
Credible Source?” 
ED 078 474 


Bureaucracy 
Toward the Clarification of Nonbureaucratic 
Paradigms for the Study of Educational Or- 

ganizations. 
ED 075 945 


Bureau of Higher Education 
Bureau of Higher Eductation: Summary of Pro- 
gram Information Through Fiscal Year 1972. 
ED 077 366 


Bureau of Indian Affairs 

The American Indian in School: Answers to 
Questions--Advance Statistics for Management. 

ED 071 835 
American Indians and Their Federal Relation- 
ship. Plus a Partial Listing of Other United 
States Indian Groups. 

ED 075 131 
An Annotated Bibliography of Young People’s 
Books on American Indians. Indian Education 
Curriculum Bulletin No. 12. 

ED 070 547 
A Compendium of Federal Boarding School 
Evaluations. The Education of American Indi- 
ans, November 1969, Volume 3. 

ED 068 210 
Education for American Indians. An Expository 


Essay. 

ED 080 277// 
Field Investigation and Research Reports. The 
Education of American Indians, October 1969, 


Volume 2. 
ED 068 211 


Higher Education Evaluation; Student Charac- 
teristics and Opinions. Research and Evaluation 
Report Series No. 20-A. 

ED 076 302 
The History of the Education of the Alaskan 
Eskimo. 

ED 076 292 
“Indian Education in the Bureau of Indian Af- 
fairs.” 

ED 075 130 
The Organization Question. The Education of 
American Indians, November 1969, Volume 4. 

ED 068 212 
The Proposed Transfer of the Indian Bureau to 
the Department of War. 

ED 075 109 
Report of Final Evaluation, ESEA Title I Pro- 
jects, Fiscal Year 1972. Phoenix Area Bureau 
of Indian Affairs. 

ED 069 459 
Research and Cultural Studies Development 
Section: Functional Statement. 

ED 078 979 
A Set of Picture Cards for Use in Teaching En- 
glish Verbs to Eskimo and Indian Children in 
Alaska Bureau of Indian Affairs’ Schools. 

ED 080 249 
Statistics Concerning Indian Education. Fiscal 
Year 1971. 

ED 067 214 
Statistics Concerning Indian Education. Fiscal 
Year 1972. 

ED 075 129 
In Step with the States. A Comparison of State 
and Indian Service Educational Objectives and 


Methods. 

ED 077 615 
Title 1 Project Synopsis, Fiscal Year 1973. 
Phoenix Area Bureau of Indian Affairs. 

ED 069 458 


Bureau of Labor Statistics 
The Development of Wage Statistics in the 


United States. 
ED 076 765// 


Burglary 
Survey of Burglary and Vandalism Occurrence 
and Preventative Measures in Twenty-Five 
Large California School Districts. Summary Re- 


port. 
ED 077 104 





76 Subject Index 
Burkeian Dramatistic Pentad 


Classroom as Process: A Dramaturgic Observa- 
tional Model. 
ED 071 136 


Burlington County College 
Development of a College Conducted Faculty 
Pre-Service Program, 1969-1972. Final Report. 
ED 073 747 


Business 


Basic Information Sources: Business and Indus- 


try. 

: ED 068 809 
Commercial Weights and Measures. U.S. Met- 
ric Study Interim Report. 

ED 070 832 
How to Get Started as a Consultant. 

ED 071 131 
Introducing the Small Busi Manag t 


Course. 
ED 075 648 





A Look at Business in 1990. 

ED 076 820 
The Metric System and Small Business. 

ED 078 155 
Nonmanufacturing Businesses. U.S. Metric 
Study Interim Report. 

ED 070 841 


Technical Entrepreneurship: A Symposium. 
ED 079 483 


Business Administration 
Chartering an mp eenerd Bank: A Guide to 
Forming a Local A of Indep 
Businessmen. 








ED 076 772 
Computing Newsletter for Sch f Busi 
ED 074 702// 
Consulting for eer — -A Challenge 


to the B 

ED 072 750 
Consulting for Black Enterprise...Experiences 
During the Second Year. Volume II. 

ED 072 749 
Employment and Addiction: Perspectives on 
Existing Business and Treatment Practices. 
Final Report. 





ED 074 295// 
The Entrepreneurial Development Training 
Center. Final Report. 

ED 074 299// 


External Degree Program. Areas of Competen- 
cy in Business Administration. 
ED 070 381 


External Degree Project. Summaries of Areas 
of Competency in Business Administration. 

ED 067 054 
The Founding of Technologically-Based Firms. 

ED 076 773 
Minority Enterprise and Expanded Ownership: 
Biueprint for the 70s. 

ED 072 274 
Minority Ownership of Small Businesses: In- 
structional Handbook. 

ED 074 284 


Organizational Communication--An Analysis 
Based on Empirical Data. 

ED 072 498 
School Business Administration Responsibilities 
in Small School Districts. 

ED 070 155 


ee Service Corps of Retired Executives. 
’sG book. One Part of ACTION. 
ED 070 944 





Business Correspondence 
Business Communication: A Problem-Solving 


Approach, 
ED 078 490// 
ED 069 620// 
An Experimental Study of the Effect of 
Remedial Instruction in English Usage on the 
Achievement of College Students in B 


Letter Writing. 
ED 068 924// 


The Business Letter. 





Business Cycles 
Cyclically-Determined Homeward Flows of 
Migrant Workers and the Effects of Emigra- 


tion. 
ED 079 486// 
Business Education 


Approaches to Individualized Instruction. 
ED 078 132 
Assisting Local Schools in Modifying Their 
Business Education Programs. Final Report. 
ED 069 871 


Bull and Bear: The Stock Market. Social Stu- 
dies: 6448.13. 

ED 070 689 
Business Education Curriculum Guides for the 


70's. 

ED 072 201 
Business Occupational Profiles in an Agricul- 
tural Economy. An Investigation to Determine 
the Knowledge, Skills, and Attitudes Essential 
to Satisfactory Performance at the Job Entry 
Level as Office and Administrative or Manage- 
ment Trainee Personnel in Rural-Urban Areas. 

ED 079 543 
Communications and Decision Making. Instruc- 
tor’s Guide for an Adult Course. 

ED 074 352 
Cooperative Business Education - 7725 (Rein- 
forcing Knowledge of Grammar): Department 
48 - Course 7725.08. 

ED 068 940 


Development of Performance Goals for a New 
Office and Business Education Learning 
Systems: Part I, Analysis of Hardware Used by 
Office Workers; and Part II, Analysis of Social 
Interaction Critical Incidents. Final Report. 

ED 073 256 
Development of Task Performance Statements 
for a New Office and Business Education 
Learnings System (NOBELS). Final Report. 

ED 068 728 
The Development of Word Processing and Its 
Implications for the Business Education Profes- 


sion. 

ED 068 648 
Distributive Education 1 - 8726 (Communica- 
tion Skills Relating to Marketing and Distribu- 
tion), Department 48: 8726.03. 

ED 067 691 
Economics in the Business Curriculum. 

ED 080 725// 

English for the Business World: 5110.15b. 

ED 068 942 
Environmental Relationships in Business. In- 
structor’s Guide for an Adult Course. 

ED 074 351 
Instructional Objectives for a Junior College 
Course in Principles of Accounting. 

ED 067 082 
Instructional Objectives for a Junior College 
Course in Secretarial Procedures. 

ED 067 084 


Minority Ownership of Small Businesses: In- 
. 1 Ho Ah kk 
aur 





ED 074 284 
Modern Trends in Per i i i and 


Industry. 

ED 074 564 
Multi-Media Instructional Packets. 

ED 067 099// 

Needed Research in Business Education. 

ED 078 157 
Relevance in the Education of Today’s Busi- 
ness Student. National Business Education 


Yearbook, No. 11. 
ED 076 850// 
The Status of Future Business Leaders of 
America Chapter Activities in the State of 
Pennsylvania-- 1967-1970. 
ED 072 237 


Status Report of 1970-71 WMU Graduates 
Certified for Business Education Teaching. 

ED 075 354 
Student Applications in a Principles Course of 
Economic Analysis to Self Discovered Items. 

ED 067 350 
A Study of Curricula Innovations in Trade and 
Industrial Arts, Distributive and Business Edu- 
cation in Jefferson, Orleans, and St. Bernard 
Parish Public Schools. 





ED 080 757 
A Study to Determine the Degree of Agree- 
ment on the Content and Objectives for 
Preparation in Communication for Business 
Students at the Collegiate Level. 
ED 070 115// 
A Supplementary Program for Environmental 
Education, Business Education, Grade 9-12. 
ED 079 151 


Business Education Teachers 


Economics in the Business Curriculum 
ED | 080 725// 


Business Communication: A Problem-Solving 
Approach. 

ED 078 490// 
Orientation in Business English: Secretarial Se- 
ries, Text 1. 


ED 070 324// 
Orientation in B English: Secretarial Se- 
ries, Workbook 1. 





ED 070 325// 
Ori ion in B English: Secretarial Se- 
ries, Text 2. 





ED 070 329// 
Orientation in Business English: Secretarial Se- 
ries, Workbook 2 


ED 070 331// 
Ori tion in Busi English: Secretarial Se- 
ries, Workbook 3. 





ED 070 354// 
Orientation in Business English: Secretarial Se- 


ries, Text 3. 
ED 070 355// 


Business Responsibility 
On Education. Kaiser Aluminum New 
ED 072 663// 
A Look at Business in 1990. 
ED 076 820 


Business Skills 

The Business Letter. 

ED 069 620// 
Busi oO ional Profiles in an Agricul- 
tural Economy. An Investigation to Determine 
the Knowledge, Skills, and Attitudes Essential 
to Satisfactory Performance at the Job Entry 
Level as Office and Administrative or Manage- 
ment Trainee Personnel in Rural-Urban Areas. 

ED 079 543 

Orientation in Business English: Secretarial Se- 
ries, Text 1. 





ED 070 324// 

Orientation in Business English: Secretarial Se- 
ries, Workbook 1. 

ED 070 325// 

in Busi English: Secretarial Se- 





Ori , 
ries, Text 2. 
ED 070 329// 
Orientation in Business English: Secretarial Se- 
ries, Workbook 2. 
ED 070 331// 


Ori ion in Busi English: Secretarial Se- 
ties, Workbook 3. 





ED 070 354// 
Orientation in Business English: Secretarial Se- 


ries, Text 3. 
ED 070 355// 
An Overview of ECCO (Episodic Communica- 
tion Channels in Organization) Methodology. 
ED 078 488 
Tabulation. 
ED 069 619// 
Yearbook Production, English, Journalism: 
$116.153. 
ED 067 692 


Business Subjects 
Business Education Curriculum Guides for the 
70’s. 
ED 072 201 
The Business Letter. 
ED 069 620// 
Tabulation. 
ED 069 619// 
Typing Manuscripts and Reports. Typing 13. 
ED 070 769 


Bus Transportation 
Busing: A Moral Issue. Fastback Series, No. 7. 
ED 073 565// 
Busing, Taxes, and Desegregation. Special 
Monograph No. 4. Management Series. 
ED 073 535// 
Education for a Nation. 
ED 067 758// 
Frontiers of School Law. 
ED 078 527// 
How Pontiac Teachers View Their Schools. 
ED 074 021 
Planning School Desegregation: A Working 
Note. Final Report. 
ED 069 744 


Public Knowledge and Busing Opposition: An 
Interpretation of a New National Survey. 

ED 078 510 
School Busing. Hearings Before Subcommittee 
No. 5 of the Committee on the Judiciary, 
House of Representatives, Winety-second Con- 
gress, S on Proposed Amend- 
ments to the Constitution and Legislation 
Relating to Transportation and Assignment of 
Public Schoo! Pupils. Parts 1-3. Serial No. 32. 

ED 072 519 
The Social Adjustment of Neighborhood and 
Bused Children. 








ED 073 852 
Your Child and Busing. Clearinghouse Publica- 
tion, Number 36. 

ED 067 435 


Cable Television 
Access. Challenge for Change/Societe Nouvelle 


Number Eleven. 
ED 079 999 


Address Before the California Community 
Television Association. 
ED 070 277 


Americas Unidas; Pilot Broadcasting Program 
Los Angeles, California. 
ED 074 722 


Beyond Babel; New Directi in C 
tions. 
ED 072 617// 





Bibliocable. 
ED 071 402 


Bibliography on Cable Television, November 
1971. Supplement, May 1972. 
ED 071 447 


Cable: An Overview. 

ED 071 396 
Cable Communications in the Dayton Miami 
Valley: Summary Report. 

ED 066 871 


Cable Communications in the Dayton Miami 
Valley: Basic Report. 
ED 066 873 


Cable Data. 
ED 071 397 


Cable Economics. 
ED 071 399 


The Cable Fable. 
ED 072 619// 
Cable in Mass 2. 
ED 074 710// 
Cable Television. 
ED 070 301 
Cable Television; A Guide for Citizen Action. 
ED 071 374// 
Cable Television: A Guide to Federal Reguila- 


tions. 
ED 074 783// 
Cable Television: A Handbook for Decision- 


making. 
ED 074 778// 
Cable Television and Education. 
ED 070 265 
Cable Television and Education; A Report 
from the Field. 
ED 077 197// 


Cable Television: A Summary Overview for 
Local Decisionmaking. 
ED 074 779// 


Cable Television: Citizen Participation in 


Planning. 
ED 074 781// 


Cable Television: Citizen Participation After 


the Franchise. 
ED 074 784// 


Cable Television Franchise Provisions for 


Schools. 
ED 077 190 


Cable Television: From Here to Where? 
ED 074 786 


Cable Television in Central Appalachia: A 
Feasibility Study. 
ED 073 708 


Cable Television in Detroit; A Study in Urban 
Communications. 
ED 067 890 


Cable Television Information. 
ED 076 023 


Cable Television in the Cities: Community 
Control, Public Access, and Minority Owner- 


ship. 
ED 066 904// 
Cable Television: Its Urban Context and Pro- 


gramming. 

ED 078 688// 
Cable Television: Notebook Number Five. 

ED 077 204// 
Cable Television Report and Suggested Or- 


dinance. 

ED 072 661 
Cable Television Service; Reconsideration of 
Report and Order. 

ED 071 403 


Cable Television; Takeoff Into Sustained 


Growth. 
ED 070 306// 
Cable Television: Technical Considerations in 


Franchising Major Market Systems. 
ED 074 782// 


Cable Television: The Process of Franchising. 


ED 074 780// 
Cable Television U. S. A. An Analysis of 
Government Policy. 

ED 071 377// 


Cable T.V.: Boon to Vocational Guidance in 


Rural Areas. 

ED 070 973 
Cable T.V.--Educational Medium of the Fu- 
ture? Perspective Number Five. 

ED 076 020 
Cable TV For the Neighborhood and For the 
Region. The Job of the Governor and the Min- 
nesota Legislature in Resolving the Four Key 
Issues of Interconnection, Coverage, Franchis- 
ing and Programming...In 1973. 

ED 076 005 


Cablevision for Continuing Education and 
Community Programs, Conference Presenta- 
tions (Regina, November 28-29, 1972). 

ED 078 246 
CATV Directory of Equipment, Services, and 


Manufacturers. 
ED 070 312// 
CATV Systems Directory, Map Service and 


Handbook. 

ED 070 313// 
CATV: The New Communicator. 21st Annual 
NCTA Convention Official Transcript. Techni- 


cal Volume. 
ED 069 118 


Communications and Society; Summary Report 
On The Conference On The Cable and Con- 
tinuing Education. 

ED 076 008 


The Computer in the Living Room. 
ED 074 735// 
Cost Analysis of CATV Components. Final Re- 


port. 

ED 077 225 

Crossed Wires; Cable Television in New Jersey. 

ED 073 704// 

Design Analysis of a Home Terminal for Two 
Way Communications. 

ED 066 898 


Designing and Maintaining the CATV and 
Small TV Studio. 
ED 071 379// 


Educational Telecommunications. Cable Con- 


ference. 

ED 079 966 
Education and Cable TV: A Guide to Franchis- 
ing and Utilization. 

ED 071 432 


The Exclusivity Provisions of the Federal Com- 
munications Commission's Cable Television 
Regulations. 

ED 077 183 
A Glossary of Cable Terms. 

ED 071 401 
Guidelines for Access: A Report by NCTA. 

ED 070 294 
A Guide to Federal Regulation; Understanding 
the FCC Rules. 

ED 071 398 


How to Plan an Ordinance: An Outline and 
Some Examples. 
ED 071 400 


Incasting and the Telephone Network. Working 


Paper Ill. 

ED 067 833 
Interactive Television, Prospects for Two-Way 
Services on Cable. 

ED 067 125 


Minerva: A Study in Participatory Technology. 
ED 066 895 


Preliminary Findings of Electronic Town Hall 
Project (MINERVA). 
ED 071 411 


A Preliminary Review of CATV as a Two-Way 
System. Working Paper V. 
ED 067 834 


Preliminary Thoughts on Netted Cable Com- 
munication Systems. 
ED 077 231 


Public Access Report. 
ED 079 960 


Public Interest Aspects of Cable Television In- 


terconnection by Satellite. 
ED 071 425 


Public Television Channels in New York City: 
The First Six Months. 
ED 066 897 


Regulation of Cable Television by the State of 


New York. 

ED 074 788 
Regulations; Office of Cable Television, State 
of New Jersey. 

ED 079 969 


Subject Index 77 


Remarks Before the California Community 
Television Association. Cable Television; The 
Problems and the Policies. 

ED 071 421 
Rules of Practice; Office of Cable Television, 
State of New Jersey. 

ED 079 970 
The Selling of Cable Television 1972. 

ED 072 638// 

The Selling of the Compromise--1971, or Cable 
Television Goes to the City. 

ED 077 049 
State, Federal, and Local Regulation of Cable 


Television. 
ED 071 274// 
A Story About People. 
ED 076 012 
A Suggested Procedure: An Approach to Local 


Authorization of Cable Television. 

ED 071 395 
Symposium on Urban Cable Television. 
Volume I. Wednesday, October 18, 1972. Ses- 
sion Themes: Social and Economic Context, 
Realizing Cable’s Potential. 

ED 079 973 
Technology to Facilitate Citizen Participation 
in Government. 

ED 066 896 
Urban Cable Systems. 

ED 066 891 
Video, Television and the Open Classroom. 

ED 077 216 
Visions of Cablevision; The Prospects for Cable 
Television in the Greater Cincinnati Area. 

ED 073 688 
The Wired City; A Handbook on Cable Televi- 


sion for Local Officials. 
ED 071 426// 


The Wired Nation. Cable TV: The Electronic 


Communications Highway. 
ED 076 001// 


Calculation 
The Omron Express! 
ED 079 923// 
Teaching Statistics, While Simultaneously Sav- 


ing Time, Chalk, Etc... 
ED 079 993 


Calculators 
The Effect of the Use of Desk Calculators on 
Achievement and Attitude of Children with 
Learning and Behaviour Problems. A Research 
Report. 
ED 077 160 


Calculus 
Calculus 2, Math tics: 5297.42. 
ED 067 286 
An Exploratory Study of the Diagnostic 
Teaching of Heuristic Problem Solving Strate- 


gies in Calculus. 





ED 072 940// 
Self-Optimizing Computer-Assisted Tutoring: 
Theory and Practice. Technical Report 


Number 206. 
ED 079 980 


Caldwell Preschool Inventory 
Kindergarten Evaluation Study: Full-Day Al- 
ternate Day Programs. 
ED 070 529 


California 
The Achievement of Students in Primary 
Grades After Seven Years of Desegregation. 
ED 074 169 
An Analysis of the Relationship Between Read- 
ing and Mathematics Achievement Gains and 
Per-pupil Expenditures in California Title | 
Projects, Fiscal Year 1972. Final Report. 
ED 074 189 
Anticipating Changes in Enrollment Growth. 
ED 071 649 


Blacks and Public Higher Education in Califor- 
nia. 


ED 077 316 
Busing and Backlash: White Against White in a 


California School District. 
ED 074 173// 


Cable Television Report and Suggested Or- 


dinance. 

ED 072 661 
California Advisory Council on Vocational 
Education and Technical Training Third An- 


nual Report. Fiscal Year 1971-72. 
ED 076 789 


California Conservation and Environmental 
Education Survey. 





78 Subject Index 


ED 079 104 
The California Tomorrow Plan. 
ED 073 924// 
Chicanismo. 
ED 068 268 
Community College Vocational Cooperative 
Education: Exemplary Project in Vocational 
Education Conducted Under Part D of Public 
Law 90-576. Second Annual Report. 
ED 068 092 
Comparison of Selected Group Achievement 
Test Results for Period 1967 through 1972. 
ED 073 195 
Conference Proceedings: Community Dialog in 
Career Education Part I (San Jose, California, 
July 14, 1972). 
ED 074 238 
Coordinated California Corrections: Field Ser- 
vices--Probation and Parole. Correctional 
System Study. Final Report. 
ED 067 471 
Coordinated California Corrections: The 
System. Correctional System Study. Final Re- 
port. 
ED 067 480 
Coordinated California Corrections: Institu- 
tions. Correctional System Study. Final Report. 
067 481 
Cost of Evaluating Faculty Performance at An- 
telope Valley Community College for the 1972- 
1973 School Year. 
ED 076 187 
{Counselor-Counselee Ratios in California Ju- 
nior Colleges 1972-1973.] 
ED 075 009 
Current Practices of Placing Students in En- 
glish Composition Courses in the California 
Community Colleges: Some Answers to 
Questions Asked in an “English Placement 
Questionnaire”. 
ED 073 749 
Draft: Report of the Joint Committee on the 
Master Plan for Higher Education. 
ED 076 089 
Early Childhood Education Information. 
ED 073 858 
The Early Childhood Education Proposal: A 
Master Plan to Redesign Primary Education in 
California. 
ED 073 841 
The Education of the American Indian Pupils 
in Classes for the Mentally Retarded. 
ED 078 984 
Evaluating Higher Education in California. 
ED 076 119 
An Evaluation of a Staff- and Community-Im- 
plemented Mode! Integrating Career Develop- 
ment Concepts in a Total Educational Pro- 
gram, K-12. Final Report. 
ED 075 601 
Evaluation of San Francisco Unified School 
District Desegregation/Integration, 1971-72. 
ED 070 787 
An Evaluation of the Beverly Public Schools 
Comprehensive Remedial Reading Program 
Under Title I--E.S.E.A. 
ED 068 612 
Evaluation System Model for the Basic Func- 
tions of Vocational Education in California: A 
Computer Based Evaluation System for Voca- 
tional Education. 
FD 075 667 
Executive Abstracts: Summary of the Title I 
Evaluation, 1971-1972 School Year. 
ED 075 533 
Follow Up Study of Student Attitude Toward 
School Reorganization of the Public Schools of 
a Northern City. Final Report. 
ED 069 843 
Goals for California Higher Education: A Sur- 
vey of 116 Academic Communities. 
ED 077 324 
Graduate Education in California. 
ED 076 123 
Judging Personality from Speech: A Pilot Study 
of the Effects of Bilingual Education on At- 
titudes Toward Ethnic Groups. Research and 
Development Memorandum No. 106. 
ED 076 278 
Level I and Level II Abilities in Three Ethnic 


Groups. 

ED 080 646 
Occupational Programs in California Public 
Community Colleges--1971-72. 

ED 070 815 


Paying for Public Schools. Issues of School 
Finance in California. 
ED 074 597// 


Policies for Early Childhood Education. 

ED 073 840 
Project R-3, San Jose, California. Model Pro- 
grams, Compensatory Education Series. 

ED 068 621 
A Proposed System for Predicting Costs of Vo- 
cational Education Programs in the California 
Community Colleges. Final Report. 

ED 073 236 
Racial and Ethnic Distribution of Professional 
Staff in California Public Schools, Fall 1971. A 
Report to the State Board of Education. 

ED 070 788 
Racial and Ethnic Distribution of Pupils in 
California Public Schools, Fall 1971. A Report 
to the State Board of Education. 

ED 070 789 


Reading and Mathematics Instruction for Low- 
Achieving Students. A Report on Demonstra- 
tion Programs in Intensive Instruction in Read- 
ing and Mathematics, 1970-71. 

ED 067 428 
Results of Tax, Bond and Loan Elections in 
California School Districts, 1971-1972. 

ED 074 589 
Rights and Responsibilities of California Com- 
munity College Academic Senates; An Histori- 
cal and Legal Analysis. 

ED 076 183 
Riverside English: The Spoken Language of a 
Southern California Community. 

ED 071 464 
The Role of Research in California Higher 
Education. 

ED 076 122 
Some Estimates for the Cost Effectiveness of 
Educational Inputs for Reading Performance of 
Disadvantaged Children in California Title I 
Projects. 

ED 068 616 
Staffing Patterns in California Community Col- 
leges. A 1972 Overview. 

ED 070 433 
State of California Migrant Services Program. 
{1970}. 

ED 070 565 
Systems for Multicultural Education Planning 
Framework. Volume 1, Volume 2, and Summa- 


ry. 
ED 072 143 
The Way to Relevance and Accountability in 


Education. 

ED 080 617 
We Serve the Exceptional Child: Schools, 
Classes, Programs and Services for Children 
with Special Physical and Educational Needs. 


Revised. 

ED 078 629 
Work Experience Education; Research for Ac- 
countability. 

ED 068 719 
Workshop for New Community Junior College 
Presidents and Their Wives. 

ED 072 778 


California Education Code 
Handbook on Adult Education Personnel Poli- 
cies and Procedures. 
ED 072 350 


California Education Information System 
CEIS Overview. 
ED 075 048 


California Psychological Inventory 
A Study of the Relationship between Counselor 
Confrontation and Selected Personality Varia- 
bles. 
ED 069 797 


California Teachers Association 
Research Department Activities, 1971-1972. 
Supplementary Research Report Number 123. 
ED 073 140 


Calisthenics 
Sind Sie fit (Are You in Shape)?: Calisthenics 


in German. 
ED 074 848 
Cambodian 


Contemporary Cambodian: Introduction. 
ED 074 819 

Intermediate Cambodian Reader. 
ED 074 858// 


Cambridge 
Environmental Assessment: A Case Study of 
Cambridge, Massachusetts. 
ED 077 659// 


Cambridge Junior High School 
Student Evaluation -- Parent Report Cambridge 
Junior High School, Cambridge, Minnesota. 
ED 079 355 


Campbell(Joseph) 
Myth Structure and Media Fiction Plot: An Ex- 
ploration. 


Camping 

Backgrounds of O A Review 
of Early Studies in Camping as Education. Taft 
Campus Occasional Paper No. IX. 

ED 072 882 
Camping with a Purpose...A 4-H Handbook. 

ED 077 606 
The Easter Seal Directory of Resident Camps 
for Persons with Special Health Needs. 

ED 079 898 
Historical Background and Development of 
Camping and Outdoor Education. 


ED 077 051 


td Rd ti 





ED 067 171 
Youth Camp Safety. Hearing before the Select 
Subcommittee on Labor of the Committee on 
Education and Labor. House of Representa- 
tives. Ninety-First Congress, First Session on H. 
R.763. 


ED 076 542 
Youth Camp Safety Standards. Hearings before 
the Select Subcommittee on Labor of the Com- 
mittee on Education and Labor. House of 
Representatives. Ninety-Second Congress, First 
Session on H. R. 1264. H. R. 2302, H. R 
6055, H. R. 6493, and H. R. 8499. 

ED 076 497 
Youth Camp Safety Standards. Hearings before 
the Select Subcommittee on Education of the 
Committee on Education and Labor. House of 
Representatives. Ninetieth Congress, Second 
Session on H. R. 17131 and H. R. 17307. 

ED 076 541 


Campuses 
Handbook for the Disabled Students of 
Brooklyn College C. U. N. Y. 
ED 072 576 


Campus Planning 
Clackamas Community College 
Planning Program. Final Report. 


Master 


ED 075 008 
College and University Planning -- 1969. 
Selected Papers from Society for College and 
University Planning Annual Conference. (4th, 
Houston, Texas, August 17-20, 1969.) 

ED 069 039 
The Commuting Urban Student: Charac- 
teristics, Patterns, and Preferences. 

ED 072 547 
Comparative Staffing and Operations Study for 
Physical Plant Functions of Universities and 
Colleges. 

ED 073 742 
Environmental Impact Report, November 15, 
1972. Indian Valley Colleges Project. 

ED 073 752 
Focus: 1980. Proceedings of the Society for 
College and University Planning Annual Con- 
ference (6th, San Francisco, California, August 


8-11, 1971). 

ED 070 166 
Site Planning: Auraria Higher Education 
Center. 

ED 072 548 


Canada 

American Dissertations on Foreign Education. 
A_ Bibliography with Abstracts. Canada: 
Volume 1. 

ED 068 400// 
The Atlantic Canada-New England Region and 
Environment. A Learning Activity Packet. 

ED 080 439 

Basic Goals and the Financing of Education. 
CTF Project on Education Finance: Document 
S: 


ED 079 870 


ED 071 677// 
Cable Television: From Here to Where? 
ED 074 786 
Cablevision for Continuing Education and 
Community Programs, Conference Presenta- 
tions (Regina, November 28-29, 1972). 
ED 078 246 
Canada and the United States--Government 
and Political Parties--A Comparison. A Learn- 
ing Activity Packet. 


Books in Canada, 1972. 





ED 080 437 
Canada and the United States. Perspective. 
Learning Activity Packet. 
ED 080 438 
Canada’s Highly Qualified Manpower 
Resources. 
ED 072 284// 


Canadian Materials 1971; An Awareness List 
for School Resource Centres of Print and Non- 
print Materials Issued in the Calendar Year 


1971 
ED 076 198// 
Canadian Reference Sources; A_ Selective 


Guide. 
ED 076 221// 
Canadian Research in Adult Education: A 
Bibliography of Masters’ Theses and Doctoral 
Dissertations. 
ED 074 376 


Cataloguing Standards; The Report of the 
Canadian Task Group on Cataloguing Stan- 


dards. 

ED 073 785// 
C.E.E.B. and S.A.T.O. - Their Relationship. 

ED 079 318 

Community Colleges in Western Canada: A 
Study of the Development of Provincial Col- 
leges and College Systems. Education 570: The 
Community and Junior College, Winter 
Semester, 1972. 


ED 076 185 
& Comparison of Colour and Black and White 
eee 


ED 072 655 
Continuing Education of Women, Report of a 
Seminar (Toronto, Canada, March 1, 2, 3, 
1973). 

ED 076 869 
A Cross-Cultural Study of Environmental In- 
fluences and Mechanical Aptitude in Several 


Indian Groups. ED 069 454// 


The Development of Clinical Nursing Situa- 
tions on Videotape for Use via Closed-Circuit 
Television in the Teaching of Nursing. Final 


Report. 

ED 074 286 
Educational Media and Copyright; A Position 
Paper for Educational Media Association of 


Canada. 

ED 074 756 
Educational Opportunity in Manitoba: A Study 
of Equality of Educational Opportunity and 
School Division Organization in Manitoba. 

ED 073 217 
Environments and Paradigms: Factors Affecting 
the Establishment of a Canadian Association of 
Community Colleges and Patterns of Resolu- 


tion. 

ED 067 072 
Estimates of Vital Rates for the Canadian Indi- 
an, 1960-1970. Statistics Canada. 

ED 080 257 


An Evaluation of an Interdisciplinary Program 
in an Elementary Teacher-Education Curricu- 


lum. 
ED 075 115 


Financing Educational Imperatives. A Report. 
ED 079 867 


Form and Content in Moral Education. Mono- 
graph Series Number 12 
ED 076 441// 


Grade 12 Standardized Departmental Tests: A 
Comparison of Norms of Students in the City 
of Toronto Secondary Schools and Ontario 
Secondary Schools. 

ED 068 538 


The “Graduate’’ Study. 
ED 074 794 


Immigrants and Their Education. 
ED 067 934 


Indian and Northern Affairs. Annual Report, 


1971-1972 
ED 080 256// 


Indians of Canada. Jackdaw No. C16 
ED 067 208// 


Interuniversity Transit System. Annual Reports: 


1969-1972. 

ED 068 107 
Language Backgrounds and Achievement in 
Toronto Schools. 

ED 078 698 


Learning English as a Second Language: A 
Summary of Research Department Studies. 

ED 074 793 
The Man in the Middle: The Role of the Prin- 


cipal. 
ED 071 165 


Man in the North Technical Paper. Education 
in the Canadian North, Three Reports: 1971- 
1972. 
ED 077 619 

Mah in the North Technical Paper. Education 
in the Canadian North, Report Two: Ap- 
prentice Teachers. 

ED 077 621// 
Man in the North Technical Paper. Education 
in the Canadian North, Report Three: Southern 
Teachers for the North. 

ED 077 622// 


Metrication: A Guide for Consumers. 
ED 075 683// 
New Goals, New Paths. The Search for a 54 
tionale for the Fi of Educati 
Canada, Parts I and II. CTF Project on 0 Ao 
tion Finance: Final Report. 
ED 079 871 


Occupational and Employment Characteristics 
of Post-War Japanese Immigrants in 
Metropolitan Vancouver. 





ED 073 181 
The One-Parent Family: Report of an Inquiry 
on One-Parent Families in Canada. 

ED 069 939 
Outdoor Education in Canada - 1972. 

ED 067 256 
Parents and Projects at Park School. 

; ED 069 837 

Pioneering a Profession in Canada. Graduate 
Study in Adult Education at the University of 
British Columbia 1961-1972. 

ED 075 712 


The Professional Preparation of Reading 
Teachers and Specialists in Canadian Universi- 


ties. 

ED 074 457 
Programme Placement Related to Selected 
Countries of Birth and Selected Languages. 
(Further Every Student Survey Analyses). 

ED 077 258 
Programmes for Children. 

ED 069 301 
Progress Report Objectives of Graduate Studics 
in Political Science. 

ED 078 762 


Public Library Services for the Physically Han- 


dicapped. 

ED 067 797 
The Rationale for Canadian Studies in Schools 
of the United States. 

ED 075 268 


Reception Areas of Non-English Speaking Pu- 
pils: An Extension of Cost Analysis Data. 

ED 074 795 
A Report on Indian Education: (A) In-Depth 
Study of Nine Indian Families; (B) Memory 
and Reasoning in Native Children: An Effort at 
Improvement Through the Teaching of Cogni- 


tive Strategies. 
ED 071 812 


Research in Reading Education in Canada: A 
Bibliography of Masters’ Theses and Doctoral 


Dissertations. 
ED 075 798 
A Review of Indian Education in North Amer- 


ica. 

ED 068 257 
School Division Planning in an Era of Declin- 
ing Enrollments. Occasional Paper No. 19. 

ED 075 924 
Serials for Information Services; Report on a 
Survey to Examine Current Subscriptions of 
the Major Libraries of the Midwestern Re- 
gional Library System to a Selected List of In- 
dexed Serial Titles. 

ED 069 302 


Structural Unemployment: Theory and Mea- 


surement. 

ED 073 268 
A Technical Analysis of Ontario Universities’ 
Requirements for Library Facilities, 1970-76. 

ED 071 669 
Television Utilization. 

ED 072 656 
Towards Devolution in the Control of Educa- 
tion on a Native Reserve in Alberta: The Hob- 


bema Curriculum Story. 
ED 071 829 


Undergraduate Engineering Enrollment Projec- 
tions for Ontario, 1970-80. 
ED 068 072 


View from the North. 
ED 071 120 
Vocational and Technical Training--1970-71. 
ED 075 599 
Vocational and Technical Training, 1969-70. 


Subject Index 79 


ED 079 532 
West Indians in Toronto: the Students and the 
Schools, Project Number 2. 

ED 074 199 
What Society May Properly Expect of the 
School. CTF Project on Education Finance: 
Document 1. 

ED 079 868 
What the Individual Expects of the School. 
CTF Project on Education Finance: Document 
2. 


ED 079 869 
Women’s Bureau "71. 
ED 068 654 


Canadial Education Index 
Subject Headings for the Canadian Education 
Index. Fourth Edition. 
ED 072 786// 


Canadian Cognitive Abilities Test 
Factorial Structure, Reliability, Validity, Effec- 
tiveness and Efficiency of the Canadian Cogni- 
tive Abilities Test. 
ED 074 082 


Canadian Eskimos 
An Annotated Bibliography of Literature By 
and About Canadian Eskimos for Ages 5-14. 
ED 072 412 


Canadian Indians 
The Canadian Indian Statistics. 
ED 080 259// 
A Comparison Between the Indian and Non-In- 
dian Children in Southern Saskatchewan Based 
on Listening Comprehensioh, Reading Com- 
prehension, Auditory Discrimination and I.Q. 
ED 072 433// 
Registered Indian Membership by Band and 
Residence Distributed by Agency or District 
within Regions. Canada, December 31, 1972. 
ED 080 258 


Cancer 

Cancer Biochemistry and Host-Tumor Interac- 
tions: A Decimal Classification, (Categories 
51.6, 51.7, and 51.8). 

ED 070 468 
Cancer Etiology and Selected Aspects of 
Cancer Pathology: A Decimal Classification, 
(Categories 51.4 and $1.5). 

ED 070 467 


Come Therapy wager sie and Clinical): A 
Classifi n, (Categories 51.1, 51.2, 


ED 070 466 





po $1.3). 


Cantonese 
San Francisco Chinese Bilingual Pilot Program. 
Content Analysis Schedule for Bilingual Educa- 
tion Programs. 
ED 080 017 


Capitalism 
Primer on Social Economics. 
ED 068 373 


Capital Outlay (for Fixed Assets) 
Financing School Construction. Educational 
Facilities Review Series, Number 12. 
ED 071 147 
The High Cost of Education in Cities: An Anal- 
ysis of the Purchasing Power of the Educa- 


tional Dollar. 
ED 078 518// 
Innovative Financing of Public School Facili- 


ties. 
ED 079 876// 


Capstone Survey 
Capstone Survey (Mail Questionnaire Returns). 
ED 069 267 


Captioned Films for the Deaf 
Lesson Guide for Captioned Films VIII: A 
Training and Utilization Guide. Florida Edition. 
ED 067 793 


Cardinal Principles Report 
Cardina! Principles Report: An Educational 


Classic. 
ED 073 079 


CARE 1 
Evaluation of Care 1 For Projected Use at the 
University of Texas. Technical Report Number 
12. 


ED 072 631 





80 Subject Index 


Career Awareness 

Bibliography of K-6 Career Education Materi- 
als for the Enrichment of Teacher and Coun- 
selor Competencies (ETC. Project). 

ED 073 287 
Building a Psychological Career Awareness 
Model: A Field Study to Evaluate the Effec- 
tiveness of Achievement Motivation Simulation 
on Career Development. 

ED 068 712 


Career Awareness. A Teacher's Guide for Ele- 
mentary Grades. 
ED 073 254 


Career Education: An Annotated Bibliography 
for Teachers and Curriculum Developers. 

ED 073 297 
Career Orientation Program. Final Report. 

ED 073 249 
The Encyclopedia of Careers and Vocational 
Guidance, Volume I: Planning Your Career. 

ED 069 881// 

The Encyclopedia of Careers and Vocational 
Guidance, Volume II: Careers and Occupa- 


tions. 
ED 069 882// 
Guidelines for Career Awareness. 
ED 074 265 
Guidelines for the Establishment of Career In- 
formation Centers. 
ED 074 239 
Identification of In-Service Personnel Develop- 
ment Needs in Career Awareness for Portland 
and Seattle Elementary Schools. 
ED 078 197// 


Investigating Career Opportunities. Curriculum 
Guide. 
ED 072 308 

Keys: Career Exploration. Cassettes and Films, 
Career Guidance and the Kuder Interest Inven- 
tories, and Guide. 

ED 069 931// 
Reclaiming the Earth: Jobs That Help Improve 
the Environment. 

ED 068 672// 
Teenage Jobs. 

ED 068 671// 


Career Change 

Aerospace Employment Project: Finding New 
Careers in Local Government for Unemployed 
Engineers and Scientists. Final Report. 

ED 070 843 
An Application of John Holland's Vocational 
Theory to an Empirical Study of Occupational 
Mobility of Men Age 45-59. 

ED 067 466// 

A Markov Chain Analysis of the Movement of 
Young Men Using the Holland Occupational 
Classification. 

ED 074 283 
A Model for Occupational Careers. 

ED 071 006 
Target: Tomorrow. Second Career Planning for 
Military Retirees. 

ED 069 958 


Transformation of Scientists and Engineers Into 


Managers. 

ED 076 346 
Vocational Choice Stability and Career 
Development. 

ED 078 822 


Career Choice 
An Analysis and Assessment of the Effects of 
an Exploratory Orientation Program for Tenth 
Grade Vocational-Technical Pupils as Com- 
pared with a Traditional Approach. 
ED 067 559 
Career Exploration for High School Women: A 


Model. 

ED 079 662 
Career Maturity. 

ED 077 976 
Careers and College Students. 

ED 074 393 
Chairman's Introduction to Program on SIGI, 
for APGA, San Diego. 

ED 077 215 


A Comparison of Satisfied and Dissatisfied 
Users of Holland's Self Directed Search (SDS). 

ED 079 619 
Cursos in Educacion Vocacional (Courses in 
Vocational Education): A Spanish Language 
Introduction to the Various Areas of Voca- 
tional and Technical Education Commonly 
Available in the Vocational Secondary Schools 


of Pennsylvania. 
ED 074 826 


Decision-Making and Vocational Development. 
Guidance Monograph Series. 
ED 067 502// 


Development and Validation of Scores to Pre- 
dict Officer Career Status. 
ED 079 569 


Do Occupational Perceptions Become More 
Differentiated With Increasing Age? 

ED 067 609 
The Effect of Early Classroom Teaching Ex- 
perience Upon the Attitudes and Performance 
of Science Teacher Candidates. 

ED 080 322 


An Evaluation of the Indiana Career Resource 
Center. Research and Evaluation Report Series 


Number 1. 

ED 070 982 
IMPACT: The Magazine for Innovation and 
Change in the Helping Professions. Volume 2, 


Number 2. 

ED 071 013 
Mexican American Youth and Vocational Edu- 
cation in Texas: Summary and Recommenda- 


tions. 

ED 075 117 
Motivational Determinants of Curricular Cho- 
ice in College Males. 

ED 068 856 


Project TALENT: Period Covered by Report, 1 
June 1972 - 31 August 1972. Technical 
Progress Report No. 5. 

ED 073 126 
Project You: 6470.42. 

ED 070 970 
Reported Job Interest and Perceived Utilization 
of Talents and Training by Airmen in 97 
Career Ladders. 

ED 075 634 
Second Survey of High School Students’ Needs 
for Labor Market Information in Career Deci- 


sion-Making. 

ED 080 742 
Some Project Talent Findings Regarding 
Career Planning. 

ED 066 686 


A Study of High School Graduates Who In- 
dicated Biology as Their Educational Aspira- 
tions. 
ED 071 847// 
They Came For the Best Reasons: Some 
Aspects of Student Choice and Satisfaction at 
Two-Year Colleges in Southwestern Pennsyl- 
vania. 
ED 068 094// 
Trends in Aptitude of Graduate Students in 
Science. 
ED 077 928 
Valor de la Informacion en la Orientacion 
Vocacional (The Value of Information in Vo- 
cational Education). 
ED 067 929 
Women: Personal and Environmental Factors 
in Career Choice. 
ED 074 400 


Youth in Transition; Volume V, Young Men 
and Military Service. 
ED 072 185 


Career Development Inventory 
Vocational Development Theory and _ the 
Career Development Inventory: Construction 


of the CDI. 
ED 069 794 


Career Education 
An Abstract Bibliography of Teacher Educa- 
tion Programs: Part I of the ERIC 
Clearinghouse on Teacher Education Project 
on Career Education. 
ED 067 382 


Abstracts of Instructional Materials for Career 


Education. 

ED 068 627 
Accountability: Process and Product. 

ED 075 758 
Administrative Needs for Career Education. 

D 072 292 

The AIR-BAVTE Career Education Curricu- 
lum for Grades K-9. Summary Information. 

ED 080 717 
The AIR Career Education Curriculum 
Development Project. 

ED 072 259 


The All Volunteer Navy and The Schools: 
Recommendations for Integration of Navy 
Careers into Career Education. Final Report. 
ED 075 602 
American Youth in the Mid-Seventies. 
ED 079 834 


An Analysis of Fifteen Occupational Clusters 
Identified by the U.S. Office of Education. 

ED 067 474 
Annotated Bibliography of Career-Relevant 
Literature at the Junior and Senior High 
School Level. 


ED 076 830 
Annotated Bibliography on Career Education. 

ED 073 324 
Annual Industrial Arts Report (Fiscal Year 
1972). 


ED 070 895 
An Anthology of 15 Career Education Pro- 


grams. 

ED 079 535 

The Application of the Evaluation Model to a 
Career Education Product. 

ED 080 610// 


Approaches to Individualized Instruction. 

ED 078 132 
Articulation of Occupational Orientation, Edu- 
cation, and Placement in Private and Public 
Elementary, Secondary and Post-Secondary 
Schools. Evaluation Report (May, 1971-April 


30, 1972). 

ED 073 298 
Articulation of Occupational Orientation, Edu- 
cation and Placement in Private and Public 
El tary, S y and Post-Secondary 
Schools. Interim Report. (April 1, 1972--March 
31, 1973). 





ED 080 696 
Arts and Humanities: Occupational Cluster Se- 
ries. Abstracts of Instructional and Research 
Materials. 

ED 073 260 
Attitudes Toward Career Education. A Report 
of an Initial Study of Pupil, Staff, and Parent 
Opinions in Atlanta, Hackensack, Jefferson 
County, Los Angeles, Mesa, and Pontiac. 

ED 068 636 
The Beginnings of Career Education in the Al- 
buquerque Public Schools, 1971-72. 

ED 072 212 
Behavioral Outcomes for Career Education. 
Proceedings (29th Rutgers Guidance Con- 
ference, New Brunswick, N. J., October 18, 
1972). 

ED 074 398 
A Bibliography of Bibliographies on Career and 
Vocational Education: Part II of the ERIC 
Clearinghouse on Teacher Education Project 
on Careers Education. 

ED 067 387 
Bibliography of K-6 Career Education Materi- 
als for the Enrichment of Teacher and Coun- 
selor Competencies (ETC. Project). 

ED 073 287 
Bibliography on Career Education. 

ED 079 554 
Bibliography on Career Education. Working 
Paper. 

ED 070 822 
Broadening the Concept of Career Education. 

ED 068 595 
Broadening the Concept of Career Education. 
IRCD Bulletin, Volume 9, Number 2, March 


1973. 

ED 076 738 
Building a Psychological Career Awareness 
Model: A Field Study to Evaluate the Effec- 
tiveness of Achievement Motivation Simulation 
on Career Development. 

ED 068 712 
Cable T.V.; Boon to Vocational Guidance in 


Rural Areas. 

ED 070 973 
Career Assessment Program: Stamford High 
School. Final Report. 

ED 068 709 


Career Awareness. A Teacher's Guide for Ele- 
mentary Grades. 
ED 073 254 


Career Awareness in Foreign Language Instruc- 


tion. 
ED 071 519 
Career Centered Curriculum Workshop Hand- 


book. 
: ED 073 296 
Career-Centered Curriculum Workshop Hand- 


book. 

ED 076 798 
Career Cluster Concepts. 

ED 079 470 
Career Communication: Directions for the 
Seventies. Proceedings of the Speech Commu- 
nication Assn. Summer Conference (8th, 
Chicago, Ill., July 6-8, 1972). 





ED 068 994 
Career, Culture and Consciousness: A Study of 
the Social and Theoretical Bases of Career 


Education. 

ED 074 304 
Career Development for the Student in the 
Community College. 

ED 080 750 
A Career Development General Education 
Seminar. 

ED 079 655 
Career Development Guide for the Elementary 
School. A Guidebook for Teachers and 
Guidance Counselors. 

ED 074 218 


Career Development in Nevada. 

ED 078 207 
Career Development in the Elementary School: 
A Practical Schema. 

ED 073 320 
Career Development Program. A Report of the 
Pre-Program Development Study Concerning 
the Milwaukee Career-Development Program. 

ED 069 856 
Career Education (Alabama). 

ED 075 662 
Career Education 1972: An Annotated Bibliog- 
raphy of 173 References. 

ED 072 202// 

Career Education: A Curriculum Design and 
Instructional Objectives Catalog. 

ED 080 763 
Career Education: Agribusiness and Natural 
Resources Occupations Cluster. 

ED 079 481 
Career Education: A Guide for School Ad- 
ministrators. 

ED 080 745// 

Career Education: A Handbook for Program 
Initiation. 





ED 073 288 
Career Education: A Handbook of Funding 
Resources. 

ED 076 813// 

Career Education--A Humanistic View (Part 3 
of the ERIC Clearinghouse on Teacher Educa- 
tion Project on Career Education). 

ED 071 995 
Career Education: Alive and Well. 

ED 079 506 
Career Education: A Maturing Concept. 
Second Interim Report of the K-12 Project in 
Career Development and Bridging the Gap 
Between School and Work, Watertown, South 
Dakota. 

ED 069 932 
Career Education: An Annotated Bibliography 
for Teachers and Curriculum Developers. 

ED 073 297 
Career Education and Community College 
Leadership. 





ED 067 475 


Career Education and the Minorities. 
E 


D 078 115 
Career Education and the National Institute of 


Education. 
ED 072 315 


Career Education and the Technology of 


Career Development. 

ED 068 716 
Career Education: An ERIC Bibliography. 

ED 080 780// 

Career Education: A Position Paper. 

ED 069 858 
Career Education: A Report. 

ED 080 743 
Career Education: A Report from the Job 
Developer/Analyst. 

ED 073 304 


Career Education at the Junior High Educa- 
tional Level--A Time for Career Exploration 


Plus. 
ED 078 180 
Career Education Bibliography. A Selected 
Listing of Abstracts from the National Mul- 
timedia Center for Basic Education. 
ED 076 883// 
Career Education. Comments by Plato (And 


Others). 

ED 080 753 
Career Education: C pts, Comp ts, and 
Planning. A Report of the National Dissemina- 
tion Project for the Community Colleges. 

ED 077 490 
Career Education for Disadvantaged Students. 
Final Report. 





ED 072 204 


Career Educaticn for Gifted and Talented Stu- 
dents. 

ED 079 905 
Career Education for Leisure Occupations: 
Curriculum Guidelines for Recreation, 
Hospitality, and Tourism. 

ED 079 538 
Career Education for Prospective High School 
Teachers. 

ED 076 508 
Career Education: Guid in the El tary 
School. 





ED 080 663 

Career Education Guide, K-14. 
ED 074 266 
Handbook for Rural School 





Career Ed 

Administrators. 
ED 073 861 
ions for If d 


Career Education: 
Educational Relevancy. 





ED 068 700 
Career Education: In-Service Teacher Training 
Programs Available to the Public Schools, 
1972-1973. 

ED 068 664 
Career Education In-Service Training Guide. 

ED 076 786// 

Career Education Institutes. A Report on an 
EPDA Project Entitled: Strategies for Develop- 
ing Career Education Programs. 

ED 080 710 
Career Education in The 1970's. 

ED 080 672 
Career Education in the Elementary School. 

ED 068 714 
Career Education: Leadership Roles. 

ED 080 666 
Career Education: Local Administration of 
Programs. 

ED 080 665 
Career Education Model. 

ED 073 251 
The Career Education Model Utilized by the 
Minnesota State Division of Vocational-Techni- 
cal Education. Interim Evaluation Report. 

ED 080 687 
Career Education Pilot Project K-14. Orange 
County Consortium. Needs Assessment. 

ED 074 271 
Career Education Practice. Final Report. 

ED 073 226 
Career Education: Program Goals--Accomplish- 
ments. 

ED 068 663 
Career Education Programs for the Disad- 
vantaged. Appendix A of a Final Report. 

ED 072 205 
Career Education Provided by Business and In- 
dustry in the Milwaukee Area. Final Report. 

ED 070 875 
Career Education Resource Bibliography: 
Delaware’s Occupational-Vocational Educati 
Model. 





ED 073 317 

Career Education Resource Guide. 
ED 069 918// 

Career Education: Targeted Information 
Profile. 

ED 072 310 
Career Education: Teachers’ Responsibilities. 

ED 080 664 
Career Education: The Role of Adult Educa- 
tion. 

ED 080 661 
in Focus. 

ED 075 625 
Career Education: Toward a Model for State- 
wide Planning. A Report of the National Dis- 
semination Project for the Community Col- 
leges. 





Career Education: The Stud 


ED 077 489 
Career Guidance. 
ED 076 757// 
in S dary Education. 
ED 070 O11 
Career Ladder and Curriculum Guide. Entry 
Position: Code Enforcement Aide, Mid-Level 
Position: Code Enforcement Inspector I, Goal 
Position: Code Enforcement Inspector II; Entry 
Position: Zoning Inspector Aide, Mid-Level 
Position: Zoning Inspector I, Goal Position: 
Zoning Inspector HI. Instructor's Manual. 
ED 079 599 
Career Motivation: Curriculum Guide for 
Grades K-6. Ohio’s Career Continuum. 
ED 075 641 
Career Orientation Program. Final Report. 


FY 


Career G 





Subject Index 81 


ED 073 249 
Career Resource Center: A “Pre-K to Adult” 
Model for Career Development. Final Report. 
ED 068 635 
Careers Guide: Opportunities in the Profes- 
sions, Industry and Commerce. 
ED 074 217// 
Careers Oriented Relevant Education 
(C.O.R.E.). Final Report. 
ED 079 485 
Case Studies in Practical Career Guidance, 
Number 6: Coordinated Vocational and 
Academic Education North Gwinnett High 
School, Suwanee, Georgia. 
ED 078 335 
I Cluster Series-5. 
073 276 
Community-Career Orientation Program. Final 
Report. 


3 ication: Occup 





ED 068 734 
Community Schools: New Hope for Education. 

ED 071 191 
The Comprehensive Career Education Model. 
Progress Report (June 1971-May 1972). 

ED 068 736 
Comprehensive Career Education Models: 
Problems and Prospects. 

ED 072 227 
{Compulearn Career Education Program: Stu- 
dent Guides, Educator Guides, Bibliographies 
and Career Index, Data Sheets, Career Com- 
puter, and Program Cards. ] 

ED 078 174// 

Concerns and Recommendations; A Report of 
the Colloqui on Occupational C ling 
and Guidance. 





ED 066 701 
Conference Proceedings: Community Dialog in 
Career Education Part I (San Jose, California, 
July 14, 1972). 

ED 074 238 
Construction (Construction Process): Occupa- 
tional Cluster Series. Abstracts of Instructional 
and Research Materials. 

ED 073 262 
Contemporary Curriculum for Career Develop- 
ment. Year End Report (1 July 71-30 June 
72). 

ED 068 683 
A Cooperative Developmental Workshop for 
Career Education in Lancaster County. Final 
Report. 

ED 072 236 
Counselor Awareness Program for Vocational 
Education. Final Report. 

ED 068 652 
A Curriculum Designed for a Career Explora- 
tion Program in the Distributive Occupations 
for the Tenth Grade Secondary Student. Final 
Report. 

ED 070 844 
Curriculum Materials in Career Education for 
the Disadvantaged. Appendix D of a Final Re- 
port. 

ED 072 208 
Davis-Monthan Air Force Base Summer Youth 
Program, 1972. 

ED 074 230 
A Descriptive Overview of the Cluster-Based 
Occupational Curriculum Development Model 
(CBOCDM). 

ED 073 252 
A Developmental Program of Occupational 
Education. Final Report. 

ED 080 679 
The Development and Implementation of an 
Integrated Career-Centered Curriculum for 
Elementary Grades One Through Six. Final Re- 
port, Fiscal Year 1971-72. 

ED 067 446 
The Development of a Model for Career Edu- 
cation with Implications for a Local School 
System. 

ED 078 183// 

Development of Modular Courses in Voca- 
tional Curriculum to Facilitate Individualized 
Scheduling to Meet the Occupational Objec- 
tives of Each Student. 

ED 073 234 
Education and the Consumer. Expanded Pro- 
grams in Consumer Education. 

ED 067 355 
Education for Reality: In-Service Design for 
Teacher Orientation in Career Education. 

ED 074 255 
Education: Occupational Cluster Series-8. 

ED 073 279 
Elementary School Curriculum Guide. 





82 Subject Index 


ED 076 753// 
Elementary School Learning Resources for 
Career Education. “Putting It All Together” 
for K-6 New Jersey School Media Centers and 


Libraries. 
ED 080 713 
The Encyclopedia of Careers and Vocational 
Guidance, Volume I: Planning Your Career. 
ED 069 881// 
The Encyclopedia of Careers and Vocational 
Guidance, Volume II: Careers and Occupa- 


tions. 
ED 069 882// 

“Ergometrics”: A Systematic Approach to 
Some Educational Problems. 

ED 067 443 
Essays on Career Education. 

ED 074 220 
Establishing Guidelines for Career Education 
K-12: A Summer Project, 1972. 

ED 079 539 
An Evaluation of a Staff- and Community-Im- 
plemented Model Integrating Career Develop- 
ment Concepts in a Total Educational Pro- 
gram, K-12. Final Report. 

ED 075 601 
An Evaluation of Elementary Career Education 
Based on Language Achievement, Mathematics 


Achievement, and Occupational Awareness in 
Lincoln County, West Virginia. Volume V of 


Volume I. 
ED 074 305 


The Guidance Program in the PLAN System of 
Individualized Education. 
ED 072 258 


Guide for Establishing a Career Education Pro- 
gram: K-12. Contemporary Curriculum for 
Career Development Series. 

ED 074 288 


A Guide for Implementation of a Career Edu- 
cation Program: Elementary Grades. Contem- 
porary Curriculum for Career Development Se- 


ries. 
ED 074 289 
A Guide for Industrial Arts Education in 


Oklahoma. 
ED 074 303 
A Guide for the Development of Career Edu- 


cation. 
ED 073 253 


Guidelines for A Comprehensive Educational 
Program for the State of Idaho. 
ED 080 697 


Guidelines for an Orientation and Exploration 
Career Education Program in Middle 
School/Junior High. 

ED 073 318 


Guidelines for Career Awareness. 
ED 074 265 


Guidelines for the Establishment of Career In- 
formation Centers. 


ED 074 239 

Guidelines for the Operation, Demonstration, 
Evaluation and Diffusion of a Model for a 
ive Career Education Program in 





An Evaluation of the Educational Teleph 
Network (ETN) as an Instructional Delivery 
System for a Graduate Course in Career Edu- 


cation. 

ED 079 509 
An Evaluation of the Indiana Career Resource 
Center. Research and Evaluation Report Series 


Number |. 
ED 070 982 
An Evaluation of Two Career Exploration Pro- 


grams in 1970-71. 
ED 073 310 


An Exemplary Program in Occupational Edu- 
cation in Typical Kansas Rural, Rural-Urban 
and Urban School Settings. An Evaluation Re- 


port. 

ED 067 454 
Exemplary Project Region VIII Workshop 
(Riverton, Wyoming, July 12-14, 1972). 

ED 073 273 
Exemplary Vocational Education Program 
Based on Environmental Studies K-14. Interim 
Report for the Period June 1, 1972 to May 31, 


1973. 

ED 078 214 
Exemplary Vocational Education Program 
Based on Envir 1 Studies, K-14. Final 
FY2 Evaluation Report (Interim Project Re- 


port). 

ED 078 215 
Feasibility of Guidance, Counseling, and Pupil 
Personnel Services in Employer-Based Career 
Education. Final Report. 

ED 072 257 


Finance (Banking): Occupational Cluster Se- 


ries-7. 
ED 073 278 
A Foreign Language Educator Looks at Career 


Education. 

ED 073 722 
Forward Plan for Career Education Research 
and Development. Draft for Discussion. 

ED 076 849 


A French Approach to Career Education. 
Recent Educational Policy and Legislative 
Developments Abroad. 

ED 078 141 


Fulfilling the Potential of NYC-2. Dropout 
Prevention: A Proposed Model for Utilizing 
NYC-2 to Facilitate Career Education. Man- 
power Monograph Series on Disadvantaged 


Youth. 
ED 076 836// 


The Georgia Plan for Career Education. 
ED 079 652 


Government (Administrative Body): Occupa- 
tional Cluster Series-4. 
ED 073 263 


Grades 7, 8, and 9 Learning Resources for 
Career Education. 





ED 080 712 
Guidance and the Process of Schooling: Con- 
siderations of Considerations of Curriculum 
and Career Education. 

ED 078 318 


c 
North Carolina, K-14. 


ED 073 308 
A Guide to Career Education. 

ED 068 634 
A Guide to the Integration of Career Develop- 
ment Into Curriculum of Joint School District 
8, Shawano, Wisconsin. Grades K-5. 

ED 080 759 


Handbook for the ACT Career Planning Pro- 


gram. 
ED 078 128 


Health: Occupational Cluster Series-9. 
ED 073 280 


Health Service Aide - 8007. (Survey of the 


Health Service Field). Course Outline. 
ED 070 016 


High School Curriculum Guide. 
ED 076 755// 


How Can Exploratory Experiences and Other 
Training Devices Be Used to Develop the Op- 
timum Occupational Orientation Program for 
Mississippi? Final Report. 

ED 073 293 


Identification of In-Service Personnel Develop- 
ment Needs in Career Awareness for Portland 


and Seattle El t 
ED 078 197// 
Implementing a Career-Centered Curriculum in 


the Public Schools of Mississippi. Final Report. 
ED 068 704 


Implications of Career Education for Teachers’ 
Preparation. 





ED 074 206 
Improving a Rural Area School Program with 
Expanded Vocational Education Services by 
Utilizing Comprehensive Career Orientation 
and Exemplary Activities. Interim Report. 

ED 075 610 
Individualization of Education in Career Edu- 
cation. Final Report. 

ED 072 256 
The Influence of Vocational Information on the 


Career Develop t of El tary School 
Children. 





ED 075 733 


Infusing Career Education in the Curriculum. 
ED 073 325 


Infusion Models: Career Education in the Ele- 
mentary School. 
ED 076 831 


In-Service Education: Vital to Career Educa- 


tion Delivery. 

ED 073 264 
Instructional Materials for Career Education 
and Occupational and Personal Guidance: A 
Revised Catalog of Materials included in 
Traveling Package Number 1. 

ED 072 585 


Integrated Career Development Curriculum 
(ICDC) Instructional Statement. 
ED 071 818 


Intermodal Transportation Careers: A Guide 
for Development of Educational Programs for 


Transportation Careers from Grade Ten 
Through Two Years of Post High School Edu- 
cation. A Report of a Workshop. 

ED 072 287// 


International/Intercultural Education Reports. 
ED 075 338 
Introducing Career Education to Teachers: A 
Handbook for Consultants, Workshop Leaders, 
and Teacher Educators. 
ED 067 487 


Investigating Career Opportunities. Curriculum 


Guide. 

ED 072 308 
An Investigation of the Attitudes of School Ad- 
ministrators and School Board Presidents 
Toward Career Education in Public Schools of 


New Mexico. 
ED 080 704// 


Involving the Community in Career Education. 
ED 076 760// 


JEEP Program (Job Entry Employment 
Preparation). 
ED 079 559 
K-12 Guide for Integrating Career Develop- 
ment Into Local Curriculum. 
ED 068 670// 
K-14 Career Education Multi-Media Catalogue. 
ED 075 639 


The Kansas Guide for Career Education. Con- 
tinuous Development: Kindergarten through 


Adult. 
ED 080 706 


Learning to Earn: There is Nothing Second 
Class About a First-Class Technician. Commu- 
505. 


nity R Class, Ed 
ED 072 312 





Let’s Get with It! 
ED 068 731 


Lincoln County Exemplary Program in Voca- 
tional Education, Resource Units Developed by 
Exemplary Teachers for Grades 1-12, Volume 
IV of Volume I. 

ED 075 611 


Making Education Relevant. 
ED 076 827 
t Str i and Guidelines for 
Usne 1.0.C.P. Manuals. An 1.0.C.P. Planning 
Manual: One of Five Manuals for Local 
Planning and Evaluation. 
ED 078 213// 


Managing Career Education Programs. 
ED 079 537// 


A Manual for the Implementation and Ad- 


ministration of Career Education Programs. 
ED 076 752 


Manufacturing: Occupational Cluster Series-14. 
ED 073 285 


The Maryland Career Development Project-- 
Phase I. Final Report. 
ED 074 243 


Meeker Schools ICDC [Integrated Career 
Development Curriculum] Implementation 


Case Study. 

ED 079 008 
Meeting Louisiana's Neea for Career and Vo- 
cational-Technical Education. 

ED 076 788 


Meeting Our Enemies: Career Education and 
The Humanities. 
ED 073 329 





Middle School Curriculum Guide. 
ED 076 754// 


Middle School: World of Work, Vocational 
Self-Concept and Career Planning. Final Re- 


port. 

ED 068 667 
Minorities and Career Education. 

ED 073 306// 

Mississippi Research Coordinating Unit for Vo- 
cational-Technical Education. Annual Report, 
Fiscal Year 1972. 

Rcd 068 687 


A Model for a Career Educati t In- 
formation System in Contain. A Five 
Year Project Plan. 

ED 078 184 


A Model Plan for a Career Education Curricu- 
lum Laboratory. Final Report. 
ED 079 553 


Motivating Disadvantaged Students to Learn. 
Appendix B of a Final Report. 
ED 072 206 


on Career Education. 





Nati 1 2 


Final paien. 
ED 075 570 


Natural Resources: Occupational Cluster Se- 
ries-2. 








ED 073 261 
Navy Career Motivation Programs in an All- 
Cc : 1. A Cognitive Map of 

Career Motivation. Technical Report. 
ED 075 701 





The Need for Career Education. 
ED 067 450 
New Approaches to Undergraduate Education. 
ED 077 374 
New Directions in Planning for a World of 


Work. 

ED 068 866 
New Skins for New Wine. 

ED 079 380 
= Newsletter of the National World of Work 


mics Education Project. 
ED 075 296 
The Next Step--A Comprehensive Program in 
Occupational Preparation and Placement. 
Second Year Interim Report. 
ED 074 262 


Objectives for Career Education at the Elemen- 
tary Education Level. 
ED 078 137 


Occupational and Adult Education: Major 
Thrusts for 1973 and Beyond. 
ED 072 278 


Occupational Information and Guidance Ser- 
vice Center. Final Report. 
ED 067 461 


Occupational Orientation: An Introduction to 
the World of Work. Teacher's Edition. 
ED 080 675 
Occupational Program Development, 1.0.C.P. 
Activity Manual 2: One of Five Manuals for 
Local Planning and Evaluation. 
ED 078 210// 


Occupational Program Evaluation. An 1.0.C.P. 
Activity Manual 4: One of Five Manuals for 
Local Planning and Evaluation. 

ED 078 212// 


Occupational Program Identification. An 
1.0.C.P. Activity Manual 1: One of Five 
Manuals for Local Planning and Evaluation. 
ED 078 209// 
Occupational Program Im plementation, 
1.0.C.P. Activity Manual 3: One of Five 
Manvals for Local Planning and Evaluation. 
ED 078 211// 
Occupational Safety and Health Programs in 
Career Education. 
ED 078 185 


An Occupational Vocational Education Model 
for the State of Delaware. (October !, 1971- 
September 30, 1972). Interim Report. 
ED 075 686 
The Older American: New Work, New Train- 
ing, New Careers. 
ED 072 198 


“Operation Bridge’ - An Innovative Com- 
prehensive Vocational Education Program for 
Disadvantaged Youth. Second Interim Report. 
075 578 
Orientation to Public Service Occupations: 


Career Education Curriculum Guide. 
ED 079 552 


Our Working World: Cities at Work. Text, 
Resource Unit, and Activity Book, Teacher’s 


Edition. 

ED 068 622// 
An Overview of the “Building for Career Edu- 
cation” Conference (Knoxville, Tennessee, 
April 21, 1972; Jackson, eee -_— re 
1972; and Murf R April 


1972). 
ED 068 730 


Papers On a Career Education Curriculum. 
ED 080 786 


Personal (Human) Services: Occupational 
Cluster Series-11. 
ED 073 282 


Placement and Follow-Up in Career Education. 
ED 076 758// 
Plans for Widening Women’s Educational Op- 


portunitics. 
ED 067 990 
A Position and Policy Statement for Career 


Education. Career Development in Nevada. 
ED 069 859 








Position Papers on Career Education. 
ED 073 307 


Postsecondary Career Education. 
ED 076 756// 


Predictions of Performance in Career Educa- 


tion. 
ED 076 152 


& 


Preparing for Public Service Occupations: Edu- 
cational Services. Career Education Curriculum 
Guide. 

ED 079 546 
Preparing for Public Service Occupations: 
Common Core. Career Education Curriculum 


Guide. 

ED 079 547 
Preparing for Public Service Occupations: So- 
cial and Economic Services. Career Education 
Curriculum Guide. 

ED 079 548 


Preparing for Public Service Occupations: 
Public Safety, Corrections, and Judicial Ser- 
vices. Career Education Curriculum Guide. 
ED 079 549 
Priorities for the Further Development of 
Career Education. 
ED 080 765// 
Problems in the Organization and Administra- 


tion of Career Ed Prog R 
Vol. 16, No. 1. 

ED 072 291 
Proceedings of a National Invitational Con- 
ference on Post-Secondary Career Education 
for State Directors of Vocational Education, 
Community/Junior Colleges, Adult and Con- 
tinuing Education. Final Report. 

ED 079 536 





Subject Index 83 


ED 080 722 
The Research Coordinating Unit for Vocational 
Education in Pennsylvania. Final Report for 
Fiscal Year 1972 (July 1, 1971-June 30, 1972). 

ED 072 281 
Research Model for Levels Nine and Ten: Lin- 
coln County School Based Model for Career 
Education, Volume III of Volume I. 

ED 075 613 
The Residential Career Education Concept: 
The Mountain-Plains Program. An Overview. 

ED 072 271 
A Resource Guide for Career Development in 
the Junior High School. 

ED 067 469 
Resources for Career Development. 

ED 075 637 
Resources for Career Development. 

ED 079 621 
Review and Analysis of Sources of Occupa- 
tional Information for Career Education. 

ED 079 482 
A Role for Technical Education in a Career 


Education Context. 
ED 070 820 


The Role of Industrial Arts in Career Educa- 


tion. 
ED 075 650 


The Role of Vocational Education in Career 
Education. Final Report. 





Product Evaluation at the Career Develop 
Center. 1971-72 Final Report. 
ED 075 574 


Product Services: Occupational Cluster Series- 


12. 
ED 073 283 
Professional Development. 
ED 076 759// 
A Program for Early Detention and Attitudinal 
Reorientation of Potential School Dropouts. 
D 074 407 
Program Guide: A Guide for Development and 
Operation of a Secondary School Allied Health 
Career Program. 
ED 076 825 


Project CAREER/Career Development Process 
for the Handicapped. Interim Report (July 1, 
1972-November 15, 1972). 

ED 070 824 


Project CAREER Process as It Relates Particu- 
larly to Project CAREER/Handicapped. 
ED 078 163 
Project People of Peoria: Career Awareness 
and Exploration. 
ED 068 684 


Project Scarlett: A Demonstration Middle 
School Career Exploration Project. 

ED 072 011 
Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated, Grades | through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experience, Relevant to 
General Education. Final Evaluation Report. 

ED 067 511 
Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated Grades | through 
14 with Guidance Services, Occupational Ex- 


ploration and Work Experiences Relevant to 


General Education. Final Report. 
ED 080 682 


Project Women--In a Man's World of Work. 
Final Report. 
ED 074 212 


Project Women: In a Man’s World of Work: A 
Guide for Schoo! Counselors. 

ED 074 216 
Project You: 6470.42. 

ED 070 970 
Questions for Resolution in Career Education. 

ED 075 627 
Recreation and Entertainment: Occupational 
Cluster Series-13. 

ED 073 284 


Report on the Vocational Education Effort in 
lowa, 1972. 

ED 075 671 
Research and Curriculum Development for an 
Exploratory Work Experience Program--10th 
Grade. Final Report and Appendices. 

ED 070 856 
Research and Development Project for the 
Establishment of Career Education: K-12 in 
Regional District 13. Final Report. 

ED 069 857 
Research and Development Project in Career 
Education. Final Report. (January 3, 1972-July 
3, 1973). Also Final Evaluation Report for 
TAOSCORE Project. 


ED 074 209 
Search and Assessment of Commercial Career 


Education Materials. 
ED 075 657 


Senior High Learning Resources for Career 


Education. 
ED 080 711 


Social Aspects and Considerations of Career 


Education. 
ED 072 273 
Some Project Talent Findings Regarding 


Career Planning. 
ED 066 686 


South Umpqua Experimental Schools Project: 
The Basic Four Year Plan; Person-Centered 


Educational Processes. 
ED 076 257 


Special Papers on Career Education. 
ED 069 892 
Statewide Career Planning in a Human Service 


Industry. 
ED 076 106 
A Statewide Evaluation of Vital Information 
for Education and Work (VIEW). 
ED 073 239 
Structuring the Knowledge of Man’s Practices. 
ED 067 477 
A Study of Occupational Practices As They 
Relate to Curriculum Design for Career Educa- 
tion. 
ED 068 629 
A Suggestive Resource Unit for Levels Seven 
and Eight Using the Occupational Clusters in 
Career Orientation, Volume II of Volume I. 
ED 075 612 
Supplement to Abstracts of Instructional 
Materials for Career Education. 
ED 075 576 
Synopsis: Career Education in Kentucky 
ED 072 190 
Teacher Education for the Culturally Different. 
Appendix C of a Final Report. 
ED 072 207 
Teacher Inservice Training for Career Educa- 
tion Projects in Mississippi. Final Report (June 
1, 1971-June 30, 1972). 
ED 073 290 
Teaching for Career Development in the Ele- 
mentary School. A Life-Centered Approach. 
ED 078 204// 
The Teaching of Technology. A oe: 
D 079 517 
Technology for Children. A Three- Yees Narra- 
tive Report (January 1, 1969-December 1, 
1971). 
ED 069 879 
A Tentative Framework for Developing Com- 
prehensive K-12 Career Education. Career 
Education, K-12--The World of Work. 
ED 067 503 
Trade (Marketing): Occupational Cluster Se- 
ries-6. 
ED 073 277 
Transportation: Occupational Cluster Series-15. 
ED 073 286 
Utah Model for Career Guidance K-12. 
ED 079 516 





84 Subject Index 


Vocational Education and Guidance: A System 


for the Seventies. 
ED 068 657// 


Vocational Guidance and Career Education 


Programs: Report of 1969/71. 
ED 068 668 


Vocational-Technical Education: A Plan for 
Monroe County, Florida. 
ED 080 700 


Voices for Careers. 

ED 069 870 
Voices From the Real World. 

ED 078 124 
Welfare: Occupational Cluster Series-10. 

ED 073 281 
What Is Career Education? A Conversation 
with Sidney P. Marland, Jr. and James D. 


Koerner. 

ED 080 726 
What Should Vocational Education Be Doing 
in Montana? 

ED 073 313 
Work Experience Career Exploration Program 
(WECEP) Advisory Committee Report: 
Evaluation and Recommendations. 

ED 068 651 
Work Experience Education Learning Activity 
Packages: Vocational Goals 1-2. 

ED 068 720 
Work Experience Education; Learning Activity 
Packages; Exploratory Goals 1-2. 

ED 068 721 
Work Experience Education; Learning Activity 
Packages: Vocational Goals 3-5. 

ED 068 722 
Work Experience Education; Learning Activity 
Packages; General Goals 1-2. 

ED 068 723 
Work Experience Education; Learning Activity 
Packages: Exploratory Goals 3-5. 

ED 068 724 
Work Experience Education; Learning Activity 
Packages: General Goals 3-5. 

ED 068 725 
Work-Experience Program - 8769. (You and 
Your Occupation). Course Outline. 

ED 070 014 
Working Papers on Career Education. 

ED 069 922 
World of Work in an Elementary School. 

ED 068 887 
World of Work K-10 Continuum. 

ED 080 740 
Written Statements of Operational Definitions-- 
Career Education. 

ED 072 272 


Career Education Document Information 
System 
A Model for a Career Education Document In- 
formation System in Massachusetts. A Five 


Year Project Plan. 
ED 078 184 


Career Exploration 
Career Assessment Program: Stamford High 
School. Final Report. 


ED 068 709 
Career Education Model. 

ED 073 251 
A Curriculum Designed for a Career Explora- 
tion Program in the Distributive Occupations 
for the Tenth Grade Secondary Student. Final 
Report. 

ED 070 844 
An Evaluation of Two Career Exploration Pro- 
grams in 1970-71. 

ED 073 310 
Guidelines for an Orientation and Exploration 
Career Education Program in Middle 
School/Junior High. 

ED 073 318 


The Maryland Career Development Project (K- 
Adult): Career Exploration Workshops (Junior 
High). Second Progress Report. 

ED 079 487 
Meeting Our Enemies: Career Education and 
The Humanities. 

ED 073 329 
Middle School: World of Work, Vocational 
Self-Concept and Career Planning. Final Re- 
port. 

ED 068 667 
Research and Curriculum Development for an 
Exploratory Work Experience Program--10th 
Grade. Final Report and Appendices. 

ED 070 856 


Special Papers on Career Education. 

ED 069 892 
Voices for Careers. 

ED 069 870 
Work Experience Career Exploration Program 
(WECEP) Advisory Committee Report: 
Evaluation and Recommendations. 

ED 068 651 


Work Experience Education Career Explorato- 
ry Program Management System: Career 
Development Programs. 

ED 076 815 


Career Intent Score 
Development and Validation of Scores to Pre- 


dict Officer Career Status. 
ED 079 569 


Career Ladders 
ALPHA: A Case Study in Upgrading. 
ED 080 674// 
Career Development in Head Start. Career 
se eae Training Program. Part Il: The 
Tt g ty Service Ladders. 
ED 072 851 
Career Ladder and Curriculum Guide: Housing 
Management. Resident Selection and O 
cy Trainee, Resident Security Aide, Resident 
Security Officer, Security Officer II, Communi- 
ty Security Aide. Instructor’s Manual. 
ED 079 598 
Career Ladder and Curriculum Guide. Entry 
Position: Code Enforcement Aide, Mid-Level 
Position: Code Enforcement Inspector I, Goal 
Position: Code Enforcement Inspector II; Entry 
Position: Zoning Inspector Aide, Mid-Level 
Position: Zoning Inspector I, Goal Position: 
Zoning Inspector II. Instructor’s Manual. 
ED 079 599 
Child Day Care in Indiana. Manpower and 
Training Requirements. 








ED 068 626 
Conference on Career Development and Pro- 
gram Articulation in Health. Final Report. 

ED 079 501 
Health Services Mobility Study. First Progress 
Report for Phase Four for the Period April 1, 
1972 to March 15, 1973. 

ED 078 156 
Manpower for the Human Services. Monograph 
Number Six: Human Services Generalist Clas- 
sification Series. 

ED 074 263// 
New Careers Positions Descriptions: Sour- 
cebook for Trainers, Entry Level. 
ED 075 595// 

Organizational Analysis and Career Projections 
Based on a Level-of-Responsibility/Equitable 
Payment Model. Technical Report. 

ED 079 597 
Professional Progression in the Nursing Depart- 
ment. A Nursing Clinical Conference. 

ED 072 298 
Suggestions for Job and Curriculum Ladders in 
Health Center Ambulatory Care: A Pilot Test 
of the Health Services Mobility Study 
Methodology. 

ED 070 852 
Training Nurse’s Aides to Become Licensed 
Practical Nurses in Isolated Rural Hospitals. 
Final Report (May 1, 1971-April 30, 1972). 

ED 070 818 


Career Maturity 


Career Maturity. 
ED 077 976 


Career Opportunities 

Career Brief: Bilingual Secretary. 

ED 066 977 
Career Development in Head Start. Career 
Development Training Program. Part I: Com- 
ponents, Roles, and Program Options. 

ED 072 850 
Career Development in Nevada. 

ED 078 207 


Career Education (Alabama). 
ED 075 662 


Career Education: The Marine Science Occu- 


pations Cluster. 
ED 080 662 


Careers for Women in the 70’s. 
ED 079 519 


Careers for Women in the Seventies. 
ED 078 267 


Careers Guide: Opportunities in the Profes- 
sions, Industry and Commerce. 
ED 074 217// 


[Careers in Speech Communication. ] 


ED 071 128 
Careers in Teaching and Education. 

ED 077 840 
Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 2 

ED 072 394 
Counselor Impact on Career Education in the 
Elementary School. 

ED 068 869 
Health Careers Guidebook. 

ED 078 187 
Health Careers in Kentucky Guide. Curriculum 
Guide for the Allied Health Programs Offered 
in Kentucky to Assist Counselors, Teachers and 
People Interested in Career Opportunities in 


Health. 
ED 072 305 
Investigating Career Opportunities. Curriculum 


Guide. 
ED 072 308 
Manpower for the Human Services. Monograph 
Number Six: Human Services Generalist Clas- 
sification Series. 
ED 074 263// 
National Assessment of the New Careers Pro- 
gram, July 1967-October 1969. Final Report. 
ED 075 585// 
New Careers in the Indian Health Program. 
ED 072 912 
Possibilities: Career Exploration, 54 Occupa- 
tional Profiles for Career Guid in S 


ry Schools. 

ED 080 715 
Resource Manual for Career Development for 
Students, Teachers, and Counselors in the 
Chicago Public Schools. 





ED 079 556 
Vocational Information for Education and 
Work (Project VIEW--Utah Schools). 

ED 072 217 
“What can I Do With It?”: Vocational Coun- 
seling for Language Students. 

ED 077 300 
Work-Experience Program - 8769. (You and 
Your Occupation). Course Outline. 

ED 070 014 


Career Opportunities Program 

Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Final Report. Volume IV: Career Op- 
portunities Program Impact Evaluation (COP). 

ED 074 594 
Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Final Report. Volume V: Appendix. 
Career Opportunities Program Impact Evalua- 
tion (COP). 

ED 074 595 


Career Oriented Relevant Education 
Careers Oriented Relevant Education 
(C.O.R.E.). Final Report. 
ED 079 485 


Career Planning 
The AIR Career 
Development Project. 


Education Curriculum 
ED 072 259 
Career Awareness/Job Orientation VIA Taped 
Television Programs. Experimental Study. 

ED 067 560 
Career Brief: Bilingual Secretary. 

ED 066 977 
Career-Centered Curriculum Workshop Hand- 
book. 

ED 076 798 
Career Communication: Directions for the 
Seventies. Proceedings of the Speech Commu- 
nication Assn. Summer Conference (8th, 
Chicago, Ill., July 6-8, 1972). 

ED 068 994 
Career Development: A California Model for 
Career Guidance Curriculum K-Adult. Califor- 
nia Personnel and Guidance Association Mono- 
graph Number S. 
ED 075 672// 





Career Develop t and Pl g 
ED 073 400 

Career Education (Alabama). 

ED 075 662 
Career Education at the Junior High Educa- 
tional Level--A Time for Career Exploration 
Plus. 

ED 078 180 
Career Education for Prospective High School 
Teachers. 





ED 076 508 
Career Guidance in Career Education Model 
IV. 


ED 076 908 
dary Education. 
ED 070 011 


ED 066 671 


ED 067 116 
Career Orientations of High School Seniors in 
an Appalachian Coal Mining County. 
ED 067 183// 
Career Planning and Placement Center Pro- 
gram Management System: Career Develop- 
ment Programs. 
ED 076 817 


Careers in Teaching and Education. 

ED 077 840 
Case Studies in Practical Career Guidance, 
Number 3: Career and Educational Planning 
Program Pioneer Senior High School, San Jose, 


California. 

ED 078 332 
Case Studies in Practical Career Guidance, 
Number 4: Career Guidance Program Hood 
River Valley High School, Hood — : oo. 
Case Studies in Practical imer ‘anaes, 
Number 7: Developmental Career Guidance 
Project Detroit Public Schools, Detroit, 


Michigan. 

ED 078 336 
Case Studies in Practical Career Guidance, 
Number 9: Job Development Program Cleve- 
land Public Schools, Cleveland, Ohio. 

ED 078 338 


ED 075 010 
A Comparison of Satisfied and Dissatisfied 
Users of Holland's Self Directed Search (SDS). 
ED 079 619 





Career Guid in S 
Career Guidance Training. 


A Career in Information. 


CCAF: Introspect to Innovation. 


c and P in Career Develop- 
ment: The ‘Professional Development Research 


Program. 

ED 068 727 
Counselor Impact on Career Education in the 
Elementary School. 

ED 068 869 


Current Report on Career Development Pro- 
jects, 1972-1973. 
ED 073 295 


Education and the Consumer. Expanded Pro- 
grams in Consumer Education. 
ED 067 355 


An Evaluation of Career Guidance Films. 

ED 066 673 
An Evaluation of the Indiana Career Resource 
Center. Research and Evaluation Report Series 


Number 1}. 

ED 070 982 
An Exemplary Program for Occupational 
Preparation. Final Report. 

ED 076 750 


Exemplary Vocational Education Program 
Based on Environmental Studies K-14. Interim 
ho for the Period June 1, 1972 to May 31, 
1973. 


ED 078 214 
An Experiment to Test Methods of Increasing 
Self-Development Activities among Research 


and Development Per: 

ED 078 279 
First Survey of High School Students’ Needs 
for Labor Market Information in Career Deci- 
sion-Making. Human Factors in Technology 
Research Group Working Paper. 

ED 080 699 


The Georgia Plan for Career Education. 
ED 07 








9 652 
Handbook for the ACT Career Planning Pro- 


gram. 

ED 078 128 
Health Careers Guidebook. 

ED 078 187 
Health Service Aide - 8007. (Survey of the 
Health Service Field). Course Outline. 

ED 070 016 
Important Factors in Motivating AFROTC (Air 
Force Reserve Officer Training Corps) Officer 
Personnel in a Zero-Draft Environment. 

ED 076 857// 

Individualization of Education in Career Edu- 
cation. Final Report. 

ED 072 256 


Integrated Career Development Curriculum: 
Curriculum Statement. 
ED 071 787 


Interest Check List. 
ED 068 584 


Investigating Career Opportunities. Curriculum 


Guide. 

ED 072 308 
Middle School: World of Work, Vocational 
Self-Concept and Career Planning. Final Re- 


port. 

ED 068 667 
The Need for Career Education. 

ED 067 450 
New Directions in Planning for a World of 


Work. 

ED 068 866 
The Next Step--A Comprehensive Program in 
Occupational Preparation and Placement. 
Second Year Interim Report. 

ED 074 262 
Occupational Orientation: An Introduction to 
the World of Work. Teacher's Edition. 

ED 080 675 
Our World of Work. Guidance nome Booklets. 

074 241// 

Personal Growth and peaminendt tas Do 
the Chicken and the Egg Both Come First? 

ED 066 694 


Project Care Phase II: A Case Study in the 
Evaluation of Communication and Learning 


Materials. 
ED 068 880 


Project You: 6470.42. 

ED 070 970 
Selected Factors Related to Occupational 
Preference of High School Students Enrolled in 
Vocational Education Programs in the Wichita 
Public Schools. 

ED 074 267 


Some Project Talent Findings Regarding 
Career Planning. 
ED 066 686 


Special Papers on Career Education. 
D 069 892 
Springfield's Trajectory Occupational Program: 


Report. 
ED 069 861 
A System of Instruction for Career Mathe- 


matics. 

ED 079 108 
Target: Tomorrow. Second Career Planning for 
Military Retirees. 

ED 069 958 


U.T.E.S. Interest Check List. 
ED 068 583 
Vocational Education and Guidance: A System 
for the Seventies. 
ED 068 657// 


Vocational Needs Assessment. Final Report. 
ED 070 865 

Women in the Work Force: Development and 

Field Testing of Curriculum Materials. Final 


Report. 

ED 072 175 
Work-Experience Program - 8769. (Outlook 
for the Future). Course Outline. 

ED 070 013 


Careers 
Correlates of the Perception of Occupational 


Prestige. 

ED 074 411 
Health Service Aide - 8007. (Survey of the 
Health Service Field). Course Outline. 

ED 070 016 
Opportunities in Environmental Careers. 

ED 068 358// 

Women: Their Educational and Career Roles. 
An Annotated Bibliography of Selected ERIC 
References. ERIC-IRCD Urban Disadvantaged 
Series, Number 31, August 1972. 

ED 067 423 


World of Work in an Elementary — 
068 887 


Caribbean 


Mental Retardation in the Caribbean: Needs, 
Resources, Approaches. 
ED 067 789 


Carnegie Mellon University Social Studies 
Projec 


Carnegie-Mellon University Social Studies Cur- 
riculum Project. A New History of the United 
States: An Inquiry Approach. 

ED 067 308 


Carnegie-Mellon University Social Studies Cur- 
riculum Project. Introduction to the Behavioral 
Sciences: An Inquiry Approach. 

ED 068 375// 


Subject Index 85 
Carpeting 


Programmed Cleaning and Environmental 
Sanitation. 
ED 074 613// 
School Carpet: Guide to Selection and Care. 
ED 072 551 


Carrascolendas 
Carrascolendas:; National Evaluation of a 
Spanish/English Educational Television Series. 


Final Report. 
ED 078 679 


Carrels 
The Development of a Model for Designing 
Carrel Experiences for Science Students. 
ED 077 650// 


Cartography 
Linguistic Aspects of Maps and Geographic In- 


formation. 
ED 068 396// 


Cartoons 

Legite Latine: Lectiones Latinae Tironibus 
Gradu Quinto (A Latin Reader for Children in 
the Fifth Grade). 

ED 073 731 
Naci para ensenarte (1 Was Born to Teach 
You). 

ED 072 674 


Case (Grammar) 
Componential Analysis of the Russian Case 


System. 
ED 080 006 


Case Studies 

Alternative Schools: Pioneering Districts Create 
Options for Students. Education U. S. A. Spe- 
cial Report. 

ED 071 150 
An Annotated Bibliography of Empirical Stu- 
dies of Laughter-Provoking Stimuli as Commu- 
nication. 

ED 074 $33 
Case Studies of Cooperative Programs Between 
School and Industry. 

ED 068 708 


A Case Study of the School Personnel Utiliza- 
tion-Differentiated Staffing Project of the 
School District of Kansas City, Missouri, 1969- 


1972 

ED 072 524 
Community Schools: New Hope for Education. 

ED 071 191 
The Computer and the School. The Results of 
a Case Study. 

ED 071 206 


Cuban Rural Education: A New Strategy for 
Revolutionary Development. 
ED 071 808 


Environmental Assessment: A Case Study of 
New York City. 
ED 077 657// 


Environmental Assessment: A Case Study of 


Boston. 
ED 077 658// 
Environmental Assessment: A Case Study of 
Cambridge, Massachusetts. 
ED 077 659// 
Environmental Assessment: A Case Study of 
Columbus, Ohio. 
ED 077 660// 
Environmental Assessment: A Comparative 
Analysis of Four Cities. 
ED 077 661// 
Environmental Structures: Semantic and Ex- 
periential Components. 
ED 077 664// 
Estimating Future School Enrolment in 
Developing Countries: A Manual of 
Methodology. Population Studies, No. 40. 
ED 078 545 
Exemplary Programs for the Handicapped. 
Volume I. Final Report. 
ED 079 888 
Exemplary Programs for the Handicapped. 
Volume ill. Early Childhood Education, Case 
Studies. 
ED 079 890 
Family Choice in Schooling, A Case Study: In- 
tradistrict Student Transfers, Eugene, Oregon. 
ED 071 153 
Focused Flexibility in a Secondary School: A 
Description and Analysis. 
ED 073 564 
FORSTRAN: A Case in Force Structure Analy- 


sis. 
ED 066 814// 





86 Subject Index 


Guidelines for the Development of Manpower 
Educational Services in the University. 
ED 073 319// 

Home Start Evaluation Study. 

ED 069 440 
Home Start Evaluation Study. 

ED 069 441 
Informal Education: ‘Open Classroom’ 
Provokes Change, Controversy. An Edycation 
U. S. A. Special Report. 

ED 071 173 
Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Volume IIB: Case Studies and Case 
Study Summaries. Final Report. 

ED 072 532 


Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Final Report. Volume I: Introduction 
and Methodology. 

ED 074 591 
Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Final Report. Volume IIA: Case Stu- 
dies. 

ED 074 592 
Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Final Report. Volume III: Results and 
Policy Recommendations. 

ED 074 593 
Long-Range Policy Planning in Education. 

ED 078 577 
Methodology Development for Advocate Team 
Use for Input Evaluation. 

ED 074 137 
MIDNY Case Study #2: An Effective 
Process for Rural Planning. 

ED 067 550 
MIDNY -- CASE STUDY #11: Testing the 
MIDNY Project Pilot Results in the Greater 
Egypt Region of Southern Illinois. 

ED 067 551 
Milieu and Observer Differences in Environ- 
mental Associations. 

ED 077 663// 

Minority Ownership of Small Businesses: In- 
structional Handbook. 

ED 074 284 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part One of Three Parts 
- Research and Development). Final Report. 

ED 066 841 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part Two of Three Parts 
- Development). Final Report. 

ED 066 842 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part Three of Three 
Parts - Diffusion). Final Report. 

ED 066 843 


The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume V: A Methodology for the Study of 
Educational RDD&E. Final Report. 

ED 066 844 
Problems in School Media Management. 

ED 073 699// 

Reaching Adults for Lifelong Learning. II. Case 
Studies of Exemplary Programs. 

ED 068 793 
Special Programs Aimed at Reaching Children: 
S.P.A.R.C. Case Studies Il. 

ED 076 925 
Structures of Environmental Associations. 

ED 077 662// 

The Study of Junior Colleges. Volume IIA, 
Technical Appendixes to Volume Il, Diverse 
Dimensions of Community Colleges: Case Stu- 
dies of 15 Institutions. 

ED 077 509 


The Study of Junior Colleges. Volume II, 
Diverse Dimensions of Community Colleges: 
Case Studies of 15 Institutions. 

ED 077 508 
A Study of the Education Professions Develop- 
ment Act Training Programs for Higher Educa- 


tion Personnel, Volume IV: Case Studies of 
Higher Education in Transition. Final Report. 
ED 076 173 


Systems Approach to Teacher Training and 
Curriculum Development: The Case of 
Developing Countries. 

ED 066 831 


Texas Community Junior College Research 
1972-1973. Second Annual Report. 

ED 080 106 
Tommy: A Treatment Study of An Autistic 


Child. 
ED 071 216// 
Training and Skill Acquisition: A Pilot Case 


Study. 
ED 069 864 
Trump’s Model School - The Humane Junior 


High School. 
ED 073 532 


Your Attitude Is Showing: A Primer on Human 


Relations. 
ED 076 743// 


Case Studies (Education) 

Case Studies in Reading: An Annotated 
Bibliography. 

ED 076 935 
Case Studies of Children in Head Start Planned 
Variation, 1970-1971. 

ED 069 354 
Drug Education. PREP-36. 

ED 067 515 
Remedial Reading: Case Studies. 

ED 067 645 
A Title I ESEA Case Study: The Continuous 
Progress Program, Williamsburg County, South 


Carolina. 

ED 073 895 
The UMO (University of Maine, Orono) 
Teacher Training Program: A Case Study and a 


Model. 
ED 080 429 


Caseworker Approach 
The Vocational Rehabilitation of Deaf People. 
ED 075 642 


Caseworkers 
Part-Time Social Workers in Public Welfare. 
ED 067 499 


Cassette Review Program 
An Evaluation of the Audio Workbook System. 


R & D Report. 
ED 074 076 


Caste 
Comparative Approach to the Study of a 
White-Indian-Negro Caste System in Robeson 
County, North Carolina. 
ED 079 006 


Cataloging 
The Amenability of a Cataloging Process to 
Simulation by Automatic Techniques. Final Re- 


port. 
ED 076 225 


The Audio-Tape Collection: A Library Manual 
on Sources, Pr ing, and Organizati 

ED 075 057 
Basic Guidelines for the Bibliographic and 
Physical Control of Nonprint Media. 

ED 077 212 
Cataloguing Standards; The Report of the 
Canadian Task Group on Cataloguing Stan- 


dards. 

ED 073 785// 
A Cataloguing System for Machine Readable 
Data Bases. 








ED 071 678 
The Cost of Cataloguing: Three Systems Com- 
pared. 

ED 071 707// 

The Development of a Computerized Regional 
Library System. Appendices 1-4. Final Report. 

ED 080 118 
Development of a Computerized Regional 
Library System. Appendix 24. Final Report. 

ED 080 120 
The Development of a Computerized Regional 
Library System. Appendix 25. Final Report. 

ED 080 121 
Evaluation of a Computer-Based Cataloging 
Support System for Use by the Cornell Univer- 


sity Libraries. 

ED 077 520 
The Filmstrip Collection: Complete Instructions 
on How to Process and Organize. 

ED 075 054 


Handbook for Member Libraries (Revised Sep- 


tember 1972). 

ED 067 117 
Information on the MARC System. 

ED 067 119 
The Library Picture File: A Complete System 
of How to Process and Organize. 
Library Technical P 
Second Edition. 





ED 075 053 
. '’ 


ED 073 788 
Manuscripts: A MARC Format; Specifications 
for Magnetic Tapes Containing Catalog 
Records for Single Manuscripts or Manuscript 
Collections. 

ED 073 791 


MARC for Cataloguers: An Explanation of its 


Use. 

ED 072 785// 
Nonbook Materials: The Organization of In- 
tegrated Collections. 

ED 072 792// 


Non-Print Media: Cataloging and Classification 
in the Lincoln Public Schools. Manual. 

ED 067 114 
The Pamphlet Library: Use of the Sha-Frame 


System. 
ED 075 055 
Catalogs 


16 mm Films Available for Purchase and 
Rental in the United States. 
ED 076 018// 


Adult Continuing Educational Opportunities: A 
Catalog for Government Employees in the 
Washington Metropolitan Area. 

ED 070 903 


The American Film Institute Guide to College 
Courses in Film and Television. 

ED 073 675// 
Card Catalcg Study at Vigo County Public 


Library. 

ED 072 803 
Career Education: A Curriculum Design and 
Instructional Objectives Catalog. 

ED 080 763 
A Catalog of Protocol Materials in Teacher 
Education. 1972 Revision. 

ED 075 349 
Catalogo General de Universidades, 1970- 
1971: Federacion de Universidades Privadas de 
America Central y Panama (General Catalog of 
Universities, 1970-1971: Federation of Private 
Universities of Central America and Panama). 

ED 066 953 
A Comparison of Panizzi’s 91 Rules and the 
AACR of 1967. 

ED 071 711 
Contemporary Music for Schools. 

ED 069 593 
Directory of Spoken-Voice Audio-Cassettes, 
1972. 

ED 070 297// 

Education Opinion Inventory. 

ED 069 791 
Educators Guide to Free Guidance Materials. 
Eleventh Edition. 

ED 067 865// 


Educator’s Purchasing Guide. Fifth Edition. 
ED 076 024// 
ERIC Documents on the Teaching of Foreign 
Languages: List Number 9. 
ED 073 710 


Film Programmer's Guide to 16mm Rentals. 

ED 079 924// 
Guide to Microforms in Print 1973. 

ED 075 987// 
The Guide to Simulations/Games For Educa- 
tion and Training. Second Edition. 

ED 072 667// 
K-14 Career Education Multi-Media Catalogue. 

ED 075 639 

Library Technical Pr Proced " 
Second Edition. 





ED 073 788 
Microforms; Catalog of Publications 1972- 


1973. 
ED 066 889// 
Nassau County Educational Resources Center 
Catalog of Professional Materials. Multi-Ethnic 
Materials Collection. 
ED 070 800 


Newsreel. 16MM Documentary Film Catalog 


1972-1973. 
ED 079 933// 
The Oral History Collection of Columbia 


University. 
ED 079 803// 





Personnel Management Training Center: 
Course Schedule, Fiscal Year 1973. 

ED 068 745 
Public Television Library Catalog of Programs. 

ED 077 207 
Recorded Visual Instruction; 1973 Edition. 

ED 070 263 
A Revolution in the Education of Women. Ten 
Years of Continuing Education at Sarah 
Lawrence College. 

ED 068 754// 

Show and Tell; A Clinic on Using Media in 
Library Instruction. 

ED 067 841 


Social Factors in Health Care: An Evaluation 
of Selected Films and Videotapes. 
ED 076 022// 
Somewhere Else; A Living-Learning Catalog. 
ED 078 687// 
Study-Teaching Guide for the Independent 
Film. 
ED 071 376// 
Teacher Education Programs and Certification 
Policies. 1972 Edition. 
ED 075 365 
Test Collection Bulletin. 
ED 069 697 
The Use of Microfilm in Relation to the 
Retrospective and Prospective Catalogs of the 
Research Libraries of the New York Public 
Library: A Report to the Council on Library 
Resources (CLR Grant No. 516). 
ED 067 107 


U.S. Government Films, 1971 Supplement; A 
Catalog of Audiovisual Materials for Rent and 
Sale by the National Audiovisual Center. 

ED 067 129 
U.S. Government Films; 1971 Supplement. A 
Catalog of Motion Pictures and Filmstrips for 
Rent and Sale by the National Audiovisual 
Center. 

ED 070 253// 

U.S. Government Films; A Catalog of Motion 
Pictures and Filmstrips for Sale by the National 
Audiovisual Center. 

ED 067 128 


The VideoPlay Program Catalog; 3/4-inch “‘U” 


Videocassette Edition. 

ED 069 150// 
Vocational Development Theory and _ the 
Career Development Inventory: Construction 


of the CDI. 
ED 069 794 


Cathode Ray Tube 
Variables Influencing The Perception of Flicker 


In Wide Angle CRT Displays. 
ED 074 755 


Catholic Church 
Ecumenical Planning for Mission in Town and 
Country America. Catholic Perspectives on the 
Concerns of the National Consultation on the 
Church in Community Life, Ohio State Univer- 
sity, September 5-8, 1967. 
ED 070 540 


The Protestant Approach to Town and 
Country: A Study-Guide for Catholics. 
ED 070 539 


Catholic Schools 
The Catholic University in the Modern World. 
ED 074 907 
Guidelines for an Administrative Design to 
Coordinate the Instructional Television Fixed 
Service Facilities of the Roman Catholic 
Dioceses in the United States. 
ED 066 886 


The Report of the Archdiocesan Advisory 
Committee on the Financial Crisis of Catholic 
Schools in Philadelphia and Surrounding Coun- 


ties. 
ED 067 766 


Toward a New History of Catholic Education. 
ED 067 331 


Catron County 
Catron County, New Mexico. A Report on 


Manpower Resources. 
ED 080 234 


CATV 
Cable Television: A Summary Overview for 
Local Decisionm aking. 
ED 074 779// 
The Selling of Cable Television 1972. 
ED 072 638// 


Caucasians 


Black-White Differences in the Development of 
Educational and Occupational Aspiration 
Levels. 
ED 070 874 

A Comparative Analysis of Self-Perceived 
Roles of Black and Non-Black Administrators 
in Predominantly White Institutions of Higher 
Education. 

ED 077 379// 
A Cross-Cultural Study of Environmental In- 
fl and hanical Aptitude in Several 
Indian Groups. 





ED 069 454// 

Paying for Our Schools: Is There a Better Way? 
Group Il. 

ED 074 641 
Paying for Our Schools: Is There a Better Way? 
Group IV. 

ED 074 643 
The Perception of Community Power in Two 
Rural Louisiana Communities. 

ED 071 821 
Racial Differences in Newspaper Readership. 

ED 068 615 
Social Class Differences in the Ability of Two- 
Year Old Children to Use Verbal Information 
to Facilitate Learning. 

ED 070 508 


The Social Psychologies of Blacks and Whites: 
Different Paths to Educational Achievement 
Expectations. 

ED 070 560 
A Study of English Vocabulary Comparing 
Eskimo and Caucasian Children. Final Report. 

ED 072 705 
A Summary of the Presidents’ Conference, 
Mills College, Oakland, California, June 23-26, 
1969. 

ED 071 648 
The White Researcher in the Black Communi- 
ty: A Dilemma. 

ED 076 730 


Caucasian Students 

Achievement-Motivation Patterns Among Low- 
Income Anglo-American, Mexican-American, 
and Negro Youth. 

ED 073 210 
Counseling the Disadvantaged Caucasian: A 
Statistically Significant Improvement. 

ED 066 697 
The Effect of Race of Examiner on the Mental 
Test Scores of White and Black Pupils. 

ED 080 645 
Elementary Pupils’ Knowledge of the Structure 
of American English and the Relationship of 
Such Knowledge to the Ability to Use Lan- 
guage Effectively in Composition. Final Report. 

ED 071 095 
Familistic Attitudes and Marriage Role Expec- 
tations of American Indian and White 
Adolescents. 

ED 077 633 
How Biased Are Culture-Loaded Tests? 

ED 080 644 
Level I and Level II Abilities in Three Ethnic 
Groups. 

ED 080 646 
The Perceptions of Implicative Relationships 
Among Black and White Adolescents and the 
Hardcore Unemployed. Illinois Studies of the 
Economically Disadvantaged. 

ED 068 617 
Repeated Measures Effects in Racial Attitudes 
Measurement. 

ED 073 223 
Role Perceptions Among Black and White 
Adolescents and the Hardcore Unemployed. Il- 
linois Studies of the Economically Disad- 
vantaged Series, Technical Report Number 6. 

ED 069 816 


CEMREL Inc 


Field Trial of Wisconsin Design for Reading 
Skill Development and CEMREL Aesthetic 
Education Program. Final Report. 

ED 071 043 


Censorship 


Book Selection Policies, Book Complaint Poli- 
cies and Censorship in Selected Michigan 
Public High Schools. 

ED 078 448 
Compulsory Disclosure by Newsmen: The Im- 
plications of the Legal Heritage for the Con- 
temporary Situation. 

ED 079 766 


Subject Index 87 


The Effects of Censorship and Attractiveness 
of the Censor on Attitude Change. 
ED 078 3!9 
The Meaning of Freedom of Speech: First 
Amendment Freedoms from Wilson to FDR. 
Contributions in American History No. 15. 
ED 077 039// 
Pornography: The Issues and the Law. Public 
Affairs Pamphlet No. 477. 
ED 068 981// 
Public Television: A Question of Survival. 
ED 076 017// 
The Right to Know: Censorship in America. 
ED 079 742// 
School Board Policies on Academic Freedom. 
Educational Policy Development Kit. 
ED 078 558 
The Students’ Right to Read, 1972 Edition. 
ED 068 990 
Theoretical Value in Teaching Freedom of 
Speech. 
ED 077 065 


Census Figures 

1970 Census of Population. Subject Reports: 
Negro Population. 

ED 080 623 
Alabama Day-Care Needs and Day-Care 
Resources. Final Report. 

ED 070 514 
American Indians. 1970 Census of Population, 
Subject Reports. 

ED 077 638 
An Analytical Model! for Extending the Con- 
cept of Environmental Cause from a Sample 
Population to a Universe of Community Col- 
lege Students. 

ED 067 095 
The Canadian Indian Statistics. 

ED 080 259// 

Census of Population, 1970. Weeks Worked, 
Class of Worker, Last Occupation of the Ex- 
perienced Unemployed, and Labor Mobility for 
the United States: 1970. Supplementary Re- 


port. 
ED 078 220// 


Characteristics of Low-Income Population: 
1971 (Advance Data From March 1972 Cur- 
rent Population Survey). Current Population 
Reports, Consumer Income. 

ED 069 828 
Characteristics of the Low-Income Population: 
1972. Current Population Reports, Consumer 
Income, Series P-60, No. 88, June 1973 (Ad- 
vance Data From March 1973 Current Popula- 
tion Survey). 

ED 080 631 
Characteristics of the Population by Ethnic 
Origin, November 1969. Population Charac- 
teristics: Current Population Reports, Series P- 
20, Number 221, April 30, 1971. 

ED 073 221 
Educational Planning: The Census Bureau Can 
Help. 

ED 078 493 
Facts and Figures on Older Americans: State 
Trends 1950-1970. 

ED 079 573 
Fall 1972 University Racial Census. 

ED 076 133 
Handbook for Manpower Planners, Part 1. 
Census Use Study. 

ED 079 560 
Income and Poverty Data for Racial Groups. A 
Compilation for Oregon Census County Divi- 
sions. 

ED 073 872 
Iowa Population Trends. 

ED 073 864 
Persons of Spanish Origin in the United States: 
March 1972 and 1971. Population Charac- 
teristics. Current Population Reports. 

ED 075 143 
The Poor in 1970: A Chartbook. 

ED 672 902 
Poverty Dimensions of Rural-to-Urban Migra- 
tion: A Statistical Report. Population-Migration 
Reports, Rural-Urban Migrants, Volume I, Part 
1. 


ED 073 902 


Preprimary Enrollment, October 1971. 
ED 070 535 


Registered Indian Membership by Band and 

Residence Distributed by Agency or District 

within Regions. Canada, December 31, 1972. 
ED 080 258 





88 Subject Index 


The Social and Economic Status of the Black 

Population in the United States, 1972. Current 

Population Reports, Series P-23, Number 46. 
ED 080 638 


and A iated 
ED 078 816 


¢ A. ¢ R id I 
Census Data. Interim Report. 





Center for Human Resources 
Guidelines for the Development of Manpower 


Educational Services in the University. 
ED 073 319// 


Center for Study of Evaluation 
Characteristics of the CSE Model in Evaluating 
a Preschool for Urban American Indian Chil- 


dren. 
ED 078 959 


Center to Improve Learning and Instruction 
Annual Report of the Center to Improve 
Learning & Instruction 1971-72. 

ED 076 121 


Central America 

Catalogo General de Universidades, 1970- 
1971: Federacion de Universidades Privadas de 
America Central y Panama (General Catalog of 
Universities, 1970-1971: Federation of Private 
Universities of Central America and Panama). 

ED 066 953 
Federacion de Universidades Privadas de 
America Central y Panama: Boletin Estadistico 
(Federation of Private Universities of Central 
America and Panama: Statistical Bulletin). 

ED 067 910 
Modelos para la Unificacion de Conceptos, 
Metodos y Procedimientos Administrativos 
(Guidelines for Uniform Administrative Con- 
cepts, Methods, and Procedures). 

ED 066 952 


Central Appalachia 
Related Aspects of the Social and Economic 
Problems, Cultural Tradition, and Educational 
System of Rural Appalachia: An Analysis 
Based on the Concept of Scale. 
ED 072 908 


Central Columbia High School 
Development of Modular Courses in Voca- 
tional Curriculum to Facilitate Individualized 
Scheduling to Meet the Occupational Objec- 
tives of Each Student. 
ED 073 234 


Central Information Reference and Control 
On Line 
Comparative Evaluation of the Retrieval Effec- 
tiveness of Descriptor and Free-Text Search 
Systems Using CIRCOL (Central Information 
Reference and Control On-Line). 
ED 068 137// 


Centralization 
A Feasibility Study of Centralized and Re- 
gionalized Interlibrary Loan Centers. 
ED 076 206 
Regional Center for Instructional Materials Ser- 
vices. Final Project Report. 
ED 078 871 


Central Michigan University 
Collective Bargaining: Its Impact for Institu- 
tional Research. 
ED 080 093 


Ceramics 
Creative Ceramic Design, Art Education: 
6688.01. 

ED 071 971 


Cerebral Dominance 

An Attempt to Obtain Replicate Learning 
Curves. 

ED 079 433 
Effects of Verbal and Spatial Questions on Ini- 
tial Gaze Shifts. 

ED 079 363 
Neurophysiological Factors in Spatial Develop- 
ment. 

ED 080 163 


Cerebral Palsy 
Early Education of the Multi-handicapped 
Child. 
ED 072 572 
Evaluating an Integrated Approach to the 
Management of Cerebral Palsy. Volume I of 
IV. Final Report. 


ED 070 235 
Evaluating an Integrated Approach to the 
Management of Cerebral Palsy. Appendix A: 
IMCP Documentation Handbook. Volume II of 
IV. Final Report. 

ED 070 236 
Evaluating an Int ted Ap h to the 
Management of Cerebral Palsy. Appendix B: 
Field Test Report of the Eau Claire Functional 
Abilities Test and the Wolfe-Bluel Socialization 
Inventory. Volume III of IV. Final ro et 

D 070 237 

Evaluating an Ap to the 
Management of Cerebral Palsy. Appendix C: 
An Analysis of the Evaluation and Follow-up 
Data from the Institute for Movement Therapy 
in Budapest, Hungary. Volume IV of IV. Final 
Report. 





Int, ted 





ED 070 238 
Physically H d/Special Health 
Problems and Cerebral Palsy; A_ Selective 
Bibliography. Exceptional Chiid Bibliography 
Series No. 628. 





ED 074 682 
The Summer Family Conference Report of the 
Early Education Program. 

ED 071 218 
United Cerebral Palsy Summer Family Con- 


ference. 
ED 071 219 


Cerritos College 
A Community Survey of the “Disadvantaged.” 
ED 077 495 
Follow-Up Survey of Students Withdrawing 
from Cerritos College During the Fall 
Semester, 1972. 
ED 077 496 


Certification 
Certification in Allied Health Professions. 1971 
C ¢, PD. Ai 


+" 5 





ED 068 020 
Child Day Care in Indiana. Manpower and 
Training Requirements. 

ED 068 626 
A Current Perspective on Accreditation. Re- 
port Number 7. 

ED 068 071 
Day Care Licensing Study Summary Report on 
Phase I: State and Local Day Care Licensing 
Requirements. 

ED 069 328 


The Effectiveness of Six Personality Variables 
in Predicting Success on the Nursing State 
Board Examination. 

ED 074 103 
The Future of Voluntary Accreditation. 

ED 077 309 
Guidelines for Certification of Media Spe- 
cialists. Extended Version. 

ED 074 718 
Licensing Your Community Child Care Center. 

ED 069 364 
NASDTEC Certification Resiprnatna nyrog 

0 478 

The Power of Competency-Based Sonthan Edu- 
cation: A Report. 

ED 069 618 
The Preparation and Certification of Educa- 
tional Administrators: A UCEA Commission 
Report and Summary. 

ED 079 839 
A Procedure for Testing Teachers for the Im- 
provement of Instruction and Their Scores on 
Certain Tests. 

ED 068 527 


Reciprocity. Certification of Special Education 
Personnel. 

ED 070 746 
Rules and Regulations of Florida State Board 
of Independent Colleges and Universities -- 


Chapter 6A-13. 
ED 078 800 


Suggested High School Journalism Courses and 
Teacher Certification Requirements. 

ED 067 863 
A Survey of State Day Care Licensing Require- 
ments. 

ED 078 955 


Chamorro 
Chamorro Orthography: A Final Report on the 
Decisions of the Marianas Orthography Com- 


mittee. 
ED 080 012 


Change Agents 
The Agent of Change: The Agent of Conflict. 


ED 073 336 
Belief System Change in Student Teachers. 

ED 075 368 
one Buddy —— Model: Community-Based 
i Utilizing indigenous 
Newpeaiielonabs as Behavior Change Agents. 

ED 074 394 
The Change Agent's Guide to Innovation in 


Education. 
ED 071 413// 
Changing Cities, Social Studies: 6470.04. 
ED 073 961 
Chicano Educational Priorities: Mindongo, 
Hash, or Potpourri. 





ED 071 814 
Classroom Management Through the Applica- 
tion of Behavior Modification Techniques. 

ED 073 392 
Commerce Supervisory Course: Discussion 
Guide. Overcoming Resistance To Change. 

ED 067 534 
Communication in Development: Modifications 
in the Classical Diffusion Model for Family 


Planning. 
ED 072 329 
Complex Communication System and Social 
Change. 
ED 075 882 
Correctional Officer Training in Behavior 
Modification. Final Report (1970-1973). 
ED 079 575 
Crime and Justice: American Style. 
ED 067 458 
A Critical Review of Strategies Intended to 
Modify Behavior. 
ED 066 899 
Developing Instructional Specifications. 
ED 069 610// 
The Educational Development Officer: Role, 
Tasks and Training. 
ED 069 264 
Effects of a Behavior Modification Lecture on 
Teachers’ Rate of Compliments and Repri- 
mands, and Their Students’ Time-On-Task. 
ED 066 696 
Elements Involved in Academic Change. 
ED 070 365 
Grease the Squeaky Wheel. A Report on the 
Implementation of Title V of the Elementary 
and S y tion Act of 1965, Grants 
to Strengthen State Departments of Education. 
ED 078 590 





Harrison County Teacher Center. 

ED 072 012 
An Interactive Network for the Introduction of 
Innovations in Education: Organization, Train- 
ing, Operation, and Impact. 

ED 075 913 
The Intermediate Unit as a Change Agent. 

ED 078 498 
Intervention Theory and Practice in School 
Systems. 

ED 075 932 
Introducing Change in School-Community 
Relationships Maintaining Credibility and Ac- 


countability. 

ED 079 658 
Leadership for Learning. Training and 
Development in the 70’s. 

ED 078 273// 

Leadership in Public Education Study: A Look 
at the Overlooked. 

ED 075 896 
The Management of Change. 

ED 079 861 
Power Structures by Issue Areas in Five lowa 
Communities. 


ED 073 865 





The Practice of Organizati Pp 

ED 078 277 

The Principal: Change-Agent in Desegregation. 

D 068 611 

Reading Research Utilization Project, Interim 
Report. 

ED 069 281 

Resources for School Change I: A Manual on 

Issues and Programs in Training Educational 


Change. 
ED 069 044 
Socialization of Youth: Role of the 4-H Profes- 


sional. 

ED 068 748 
The Staff Association of Montgomery College. 

ED 070 428 
A Study of Some Effects of Early Change 
Agent Behavior on a Group Client System. 

ED 078 288 
Teacher Sensitivity to Curricular Forces. 





ED 075 394 
Training Program for Teachers in_ the 
Technologies. Final Report for Fiscal Year 


1971-1972. 
ED 067 494 


Change Strategies 
The Administration of Educational Innovation. 
ED 067 768 
Conceptual Models for Research and Practice 
in the Administration of Change. 
ED 075 907 
The Development and Evaluation of One 
Strategy for Implementing Change in Schools. 
ED 077 084 
New Approaches to Recruitment and Selection 
of Educational Administrators. ERIC/CEM- 
UCEA Series on Administrator Preparation. 
ERIC/CEM _ State-of-the-Knowledge Series, 
Number Eighteen. UCEA Monograph Series, 


Number Five. 

ED 075 888 
Strategy for Change. 

ED 067 732 


Changing Attitudes 
Achievement and Attitude Change in Michigan 
Migrant Education, Summer Classrooms, 1972. 
072 876 
Attitude Change and Number of Plays of a So- 
cial Simulation Game. 
ED 072 392 
Attitude Change as a Result of a Short Course 
on Environmental Quality. 
ED 077 683 
Attitude Changes in Introduction to Teaching 
Classes. 
ED 079 251 
The Attitudinal Changes Produced By Intensive 
Art-Related Experiences for Culturally 
Deprived Students and the Resultant Effects on 
Participating Student Teachers and Classroom 
Teachers. Final Report. 
ED 069 836 
Authors on Film. 
ED 073 454// 
Battelle Research Outlook, Volume 2 Number 
2. The Schools: Organizing for Change. 
ED 073 905 
Beginning Teachers’ Attitudes and Their Rela- 
tionship to Selected Variables. 
ED 073 166 
Bibliotherapy: Effect of Group Reading and 
Discussion on Attitudes of Adult Inmates in 
Two Correctional Institutions. Final Report. 
ED 070 951 
Biofeedback: An Operational Definition and 
Contro! of Dissonance. 
ED 072 482 


Can Humor Increase Persuasion, Or Is It All a 
Joke? 
ED 074 553 
Correlates of Attitude Variability of Young 
Puerto Rican Men in Milltown, New England. 
ED 072 138 
Developing Instructional Specifications. 
ED 069 610// 
The Development of Trust in an Organization. 
ED 066 691 
Drug Failure: The Theoretical Position of the 


Drop-Out. 
ED 079 646 
Education and Racism: An Action Manual. 
ED 073 214 
Effectiveness of Afro-American Studies on the 
Racial Attitudes of Young White Children. 
ED 070 041// 
Effects of Short-Term Facilitation Training on 


Attitudes. 
ED 072 002 


Effects of Two Experiential Approaches on At- 
titudes Toward Growth Groups. 
ED 074 428 


The Effects of Varying Degrees of Audience 
Density Upon Auditor Attitude. 

ED 072 488 
Efficacy of School Integration Policies in 
Reducing Racial Polarization. 

ED 068 610 


An Evaluation of a Race Relations Seminar. 

ED 074 366. 
Evaluation of the Youth Tutoring Youth Pro- 
gram, Summer 1972. Research and Develop- 
ment Report, Volume 6, Number 10. 

ED 075 560 
An Experiment in Attitude Modification of 
Selected Students Enrolled in the One-Year 
Vocational and Two-Year Technical Programs 


at Southeastern Community College, 
Whiteville, North Carolina. Occupational Edu- 
cation Research Project Final Report. 
ED 072 239 
The Exploding and Explosive Two-Year Col- 
lege. 
" ED 073 762 
Extension in a Rhodesian Purchase Land Area. 
ED 076 890 
Factors in Cognitive P ing Which In- 
fluence Resp to Per ive C i 





Subject Index 89 


The Role of Attitudes in the Prediction of 
Behavior: A New Perspective. 

ED 077 037 
Rudy’s Red Wagon: Communication Strategies 
in Contemporary Society. 

ED 071 118// 

Senior Attitudes on Current Issues. 

ED 07! 586 
Social Structure and Resistance to Change. 

ED 068 245 





tions. 
ED 073 496// 
Health Education. A Guide for Teachers and a 
Text for Teacher Education. 
ED 079 641 
Highlights of Off-Campus Interviews During 
Sabbatical Leave: October 1, 1971 - March 31, 





1972. 

ED 070 962 
The Impact of the Mass Media on Source 
Commitment. 

ED 073 507// 

Impact: The Magazine for Innovations and 
Change in the Helping Professions. Volume 2, 
Numbers 4-5. 

ED 078 343 
Increasing Student Retention Through Applica- 
tion of Attitude Change Packages (and) In- 
creasing GPA and Student Retention of Low 
Income Minority Community College Students 
Through Application of Nightengale Conant 
Change Packages; A Pilot STUDY. 

ED 076 188 
The Influence of Mispronunciation and Educa- 
tional Level on Audience Ratings of Source 
Credibility and Audience Attitude Change. 

ED 077 068 
An Input-Output Assessment of Community 
College Graduates. 

ED 075 020 
The Interaction of Credibility, Evidence, and 
Language Intensity Manipulation on Belief For- 
mation and Change. 

ED 078 454 
Life-Long Educati , Tasks, Condi- 
tions. 





ED 074 327 
Machiavellianism and Religiosity as Determi- 
nants of Cognitive Dissonance in a Counterat- 
titudinal Situation. 

ED 071 934 
Man’s Changing Values and a World Culture-- 
New Directions and New Emphases for Educa- 
tional Programs. A Report on the 1971 Phi 
Delta Kappa Conference on World Education 
(Glassboro, New Jersey, May 8, 1971). 

ED 079 190 
Measurement of the Change Orientation of Vo- 
cational Teachers. Final Report. 

ED 074 211 
Middle School: World of Work, Vocational 
Self-Concept and Career Planning. Final Re- 


port. 

ED 068 667 
“Pledging the Police”: A Study of Selected 
Aspects of Recruit Socialization in a Large, 
Urban Police Department. 

ED 069 877 
The Political Persuaders; The Techniques of 
Modern Election Campaigns. 

ED 066 884// 

Professionalism and Receptivity to Change. 

ED 075 900 
A Project on Comprehension and Effects of 
Mass Communication. 

ED 067 840 
Purposes, Processes and Consequences of 
Three Spaced 1-Unit Seminars on the Nature 
and Meaning of Values. 

ED 077 797 


Racism in the Public Schools: A Model for 
Change. 
ED 074 193 
Readings in Mass Communication; Concepts 
and Issues in the Mass Media. 
ED 067 838// 
A Research Study in the Development of Ef- 
fective Means of Altering the Attitudes of Ele- 
mentary School Teachers Toward Vocational 
Education. 
ED 068 726 
Following Counterat- 
Preliminary 


Resist to Per 
titudinal Advocacy: Some 
Thoughts. 





ED 077 043 


Speech Teachers, Black Studies, and Racial At- 
titudes. 

ED 067 723 
Stimulus Predifferentiation and Modification of 
Children’s Racial Attitudes. 

ED 069 432 
Teacher Attitudes and Teacher Adoption of 
Concepts and Practices in Programs for the 
Disadvantaged. 

ED 067 459 
Two-Year College Faculty Attitudes: Innova- 
tion Readiness (A Parallel-Perceptions 
Inquiry). 

ED 069 273 
Work Experience Career Exploration Program 
(WECEP) Advisory Committee Report: 
Evaluation and R dati 





ED 068 651 


The Yanomamo on Film and Paper. 
ED 079 945 


Characterization (Literature) 
Black Dialect: Current Linguistic Studies and 
Black American Novels. 
ED 073 478// 
Chicano Children’s Literature, Annotated 
Bibliography. 
ED 075 158 


Charlo 


Charlo Class Scheduling Plan. 
ED 072 904 


Chartered Life Underwriter Diploma 
Program 
Mathematics of Life Insurance Study Aid 
Develop t and Evaluati in a Nontradi- 
tional Setting. 





ED 072 321 
Cheating 


The Development of Statistical Indices for De- 
tecting Cheaters. 
ED 069 687 


Check Lists 

Early Childhood Education (K-3) Program of 
Williamsburg County Public Schools. 

ED 068 160 
Evaluative Checklist: An Instrument For Self- 
Evaluating An Educational Media Program In 
Colleges And Universities. 

ED 078 653 
Evaluative Checklist: An Instrument for Self- 
Evaluating an Educational Media Program in 
School Systems. 

ED 078 654 
Grading and Reporting: Current Trends in 
School Policies & Programs. 

ED 070 154 
Patterns Observation Summary. 

ED 076 625// 

School Media Programs and the Right to Read. 
Programs of Media Centers Recommended for 
Visiting and Observation, and Video-Taping 
Critique. 

ED 079 968 
Skills Assessment for the Trainable Mentally 
Retarded. 

ED 071 260 
U.T.E.S. Interest Check List. 

ED 068 583 


Chemical Analysis 
Analysis of Industrial W astewaters. 
ED 067 271// 


Chemical Industry 


The Ch 1 Technology Program: Its Inaugu- 
ration, Operation, and Evaluation. 





ED 067 508 


Chemical Reactions 
Chemical Control of Plant Growth. 
ED 073 914 
Our Air: Unfit for Trees. 
ED 079 049 





90 Subject Index 


Chemical Technicians 
The Chemical Technology Program: Its Inaugu- 
ration, Operation, and Evaluation. 
ED 067 508 


Chemistry 
Certificate of Sixth Year Studies, Chemistry. 
ED 076 410 
Chemical Operator (chem.) Il 559.782-- 
Technical Report on Development of USTES 


Aptitude Test Battery. 
ED 069 775 


Chemistry, Ordinary and Higher Grades, Syl- 
labuses and Notes. 
ED 076 351// 


Chemistry [Sahuarita High School Career Cur- 
riculum Project]. 
ED 080 378 


A Chronological History of the Objectives for 
Teaching Chemistry in the High Schools of the 
United States During the Period 1918-1967, as 
Reflected in Selected Professional Periodicals. 
ED 079 092// 
Educational and Commercial Utilization of a 
Chemical Information Center, Four Year Sum- 


mary. 
ED 068 132 
English-Language Sources for Reference 
Questions Related to Soviet Science (With an 
Emphasis on Chemistry). 
ED 071 724 
Experiments in the Chemistry of Food. 
ED 080 359 
Individualized Chemistry: A Program Designed 
to Personalize Instruction. 
ED 079 059// 
Instructional Objectives for a Junior College 
Course in Basic Physical Science. 
ED 067 074 
An Introduction to Air Chemistry. 
ED 068 369// 
New Trends in Chemistry Teaching, Volume 
Hl. 
ED 080 307// 
Reactions and Reason, An_ Introductory 
Chemistry Module. [Student's Text and 
Teacher's Guide.] 
ED 076 406// 
Reactions of Atoms and Molecules, Science 
(Experimental): 5316.02. 
ED 070 597 
Safety in Handling Hazardous Chemicals. 
ED 068 316// 
Unit: Indicating Acidity, Inspection Pack, Na- 
tional Trial Print. 
ED 068 352// 
Unit: Polymers, Inspection Pack, National Trial 


Print. 
ED 080 346// 


Chemistry Instruction 
ALCHEM; Exercises in Basic Chemical Con- 
cepts; A Computer-Assisted Instruction Pro- 
gram for General Chemistry. 
ED 079 995 
An Analysis of the Relationship Between Cer- 
tain Mathematics Skills and Chemistry 


Achievement. 
ED 080 296// 
Computer-Assisted Instruction in Undergradu- 
ate Organic Chemistry: Design, Application, 
and Evaluation. Technical Report 10. 
ED 072 630 
Development of an Undergraduate Course in 
the Use of Digital Computers With Chemistry 


Instrumentation. 
ED 071 270// 


Making the Computer Make a Difference in 


College Chemistry. 
ED 079 994 


Managing Chemistry Instruction by Objectives-- 
A Case History. 
ED 068 093 


Chicago Public Schools 
Renewal of Currently Employed Teachers as 
Teachers of Applied Biological and Agricul- 
tural Occupations. Final Report. 
ED 079 498 


Resource Manual for Career Development for 
Students, Teachers, and Counselors in the 
Chicago Public Schools. 

ED 079 556 


Chief Administrators 
Administrators of Nursing and Personal Care 
Homes: Education and Training; United States 
- June - August 1969. 


ED 079 601 
Many Are Called, But Few Are Chosen. 

ED 071 549 
State Departments of Education, State Boards 
of Education, and Chief State School Officers - 
- Including Reference to Legally Created State- 
wide Coordinating Agencies for Higher Educa- 


tion. 

ED 072 556 
A Training Program for Vocational and 
Technical Education Administrators. Final Re- 
port (June 1, 1970-June 30, 1971). 

ED 067 498 


Chief Negotiators 
The School Board Neg ; 
Effective Teacher Negotiations. 


Guideli for 





ED 078 525// 


Child Abuse 


Children at Risk: The Growing Problem of 


Child Abuse. 
ED 069 359 


Disciplinary Practices in Dallas Contrasted with 
School Systems with Rules Against Violence 
Against Children. 





ED 072 870 
Rights of Children, 1972: Hearing before the 
Subcommittee on Children and Youth of the 
Committee on Labor and Public Welfare. 
United States Senate Ninety-Second Congress. 
Part 2: Appendix - Selected Readings on Child 
Abuse and Day Care. 
ED 071 740// 


Testimony of Dr. David G. Gil, Brandeis 
University, at Hearings of U.S. Senate Subcom- 
mittee on Children and Youth on the “Child 
Abuse Prevention Act”, S.1191 (93rd Con- 
geess, Ist Session) March 26, 1973. 

ED 080 196 


Child Care 
Alabama Day-Care Needs and Day-Care 
Resources. Final Report. 
ED 070 514 


Alternative Federal Day Care Strategies for the 
1970's. (Excerpts from the Final Report). 

ED 080 135 
Care and Education of the Young Child. 

ED 071 758 


Challenges in Day Care Expansion. Final Re- 


port: Part V. 

ED 068 193 
Child Care Programs: Estimation of Impacts 
and Evaluation of Alternative Federal Strate- 
gies. Volume 2: Appendixes. Final Report: Part 
Il. 


ED 068 188 
A Comparison of Three Types of Day Care and 
Nursery School-Home Care. 

ED 078 910 


Costs of Day Care. Volume 1. Final Report: 


Part IV. 
ED 068 191 
Day Care: An Abstract Bibliography (Supple- 
ment #1). 
ED 069 402 
Day Care Facts. 
ED 075 631 
Day Care in Vermont (Excerpts from the In- 
troduction and the Executive Summary). 
ED 078 956 
Day Care Survey 1970-71. 
ED 078 953 
Directory for the Child Care Advocate. 
ED 080 161 
t in Texas: 1972. 
ED 072 867 
Final Report: Part I - Alternative Federal Day 
Care Strategies for the 1970's. Summary Re- 


port. 
ED 068 153 


Home Start: School for Parents. Final Report. 
ED 080 185 


Major Aspects of Day Care: Statements and 
Articles. 


Early Childh d Devel p 





ED 078 890 
M nts of Impacts of Child Care Pro- 
grams. Volume 3. Final Report: Part Il. 
ED 068 189 
The Neglected Years: Early Childhood. 
ED 071 773// 
New Forces Shaping Child Care. 





ED 067 158 
New Prevention Perspectives in Nutrition Ser- 
vices for Children. 

ED 071 750 


The Next Step in the Struggle for Comprehen- 
sive Child Care. 


ED 076 252 
The Office for Children; A New Approach to 
the Development of Children’s Services in Mas- 


sachusetts. 

ED 078 894 
The Organization of Group Care Environments: 
The Infant Day Care Center. 

ED 078 909 


Procedures, Costs, and Results of the Pilot Spe- 
cial Events Child Development Programs, Min- 
neapolis and St. Paul, Minnesota, 1971 and 


1972. 
ED 069 381 
Public Opinion Toward Day Care. Final Re- 


port: Part VI. 
ED 068 194 


Report on the Atkinson College Child Care 


Planning Survey. 
ED 078 944 


Service to Children in Their Own Homes: Its 


Nature and Outcome. 
ED 075 070 


Survey of Child Care Among Women Working 
in Industry in Arkansas and a Day Care Pro- 
gram for These Women. Final Report. 

ED 075 587// 


A Survey of State Day Care Licensing Require- 


ments. 

ED 078 955 
Trends in Child Care Legislation from the Per- 
spective of the National Research Council Ad- 
visory Committee on Child Development. 

ED 070 507 


Who Will Take Care of Your Child When You 
are in Training or on the Job? 
ED 071 770 


The Woman Question in Child Care (A Posi- 


tion Paper). 
ED 078 957 


Women in 1971. 
ED 072 269 


Child Care Centers 
Adventures in Cooking: A Collection of 
Recipes for Use in Nursery Schools, Day Care 
Centers, Head Start Programs, Kindergartens, 
and Primary Classrooms. 
ED 069 360 


Child Care is Everybody’s Baby: A Com- 
prehensive Report of Child Care Services, Past, 
Present, and Future at M.I.T. Final Child Care 
Proposals as Accepted by M.I.T. 

ED 071 777 


The Children You Gave Us: A History of 150 
Years of Service to Children. 
ED 076 250// 
A Comparison of Provisions in State and 
Federal Standards for Institutional Day Care. 
ED 078 950 
Day Care and Preschool Services: Trends and 


Issues. 
ED 070 227// 


Day Care Licensing Study Summary Report on 
Phase I: State and Local Day Care Licensing 


Requirements. 

ED 069 328 
Day Care Survey 1970-71. 

ED 078 953 
Day Care Survey, 1970: Community Profiles. 

ED 068 152 
Development of a Day Care Center for Young 
Children: Syracuse University Children’s 


Center. 
ED 067 152 


The Development of a Prototype Infant, 
Preschool and Child Day Care Center in 
Metropolitan Toronto. Year I Progress Report: 
Program Development. 

ED 072 855 


To Evaluate Children’s Intellectual Growth and 
Development in the Southeast Kansas Demon- 
stration Child Development Center. Final Re- 


port. 
ED 076 245 


Family Day Care: Some Observations. 
ED 072 856 


How to Operate Your Day Care Program. 
ED 069 382// 


Licensed Pre-School Child Care Programs, 


1972-1973. 

ED 073 856 
Licensing Your Community Child Care Center. 

ED 069 364 
Manual for Evaluating Day Care Centers. 

ED 068 181// 

Organizing to Coordinate Child Care Services. 
(With an Appendix) The Greater Minneapolis 
Day Care Association: Early History. 








ED 076 254 
Pre-School Equipment for a Multi-Use Center. 

ED 068 163 
Preschools Under the Fair Labor Standards 


Act, July 1972. 

ED 072 300 
Proceedings of the Governor’s Working Con- 
ference on Day Care (November 22-23, 1971). 

ED 068 710 
A Survey of Pre-school Programs for Han- 
dicapped Children in Three Small Countries: 
Switzerland, Holland, and Israel. Final Report. 

ED 067 153 
Types of Day Care and Parents’ Preferences. 
Final Report: Part VII. 

ED 068 195 


Child Care Occupations 
Child Development Associate Training oy 
ED 077 582 
An Experimental Program to Provide Giiee 
Vocational Training in Preschool and Day Care 
Work for Unskilled Disadvantaged Mothers 
and Child-Caring Adults. A Final Report. 
ED 072 261 
Family Day Care Mothers: What “They” Want 
in Training Programs. 
ED 071 745 
Professional Training Programs in Maternal 
and Child Nursing. 
ED 072 731 


Child Care Workers 

Adult Involvement in Child Development for 
Staff and Parents. A Training Manual. 

ED 077 562 
Child Day Care in Indiana. Manpower and 
Training Requirements. 

ED 068 626 
Child Development: Day Care. 8. Serving Chil- 
dren with Special Needs. 

ED 068 185 


Community Family Day Care Project. Final Re- 


port. 
ED 078 960 
Demonstration: Male Workers in Day Care. 


Demonstration Project Progress Report. 
ED 072 873 


The Educational Day Care Consultation Pro- 


gram. 
ED 067 157 


Effectiveness of 4-C Manpower Training Pro- 
gram for Entry Participants. 
ED 076 505 


Help! A Handbook for Child Care Workers. 
ED 073 821 
Open the Door...See the People. A Descriptive 
Report of the Second Year of the Community 
Family Day Care Project. 
ED 071 737 


Preschools Under the Fair Labor Standards 
Act, July 1972. 
ED 072 300 


Training for Child Care: Suggested Content for 
Minimum Training Requirements. 
ED 073 844 


Training Programs for Child Care Personnel. 
Volume I. Final Report: Part IX. 
ED 068 197 
Training Programs for Child Care Personnel. 
Volume 2: Appendixes. Final Report: Part IX. 
ED 068 198 


Child Development 
Adaptation Mode and Behavior of Urban 
Anglo American and Rural Mexican Children. 
ED 076 248 
{A Description of Project F. O. O. D.--Focus 
on Optimal Development of Children, Durham, 
North Carolina. ] 
ED 075 540 


Adult Involvement in Child Development for 
Staff and Parents. A Training Manual. 

ED 077 562 
Alternative Federal Day Care Strategies for the 
1970's: Summary Report. Final Report: Part I. 

ED 068 187 
Analysis of Cognitive Behavior in Children. 
Final Report. 

ED 076 261 
An Annotated Bibliography on Children. 

ED 068 146 


Assessment of Early Child Development. 

ED 069 358 
Behavioral Development Profile. Manual I. 
Parent/Child Home Stimulation "The Marshall- 


town Project’. 
ED 079 917 


ber 1971. 





Bibliography S t for D 
Volume 3. Final oo Part X. 
ED 068 201 
Bibliography Supplement for September, Oc- 
tober, and November 1971. Volume 2. Final 
Report. Part X. 
ED 068 200 


From a Black Perspective: Optimum Condi- 
tions for Minority Involvement in Quality Child 
Development Programming. Revised Edition. 
ED 068 589// 
Child Development: Day Care. 8. Serving Chil- 
dren with Special Needs. 
ED 068 185 


Child Development in the Year Round Elemen- 
tary School. 
ED 075 941 


Child Mental Health in the ‘70's. 
ED 075 516 
Children’s Approaches to Tasks, Self-Percep- 
tions, and Use of Relevant External! Cues. 
ED 076 249 


Children’s Understanding of Morals. 

ED 077 571 
Cognitive Growth in Young Children: Some 
Theoretical Implications Pertaining to Identity, 


Language and Memory. 
ED 076 238 


Communicative C t Implicati for 
the Field of Speech Communication. 

ED 072 495 
Comprehensive Headstart, Child Development, 
and Family Services Act of 1972: Bill Text and 
Section-by-Section Analysis. 

ED 069 333 


Controlled Intervention: An Alternate Strategy. 
ED 080 144 


Day Care: An Annotated Bibliography. Volume 
I. Final Report: Part X. 
ED 068 199 


Day Care and Intervention Programs for In- 


fants. 

ED 089 173// 
Determinants of Infants’ Reactions to Stran- 
gers. 





ED 080 193 
The Development of a Prototype Infant, 
Preschool and Child Day Care Center in 
Metropolitan Toronto. Year I Progress Report: 
Program Development. 

ED 072 855 


The Development of Competence and the 
Child Development Team: A_ Program 
Proposal. 

ED 077 594 
The Development of Self-Concept in the Child: 
Model Theory Versus Mirror Theory. 

ED 070 977 
Diagnostic Educational Grouping with Strate- 


gies for Teaching Program. 
ED 075 751 


A Doctor Discusses the Pre-School Child’s 
Learning Process (And How Parents Can 


Help). 
ED 078 961// 
The Duke of York Day Care Project. 
ED 067 167 
Early Childhood Devel t in Texas. Spe- 


cial Report. 





ED 067 145 
Effect of Maternal Expectations on Early Infant 


Behavior. 
ED 068 176 
Effects of Early Day Care Experience on Sub- 


sequent Observed Program Behaviors. 
ED 068 149 


The Effects of Violence in Childhood. 

ED 070 526 
To Evaluate Children’s Intellectual Growth and 
Development in the Southeast Kansas Demon- 
stration Child Development Center. Final Re- 


port. 

ED 076 245 
Evaluating Children’s Progress: A Rating Scale 
for Children in Day Care. 





ED 078 949 
Extended Day-Care Attendance and First 
Grade School Performance. 

ED 078 947 


Films in Early Childhood Education. 
ED 075 069 


Follow Through Program Sponsors. 
ED 080 494 


Four Preschool Programs: Their Dimensions 
And Effects. 
ED 069 411 


Headstart for Every Child. 


Subject Index 91 


ED 068 178 
A Helpful Guide in the Training of a Mentally 
Retarded Child. 

ED 072 606 
Helping Children Develop Their Full Potential. 

ED 080 138 
Historical Background and Development of 
Camping and Outdoor Education. 

ED 067 171 
The Home Start Demonstration Program: An 
Overview. 

ED 077 583 
How to Start a Parent Cooperative Program. 

ED 069 393 
Information Processing in Auditory-Visual Con- 


flict. 

ED 071 742 
Intensive Evaluation of Head Start Implementa- 
tion in the Tucson Early Education Model. 

ED 071 778 
Issues and Concerns in Early Childhood. 

ED 077 570 
Joking Riddles: A Developmental Index of 
Children’s Humor. 

ED 078 891// 

Learning More About Learning. Papers from 
the Third ASCD (Association for Supervision 
and Curriculum Development) Research In- 


stitute. 
ED 072 429 


The Measurement of Ocular Dominance in In- 


fants. 
ED 078 948 


Measurements of Impacts of Child Care Pro- 
grams. Volume 3. Final Report: Part Il. 

ED 068 189 
Methods and Results of an Every-Child Pro- 
gram for the Early Identification of Develop- 
mental Deficits. 

ED 074 672 
Mother-Infant Dyad: The Cradle of Meaning. 

ED 067 149 
Motor Activity for Early Childhood. 

ED 069 331 
A Multi-Media System for K-6 Career Educa- 
tion Programs. 

ED 078 082 
The Needs of Young Children and the Needs 
of Research: Psychosocial Development 
Revisited. 

ED 071 779 
Negative Self-Image in Relation to Balance 
Theory. 

ED 078 472 
The Neglected Years: Early Childhood. 

ED 071 773// 

The Next Step in the Struggle for Comprehen- 
sive Child Care. 

ED 076 252 


Nutrition, Growth and Development of North 
American Indian Children. Monograph. 

ED 080 248 
Parent Handbook: A Guide to the Information 
Sessions for Parents of Four-Year-Old Chil- 
dren. A Guide to the Story-Activity Hours for 
Four-Year-Old Children. 

ED 070 533 
Parent Programs in Child Development Cen- 
ters. First Chance for Children, Vol. 1. 

ED 067 798 
The Prenatal, Perinatal, and Postnatal Status of 
Children in Idaho. Volume |. 

ED 076 240 
Proceedings of Annual UAP Conference, 
Piagetian Theory and the Helping Professions 
(Second, Los Angeles, January 21, 1972). 

ED 073 829 
Project C. H. I. L. D. Behavior Check List for 
Teachers and Parents Form 71-1. 

ED 080 581// 
Readings on Child Behavior and Development. 
Third Edition. 
ED 071 741// 

Recent Research on Ego Development. 

ED 078 066 
Report of First National Home Start Con- 
ference. 

ED 067 155 
Residential Programming for Mentally Re- 
tarded Persons. Volume II, A Developmental 
Model for Residential Services. 

ED 067 784 
A Review of the Present Status and Future 
Research Needs of Programs to Develop 
Parenting Skills. 

ED 068 150 
The Rights of Children: Responsibility and 
Freedom. 





92 Subject Index 


ED 070 509 
Scientific Study of Malnutrition as a Limiting 


Factor in the Development of Education. 
ED 071 769 


Selected Body Measurements of Children 6-11 
Years, United States. 
ED 080 500 


Semantic Development in Infants: The Con- 
cepts of Agent and Recipient. 
ED 078 897 


Sequential Order and Plasticity in Early 
Psychological Development. 
ED 073 850 


Significant Issues for Family Life Education. 
ED 077 574 


Socioeconomic Mix: Effects on Disadvantaged 
Children in Preschool Child Development Pro- 


grams 

ED 067 147 
Some Aspects of the Effects of Day Care on 
Infants’ Emotional and Personality Develop- 


ment, 
ED 067 166 
Trends in Child Care Legislation from the Per- 
spective of the National Research Council Ad- 
visory Committee on Child Development. 
070 507 
Types of Day Care and Parents’ Preferences. 
Final Report; Part VII. 
ED 068 195 


Version Condensada de la Clasificacion de los 
Objectivos de la Educacion (A Condensed, 
Translated Version of the Taxonomy of Educa- 
tional Objectives). 

ED 066 957 
What Happens in the Follow-Through Pro- 
gram? Implications for Child Growth and 


Development. 
ED 071 755 


Who Is Talking to Our Children? Third Na- 
tional Symposium on Children and Television, 
Yale University, New Haven, Connecticut, Oc- 
tober 15-17, 1972. 

ED 077 244 


The Young Bleck Child: His Early Education 
and Development. 
ED 069 365 


The Young Child. Reviews of Research, 
Volume 2. 
ED 069 348// 


Child Development Associate 
An Assessment of the Child Development As- 


sociate Competencies. 

ED 078 965 
C.D.A.: Sample from the Child Development 
Associate Set of Competencies for the Purpose 
of Upgrading the Quality of Child Care and 


Early Education. 
ED 078 964 


Child Development Centers 
The Children You Gave Us: A History of 150 

Years of Service to Children. 
ED 076 250// 


Comprehensive Headstart, Child Development, 
and Family Services Act of 1972: Bill Text and 
Section-by-Section Analysis. 

ED 069 333 


Early Childhood Facilities. Educational Facili- 
ties Review Series Number 9. 
ED 070 138 


Family and School Centers of Learning for 


Young Children. 

ED 077 572 
The Family Development Research Program: A 
Program for Prenatal, Infant and Early Child- 
hood Enrichment. Progress Report. 

ED 077 575 
Leadership Development and Training for 
Head Start Courdinators of Nutrition and Cook 
Managers. Nutrition and Food Program. 

ED 078 151 
Parent-Child Educational Centers: A Facility 
for Early Childhood Education Ages, Infancy 
to Seven Years. 

ED 069 034 
Some Sensible and Outrageous Ideas for the 
Future--Community Services and Facilities for 


Young Children. 
ED 068 170// 
Space for Learning: A Pre-School Environment 
for Very Little Money. 
ED 069 342 


Treating the Mother-Child Dyad in the Nursery 


School. 

ED 077 573 
Volunteers in the Child Development Center 
Program. 


ED 077 581 


Child Development Specialists 
A 


iate Training Guide. 
ED 077 582 
Preparing the Elementary Specialist...a Report 
of the Proceedings of the National Conference 
on Professional Preparation of the Elementary 
Specialist (Lake Ozark, Missouri, April 27-30, 


1972). 
ED 077 909 





Child Development 


Childhood 


Childhood & Adolescence: A Psychology of 
the Growing Person. 
ED 076 251// 


Eye Examination Findings Among Children. 
United States. 
ED 066 849 


Pictures and Relational Imagery Training in 
Children's Learning. Research Report #29. 

ED 071 241 
Training of Perceptual Motor Skills in 
Minimally Brain Damaged Children. 

ED 077 155 


Childhood Attitudes 


Children's Experience with Death. 

ED 076 237 
Children’s Performance on and Attraction to 
an Activity as a Function of Masculine, 
Feminine or Neutral Labels on Sex-Role 


Preference. 
ED 068 875 
A Comparison of Children’s Interest in and At- 
titude Towards Reading Material Written in 
Standard and Black English Forms. 
ED 071 016// 


The Effect of School Failure on the Life of a 


Child. 
ED 069 398 
The Effects of Time Context on Children's Per- 


ceptions of Aggressive Television Content. 
ED 075 877 
Identification of School-Related Objects as Per- 


ceived by Children on Primary School Levels. 
ED 069 400 


Legal Remedies for the Reduction of Violence 
on Children’s Television. 
ED 079 776 


Locus Of Control And Competence In Chil- 


dren. 

ED 069 409 
Personal Causation and Children’s Concepts of 
Persons. Final Report. 

ED 067 603 


Preschool Racial Attitude Measure II. 
ED 069 336 
The Receptiveness of Black Students to Di- 
alects Sometimes Different from Their Own. 
ED 075 813// 
The Relation Between Attractiveness and 
Credibility of Television Commercials as Per- 
ceived by Children: A Replication. 
ED 075 862 


Statement Before the Federal Communications 
Commission. 
ED 071 441 


Stimulus Predifferentiation and Modification of 
Children’s Racial Attitudes. 
ED 069 432 


A Study of Race and Class Heterogeneity 
Among Preschool Children. 

ED 080 155 
The Theme Approach for Reading Literature 


Critically. 

ED 075 767 
The Use of Bibliotherapy among Sixth Graders 
to Affect Attitude Change toward American 


Negroes. 

ED 079 731// 
Violence in Children's Literature: A Content 
Analysis of a Select Sampling of Children's 
Literature and a Study of Children’s Responses 
to Literary Episodes Depicting Violence. 

ED 072 439// 


Childhood Interests 
Interest Patterns and Media Preferences of 
Boys and Girls in Grades Four and Five. 
ED 067 683// 
Significance of Childhood Recreation Ex- 
perience on Adult Leisure Behavior: An Ex- 
ploratory Analysis. 
ED 073 344 
Towards Better Children’s Television. 
ED 071 439 
Using Children’s Literature in the Reading Pro- 
gram. 


ED 074 474 


Childhood Needs 
An Annotated Bibliography on Children. 
ED 068 146 
The Child Advocacy System: A Case Report. 
ED 067 592 
Family and School Centers of Learning for 
Young Children. 
ED 077 $72 


Family Day Care as Observed in Licensed 
Homes in Montgomery County, Maryland. 

ED 071 756 
Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-Second Congress, Second 
Session on Nutrition and Human Needs. Nutri- 
tion and Human Needs--1972. Part 3A--Section 
13, Funds: Summer Lunch-Pre-School Feeding. 
Hearings Held Washington, D.C., April 7 and 


June 2, 1972. 
ED 073 179 


Justice for Children. 

ED 072 165 
Preparing the Elementary Specialist...a Report 
of the Proceedings of the National Conference 
on Professional Preparation of the Elementary 
Specialist (Lake Ozark, Missouri, April 27-30, 


1972), 

ED 077 909 
Review of Recently Recommended Models. 
Symposia: 1. Improved Preparation of Reading 
Teachers for the Seventies. 

ED 071 050 


The Story of the White House Conferences on 
Children and Youth. 
ED 078 896 


Child Labor 
The Effects of Laws Governing Youth Employ- 
ment and School Attendance on Youth Offen- 


ses and Delinquency. 
ED 072 374 


Child Language 
Child Language and Education. 
ED 068 989// 


Class, Codes and Control. Volume 2, Applied 


Studies towards a Sociology of Language. 
ED 076 993// 
A Comparison of Language Sampling 
Techniques Using Second Grade Children. 
ED 077 032 


Effect of Recency on Word Choice in a Sen- 
tence Completion Task. 
ED 068 993 


The French Syntax and Semantics of Philippe, 
Part I: Noun Phrases. Psychology & Education 


Series. 
ED 076 075 
Language in Early Childhood Education. 
ED 076 234// 
Language Use and Social Setting: A Suggestion 
for Early Education. 
ED 071 757 


Leopold's Bibliography of Child Language. 
ED 076 065// 


ED 069 128// 
Out of the Mouth of Babes: Earliest Stages in 
Language Learning (Janua Linguarum Series 


Minor 117.) 
ED 066 759// 
A Psycholinguistic Approach to Pidgin Lan- 


guages. 

ED 077 295 

A Question of Competence: Language, Intel- 
ligence, and Learning to Read. 

ED 072 419// 


The Relationship of Intonation to First Vowel 
Articulation in Infants. 
ED 077 264 


Reversing Irreversible Sentences: Semantic 
Constraints upon Syntactic Comprehension. 

ED 079 761 
Some Linguistic and Stylistic Features of Child 
Black English. 


Non-Verbal Communication. 


ED 066 938 
Some Parameters of Register in Adult and 
Child Speech. 

ED 077 022 
Speech and Language Development of the 
Preschool Child; A Survey. 

ED 068 186// 

Three Dimensions of the Cognitive Function of 
Speech: Papers Presented at the 57th Annual 
Meeting of the Speech Communication As- 
sociation. Working Paper No. 83. 

ED 070 109 





Verbal Development in Young Children: 
Strategies for Research and Measurement. 
ED 077 974 


Child Psychology 
Analyst in the Nursery: An Application of 
Child Analytic Techniques in a Therapeutic 
Nursery. I. A Schematic Description. 
ED 077 563 
Betsy: The Treatment of a Pre-Schooler Via 


the Mother. 
ED 077 577 
The Desensitization of Children to Television 


Violence. 

ED 071 752 
Formative Research in the Production of 
Television for Children. 

ED 071 434 
Four Preschool Programs: Their Dimensions 
And Effects. 

ED 069 411 
Helping Children Develop Their Full Potential. 

ED 080 138 
Oral Argument in Children’s Television 
Proceeding. 

ED 071 408 
Research in the Child Psychiatric and 
Guidance Clinics: A Bibliography (1923-1970). 

ED 073 849 
Teaching Your Child. Televised Parent Train- 
ing Program. 

ED 073 671 
Televised Segment; Teaching Your Child. 
Televised Parent Training Program. 

ED 073 672 
Treating the Mother-Child Dyad in the Nursery 
School. 

ED 077 573 
When Children Move From School to School. 

ED 072 378 


Child Rearing 
Approaches to Use of Observational Methods 
of a Study of Parent-Child Interaction. 
ED 075 072 
Clinical Impressions of Communal Child Rear- 


ing. 

ED 070 518 
The Development of Competence and the 
Child Development Team: A_ Program 


Proposal. 

ED 077 594 
Experience and Environment: Major Influences 
on the Development cf the Young Child, 


Volume I. 
ED 080 211// 


A Handbook for Parents of Deaf-Blind Chil- 
dren. 
ED 067 803 
Like Mother, Like Daughter? A Study of the 
Socialization of Need for Achievement in Girls. 
ED 077 586 
Parent Education in the Adult Education Pro- 


gram. 
ED 069 951 
Practices of Low-Income Families in Feeding 
Infants and Small Children, With Particular At- 
tention to Cultural Subgroups. 
ED 075 564 


Children 
Age Specific Programming. 
ED 067 872 


A Behavioral Comparison of Early and Late 
Starting Day-Care Children. 
ED 069 410 


Children and Television. A Special Report 
from Now Available Number 25. 
ED 070 287 


Children are Centers for Understanding Media. 
ED 079 939// 


Children’s Freedom: A. S. Neill and the Evolu- 
tion of the Summerhill Idea. 
ED 076 937// 


Children’s Reading Interests: A Wellington Sur- 


vey. 
ED 074 452// 
Children’s Rights; Toward the Liberation of the 


Child. 
ED 067 860// 
Children’s Television Commercials; A Content 


Analysis. 
ED 078 682// 
Development of Resolution in Children’s Ap- 


preciation of Humor. 
ED 076 231 
Differential Cognitive Cues in Pictorial Depth 


Perception. 
ED 066 951 


ialist Program. 

ED 067 144 
The Early Window: Effects of Television on 
Children and Youth. 





Early Childhood Library Sp 


ED 078 680// 
The Economics of Network Children’s Televi- 
sion Programming. 
ED 066 882 
Educational Effects of Sesame Street on Israeli 
Children. (Brief Summary). 
ED 070 317 
The Effect of Immediate Environment on Chil- 
dren’s Tendency to Reflect While Solving 


Problems. 

ED 076 385 
The Effects of Added Visual Stimuli on Chil- 
dren’s Learning of Four-Component Verbal 
Chains. 

ED 070 520 
The Eleventh Commandment: Thou Shalt Not 
Covet My Child’s Purse. 

ED 071 409 
English Proficiency and Behavioral Change in 
Spanish-Speaking Children. 

ED 066 996 


The Evaluation of Schools’ Broadcasts: Piloting 
a New Approach. 





ED 066 870 
Explorations in Children’s Writing. 
ED 074 525 
Films in Children’s Prograws “ Bibliography 
Prepared by the Film Com«enittee of the Chil- 
dren’s and Young People’s Services Section of 
the Wisconsin Library Association. 
ED 077 237 
Findings and Cognition on the Television Per- 
ception of Children and Young People Based 
on the Prize-Winning Programme of Prix Jeu- 
nesse 1968: The Scarecrow. 
ED 066 925// 
Implications of Research in Communication 
Education for the Black Child. 
ED 066 937 
Index to Children’s Plays in Collections. 
ED 071 079// 
Labels and Children’s Perception of Faces. 
ED 075 078 
A Language Program for the Nonlanguage 
Child. 
ED 076 232// 
Main Street School and Regional Reception 
Centres: A Comparison of ‘“‘Graduates.” 
ED 069 159 
Matters of Fact: Aspects of Non-fiction for 
Children. 
ED 068 979// 
Mental Health Consultation to Programs for 
Children. A Review of the Data Collected from 
Selected U. S. Sites. 
ED 067 576 
Network Children’s Programming; A Content 
Analysis of Black and Minority Treatment on 
Children’s Television. 
ED 067 889 
New Canadian Activities: Summary of 
Teachers’ Resp toaQ i i 





ec. 

ED 069 160 
New Indian Tribalism. Working Paper. 

ED 075 149 
Oral Argument in Children’s Television 
Proceeding. 

ED 071 408 
A Primary Self-Concept Scale for Spanish-Sur- 
named Children, Grades K-4. 

ED 071 $813 
Programmes for Children. 

ED 069 301 
Quality in Instructional Television. 

ED 079 937// 

Recall and Recognition of Pictures by Children 
as a Function of Organization and of Distractor 
Similarity. 

ED 075 075 
Recognizing Literary Works and Characters: 
Theme 3, Literature. 

ED 078 425 
Relationships Among Parent Ratings of 
Behavior Characteristics of Children. United 
States. 

ED 073 384 
Responding to Literature: Theme 2, Literature. 

ED 077 020 
Saturday Children’s Programming in San Fran- 
cisco, California. An Analysis of the Presenta- 
tion of Racial and Cultural Groups on Three 
Network Affiliated San Francisco Television 
Stations. 
ED 071 440 


Subject Index 93 


Selected Bibliography on Lead Poisoning in 
Children. 
ED 068 362 
Socialization of Young Children: An Abstract 
Bibliography. 
ED 075 104 
Some Aspects of the Reading of Visual Lan- 
guages. 
ED 079 974 
Special Programs Aimed at Reaching Children: 
S.P.A.R.C. Case Studies II. 
ED 076 925 
Teaching English as a Second Language. 
ED 067 950 
Television Violence: Where the Surgeon 
General’s Study Leads. 
ED 066 932 
Toward a Model of Children’s Story Com- 
prehension. 
ED 078 372// 
Understanding Children Writing. 
ED 078 432// 
Violence is a Saleable Commodity. 
ED 077 185 
Where’s Herbie? A Sickle Cell Anemia Story 
and Coloring Book. 
ED 070 510 
Who Is Talking to Our Children? Third Na- 
tional Symposium on Children and Television, 
Yale University, New Haven, Connecticut, Oc- 
tober 15-17, 1972. 
ED 077 244 
You Can't Learn without Goofing: An Analysis 
of Children’s Second Language “Errors.” 
ED 066 981 
Young People and Television; An International 
Study of Juries, Producers and Their Young 
Audiences Based on the Prize-Winning Pro- 
grammes of Prix Jeunesse 1970: Man in 
Metropolis and Baff. 
ED 066 924// 
Young Tanzanians and the Cinema: A Study of 
the Effects of Selected Basic Motion Picture 
Elements and Population Characteristics on Fil- 
mic Comprehension of Tanzanian Adolescent 
Primary School Children. 
ED 074 743 


Childrens Books 
Adventuring with Books: 2,400 Titles for Pre- 
K-Grade 8. 
ED 071 092 
Asia: A Guide to Books for Children. 
ED 080 389 
Authors and Illustrators of Children’s Books: 
Writings on Their Lives and Works. 
ED 066 756// 
Best-Selling Children’s Books. 
ED 074 466// 
The Black American in Books for Children: 
Readings in Racism. 
ED 073 460// 
Blueprints for Better Reading: School Programs 
for Promoting Skill and Interest in Reading. 
ED 070 033// 
Bold Action Programs for the Disadvantaged: 
Elementary Reading. Highlights of the 1967 
Pre-Convention Institutes. 
ED 073 450 
Chicano Children’s Literature, Annotated 
Bibliography. 
ED 075 158 
Children and Literature. 
ED 076 967 
Children and Literature: Views and Reviews. 
ED 076 940// 
Children, Books and Reading. Perspectives in 
Reading No. 3. 
ED 076 948 
Children’s Books 1972: A List of Books for 
Preschool Through Junior High School Age. 
ED 075 064 
The Children’s Book Showcase. 1973. 
ED 072 831// 
Children's Books to Enrich the Social Studies: 
For the Elementary Grades. Revised Edition. 
ED 067 352 
Children’s Literature: A Guide to Reference 
Sources. First Supplement. 
ED 068 933// 
Children’s Reading Interests: A Wellington Sur- 
vey. 
ED 074 452// 
Children’s Reasons and Motivations for the 


Selection of Favorite Books. 
ED 067 619// 


The Child’s Literary Heritage, Folk and Fairy 
Literature. 





94 Subject Index 


ED 069 299 
Chinese-American Identity and Children’s Pic- 


ture Books. 
ED 067 663 
Choosing Literature for Young Children. 
ED 071 022// 
The Effectiveness of Microfiche Copies of 
Trade Books on Selected Fourth-Grade Chil- 
dren’s Reading Achievement, Reading At- 
titudes, and Use of Library Books. 
ED 079 672// 
Good Reading for Poor Readers. 8th Edition. 
ED 068 910// 
The Greedy Little Boy Teacher's Manual [With 
Units for Levels A and B}. 
ED 068 239 
A History of Australian Children’s Literature, 
1941-1970. 
ED 068 970// 
A History of Australian Children’s Literature, 
1841-1941. 
ED 068 971// 
Index to Children’s Plays in Collections. 
ED 071 079// 
Jugendbucher: Besprechungen des Ju- 
gendschriften-Ausschusses, Lehrerverein Bern- 
Stadt, Nr.5, 1971 (Books for Youth: Evalua- 
tions of the Committee on Juvenile Literature 
of the Teachers Association of the City of 
Bern, List Number 5, 1971). 
ED 066 971 


Library of Congress Classification Adapted for 
Children's Books, Second Edition. 
ED 076 216 
Little Bear Teacher’s Manual [With Units for 
Levels A and B]. 
ED 068 238 
Matters of Fact: Aspects of Non-fiction for 
Children. 
ED 068 979// 
Motivation and the Right to Read Conference, 
Indianapolis, Aug. 24-26, 1972. 
ED 073 774 
Naci para ensenarte (1 Was Born to Teach 
You). 
ED 072 674 
Osceola. The Story of an American Indian. 
ED 075 123// 
The Oxygen Cycle. 
ED 079 048 
Paperback Books for Children. 
ED 066 763// 
Pass the Poetry, Please! Using Poetry in Pre- 
Kindergarten-Six Classrooms. 
ED 074 495// 
Reaching Children and Young People Through 
Literature. 
ED 068 915 
Reading, Children's Books, and Our Pluralistic 
Society. Perspectives in Reading No. 16. 
ED 071 036 
RIF's [Reading is Fundamental] Guide to Book 
Selection 1973. 
ED 074 455 
The Rock Cycle or It’s Hard When You're a 
Rock. 
ED 079 047 
Sources of Good Books and Magazines for 
Children; An Annotated Bibliography. 
ED 079 705 
Structural Analysis of Children’s Literature: 
Picture Storybooks. 
ED 078 358// 
A Study of Child-Adult Relationships as 
Revealed in Selected Contemporary Picture- 
Storybooks for Children in the Primary Grades. 
ED 078 353// 
A Study of Library Books Selected by Second 
Grade Boys and Girls in the lowa City, lowa 
Schools. 
ED 067 636// 
A Study of the Feasibility of Using Instruc- 
tional Modules in a Children's Literature Class. 
ED 072 447// 
The Theme Approach for Reading Literature 
Critically. 
ED 075 767 
Toward a Model of Children’s Story Com- 
prehension. 
ED 078 372// 
Using Children’s Literature in the Reading Pro- 
gram. 
ED 074 474 
Violence in Children’s Literature: A Content 
Analysis of a Select Sampling of Children's 


We Build Together. 

ED 076 998 
A Working Bibliography of American Doctoral 
Dissertations in Children’s and Adolescents’ 
Literature, 1930-1971. 

ED 071 725 
Wiiting for Children and Teen-agers. 

ED 066 772// 

Your Reading: A Book List for Junior High 
Schools. 

ED 079 762 


Childrens Games 


The Academic Games Program: A Summary of 
Research Results (1967-1972). 
ED 072 393 


Classroom Activities. 
ED 080 481 


Childrens Theatre Association 
A History of the Children’s Theatre Associa- 
tion of Baltimore, Maryland from 1943-1966. 
ED 067 682// 


Child Responsibility 
The Rights of Children: Responsibility and 


Freedom. 
ED 070 509 


Child Role 
A Study of Child-Adult Relationships as 
Revealed in Selected Contemporary Picture- 
Storybooks for Children in the Primary Grades. 
ED 078 353// 


Child Welfare 
An Annotated Bibliography on Children. 
ED 068 146 
The Child Advocacy System: A Case Report. 
ED 067 592 
The Children You Gave Us: A History of 150 
Years of Service to Children. 
ED 076 250// 
Child Welfare: Policies and Practice. 
ED 080 147// 
Evaluation Report of Format for Development 
of In-Service Training for Child Serving Sub- 


Professionals. 
ED 066 700 
Inter-American Investigation of Mortality in 
Childhood: California Study. Final Report. 
ED 068 174 
Manual for Evaluating Day Care Centers. 
ED 068 181// 
A Model for Intake Decisions in Child Welfare. 
ED 075 085 
The Office for Children: A New Approach to 
the Development of Children’s Services in Mas- 


sachusetts. 

ED 078 894 
Open the Door...See the People. A Descriptive 
Report of the Second Year of the Community 
Family Day Care Project. 

ED 071 737 
Rights of Children, 1972: Hearing before the 
Subcommittee on Children and Youth of the 
Committee on Labor and Public Welfare. 
United States Senate Ninety-Second Congress. 
Part 2: Appendix - Selected Readings on Child 
Abuse and Day Care. 

ED 071 740// 


Service to Children in Their Own Homes: Its 
Nature and Outcome. 

ED 075 070 
The Story of the White House Conferences on 
Children and Youth. 

ED 078 896 
Testimony of Dr. David G. Gil, Brandeis 
University, at Hearings of U.S. Senate Subcom- 
mittee on Children and Youth on the “Child 
Abuse Prevention Act”, S.1191 (93rd Con- 
geess, Ist Session) March 26, 1973. 

ED 080 196 


Child Welfare League of America 


A Model for Intake Decisions in Child Welfare. 
ED 075 085 


Chile 


Chile: Una Vision Politica, Economica y Social 
(Chile: A Political, Economic, and Social 
View). 

ED 076 080 
Urbanization in Chile. An International Ur- 





Literature and a Study of Children’s Resp 
to Literary Episodes Depicting Violence. 
ED 072 439// 


Survey Report to the Ford Founda- 
ED 079 455 


tion. 


China 
Chinese Immigrants and China: An Introduc- 
tion to the Multi-Media Package on China. 
ED 077 778 
Problems and Opportunities in Improving 
¢ A Rd 


y ti About China. Service 
Center Paper on Asian Studies #5. 
ED 074 002 
Understanding China Newsletter. Volume 9, 
Number 2. 





ED 076 480 
Chinese 


Chinese-American Identity and Children’s Pic- 


ture Books. 

ED 067 663 
Computer-Based Chinese Teaching Program at 
Illinois. 

ED 071 528 
The Inherent Capability of Nouns to Function 
as Locatives: A New Criterion for Identifying 


Chinese Nouns. 
ED 071 493 


Probl of Teaching Chinese Literature in a 
Comparative Literature Program. 





ED 073 715 
Problems of Textbook in Teaching Chinese 
Poetry. 

ED 071 526 
A “Translation” Exercise in Chinese Poetry. 

ED 073 724 


Chinese Americans 
Chinese-American Identity and Children’s Pic- 
ture Books. 
ED 067 663 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Building Bilingual Bridges. 
ED 074 864 
An Effectiveness Study of English as a Second 
Language (ESL) and Chinese Bilingual 
Methods. 
ED 070 321 
FCC Oral Arguments of the Chinese Media 
Committee. 
ED 071 442 


Chinese Culture 
Area Handbook for the People’s Republic of 


China. 
ED 080 414 
China: The Cultural Revolution: Its Aftermath 
and Effects on Education and Society: A Select 
and Partially Annotated Bibliography. Educa- 
tion Library Bulletin. Supplement Sixteen. 
ED 079 166// 
Chinese Education and Society: A_ Biblio- 
graphic Guide. The Cultural Revolution and its 


Aftermath. 
ED 068 411// 

Chinese Immigrants and China: An Introduc- 
tion to the Multi-Media Package on China. 

ED 077 778 
A Content Analytic Study of “People’s Daily” 
in Its Socialization Process: A Case in Cross- 
Cultural Communication. 

ED 072 491 
Education in Taiwan Province. 

ED 076 326 
Education in Taiwan Province, Republic of 
China. 

ED 076 327 
Education in the Republic of China. 

ED 067 267 
Introducing Asian Studies in El tary Edu- 
cation: China and India. Service Center Papers 
on Asian Studies Number 3. 





ED 068 427 
Understanding China Newsletter. Volume 9, 


Number 2. 
ED 076 480 


Chinese Education 
Chinese Education and Society: A_ Biblio- 
graphic Guide. The Cultural Revolution and its 


Aftermath. 
ED 068 411// 


Chromatography 
An Analytical System Designed to Measure 
Multiple Malod Compounds Related to 
Kraft Mill Activities. 





ED 072 932// 


Chumash Indians 
Social Science - How the Anthropologist Stu- 
dies Man: Ch h Indi R Guide 
for Teachers of Fourth Grade Gifted Students. 
ED 076 439 








Churches 
How to Improve Adult Education in Your 


Church. 
ED 076 884// 
Church Programs 


The Church and Communication Research. 

ED 079 971 
The Protestant Approach to Town and 
Country: A Study-Guide for Catholics. 

ED 070 539 
The Roman Catholic Church and the Adult 
Education Movement: Historical Perspectives, 


Current Initiatives, and Future Projects. 
ED 068 841 


Church Related Colleges 
Action-Research: A New Style of Politics, Edu- 
cation and Ministry. Paper Number 6. 
ED 080 044 
The Church, the College, and the State-- 
Changing Patterns of Relationship. 
ED 074 921 


The Church, the University and Urban Society: 
Implications for the University. Paper Number 
= 


ED 080 040 
The Church, the University and Urban Society: 


A Problem in Power. Paper Number 1. 

ED 080 041 
Institutional Profile of Concordia Senior Col- 
lege, Fort Wayne, Indiana. 

ED 071 591 
Learning and Teaching About Death and Dy- 
ing. 

ED 075 728 
Uncommon Means for the Common Task. 

ED 078 807 
Urban Curricula and the Liberal Arts College. 


Paper Number 5. 
ED 080 045 


Church Responsibility 
Ministry and the Community College. 
ED 068 097 
People Changers Need Each Other. The 
Church and the Community College; A Call to 
Local Congregations. 
ED 077 481 


Church Role 
The Catholic University in the Modern World. 
ED 074 907 
The Church and Communication Research. 
ED 079 971 
The Church and Society. Shaping Public Policy 
in Higher Education. 
ED 068 060 


The Church in Community Development. 

ED 072 326 
The Church's Expanding Role in Adult Educa- 
tion. Summary Report of the Study Project. 
Paper Number Eight. 

ED 070 918 


The Church, The University and Urban 


Society. 

ED 076 165 
Community College - Church Project of the 
Church in Higher Education. Preliminary Re- 
port. Project and Community College Institute 
of Columbia University. 

ED 075 013 


Designing a New Human Settlement Pattern. 

ED 073 343 
Ecumenical Planning for Mission in Town and 
Country America. Catholic Perspectives on the 
Concerns of the National Consultation on the 
Church in Community Life, Ohio State Univer- 
sity, September 5-8, 1967. 

ED 070 540 


Ministry and the Community College. 

ED 068 097 
People Changers Need Each Other. The 
Church and the Community College; A Call to 
Local Congregations. 

ED 077 481 


The Role of Protestant Churches, Jewish 
Synagogues, and the Roman Catholic Church 
in the American Adult Education Movement. 
Background Paper Number One. 

ED 070 917 


The Role of the Church in Rural Development. 
Report on the P di and R 
tions of the Working Conference (Salisbury, 
Rhodesia, August 27-30, 1972). 

ED 078 262 





Church Workers 
The Challenge of Modern Church-Public Rela- 


tions. 
ED 069 954// 


Cincinnati 
Visions of Cablevision; The Prospects for Cable 
Television in the Greater Cincinnati Area. 
ED 073 688 


Cinema History 
The History of World Cinema. 
ED 078 479// 


Citation Indexes 
Index to the Science Fiction Magazines 1966- 


1970. 
ED 066 770// 


Citizen Advocacy 
Citizen Advocacy for the Handicapped, Im- 
paired, and Disadvantaged: An Overview. 
ED 077 169 


Citizen Participation 
Cable in Mass 2. 
ED 074 710// 
Cable Television; A Guide for Citizen Action. 
ED 071 374// 
Cable Television: A Summary Overview for 


Local Decisionmaking. 

ED 074 779// 
Cable Television: Citizen Participation in 
Planning. 

ED 074 781// 
Cable T.V.--Educational Medium of the Fu- 
ture? Perspective Number Five. 

ED 076 020 





The Challenge of Envi tal 

“ED 076 409 
Citizens, Businessmen, and Educators: The Ele- 
ments to Better School-Community Relations. 
An Occasional Paper. 

ED 075 892 


Clean Air. It’s Up to You, Too. 

ED 079 072 
Community Consultation Kit. 

ED 077 814 
Community Parity in Federally Funded Pro- 


grams. A Position Paper. 
ED 070 143 


Community Status and Conflict in Suburban 
School Politics. 
ED 071 927 
Crossed Wires; Cable Television in New Jersey. 
ED 073 704// 
Designing a New Human Settlement Pattern. 
ED 073 343 
Education for the People: Guidelines for Total 
Community Participation in Forming and 
Strengthening the Future of Public Elementary 
and Secondary Education in California. 
Volumes | and 2 [Companion Volumes]. 
ED 066 822// 
Goal Setting: Trenton Public Schools. 
ED 067 767 
Incasting and the Telephone Network. Working 


Paper Ill. 
ED 067 833 


Participative Management -- Decentralized 
Decision Making: Working Models. A Mono- 


graph. 

ED 073 542 
Preliminary Findings of Electronic Town Hall 
Project (MINERVA). 

ED 071 411 


The Private Agreement and Citizen Participa- 


tion in Broadcast Regulation. 
ED 079 784 


Program of Education for Community Coor- 
dination and Action in Warren County: What 
Kind of a County Do We Want Warren County 


To Be? 
ED 067 555 


Project 18. (Student and Teacher Booklets.) 
ED 071 932// 


Project 18: Effectively Influencing Political 


Decisions. 
ED 071 964 


Responsibility and Responsiveness (II). 
ED 077 810 


Technology to Facilitate Citizen Participation 
in Government. 
ED 066 896 


Television and the People; A Programme for 
Democratic Participation. 
ED 066 877// 


Subject Index 95 


Winning Bond Elections: A Treatise Covering 
Tactics Successfully Implemented in Recent 
lowa Bond Elections. 

ED 078 538 


Citizenship 
Americanization Guidelines for Public School 
Directors of C Ed and 
Teachers of the Foreign Born. 
ED 079 578 


Attitudes in Civic Education in Several Coun- 
tries: Development of Cross-National Scales. 

ED 068 408 
Citizenship of Academic Staff Within 
Discipline Groups by University 1969-70. 

ED 069 259 
Directory of Law-Related Educational Activi- 
ties. 





ED 073 978 
Multimedia for Americanization Programs. 

ED 077 205 
The National Assessment of Citizenship: Impli- 
cations for Social Studies Research. 

ED 071 982 
National Assessment of Educational Progress. 
Citizenship: Group Results B. Preliminary Re- 
port 9. 1969-70 Assessment. Parental Educa- 
tion, Color, Size and Type of Community. 

ED 068 407 
National A t of Educational Progress. 
Citizenship Objectives for 1974-75 Assessment. 

ED 074 010 
Security and Well-being in America: Projec- 
tions, Policy, and Education for the 1970's. 

ED 067 357 
Survey of Employment of Ontario Ph.D. Grad- 
uates - 1964-69. 





ED 069 262 


Citizenship Responsibility 
California Student Vote 1972; A Brief Analysis 
of the Student Vote. 
ED 078 722 


National Assessment of Educational Progress. 
Citizenship Objectives for 1974-75 Assessment. 
ED 074 010 


City Colleges of Chicago 
A Five-Year Longitudinal Study of pn Col- 
leges of Chicago Transfer S Pp 
1967-June 1972. 
ED 072 780 


A Profile of City Colleges of Chicago 1972 
Graduates. 
ED 073 751 





City Government 
An Examination of Policy Making in an Urban 


Setting. Final Report. 
ED 070 811 
Pressure Groups and the Urban Community: 
Processes and Materials. Project Canada West. 
ED 071 943 
Three Year Report: The Quality of Urban Life. 
ED 068 594 
University-Urban Interface Program. Pittsburgh 


Goals: Notes on Metropolitanism. 

ED 070 697 
University-Urban Interface Program. University 
Forum. Background Paper. Goals and Govern- 


ment of the Metropolis. 
ED 070 699 


City Improvement 
University-Urban Interface: Issues, Methodolo- 


gy, Prospects. 
ED 072 717 


University-Urban Interface Program. Pittsburgh 


Goals: Notes on Metropolitanism. 
ED 070 697 


City Planning 
Cable Television in Detroit; A Study in Urban 
Communications. 
ED 067 890 


Cable Television: The Process of Franchising. 
ED 074 780// 
Making Evaluation Research Useful: A Summa- 


ry of Proceedings of a Workshop. 
ED 068 574// 


M.E.T.R.O.: A Gaming Simulation. Report on 


Phase I. 

ED 066 885 
Participant-Observation and the Development 
of Urban Neighborhood Policy. 

ED 068 597 


Urban Games: Four Case Studies in Urban 
Development (Operator’s Manual and Player’s 
Manual). 





96 Subject Index 


ED 077 707// 
Urbanization in Chile. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 455 
Urbanization in Morocco. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 460 
Urbanization in Turkey. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 
ED 079 461 
Visions of Cablevision; The Prospects for Cable 


Television in the Greater Cincinnati Area. 
ED 073 688 


City Problems 
Causes and Consequences of the Urban Crisis. 
ED 067 436 
Changing Cities, Social Studies: 6470.04. 
ED 073 961 
The Cities: A Problems Course. Units I-VII and 
Reference Section. 
ED 077 781// 
Dimensions of Change. 
ED 072 666// 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: New York City. 
ED 075 727 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Miami, Florida. 
ED 075 757 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Chicago, Illinois. 
ED 075 759 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: San Francisco. 
ED 075 760 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Kansas City, Kansas. 
ED 075 761 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Los Angeles. 
ED 075 762 
Emerging Urban Problems and Their Sig- 
nificance for School District Organization in 
the Great Plains States. 
ED 074 579// 


A Handbook for University-Community Discus- 
sion of Urban Problems. A Model for Urban 
Study Programs Involving College Students and 
Community Adults. 

ED 069 957 


Infrastructure Problems of the Cities of 
Developing Countries. An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 

ED 079 465 
Issues of Concern to Puerto Ricans in Boston 


and Springfield. 
ED 069 823 


Political Northern School 


Strategies in 
Desegregation. 


ED 080 633// 

Report from a National Workshop on Commu- 
nity Crisis Intervention, April 21-23, 1972. 

ED 067 329 
Suggestions for Speech-Communication 
Research in Urban Settings. 

ED 079 785 
Teaching About Life in the City. 

ED 069 594 
Teaching the Age of the City: The Gilded Age 
and After (1865-1914). A Guide for Seventh 
Grade Social Studies. 

ED 068 422 
University-Urban Interface: Issues, Methodolo- 


gy, Prospects. 
ED 072 717 


University-Urban Interface Program. Pittsburgh 
Goals: Some Thoughts on Health Issues. 

ED 070 696 
University-Urban Interface Program. Phase III, 
Progress Report 4 (April 1972-June 1972). 

ED 070 698 


University-Urban Interface Program. University 
Forum. Background Paper. Goals and Govern- 
ment of the Metropolis. 

ED 070 699 
University-Urban Interface Program. Pittsburgh 
Goals and Futures. 

ED 073 039 


The Urban Affairs Programs of Higher Educa- 
tion Associations: What They Are Doing and 
What They Can Do. 

ED 069 236 
Urban Indian Project. 

ED 080 269 
Urbanization in Morocco. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 
ED 079 460 


City School 
An_ Evaluation of City School, 1971-72. 
Research Report. 

ED 074 119 
Questionnaire to Parents. 
ED 074 121// 
Student Questionnaire. 
ED 074 120// 


City University of New York 
Open Admissions at the City University of New 
York: A Description of Academic Outcomes 
After Three Semesters. 
ED 078 808 


City Wide Programs 

JEEP Program (Job Entry Employment 
Preparation). 

ED 079 559 
Narcotic Addiction Treatment and Rehabilita- 
tion Programs in New York City. Report to 
Subcommittee No. 4 Committee on the Judici- 
ary House of Representatives. 

ED 078 241 


Civic Belief 
Teachers’ Belief Systems and Grading Prac- 


tices. 
ED 072 030 


Civics 
American Political Behavior. 
ED 073 966// 

Attitudes in Civic Education in Several Coun- 
tries: Development of Cross-National Scales. 

ED 068 408 
Canada and the United States--Government 
and Political Parties--A Comparison. A Learn- 
ing Activity Packet. 

ED 080 437 
Fundamental Laws of the State: The Spanish 
Constitution. 

ED 071 501 
Human Dignity Through the American Ex- 
perience. (Government). Grade 12. 

ED 067 345 
An Information Exchange System for Teachers 
of Government. 

ED 070 734 


Laboratory Activities for Civics Instruction. 

ED 073 033 
Needed: A Democratizing of the Schools? 

ED 073 020 
Politics and Participation. An Alternative Ap- 
proach to the Study of Politics and Govern- 
ment in Senior High Schools. Occasional Paper 
No. 4. 

ED 076 444 
Pressure Groups and the Urban Community: 
Processes and Materials. Project Canada West. 

ED 071 943 
Project 18: Effectively Influencing Political 
Decisions. 

ED 071 964 
Social Science Education Consortium 
Newsletter. Number 14. 

ED 073 034 
Using the School as a Political Laboratory for 
Civics and Government Instruction. 

ED 073 974 
Why Lobby? A General Curriculum Guide to 
Lobbying. The Lobbyist: A General Guide on 
Lobbying. The Lobbying Game. 

ED 076 468 


Civil Defense 


Catalog of Courses and Conferences, 1972- 
1973. 

ED 069 961 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 1. Civil Defense - 
Protection Against What? 


ED 074 311 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 2. Nuclear 
Weapons Effects and Shelter. 
ED 074 312 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 3. Natural Dis- 
asters. 
ED 074 313 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 4. Warning, Emer- 
gency Operations, and Support Programs. 
ED 074 314 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 5. Governmental 
Responsibilities for Civil Defense. 
ED 074 315 
in YOUR School. 
ED 078 284 
Impact of Career Development Program Upon 
Local Coordinators. Final Report. 
ED 078 260// 
In Time of Emergency. A Citizen’s Handbook 
on Nuclear Attack and Natural Disasters. 
ED 070 627 





Disaster Prepared 


Civil Disobedience 
Black, Brown and Red: The Movement for 
' Freedom Among Black, Chicano and Indian. 
ED 076 728 
Campus Disorders: A Symposium of Relevant 


Papers. 
ED 077 433 


Student Unrest and Campus Disorders. Student 


Financial Aid Regulations. 
ED 070 400 


Civil Liberties 

Access to the Airways: Rationale and Applica- 
tions. 

ED 077 040 
Advocacy for the Legal and Human Rights of 
the Mentally Retarded. 

ED 072 582 
Children’s Rights; Toward the Liberation of the 


Child. 
ED 067 860// 


Columbia University Affirmative Action Pro- 


gram (Condensed Version). 
ED 074 897 


Compulsory Disclosure by Newsmen: The Im- 
plications of the Legal Heritage for the Con- 
temporary Situation. 

ED 079 766 


Court Action for Migrants. 

ED 077 608 
Free Speech Yearbook: 1970. 

ED 067 718 
Free Speech Yearbook: 1972. 

ED 071 122 
A Guide to Human Rights Education. Bulletin 
43. 

ED 080 420 
How Communication Theory Could Be Used to 
Improve Judicial Decisions on Freedom of Ex- 


pression. 
ED 071 115 
The Meaning of Freedom of Speech: First 
d t Freed from Wilson to FDR. 
Contributions in American History No. 15. 
ED 077 039// 
The National Women’s Political Caucus: A 
Rhetorical Biography. 





ED 077 054 

The Rights of Teachers. The Basic ACLU 

Guide to a Teacher’s Constitutional Rights. An 
American Civil Liberties Union Handbook. 

ED 075 340// 

Theoretical Value in Teaching Freedom of 


Speech. 
ED 077 065 


Civil Rights 
A Bibliography for Chicano History. 
ED 077 637// 
Black Students in Protest: A Study of the 
Origins of the Black Student Movement. The 
Arnold and Caroline Rose Monograph Series in 


Sociology. 
ED 073 185// 

“Civil Rights in Northern Ireland: By Damn! 
We've Got Their Attention Now!” 

ED 073 508 
A Continuing Summary of Pending and 
Completed Litigation Regarding the Education 
of Handicapped Children. 

ED 067 779 





Education of the Spanish Speaking. Hearings 
Before the Civil Rights Oversight Subcommit- 
tee (Subcommittee No. 4) of the Committee 
on the Judiciary, House of Representatives, 
Ninety-Second Congress, Second Session on 
Reports of the U.S. Commission on Civil 
Rights. Serial No. 35. 

071 803 


ED 
Hearings before the Civil Rights Oversight Sub- 
committee (Subcommittee No. 4) of the Com- 
mittee on the Judiciary House of Representa- 
tives. Ninety-Second Congress: Second Session 
on Reports of the U. S. Commission on Civil 
Rights on the Education of the Spanish Speak- 


ing. 

ED 067 513 
HEW and Title VI: A Report on the Develop- 
ment of the Organization, Policies, and Com- 
pliance Procedures of the Department of 
Health, Education, and Welfare Under Title VI 
of the Civil Rights Act of 1964. Clearinghouse 
Publication, Number 22. 

ED 067 441 


Higher Education Guidelines for Executive 
Order 11246. 
ED 074 893 


Issues of Concern to Puerto Ricans in Boston 
and Springfield. 
ED 069 823 


Legal Change for the Handicapped through 


Litigation. 
ED 073 612 
Measurement and Testing Considerations for 
Native American Education. 
ED 075 457// 


Recruiting Women and Minority Faculty: An 
Information Handbook. 
ED 068 008 


The Southwest Indian Report. A Report of the 
U. S. Commission on Civil Rights, May 1973. 
ED 080 228 
Statistical, Legal, and Moral Problems in Fol- 
lowing the EEOC Guidelines. 
ED 069 684 
Students’ Rights: A Guide to the Right of Chil- 


dren, Youth and Future Teachers. 

ED 070 752 
A Study of Student Rights and School Authori- 
ty with Regard to Long-Term Suspensions. 

ED 067 179 
A Talk on Sex Discrimination. 

ED 067 772 
Taxing Those They Found Here. An Examina- 
tion of the Tax Exempt Status of the American 


Indian. 
ED 075 108// 

Understanding Fair Housing. 

ED 075 565 
“Walk Together Children.” A Report of the 
Iowa State Committee to the U.S. Commission 
on Civil Rights on Housing and Education in 
Waterloo, Iowa. 

ED 078 114 


Welcoming Remarks of Edward Yudin, Vice 
Chairman, New Mexico Committee to the U. S. 
Commission on Civil Rights at Hearings on In- 
dian Problems (Albuquerq New Mexico, 
November 14-15, 1972). 





ED 080 227 


Civil Rights Act of 1964 Title VI Programs 
HEW and Title VI: A Report on the Develop- 
ment of the Organization, Policies, and Com- 
pliance Procedures of the Department of 
Health, Education, and Welfare Under Title VI 
of the Civil Rights Act of 1964. Clearinghouse 
Publication, Number 22. 

ED 067 441 


Civil Rights Acts of 1964 Title VII 
Some Implications of the Griggs Decision for 
Test Makers and Users. 
ED 073 128 


Civil Rights Act Title IV 
Title IV and School Desegregation: A Study of 


a Neglected Federal Program. 
ED 075 520 


Civil Rights Legislation 

Enforcing Equality in Housing and Employ- 

ment Through State Civil Rights Laws, The 

Administrative Process Project (1969-1972). 
ED 075 674// 

Equal Opportunity in Farm Programs: An Ap- 

praisal of Services Rendered by Agencies of 

the United States Department of Agriculture. A 


Report of the United States Commission on 
Civil Rights, 1965. 
ED 068 206 


Civil War (United States) 
United States History: From Community to 
Society. Unit Six: Civil War and Reconstruc- 
tion. Grade Six. Project Social Studies. 
ED 068 389 


Clackamas Community College 
Clackamas Community College 
Planning Program. Final Report. 


Master 
ED 075 008 
Claremont Colleges 


The Claremont 
Prospects. 


Colleges: Progress and 


ED 076 157 


Class Activities 
Activities for the Early Development of Per- 


ceptual Skills. 

ED 072 853 
Curriculum Guide Functional Level B Excep- 
tional Child Program. 

ED 075 976 


Effects of a Flexible Approach to High School 
Physics on Classroom Social Climate. 

ED 077 667// 
A Guide for the Management of Special Edu- 
cation Programs. 2.0 Education and Counsel- 
ing. Newday Operations Guide for Drug De- 
pendent Minor Programs. 





ED 077 150 
Handbook of Remedial or Developmental Ac- 
tivities to Accompany the Illinois Test of 
Psycholinguistic Abilities. 

ED 073 607 


Learning to Earn 2 Living: A Resource Guide 
for Implementation of the State Curriculum for 
the Educable Mentally Retarded. 

ED 074 664 


Me and My Environment. Unit I: Exploring My 
Environment. 

ED 071 264 
Me and My Environment. Unit III: Energy 
Relationships in My Environment. 

ED 071 266 
Me and My Environment. Unit II: Me as a 


Habitat. 
ED 071 265 


Me and My Environment. Unit IV: Transfer 

and Cycling of Materials in My Environment. 
ED 071 267 

One More Way: Project in Early Child- 


hood/Special Education. 
ED 075 975 


Peer Interaction Rate, Classroom Activity and 
Teaching Style. 
ED 070 210 


Suggested Solutions to Problems Teachers En- 
counter with their Gifted Students. 

ED 071 217 
Teaching Suggestions: Exceptional Child Pro- 


gram. 
ED 078 622 


Classes (Groups of Students) 
Analysis of Section Sizes, Fall 1969. 
ED 069 223 
Methodology of Section Size Analysis. 
ED 069 226 
A Study of Instructional Variables and Student 


Completion. 
ED 077 506 


Classical Conditioning 
Children’s Preference for Stimuli Associated 
with Being Imitated. 
ED 080 152 


Classical Languages 
1971 ACTFL Annual Bibliography of Books 
and Articles on Pedagogy in Foreign Lan- 
guages. 
ED 072 675 
Aspects of Negation in Classical Greek. 
ED 071 473 
Curriculum Guide for Latin, Grades VI-XII. 
ED 069 169 


Classical Literature 
Le Curriculum: changements et innovations 
dans l’enseignement des litteratures classique et 
moderne (The Curriculum: Changes and In- 
novations in the Teaching of Classic and 

Modern Literature). 
ED 071 491 


Subject Index 97 


The Nature of Mythology: Its Place in the En- 
glish Curriculum. 
ED 067 694// 


Classification 
The Atlanta/Urban Institute School Classifica- 


tion Project. 
ED 075 545 


Basic Guidelines for the Bibliographic and 
Physicai Control of Nonprint Media. 

ED 077 212 
Cancer Biochemistry and Host-Tumor Interac- 
tions: A Decimal Classification, (Categories 
51.6, 51.7, and $1.8). 

ED 070 468 


Cancer Etiology and Selected Aspects of 
Cancer Pathology: A Decimal Classification, 
(Categories 51.4 and 51.5). 

ED 070 467 


Cancer Therapy (Preclinical and Clinical): A 
Decimal Classification, (Categories 51.1, 51.2, 
and 51.3). 

ED 070 466 
The Classification and Evaluation of Innova- 
tions in Vocational and Technical Education. 


Final Report. 
ED 067 444 


Classified Index of Industries and Occupations: 
1970 Census of Population. 

ED 080 670 
Cluster Analyses of the SVIB, MVII, and Kuder 
OIS As Tests of an Occupational Classification. 

ED 070 873 
A Comparison of Conceptual Strategies for 
Grouping and Remembering Employed by 
Educable Mentally Retarded and Non-Retarded 
Children. 

ED 073 611 
Dimension Preference and Component Selec- 
tion: Alternative Measures of Children’s Atten- 
tion to Stimulus Components. 

ED 079 434 


Effects of Classification Exposure upon Numer- 
ical Achievement of Educable Mentally Re- 
tarded Children. 

ED 073 583 
An Empirical Comparison of the Accuracy of 
Selected Multivariate Classification Rules. 

ED 075 496 
Field Guide for the Study of Aspects of Subjec- 
tive Culture. Illinois Studies of the Economi- 
cally Disadvantaged, Technical Report Number 
4. 


ED 072 146 
Guidelines for Identifying, Classifying, and 
Serving the Disadvantaged and Handicapped 
Under the Vocational Education Amendments 


of 1968. 

ED 075 580 
The Identification and Classification of Graphic 
Communication Technology. 

ED 068 692// 

Illustrations of Conversational, Inquiry, 
Problem-Solving, and Questionnaire Type In- 
teractions Within The TICS System. 

ED 077 245 
Impact of Growth in the Universe of Subjects 
on Classification. 

ED 077 528 
The Influence of Ability Level and Materials 
on Classificatory and Imaginative Behavior in 


Free Play. 

ED 076 241 
Investigations into the Instructional Process: V. 
Experiences with the Bellack Classification 
System. 

ED 069 715 
Iranian National Union Catalog Description 
and Regulations. 

ED 073 816 
A Legacy of Service: A Commitment to Excel- 
lence. “Exceptional Child Education: A Dump- 
ing Ground for All Educational Failures?” 

ED 077 172 
Library Lectures; Numbers One, Two, Three, 
and Four, March 1965 - May 1966. 

ED 078 841 
Library of Congress Classification Adapted for 
Children’s Books, Second Edition. 

ED 076 216 
Library of Congress Classification Adapted for 
Children’s Sound Recordings. 

ED 976 217 
A New System for Classification of Chinese 
Characters: Initial Three-Stroke Index System 
(Tou San-Bi Jyandzfa). 

ED 076 066 
An NIE Strategy Paper. 





98 Subject Index 


ED 067 518 
Non-Print Media: Cataloging and Classification 
in the Lincoln Public Schools. Manual. 

ED 067 114 


Observing and Recording Nonverbal Data in 
Human Transactions. 
ED 074 528 


Optimal Linear Ordering cf Information Items. 
ED 068 140// 
A Posteriori Indexing, Classification and 


Retrieval of Textual Data. 
ED 078 855// 


The Project on Classification of Exceptional 


Children. 

ED 077 168 
A Proposed Classification Schedule for a Cur- 
riculum Materials Collection. 





ED 070 464 
Rationale and Schedule for a Classification 
System for Education and Education-Related 
Materials. 





ED 070 458 


ED 071 136 
Classroom Communication: A Flexible Teacher 
Training Program in Interpersonal Communica- 
tion. 

ED 079 793 
The Development of the Skill of Questioning in 
Prospective Secondary School Science 
Teachers: An Extension. Final Report. 

ED 072 978 
Fair Verbal Behavior: A Protocol Materials 
Unit for Teachers. 

ED 067 325 
An Investigation of the Influence of Student 
Behavior on Teacher Behavior. 

ED 075 387 
Nonverbal Interaction Analysis. A Method of 
Systematically Observing and Recording Non- 
verbal Behavior. 

ED 071 925 
Pattern Analysis - A Macroscopic Development 
for Interaction Analysis. 

ED 079 063 





Research In Computer-Assisted Explanation 
Applied To Navy Training Manuals. Final Re- 
port | March 71 - 29 February 72. 
ED 074 729// 
Research on Automatic Indexing, Classifica- 
tion, and Abstracting Techniques. Final Report. 
ED 068 133// 

Similarities and Differences in Teacher Charac- 
teristics among Ethnic Groups Represented in 
the United States. 

ED 078 041 
Structural Elaboration of Roe’s Classification 
of Occupations. 

ED 074 237 
A Structure for the Affective Domain in Rela- 
tion to Science Education. 

ED 079 071 
Verbs and Adjectives in Literary Japanese Ac- 
cording to Suzuki Akira. 

ED 072 673 


Class Management 

The Active Classroom: A Comparison of 
Team-Teaching and Self-Contained-Classroom 
Schools. Technical Report No. 31. 

ED 074 069 
Discipline: Are Older Teachers More Liberal 
Than Younger Ones? 

ED 074 053 
Generalization and Maint of Cl 
Treatment Effects. 





ED 067 808 
Modification of Behavior: Application in Class- 
room Management. 

ED 073 084 
Problem Solving Behavior of Teenagers: An In- 
dicator for Classroom Management. 

ED 068 862 


Pupil Control Ideology Instrument. Appendix 
B. 


ED 073 147// 
Toward Definition and Measurement of Pupil 
Control Behavior. 





ED 074 073 
The Use of Behaviour Modifi Techniq 
in a Class of Slow Learners. A Research Re- 
port. 
ED 077 161 


Class Organization 
Organizational! Patterns for Instruction in Physi- 
cal Education. 
ED 080 465 
The Organization of Group Care Environments: 
Behavioral Ecology in the Classroom. 
ED 078 915 
Organizing the Open Classroom: A Teacher's 
Guide to the Integrated Day. 
ED 067 888// 


Classroom Arrangement 

Discipline: Are Older Teachers More Liberal 
Than Younger Ones? 

ED 074 053 
Kindergarten Stations for Interest and Skill 
Learning. 

ED 077 593 
The Open Classroom Approach in the Kin- 
dergarten. 

ED 077 588 
The Organization of Group Care Environments: 
Behavioral Ecology in the Classroom. 

ED 078 915 


Classroom Communication 
Classroom as Process: A Dramaturgic Observa- 
tional Model. 


Relationships Between Concerns and Verbal 
Behavior in Elementary School Teachers. 

ED 075 366 
Role-Playing Methods in the Classroom. 

ED 075 276// 

Speech Communication Course for the 
Prospective Teacher: A Social Systems Ap- 
proach. 

ED 073 514 
Systems for the Observation of Classroom 
Behavior in Early Childhood Education. 

ED 068 204 
Teacher-Pupil Interaction and Teacher Expec- 
tations for Pupil Achievement in Secondary So- 
cial Studies Classes. 

ED 068 402 
Teaching Practices in Introductory Physics 
Courses in Selected Oklahoma Colleges. 

ED 077 668// 

“The Panama Canal Episode: An Encounter 
with a Question and Answers.” Occasional 
Paper 3. 

ED 069 560 
Toward More Effective Dialogue Between 
Teachers and Students: A Leadership and 
Communication Training Project. 

ED 066 683 
The Use of Film-Mediated Modeling and Feed- 
back to Change a Teacher's Classroom 
Responses. 

ED 067 389 
Verbal and Cognitive Behavior Patterns in the 
Classrooms of Selected Social Studies 
Teachers. 

ED 067 306 


Classroom Design 

Classroom on Wheels. 

ED 069 341 
A Comparative Study of Self-Concept: Open 
Space Versus Self-Contained Classroom. 

ED 069 389 
The Concept of Behavioral Effectiveness in the 
Classroom. 

ED 080 180 
Investigation of the Effects of Allocation of In- 
structional Time on Pupil Achievement and 
Retention. 

ED 070 027 
Research on Open Education: Problems and Is- 
sues. 

ED 068 202 


Classroom Environment 

The Active Classroom: A Comparison of 
Team-Teaching and Self-Contained-Classroom 
Schools. Technical Report No. 31. 

ED 074 069 
Classroom Activities. 

ED 080 481 
Creativity. What Research Says to the Teacher, 
Series, No. 28. 

ED 078 435 
Educating Young Children: Sociological In- 
terpretations. 

ED 076 233// 

Environmental Forces Impinging Upon Normal 
and Disturbed Children in a Regular Class- 
room. Final Report. 

ED 071 262 
Environmental [Illumination and Human 
Behavior: The Effects of Spectrum of Light 
Source on Human Performance in a University 
Setting. 

ED 080 038 


Human Relations in the Classroom. An An- 
notated Bibliography: Supplement 2. ERIC- 
IRCD Urban Disadvantated Series, Number 33, 
June 1973. 
ED 079 437 
The Impact of Behavioral Modification Based 
Programs Versus Developmental Based Pro- 
grams on Pupil Role Development. 
ED 080 562// 
The Influence of Interpersonal Skill Training 
on the Social Climate of Elementary School 
Classrooms. 
ED 075 386 
The Influence of Non-White Pupil Classroom 
Composition on Classroom Quality. 
ED 080 629 
The Instructional Environment and the Young 
Autonomous Learner. 
ED 077 564 
An Investigation into the Relationship Between 
Organizational Climate and the Biology Stu- 
dents’ Perception of Present Biology Practices. 
ED 069 488// 
On Involvement. 
ED 080 564// 
Modification of Behavior: Application in Class- 
room Management. 
ED 073 084 
Multiple Input Assessment and Preventive In- 
tervention. 
ED 076 699 
The Open Classroom Approach in the Kin- 
dergarten. 
ED 077 588 
Phenomena and Methodology of Studying So- 
cial Structures in the Classroom. 
ED 073 052 
Piagetian Theory and the Development of a 
Model Curriculum for Young Children. 
ED 076 236 
Problem Solving Behavior of Teenagers: An In- 
di ‘or Cl M t 








ED 068 862 
A Program to Assist Educational Personnel to 
Teach Students of Wide Variability in Regular 
Classrooms. Director’s Annual Progress Report. 

ED 068 443 
Pupil Role Interview Content Analysis Summa- 
ry. 

ED 080 563// 

Pupil-Teacher Adjustment and Mutual Adapta- 
tion in Creating Classroom Learning Environ- 
ments. Final Report. 

ED 068 416 
A Response to Futh’s “Piaget for Teachers”. 

ED 078 903 
Responsive Evaluation. 

ED 076 681 
School Camping Program. Disadvantaged Pupil 
Program Fund, Fund Number 97-8: 1971-1972 
Evaluation. 

ED 078 104 
Self-Concept and Reading. 

ED 071 064 
Setting Structure and the Problem of the 
Match. 

ED 080 565// 

Setting Structute, Involvement, and Develop- 
mental Status as Learner: Elements of the 
Problem of the Match. 

ED 080 561 
Social Exchange in the Elementary School 
Classroom: The Problem of Teacher Legitima- 
tion of Social Power. 

ED 074 668 
A Study of the Cognitive and Affective Per- 
formance of Children in the Elementary 
Science Study Program. 

ED 076 648 
Team Teaching and the ‘‘Active” Classroom. A 
Comparative Study of the Impact of Self-Con- 
tained Classrooms and Open-Space Team 

hing Schools on Cl “Activity.” 
ED 067 361 





Classroom Furniture 
Equipment and Furniture Guidelines for Open- 
Plan Middle and High Schools. 
ED 073 538 
Open Space Elementary Schools: An An- 
notated Bibliography. 
ED 072 544 


Classroom Games 
Classroom Activities. 
ED 080 481 
Creativity Games. 
ED 072 624 





Faites Vos Jeux: A Book of Games and Activi- 
ties for the Early Years of French in Primary 
and Secondary Schools. 

ED 072 678// 


Pilot Study for a New Elementary and Junior 
High School Mathematics Program: Number 
Activities for the Kindergarten. 

ED 068 356 


Primary: A Simulation Game. 
ED 080 446 
Recipes for Teaching Foreign Languages in 


Oklahoma. 

ED 074 844 
Simulation Games and Political Attitudes: The 
Importance of Role Identification and Game 


Structure. 
ED 069 047 


Simulation in the Classroom. 
ED 074 725// 


Classroom Guidance Programs 
Effects of a Selected Guidance Program on the 
Self-Concepts of Appalachian Primary School 


Children. 

ED 072 894// 
Teachers’ Guide to Group Vocational 
Guidance. 


ED 068 695// 


Classroom Information and Computing 
Service 


The Classroom Information and Computing 
Service. 
ED 069 291// 


Classroom Integration 

The Equality of Educational Opportunity 
within Ethnically Mixed Classrooms. 

ED 073 862 
The Influence of Non-White Pupil Classroom 
Composition on Classroom Quality. 

ED 080 629 
Southwest Seminar and Development Project 
of the District of Columbia Public Schools; Re- 
port of Evaluation 1967-1968. 

ED 072 027 
Teachers and Students: Differences in Teacher 

tion with Mexi American and Anglo 

Students. Mexican American Education Study. 

ED 073 881 





Ways to Understanding. 
ED 074 061 


Classroom Materials 

The Development and Application of a Struc- 
tured Procedure for the In-Context Evaluation 
of Instructional Materials. 

ED 068 491 
Piagetian Theory and the Development of a 
Model Curriculum for Young Children. 

ED 076 236 
Recipes for Teaching Foreign Languages in 


Oklahoma. 

ED 074 844 
The Utah Migrant - An Education Survey. 

ED 067 191 


Classroom Observation Instrument 
What Happens in the Follow-Through Pro- 
gram? Implications for Child Growth and 


Development. 
ED 071 755 


Classroom Observation Techniques 
Affective Priorities in Education. 
ED 069 793 


Classroom as Process: A Dramaturgic Observa- 
tional Model. 
ED 071 136 


Cl by Cl Analysis of the Impact 
of a Compensatory Education Program. 
ED 078 094 





Classroom Observation Scales. 

ED 076 573 
Classroom Supervision and Informal Analysis 
of Behavior. A Manual for Supervision. 

ED 071 161 
Coding Manual for Continuous Observation of 
Interactions by Single Subjects in an Academic 


Setting. 

ED 070 209 
Coding Manua! for Subject/Peer/Teacher 
Sequential Interactions in Academic Survival 
Skill Settings. Report No. 4. 

ED 069 094 


A Consolidated Report on the “Draw-A-Class- 
room” Test: A Study of the Drawing Behaviour 
of Children in Toronto Public Schools. 

ED 068 580 


A Day in the Life: Case Studies of Pupils in 
Open Plan Schools. 

ED 067 725 
The Development of Selected Initiating Activi- 
ties in the Teaching of Mathematics. 

ED 067 247 
Development of Situational Task Methodology 
for the Evaluation of Process Outcomes in the 
Open Classroom. 

ED 073 837 





The Differentiated Child Behavior Observa-. 


tional System. 

ED 078 939 
An Evaluation of the Bilingual Mini-School, 
J.H.S. 45, Community School District 4. Final 


Report. 

ED 072 126 
An Exploratory Study of Interaction Analysis in 
the College Classroom. 

ED 073 057 
A Guide to the Open Classroom. 

ED 072 849 
Increasing Positive Interactive Classroom 
Behavior. 

ED 080 421 
The Influence of Interpersonal Skill Training 
on the Social Climate of Elementary School 
Classrooms. 

ED 075 386 
An_ Investigation of Independent Child 
Behavior in the Open Classroom: The Class- 
room Attitude Observation Schedule (CAOS). 

ED 073 828 
An Investigation of the Influence of Student 
Behavior on Teacher Behavior. 

ED 075 387 
Investigations into the Instructional Process: 
VII. Non-Verbal Behavior in Group Work Ob- 
servational Technique and Typology of Pupils’ 


Work. 

ED 079 181 
Manual for Coding Academic Survival Skill 
Behaviors and Teacher/Peer Responses. Report 
No. 3. 

ED 069 093 


Multivariate Comparison of Two Model 


Preschool Programs. 

ED 079 360 
Nongraded Primaries in Action. [A —, for 
Observing Classroom and Cl rf 
in Nongraded Schools.]} 

ED 073 127 


Nonverbal Interaction Analysis. A Method of 
Systematically Observing and Recording Non- 
verbal Behavior. 

ED 071 925 


An Observational Instrument Based on the Ob- 
jectives of a Special Education Curriculum. 

ED 079 321 
An Observational Investigation of Instruction 
and Behavior in an Informal British Infant 
School. (Full Report). 

ED 073 823 


Observational Methods in the Classroom. 
ED 077 146 
Observation - A Losing Art in Teacher Train- 


ing. 

° ED 079 244 
Parent Training Manual Emphasizing Data 
Systems for Mothers and Children in a Diag- 
nostic Preschool. 

ED 070 221 


Participant Observation in A School Setting. 

ED 070 739 
Phenomena and Methodology of Studying So- 
cial Structures in the Classroom. 





ED 073 052 
Racial Interaction in an Urban, Secondary 


School. 

ED 076 725 
Scoring Categories and Administration Instruc- 
tions (Appendix of a Complete Manual for the 
Draw-A-Classroom Test). 

ED 068 537 
Selective Observation Simulator (SOS). Dis- 
semination Document No. 2. 

ED 077 179 
Stability of Teacher Ratings of Pupil Behavior 
In a Classroom Setting. 

ED 066 685 


A Study of Teachers’ Classroom Questioning 
and Responding Techniques. 

ED 079 260 
The Supervisory Role. Educational Manage- 
ment Review Series Number 18. 

ED 075 909 


Subject Index 99 


Systems for the Observation of Classroom 
Behavior in Early Childhood Education. 

ED 068 204 
A Taxonomy-Based Verbal Performance Instru- 
ment. 

ED 073 109 
University of Kansas: 1968-1969 Head Start 
Evaluation Report. 

ED 071 736 
The Use of Reinfi t P to In- 
crease the Percent of Study Behavior with a 
Kindergarten Child. 

ED 073 838 


Using Generalizability Theory and Multifacet 
Designs in the Validation of a Classroom Ob- 
servation Instrument. 





ED 068 534 
Using Non-Participant Observation in Curricu- 
lum Assessment: A Case Example. 

ED 075 295 
A Video Tape Techniq for A 
Behavioral Correlates of Academic Per- 
formance. 





ED 074 747 
What Happens in the Follow-Through Pro- 
gram? Implications for Child Growth and 


Development. 
ED 071 755 


Classroom Participation 
Classroom Practices and the Development of 
Political Efficacy. 
ED 077 785 
Teachers and Student Aides. 
ED 073 085 


Classroom Research 

The Effects of Competition on Classroom Per- 
formance, Retention, and Interest. 

ED 078 307 
Increasing Positive Interactive Classroom 
Behavior. 

ED 080 421 
Participant Observation in A School Setting. 

ED 070 739 
Phenomena and Methodology of Studying So- 
cial Structures in the Classroom. 

ED 073 052 
A Study of Field Participation and Classroom 
Experiences and their Effects upon the Percep- 
tions of Prospective Teachers. 

ED 075 381 


Classroom Techniques 
An Analysis of Teacher Self-Assessment and 
Related Student Perceptions Regarding Instruc- 
tional Behavior of Junior High School Science 
Teachers. 


ED 079 070 

Classroom Instructional Tactics. 
ED 076 035// 

Classroom Observation Scales. 

ED 076 573 
Cross-Cultural Scaling Studies in the Develop- 
ment of Probabilistic Teaching Performance 
Criteria Anchored to Utility and Time Scales. 

ED 068 523 
Exemplary Teaching and Programs in Santa 
Clara Unified School District. 

ED 070 087 
How To Use a Bulletin Board. How To Do It 
Series, Number 4. 

ED 080 408 
How To Use a Motion Picture. How To Do It 
Series, Number |. 

ED 080 405 
How To Use a Textbook. How To Do It Series 
Number 2. 

ED 080 406 
How To Use Daily Newspapers. How To Do It 
Series, Number 5. 

ED 080 409 
How to Use Group Discussion. How to do it 
Series, Number 6. 

ED 080 410 
How to Use Local History. How to Do It Se- 
ries, Number 3. 

ED 080 407 
How to Use Oral Reports. How to Do It Series, 


Number 10. 
ED 080 411 


Individualizing Instruction. 

ED 067 362 
Investigation of the Effects of Allocation of In- 
structional Time on Pupil Achievement and 


Retention. 
ED 070 027 
Role-Playing Methods in the Classroom. 





100 Subject Index 


ED 075 276// 

Small Group Inquiry. 
ED 069 604 
A Study of the Perceptual Organization of Ele- 
mentary and Secondary “Outstanding Young 


Educators”. 
ED 070 749 


The Teaching of English in Schools 1900-1970. 
ED 067 698// 


Class Size 
Analysis of Section Sizes, Fall 1969. 
ED 069 223 
Class Size. Educational Management Review 


Series Number 8. 
ED 066 779 


Higher Education with Fewer Teachers: Some 
Examples of Current Practice. 

ED 070 391 
Methodology of Section Size Analysis. 

ED 069 226 
More Effective Schoois Program, Disad- 
vantaged Pupil Program Fund, Fund Number 
97-16. 1971-72 Evaluation (Year 3). 

ED 076 742 


Optimum Class Size? A Review of the Litera- 


ture. 
ED 070 757 


Planning-Programming-Budgeting Concepts 
Applied to Public School District Financial 


Management. 
ED 066 815// 


The Relationship between CEQ Ratings and In- 

structor’s Rank, Class Size, and Course Level. 
ED 076 147 

A Study of Instructional Variables and Student 


Completion. 
ED 077 506 


Cleaning 
Programmed Cleaning and 
Sanitation. 


Environmental 
ED 074 613// 


Clearinghouses 

Annual Report of the Center to Improve 
Learning & Instruction 1971-72. 

ED 076 121 
ERIC Documents on the Teaching of Foreign 
Languages: List Number 9. 

ED 073 710 
ERIC Information Analysis Products 1967- 
1972. 

ED 078 862 
ERIC Products 1971-1972. An Annotated 
Bibliography of Information Analysis Publica- 
tions of the ERIC Clearinghouses, July 1971 
Through June 1972. 

ED 077 512 
TM News. 

ED 068 510 
TM News. 

ED 068 511 


Clergymen 

People Changers Need Each Other. The 
Church and the Community College; A Call to 
Local Congregations. 

ED 077 481 
Proceedings: Town and Country Church In- 
stitute (38th, Urbana, Illinois, January 29-31, 
1968). The Church and Community Develop- 
ment. 

ED 071 783 
The Role of Institutionally-Appointed Campus 
Professional Religious Leadership. 

ED 077 342 
The Role of Professional Religious Leadership 
in Colleges and Universities. 

ED 076 096 
Survey of Pastors’ Concerns in Continuing 
Education. 

ED 072 343 


Clerical Workers 

Coding Clerk (clerical) 219.388--Technical Re- 
port on Development of USES Aptitude Test 
Battery. 

ED 068 541 
Room Clerk (hotel and rest.) 1-07.60--Techni- 
cal Report on Standardization of the General 
Aptitude Test Battery. 

ED 069 776 
Staff Salaries, State Departments of Education, 
1969-70. Professional, Administrative, Techni- 
cal, and Clerical Positions. Public-School Sala- 


ries Series. 
ED 070 161 


Climatic Factors 


Indian Tribes of America. 
ED 071 825// 


Clinical Diagnosis 


Clinical Evaluation and the Classroom Teacher. 
ED 076 640 
Clinical Implications of the Brazelton Scale. 
ED 080 165 
Diagnosis and Evaluation of Deaf-Blind Chil- 
dren, Report of Workshop Proceedings 
(Denver, Colorado, February, 17-18, 1971). 
ED 072 569 
Effects of Training on the Test of Diagnostic 
Skills. Publication No. 30. 
ED 079 382 


An Epistemologically Based System for Classi- 
fying Research and the Role of Clinical Inter- 
vention Research in That System. 
ED 076 390// 

Evaluation and Training of Clinical Diagnostic 
Skills. Publication No. 41. 

ED 079 381 
in Schizophrenia. 

ED 079 398 
A Multivariate Analysis of Rationally Derived 
Categories of Learning Disorder. 


The Evaluation of Out 





ED 074 141 
Voice Disorders in School Children: Clinical 


Management. 
ED 078 619 


Clinical Experience 
The Chandler Outreach Project. A Cooperative 
Clinical Teaching Center. 
ED 067 374 


A Clinical Approach to Relevancy in Educa- 


tion Methods Courses. 
ED 076 583 


Clinical Impressions of Communal Child Rear- 
ing. 

. ED 070 518 
Clinical Pharmacy Education and Training Pro- 
gram: A Special Report. 

ED 080 031// 

Designs for the Preparation of Vocational and 

Technical Teachers of Socioeconomically Dis- 
advantaged Youth. Final Report. 

ED 068 623 


Evaluation of the WICHE Intern Program in 
the State of Oregon. 

ED 071 599 
Internship Handbook. 

ED 071 598 
Student Learning Through Community Involve- 
ment: A Report on Three Studies of the Ser- 
vice-Learning Model. 

ED 080 051 


Teacher Education at Cardinal Stritch College. 
ED 073 112 
Teaching-Learning Clinic. 
ED 073 106 


Clinical Laboratory Occupations 
A Study of the Clinical Laboratory Occupa- 
tions. The UCLA Allied Health Professions 


Project. 
ED 069 904 
Clinics 


Drug Abuse Montgomery County Pennsylvania. 

ED 066 674 
An Evaluation of the Clinical and Guidance 
Services, Non-Public Schools. Final Report. 

ED 072 132 
Mental Retardation Source Book of the De- 
partment of Health, Education, and Welfare. 

ED 069 089 
A Survey of Pre-school Programs for Han- 
dicapped Children in Three Small Countries: 


Switzerland, Holland, and Israel. Final Report. 
ED 067 153 


Closed Circuit Television 
Advances in Closed Circuit TV Systems for the 


Partially Sighted. 
ED 066 880 


Closed-Circuit Television Single-handed. 
ED 074 733// 
Designing and Maintaining the CATV and 


Small TV Studio. 
ED 071 379// 


FY 1972 Awards: The Higher Education Act of 
1965 (P.L. 89-329) As Amended. Title VI, 
Part-A, Improvement of Undergraduate In- 


struction. 
ED 070 288 


Self-Confrontation Via Closed-Circuit Televi- 
sion in Teacher Training: Results, Implications 


and Recommendations. 
ED 070 293 


Small-Studio Video Tape Production. 
ED 074 704// 
Staffing and Training for Educational Closed- 
Circuit Television. Working Paper 7. 
ED 072 649// 
Training Program on Utilization of Closed-Cir- 
cuit Television in the Community Colleges of 
Kentucky. Director’s Evaluation Report. 
ED 070 296 
The Use of ETV. A Handbook for Students 


and Teachers. 
ED 069 103// 


The Video Handbook. 
ED 071 427// 


Clothing 
Apparel Manufacturing (Course Outline), Ex- 
citing Careers in Apparel Manufacturing: 


9377.01. 
ED 078 304 


Apparel Manufacturing (Course Outline), Sec- 


tion Work - Pocket Setting: 9377.05. 
ED 078 305 


Apparel Manufacturing (Course Outline), In- 
dustrial Single Needle Machines and Machine 


Practice: 9377.02. 
ED 078 306 


Factors Associated with Clothing Habits and 
Attitudes among Older Persons. The Findings 


from Extension Studies. 
ED 072 357 


Cloze Procedure 
Clozentropy: A Technique for Studying Au- 


dience Response to Films. 
ED 071 075// 


The Cloze Procedure as a Measure of the 
Reading Difficulty of Mathematical English 


Passages. Final Report. 
ED 071 056 


A Comparison of the Functional Reading 
Levels of Selected Third Grade Students of 
Varying Reading Abilities. 
ED 071 026// 
Comprehension in Reading. An Annotated 
Bibliography. 
ED 074 480 
Context Clues Used by Sixth Grade Readers of 


Expository and Narrative Discourse. 
ED 074 461// 


The Effect of a Curriculum Teaching Syntactic 
Embedding Upon the Reading Comprehension 
of Fourth-Grade Students. 

ED 072 426// 


The Effect of Native Dialect and Written Lan- 
guage Structure on Reading Comprehension in 
Negro and White Elementary School Children. 

ED 072 424// 
The Effect of Training in the Use of Cloze on 
the Ability of Fourth Grade Pupils to Gain In- 


formation from Written Disco’irse. 
ED 070 050// 


Evaluation of the Cloze Procedure as a 
Teaching Device for Improving Reading Com- 


prehension. 
ED 079 670// 
An Interim Report of Results of the Pilot As- 


sessment of Reading Literacy. 
ED 079 704 


An Introduction to the Cloze Procedure; An 


Annotated Bibliography. 
ED 075 806 


The Relationship between Reading Difficulty 
and the Number and Type of Sentence Trans- 


formations. 
ED 071 051 
A Review of the Literature Related to the 


Cloze Procedure. 
ED 075 785 


Specific Effects of Test Anxiety on Reading 
Comprehension as Measured by the Cloze 


Procedure. 
ED 079 673// 


Training with the Cloze Procedure, Visually 
and Auditorially, To Improve the Reading and 
Listening Comprehension of Third Grade Un- 
derachieving Readers. 





ED 066 717// 
Use of the Cloze Procedure to Develop Com- 


prehension Skill in the Intermediate Grades. 
ED 071 020// 





Clubs 
Factors Related to 4-H Membership Status of 
Ninth and Tenth Grade Boys in Greene Coun- 
ty, Tennessee: A Research Summary of a Grad- 


uate Study. pees 


Cluster Analysis 

Approximate Evaluation Techniques for the 
Max Hierarchical Clustering Procedure. 

ED 076 685 
Cluster Analyses of the SVIB, MVII, and Kuder 
OIS As Tests of an Occupational Classification. 

ED 070 873 
Cluster Analysis by Linear Contrasts. 

ED 069 693 
A Cluster Analytic Approach to the Study of 


Organizations. 
ED 066 782 


Clustering and the Selection of a Representa- 
tive Sample of Parent-Child Centers for a 
Study of the Impact of the National Program. 

ED 069 353 
The Computation of Orthogonal Independent 
Cluster Solutions and Their Oblique Analogs in 
Factor Analysis. 

ED 074 156 


Document Retrieval Experiments Using Cluster 


Analysis. 
ED 072 837// 
The Effects of Cluster Sampling in the Norm- 


ing of an Achievement Test Battery. 
ED 074 128 


Experimental Assessment of Delphi Procedures 
with Group Value Judgments. 
ED 068 441 


Indices of Complexity and Interpretation: Their 
Computation and Uses in Factor Analysis. 
ED 074 155 





Life Change Clusters. 
ED 077 985 


A Technique for the Investigation of Cultural 


Differences. 
ED 069 686 
Toward a Miulti-Dimensional Measure of 


Clustering in Free Recall. 
ED 070 024 


Cluster Colleges 
Solutions for the Seventies: An Analysis of 
Competency-Based Learning and Cluster Col- 
leges. A Report of the National Dissemination 
Project for the Community Colleges. 
ED 080 111 


Cluster Grouping 
An Analysis of Fifteen Occupational Clusters 
Identified by the U.S. Office of Education. 
ED 067 474 
Case Studies in Practical Career Guidance, 
Number 4: Career Guidance Program Hood 
River Valley High School, Hood River, Oregon. 
ED 078 333 
Clustering and Socially-Directed Behaviors in a 
Playgroup of One-Year Olds. Appendix 2. 
ED 075 073 
A Developmental Program of Occupational 
Education. Final Report. 
ED 080 679 


Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated Grades | through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experiences Relevant to 


General Education. Final Report. 
' ED 080 682 


Structuring the Knowledge of Man’s Practices. 
ED 067 477 


Cocounseling 
Inservice Education: Consultation and Related 
Services for Nursing Home Personnel. Final 


Report. 
ED 074 359// 


Cocurricular Activities 
Attitudes Toward Student Activities. 
ED 071 604 


A Biography of A Class Study. 1971 Senior 
Survey. Part i: College Experiences and Activi- 


ties. 
ED 071 572 
Content Areas Sampled by Objectives- 
Referenced Items. Appendix B. 
ED 080 572// 


Curricular Implications of Visual Literacy; 
Conference Report. 
ED 076 019 


Deschool Primer Number Four. 


ED 070 247// 

Do You Need (or Want) Students on the 
School Board? 

ED 078 500 


The Evanston Township High School Speech 
Arts Department. 
ED 073 499 


The High School Forensic Program: Resources 
for School and C ity. 





ED 079 781 
An Investigation of Curricular Programs and 
Procedures for Summer § peech Institutes. 

ED 073 501 
Learning Through Student Activities. New 
Directions: New Dimensions Series. 

ED 072 537 
A Multi-Dimensional Evaluation Procedure for 
Intercollegiate Debate. 

ED 072 503 
Participation in Student Activities as a Variable 
in the Educational Attai t and Exp i 
Process. 





ED 074 408 
Preliminary Round Power-Matching: A Curious 


Double-Standard. 
ED 071 108 


A Quantitative Study of High School Yearbook 


Content. 

ED 073 468 
San Diego City Schools Speech Arts League 
Participation Guide: Rules and Regulations for 
Operation of Co-Curricular Speech Arts Activi- 


ties. Fourth Edition. 
ED 075 864 


The Status of Future Business Leaders of 
America Chapter: Activities in the State of 
Pennsylvania--1967-1970. 

ED 072 237 


Stipulated Definitions and Common Sense. 
ED 077 055 
Yearbook Fundamentals for High Schools, Ju- 
nior High Schools, Colleges/Universities. 
ED 076 986// 


Codification 
Basic Guidelines for the Bibliographic and 
Physical Control of Nonprint Media. 
ED 077 212 
Investigations into the Instructional Process: V. 
Experiences with the Bellack Classification 


System. 
ED 069 715 


Observing and Recording Nonverbal Data in 


Human Transactions. 
ED 074 528 


Office of Education Instructional Codes, Titles 
and Definitions for Use in Distributive Educa- 


tion. 

ED 075 629 
Sequencing of Instructional Activities. 

ED 076 389 
University of Georgia Output Programs with 
HEGIS Crossclassification. 

ED 076 131 


Coeducation 
{A Survey of the Current Status and Plans of 


Colleges Traditionally for Women Only.] 
ED 074 912 


Cognitive Ability 
Affective and Cognitive Correlates of Class- 
room Achievement: Research for the Coun- 


selor. 
ED 074 430 
The Analysis of Cognitive Abilities in the 


Preschool Age. 
ED 078 922 


An Analysis of Content and Task Dimensions 
of Mathematics Items Designed to Measure 


Level of Concept Attainment. 
ED 070 660 


Analysis of Dimensions of a Battery. of 
Reference Tests for Cognitive Abilities: Fifth 
Grade Boys and Girls. 

ED 069 763 


An Assessment of Cognitive Behavior of 
Economically Disadvantaged Young Adults in 
North Mississippi. 

ED 072 295 


Basic Abilities Required for Understanding and 
Creation in the Arts. Final Report. 

ED 071 989 
Cognitive Abilities in Culturally Disadvantaged 
Preschool Children. Final Report. 

ED 069 825 


Cognitive and Linguistic Style Differences 
Among Educationally Advantaged and Disad- 
vantaged Eighth Grade Boys. 


Subject Index 101 


ED 079 729// 
A Cognitive-Developmental Analysis of 


Achievement and Moral Judgments. 
ED 069 377 
Cognitive Style and Hypothesis Testing. 
ED 072 388 
Computer-Based Occupation Simulation for 


Ninth Grade Students. 
ED 076 777// 


Creativity and the Operant Control of the 


Alpha Rhythm. 
ED 076 919 
Divergent Cognitive Styles in Academic 


Overachievers. 
ED 079 645 


The Effect of Grouping in the Electronics 
Laboratory on Cognitive and Psychomotor 


Achievement. 

ED 075 678// 
Elementary School Children’s Level of Attain- 
ment of Selected Classificatory Science Con- 


cepts. 
ED 073 915 


The Influence of Ability Level and Materials 
on Classificatory and Imaginative Behavior in 


sora ED 076 241 


Influence of Race, Sex, and City on Inductive 
Reasoning Items. Project Access Research Re- 


port No. 4. 
ED 068 470 


Inventory of Readiness for Literacy. Phase 1: 
Visual Discrimination and Select Cognitive 


Abilities. 

ED 069 959 
Item Analyses and Reliabilities for Reference 
Tests for Cognitive Abilities: Fifth Grade Boys 


and Girls. 
ED 070 020 


Items to Test Level of Attainment of Mathe- 
matics Concepts by Intermediate Grade Chil- 


dren. 
ED 070 653 
Measuring Mathematics Concept Attainment: 


Boys and Girls. 
ED 070 659 


Paternal Effectiveness in a Selected Cognitive 


Task. 

ED 069 329 
Relations Between Cognitive Abilities and Con- 
cept Attainment. 

ED 079 328 


Sensitivity and Validity of Learning Potential 
Measurement in Three Levels of Ability. 
ED 079 373 


A Study of the Relationship between Complex 
Problem Solving and a Measure of Scholastic 


Aptitude. 

ED 080 577 
Three Systems of Classifying Cognitive Abilities 
on Bases for Reference Tests. 

ED 070 021 


Cognitive Development 
An Analysis of the Longitudinal Effects that a 
Nongraded Elementary Program, Conducted in 
an Open-Space School, Had on the Cognitive 

Achievement of Pupils. 
ED 067 726// 


The Attainment of Conservation of Mass, 
Weight, and Volume in Minimally Educated 


Adults. 
ED 076 323// 

Attention & Cognitive Style, FY 1972. 

ED 075 087 
Care and Education of the Young Child. 

ED 071 758 
A Case for Early Learning: An Invitational En- 
vironment for Children, Ages 3 - 6. 

ED 071 744 


Child Development in the Year Round Elemen- 


tary School. 
ED 075 941 


Children and Learning to Read. 
ED 071 014// 
Children’s Appreciation of Humor: A Test of 


the Cognitive-Congruency Principle. 
ED 080 184 


Children’s Understanding of Morals. 
ED 077 571 


Children’s Use of Perceptual Groupings in 


Counting. 
ED 077 752// 


Cognitive and Affective Orientations of Ele- 
mentary School Children Toward Air, Water, 
and Soil Pollution. 

ED 075 178// 





102 Subject Index 
Cognitive and Perceptual Development in Chil- 


dren. 

ED 069 330 
Cognitive Development as Explored by Piaget 
and Its Impact on Languag 





ED 076 235 
Cognitive Development in Early Readers. 

ED 080 164 
Cognitive Effects on the Child’s Internalization 


of Altruistic Behavior. 
ED 071 768 


Cognitive Growth in Young Children: Some 
Th tical Implicati Pertaining to Identity, 
Language and Memory. 





ED 076 238 
Cognitive Style and Hypothesis Testing. 

ED 072 388 
A Comparison of the Animistic Beliefs of 
Schizophrenic Children with Normal Children, 
As Revealed by a Test Based on Piaget's 
Research. 

ED 078 627 
Comparison of Thinking Abilities of Five-Year- 
Old White and Black Children in Relation to 
Certain Environmental Factors. Final Report. 

ED 069 423 
The Corresponding Effect of Egocentrism on 
Concept and Social Development in Young 
Children. 

ED 078 898 
Cross-Cultural Perspectives on Early Develop- 
ment. 

ED 073 855 
Cross-Cultural Study of Cognitive Development 
on the Pine Ridge Indian Reservation. The Pine 
Ridge Research Bulletin No. 11, 1970 

ED 070 541 
The Developmental Aspects of Reading Com- 
prehension. 

ED 066 727 
Developmental Aspects of Scientific Reasoning: 
Final Report. 

ED 069 752 
Developmental Aspects of Understanding and 
Evaluating Television Content. 

ED 075 096 
A Developmental Structural Account of Rid- 
dies. 

ED 080 213 
A Developmental Study of Group Formation in 
Children. 

ED 078 096 
Development of a Day Care Center for Young 
Children: Syracuse University Children’s 
Center. 

ED 067 152 


Devel nt of Resoluti in Children’s Ap- 


preciation of Humor. 





ED 076 231 
The Development of Spatial Awareness and 


Representation in Children. Final Report. 

ED 080 573 
Disadvantaged Children and Their First School 
Experiences: ETS-Head Start Longitudinal Stu- 
dy: Structure and Development of Cognitive 
Competencies and Styles Prior to School Entry. 

ED 068 522 
Disadvantaged Children and Their First School 
Experiences. ETS-Head Start Longitudinal Stu- 
dy: Development of Self-Regulatory Behaviors. 

ED 079 414 
Disadvantaged Children and Their First School 
Experiences. ETS-Head Start Longitudinal Stu- 
dy: Structural Stability and Change in the Test 
Performance of Urban Preschool Children. 
Summary Report. 

ED 079 417 
Divergent Cognitive Styles in Academic 


Overachievers. 

ED 079 645 
Early Childhood Research: Second Thoughts 
and Next Steps. 

ED 071 765 
The Effectiveness of Cue Fading in Teaching 
Kindergarten Children to Serial Order. 

ED 076 430 
The Effect of Multimedia Presentation on the 
Inducement of Synthetic Concepts. 

ED 070 018 
The Effect of Pre-Training on Long Term 
Memory Improvement. 

ED 080 141 
The Effects of Culture and Education on the 
Acquisition of Formal Operational Thinking. 

ED 074 186 


The Effects of Self-Esteem and Perceived Pro- 
gram Utility on Persistence and Cognitive 
Achievement in an Adult Basic Education Pro- 


gram. 

ED 078 291 
The Effects of Task Screening and Scoring Ob- 
jectively on Retardate Conservation Per- 


formance. 
ED 079 914 


Effects of Training on the Ethical Reasoning of 
Children. Final Report. 
ED 071 762 


Emotional Needs and Control of SLD Children. 

ED 067 599 
To Evaluate Children’s Intellectual Growth and 
Development in the Southeast Kansas Demon- 
stration Child Development Center. Final Re- 


port. 

ED 076 245 
Evaluation of Cogniti Devel t with 
Piaget-Type Tests: Study of Young Bright, 
Average, and Retarded Children. Final Report. 

ED 075 065 
An Evaluation of Some Cognitive and Affective 
Aspects of a Spanish-English Bilingual Educa- 


tion Program. 

ED 066 990 
An Evaluation of Some Family Life Education 
Services. 








ED 080 159 
Extended Infant Learning: A Comparison of 
Two Responses and Two Visual Reinforcers. 

ED 080 157 
The Extent to Which Pupils Manipulate 
Materials and Attainment of Process Skills in 
El tary School Sci 





ED 077 639// 

Fort Worth Project: Central Cities Educational 
Development Center. 

ED 067 159 


Ikonic and Symbolic Representation. A Study 


of Mathematical Reasoning. 

ED 076 434 
Inducing Stage III Seriation Capabilities in Kin- 
dergarten Children Through Cue Fading and 
Reinforcement. 

ED 075 180// 

From the Infant's Smile to Mastery of Anxiety: 
The Developmental Role of Humor. 

ED 073 851 
The Influence of Age, Sex, and School Size 
Upon the Development of Formal Operational 


Thought. 
ED 076 321// 


An Inquiry into the Piagetian Tradition in 
America as a Basis for a Philosophy of Educa- 
tion at the Community College Level: A Quasi- 
Experimental Approach. 

ED 073 750 


The Interaction of Cognition and Affect: The 
Issue of Free Trade. 

ED 068 378 
An Investigation of Attitude Consistency. 

ED 070 984 
An Investigation of Portions of a Model for 
Acquisition of Conservation and Measurement 
of Length Based on Performance of Selected 
Second Grade Children on Six Piaget-Type 


Tasks. 

ED 075 184// 
An Investigation of the Development of 
ted Ti | Properties in the 

Representational Space of Young Children. 
ED 075 198 
IPI and Behavior: An Evaluation of Cognitive 
and Affective Change. Research Monograph 2. 
ED 070 006 











Kindergarten Evaluation Study: Pull-Dey Al- 


ternate Day Programs. 
ED 070 529 


Language as Labor: Semantic Activities as the 
Basis for Language Development. 
ED 073 843 


Learning of Liquid Quantity Relationships as a 
Function of Rules and Feedback, Number of 
Training Problems, and Age of Subject. 

ED 071 754 
Learning Styles and Teaching Strategies. 

ED 075 275 
Levels of Concept Attainment and the Related 
Cognitive Operations. Theoretical Paper No. 
40. 


ED 073 410 
Levels of Representation. Part I: Experience 
with Real Objects: The Object Level and The 


Index Level. 
ED 069 386 


Locus of Control as Mediator of Cognitive 


Development. 
ED 072 846 
Logical Operations and Sentence Memory in 


Children. 

ED 080 153 
A Longitudinal Study of the Intellectual 
Growth of Culturally mpg pore, Children 
in a Sequential Learning to Learn Program. 

ED 070 791 
Malnutrition, COgnitive Development, and 


Learning. 

ED 069 401 
Mapping Children--Mapping Space. 

ED 076 242 
Metalinguistic Ability and Cognitive Per- 
formance in Children from Five to Seven. 

ED 078 436 
Model Programs Compensatory Education: 
Mother-Child Home Program, Freeport, New 


York 
ED 069 419 
The Needs of Young Children and the Needs 
Psychosocial Development 


ED 071 779 
Negative Self-Image in Relation to Balance 


Theory. 

ED 078 472 
Outerdirectedness as a Problem-Solving Ap- 
proach in Relation to Developmental Level and 
Selected Task Variables. 

ED 076 243 


An Overview of Cognitive and Language Pro- 
grams for 3, 4, & 5 Year Old Children. 

ED 070 534 
Perceptual Structure of Scientific Knowledge. 


Final Report. 
ED 072 974 


he Performance of First Grade Students on a 
Nonstandard Set of Measurement Tasks. 

ED 070 662 
Performance of Retardates on Piagetian Tasks 
as a Function of Ethnicity. 





ED 075 177// 

Piaget-Based Curriculum for Early Childhood 
Eaucation: The Kamii-DeVries Approach. 

ED 080 192 

enoties Cots Serolapeint Research and 

Pr di of a 

Eanes cone University, “ October 

1970). 





ED 077 714 
Piagetian Theory and the Development of a 
Model Curriculum for Young Children. 
ED 076 236 
Piaget's Developmental Stage Theory as 
Evidenced in Classroom Interaction. 
ED 076 310// 
Piaget’s Theory as the Basis for the Assessment 
of Reading Disability and Suggested Remedia- 
tion Through an Adapted Science Curriculum. 
ED 075 172// 
Play and Development. 
ED 072 864// 
The Pleasures of Self-Talk. 
ED 077 042 
Pre-Kindergarten Scale. 
ED 073 160 
Psycho-Educational Intervention Beginning at 
Age Two: Reflecti and Out 
ED 068 161 


A Psychometric Approach to Piaget: Some 
Theoretical and Methodological Implications. 

ED 078 010 
Publications of the Wisconsin Research and 
Development Center for Cognitive Learning. 
1972-1973 Bibliography of Publications. 

ED 077 994 
Readings on Child Behavior and Development. 
Third Edition. 

ED 071 741// 


The Relationship Between Perceptual Develop- 
ment and the Acquisition of Reading Skill. 
Final Report. 





ED 067 640 
Relationship of Sibling Structure and Interac- 
tion to Categorization Ability. Final Report. 

ED 071 764 
Relationships among Piagetian, Achievement, 
and Intelligence Assessments. 

ED 079 101 


A Research and Development Agenda for the 
National Institute of Education. 

ED 067 517 
Responsive Assessment of Socio-Cognitive 
Development. Final Report. 

ED 069 442 








R Envir t Program for Spanish 
American “Children. Evaluation Report, 1971- 


72. 

ED 068 219 
The Role of Stimulus-Correlated Activity in 
Children’s Perception. 

ED 070 025 


Scalability of Tasks: A Methodological Study of 

Conservation on a Set of Equal Addition Tasks. 

D 078 901 

Search for Preventive Approaches: Developing 

Cognitive Skills in a High Risk Community as a 
Deterrent to Maladaptive Behavior. 

ED 074 188 

Self, Other, and Fear: The Reaction of Infants 


to People. 
ED 067 169 
De t in Infants: The Con- 
cepts of nate and Recipient. 


¢ ti. 





ED 078 897 
A Sequential Approach to Early Childhood and 
El tary Education, Phase III. 





ED 067 150 

Speech and Language Development of the 
Preschool Child; A Survey. 

ED 068 186// 


The Status of Number and Quantity Conserva- 
tion Concepts Across the Life-span. 

ED 067 161 
A Study of Children’s Acquisition of Piagetian 


Concepts. 

ED 079 014// 
A Study of the Influence of a Learning 
Development Program on the Cognitive 
Growth and Learning Skills of Elementary Stu- 


dents. 

ED 072 019 
A Study of the Responses of High Schooi Stu- 
dents to Poetry in Three Differently Directed 
Situations and the Relationship of the Respon- 
ses to Sex and Reading Level. Final Report. 

ED 068 954 
A Survey of Cognition in Handicapped Chil- 
dren. Technical Report No. 197. 

ED 072 599 
Territorial Decentration and Geographic 


Learning. 

ED 071 933 
The Two Intelligences of Bright, Average, and 
Retarded Children. 

ED 079 102 
Understanding Readi : A Rationale (A 
Rejoinder to Jensen). 

ED 076 226 


Use of an Instructional Module to Heighten 
Awareness of Syntactic Structure. Studies ir 
Language Education, Report No. 3. 

ED 077 026 





Values and Cognitive Systems. 
ED 073 407 


Violent Content in Television: Effect of Cogni- 
tive Style and Age in Mediating Children’s Ag- 
gressive Responses. 

ED 072 845 


Visual Preferences of Down's Syndiome and 
Normal Infants. 
ED 068 169 


The Yanomamo on Film and Paper. 
ED 079 945 


Cognitive Dissonance 
Machiavellianism and Religiosity as Determi- 
nants of Cognitive Dissonance in a Counterat- 
titudinal Situation. 
ED 071 934 


Cognitive Dissonance Theory 
Speech Teachers, Black Studies, and Racial At- 


titudes. 
ED 067 723 


Cognitive Measurement 
Development of a Specific Cognitive Observa- 
tion System for the Analysis of Mathematics 


Teaching. 
ED 076 373// 
The Development of New Measures of Cogni- 
tive Variables in Elementary School Children 
(Phase II). Final Report. 
ED 078 888 


The Experimental Validation of an Evaluation 
Model for Mastery Testing. Final Report. 
ED 069 702 


Judgment: Deductive Logic and Assumption 
Recognition: Grades 7-12. 
ED 069 682// 


Perceptual Correlates of Mental Performance: 
Perceived Difficulty and Experienced Intellec- 
tual Activity. 


ED 080 557 


Subject Index 103 


Asian Expert Seminar on the Development of 
i {Mathematics Concepts in Children 





Physiological Indices of a Simple Cog 


Task. 

ED 074 774 
Test Questions Employed by Science Teachers 
in Public Junior High and Middle Schools of 


Louisiana. 
ED 076 376// 


Cognitive Objectives 


Accountability Model Pilot School Report to 
the State Board of Education. 

ED 078 537 
Affective Goals of Education. 

ED 069 733 
[Behavioral Objectives in English.} 

ED 073 465 
Cognitive Theory in Teaching Foreign Lan- 
guages. 

ED 071 490 
Dilemma of Choice: Revolution in English Cur- 
ricula, 1958-1968. 

ED 078 407// 

Education in Focus: A Collection of State 
Goals for Public Elementary and Secondary 
Education. 

ED 069 049 
The Effect of Affective and Cognitive Training 
upon Attitudes Toward Students, Tutoring Per- 
formance, and Academic Achievement of Stu- 
dents in a Reading Methods Course 

ED 079 676// 

Effects of Teachers’ Cognitive Demand Styles 


on Pupil Learning. 
ED 076 566 


Harmonizing Questions and Activities Used by 
Teachers with the Level of Cognitive Behavior 
Expected of Pupils. Social Studies for the Ele- 
mentary School. Proficiency Module #2. 
ED 073 989 
Instructional Objectives Exchange. Social Stu- 
dies (Geography). Grade K-9. 
ED 071 928// 
Instructional Objectives Exchange. American 
History. Grades 7-12. 
ED 071 929// 
Instructional Objectives Exchange. Anthropolo- 
gy. Grades 4-6. 
ED 072 985// 
Modifications in Children’s Cognitive Styles: 
Some Effects of Peer Modeling. 
ED 078 906 
Prescriptions/Strategies for Teaching/Learning 
English. 
ED 070 082 
A Programmed Course for the Writing of Per- 


(Bangkok, May 29 - June 10, 1972). Final Re- 
port. 

ED 076 357 
Basic Components of Cognitive Structure. Final 


Report. 
ED 072 418 


Biofeedback: An Operational Definition and 
Control of Dissonance. 

ED 072 482 
Brain and Behavior Processing of Contrast In- 
formation by Human Infants: Spatia! and Tem- 
poral Changes. 

ED 076 256 
Children’s Appreciation of Humor: A Test of 
the Cognitive-Congruency Principle. 

ED 080 184 
Children’s Processing of Prose: The Effects of 
Question Arousal, Text Complexity, and 
Learner Strata on Short- and Long-Term Re- 
tention. 

ED 070 059 
Cognitive Activity and Hypothesis Formation 
During a Double Entendre Word Association 
Test as a Function of Locus of Control and 
Field Dependence. 

ED 077 595 
Cognitive Style and Hypothesis Testing. 

ED 072 388 
Comparison of Anticipation and Study-Test 
Procedures of Paired-Associate Learning by 
Children. Final Report. 

ED 066 703 
Concept Formation and the Development of 
Language. Theoretical Paper No. 37. 

ED 070 089 
Conceptual and Subjective Organizational 
Processes in Human Learning and Memory. 
Final Report. 

ED 067 643 
Concrete and Abstract Thinkers at Three 
Grade Levels and Their Performance with 
Complex Concepts. 

ED 080 151 
Contemporary Issues in Cognitive Psychology: 
The Loyola Symposium. 

ED 078 363// 

Covert Response Patterns in Processing Lan- 
guage Stimuli. Final Report. 

ED 066 980 
The Developmental Aspects of Reading Com- 
prehension. 

ED 066 727 


The Development of Memory-Encoding 





formance Objectives. A Constructed R 
Linear Program. 
ED 073 528 


Project 1982: Instruction, Administration, Busi- 


ness, Special Services. 
ED 079 829 

Sociology. Grades 4-9. 
ED 077 780// 
Speech Teachers, Black Studies, and Racial At- 


titudes. 

ED 067 723 
Toward a Definition of Affect in Education. 

ED 069 734 
Version Condensada de la Clasificacion de los 
Objectivos de la Ed i (A Cond d, 
Translated Version of the Taxonomy of Educa- 
tional Objectives). 





ED 066 957 
Writing Objectives for Stull Bill Packets. 
ED 070 103 


Cognitive Processes 
The Acquisition of Conservation Through the 
Observation of Conserving Models. 
ED 080 210 
Acquisition of the Concept “Biodegradable” 
Through Written Instruction: Pretest and Age 


Effects. 
ED 073 940 


Analysis of Cognitive Behavior im Children. 


Final Report. 
ED 076 261 


The Analysis of Social Issues by Social Science 
Majors. Draft. 
ED 067 305 


Anticipation of Cognitive Behavior of Mentally 
Retarded and Normal Children. 

ED 074 689 
Appendix: Instructions and Corresponding 


Questions and Answers. 
ED 080 578// 


Pr Final Report. 

ED 079 717 
Dimensions of a Substantive Rhetoric. 

ED 074 539 
Effectiveness of Acoustic and Conceptual 
Retrieval Cues in Memory for Words at Two 
Grade Levels. Technical Report No. 220. 

ED 070 065 
The Effect of Instruction on Learning. 

ED 075 735 
Effect of Task Sequence and Memory Support 
on Indian College Students. Final Report. 

ED 068 056 
The Effects of Behavioral Objectives on Learn- 
ing: A Review of Empirical Studies. 

ED 066 999 
The Effects of Censorship and Attractiveness 
of the Censor on Attitude Change. 

ED 078 319 
Effects of the Analytic-Global and Reflectivity- 
Impulsivity Cognitive Styles on the Acquisition 
of G try C pts Pr ted Through 
Emphasis or no Emphasis and Discovery or Ex- 
pository Lessons. 





ED 070 679 
Effects of Verbal and Spatial Questions on Ini- 
tial Gaze Shifts. 

ED 079 363 
Employing Behaviors in a Teaching Strategy: 
“Quadrilateralizing in the Cognitive Domain.” 

ED 080 506 
Experienced Intellectual Activity and Perceived 


Difficulty of Intelligence Tests. 
ED 080 555 


An Experimental Comparison of Certain Cue- 
ing Systems in Group Problem-Solving. 

ED 072 497 
An Experimental Study of the Efficiency of 


Human Information Processing. 
ED 069 737 





104 Subject Index 


Factors in Cognitive Processing Which In- 
fluence Responses to Persuasive Communica- 


tions. 
ED 073 496// 
Family Interaction and Cognitive Style: Power 
Around the Dinner Table. 
ED 078 916 


[Field Independence-Dependence, Reflecti 
impulsivity, and Problem-Solving Styles of 
Preschool Children.] Interim Report. 

ED 076 246 





Final Expenditure Report. 

ED 080 355 
General Learning Abilities: A Survey of the 
State of the Art and a Proposed Organization 
of Human Learning Abilities. Final Report. 

ED 068 167 
Human Associative Memory. 

ED 078 371// 

Individual Differences in Learning and Reten- 
tion. Final Report. 

ED 074 485 
Innateness Claims in Psycholinguistics. 

ED 080 010 
Inquiry Processes in the Social Sciences. 

ED 080 413 
Intellectual Factors Related to the Reading 
Process: Cognitive Skills. 

ED 078 375 


The Interaction of Reasoning and Memory 
Abilities with Rule-Example Vs. Discovery In- 
struction in Learning an Imaginary Science. 
Technical Report Number 3 

ED 072 629 
The Interdependence of Creative Attitude and 
Creative Ability. 

ED 075 515 
Intrinsic Motivation: A New Direction in Edu- 
cation. 

ED 067 324// 

An Investigation of Attitude Consistency. 

ED 070 984 
An investigation of Cognitive Abilities, State 
Anxiety, and Performance in a CAI Task 
Under Conditions of No Feedback, Feedback, 
and Learner Control. Technical Report 
Number 16. 

ED 072 634 
An Investigation of Relationships Among 
Achievement, Perception of Teacher Style, and 
Cognitive Preferences of Students in Tenth 
Grade Biology. 

ED 079 091// 

An Investigation of Various Cognitive Styles 
and the Implications for Mathematics Educa- 


tion. 
ED 069 507// 

Is the New Item Priority Effect an Experimen- 
tal Artifact? 

ED 078 671 
Kentucky Educational Needs Assessment Study 
Outline. Phase II: Condensed Report. 

ED 077 940 
Language and Cognition in Reading. Technical 


Report No. 188 
ED 067 646 


Language and Thinking in Human Develop- 


ment. 
ED 067 672// 

Language Cognition: A Theoretical Model 
Based on Neuro-Cortical Matrices. 

ED 075 885 
Language Differences: Do They Interfere? 

ED 076 968 
The Learning Process. What Research Says to 
the Teacher, No. 6. 

ED 076 976 
From Linguistic Competence to Communica- 
tive Competence. 

ED 071 537 


Machiavellianism and Religiosity as Determi- 
nants of Cognitive Dissonance in a Counterat- 
titudinal Situation. 

ED 071 934 
Mapping Children--Mapping Space. 

ED 076 242 
A Mini-Independent Study Unit for Social Stu- 
dies Applying the Principles of the Taxonomy 
of the Cognitive Domain. Occasional — 4. 

ED 069 561 
Moral Development and the New Social Stu- 
dies. 

ED 073 022 
The Nature and Modification of Impulsive 
Children: Training Impulsive Children to Talk 


to Themselves. 
ED 073 834 


Prediction of End-Of-Year Reading Achieve- 
ment for First and Third Grade Pupils. 
ED 066 715// 
Publications of the Wisconsin Research and 
Development Center for Cognitive Learning. 
1972-1973 Bibliography of Publications. 
ED 077 994 


A Question of C t Language, Intel- 
ligence, and Learning | to Read. 
ED 072 419// 


Recent Research in Cognition Applied to 
Mathematics Learning. 
ED 077 773 


The Relationship Between Perceptual Develop- 
ment and the Acquisition of Reading Skill. 


Final Report. 

ED 067 640 
The Relationship of Attitude and Credibility to 
Comprehension. 

ED 078 455 


A Report on Indian Education: (A) In-Depth 
Study of Nine Indian Families; (B) Memory 
and Reasoning in Native Children: An Effort at 
Improvement Through the Teaching of Cogni- 
tive Strategies. 

ED 071 812 


Risk-Taking Behavior in Children. 

ED 069 408 
Strategy Development and Hypothesis Testing 
as a Function of an Individual’s Cognitive 
Style. Final Report. 

ED 071 010 


The Stroop Phenomenon and Its Use in the 
Study of Perceptual, Cognitive and Response 


Processes. 

ED 071 032// 
Structure of Prose: Identification and Effects 
on Memory. 





ED 076 979 
A Study of Retention of Verbal Material. Final 


Report. 
ED 074 484 
A Study of the Effects of a Structured Curricu- 
lum in Piagetian Type Operations on the Cog- 
nitive Coping of Elementary School Children. 
ED 076 380// 
A Study of the Relationship between Complex 
Problem Solving and a Measure of Scholastic 


Aptitude. 

ED 080 577 
Teaching Styles of Mothers of ‘“Successful’’ 
Readers and “Problem” Readers in the First 


Grade. 

ED 076 962 
Theoretically Based Studies of Patterns of 
Miscues in Oral Reading Performance. Final 


Report. 

ED 079 708 
A Theory of Racial Attitudes. 

ED 079 172 
Three Dimensions of the Cognitive Function of 
Speech: Papers Presented at the 57th Annual 
Meeting of the Speech Communication As- 
sociation. Working Paper No. 83. 

ED 070 109 


Utilization and Organization of Visually 
Presented Information. Final Report. 

ED 078 365 
Values and Cognitive Systems. 

ED 073 407 
Verbal and Cognitive Behavior Patterns in the 
Classrooms of Selected Social Studies 
Teachers. 

ED 067 306 
Visual Imagery for Letters and Words. Final 
Report. 

ED 079 715 
Visual Short-Term Memory in Low IQ Adult 


Functional Illiterates. 
ED 078 388 


Cognitive Style 
Family Interaction and Cognitive Style: Power 
Around the Dinner Table. 
ED 078 916 


Cognitive Styles 
Mathematical Concept Attainment of Sixth 
Grade Students in Relation to Their Cognitive 
Styles. 
ED 079 078// 


Cognitive Tests 
Affective and Cognitive Correlates of Class- 
room Achievement: Research for the Coun- 


selor. 
ED 074 430 


Analogical Reasoning: A Review of the Litera- 
ture. 


ED 077 947 
Analysis of Dimensions of a Battery of 
Reference Tests for Cognitive Abilities: Fifth 
Grade Boys and Girls. 

ED 069 763 


Appendix: Instructions and Corresponding 
Questions and Answers. 
ED 080 $78// 


ED 077 976 
Cognitive Abilities in Culturally Disadvantaged 
Preschool Children. Final Report. 

ED 069 825 


Cognitive Factors: Some Recent Literature. 

ED 080 596 
A Comparison of Cognitive and Attitudinal 
Outcomes of Two Methods of Teaching Social 
Foundations of Education Classes. 

ED 073 133 
CSE-RBS Test Evaluations: Tests of Higher- 
Order Cognitive, Affective, and Interpersonal 


Skills. 

ED 076 713 
Development of a Piagetian-Based Written 
Test: A Criterion-Referenced Apprvach. 

ED 079 325 
Development of a Scale to Evaluate Cognitive 
Styles and Abilities. Final Report. 

ED 073 169 


On the Development of ‘‘More” or “Less.” 
ED 073 839 
Evaluation of Cognitive Development with 
Piaget-Type Tests: Study of Young Bright, 
Average, and Retarded Children. Final Report. 
ED 075 065 
An Evaluation of the Multivariate Methodology 


of the Project. 
ED 077 948 


An Experimental Evaluation of New Measures 
of Cognitive and Non-cognitive Performance 
for Elementary School Children. 

ED 076 705 


Factorial Structure, Reliability, Validity, Effec- 
tiveness and Efficiency of the Canadian Cogni- 
tive Abilities Test. 

ED 074 082 


Mentally Gifted Disadvantaged Students: An 
Investigation of Methods of Identification, In- 
cluding the Use of ‘‘Culture Fair’ Tests, at the 
Eighth Grade Level. Final Report. 

ED 080 583 
Methodological Problems Encountered in the 
Project. Symposium: The Structure of Concept 
Attainment Abilities Project. Final Report and 
Critique. 


Career Maturity. 


ED 074 086 
Newly Constructed Reference Tests for Cogni- 
tive Abilities. Report from the Project on A 
Structure of Concept Attainment Abilities. 

ED 072 114 


oO i tion in Areas of Social and 


Economic Transition: A Systems Approach. 
ED 067 455 


Physiological Indices of a Simple Cognitive 


Task. 

ED 074 774 
Strategy Develop t and Hypothesis Testing 
as a Function of an Individual’s Cognitive 
Style. Final Report. 








ED 071 010 

A Study of the Relationship Between Gesell’s 

Developmental Age and Piaget’s Concept of 
Conservation. 

ED 076 239 


A Study of the Validity of Self-Reported Mea- 
sures of Academic Growth. 
ED 074 080 


Collective Bargaining 
1972 Legislation and Achievements Related to 
Teachers and Other School Personnel. 
Research Brief No. 4. 
ED 077 861 
The Academic Mission and Collective Bargain- 
ing. 
ED 678 738 
University 


Collective Bargaining and 


Governance. 
ED 074 928 
Implications _ for 


Collective Bargaining: 


Governance. 
ED 067 059 


Collective Bargaining in Higher Education. 


Bibliography Number 2. 
ED 067 045 


Collective Bargaining in Higher Education: 


Contract Content - 1972. 
ED 074 923 





Collective Bargaining in Higher Education 


1971-1973, 

ED 077 416 
Collective Bargaining in Higher Education in 
the United States: Conceptual Models and a 
Survey of Incidence Among Faculty and Sup- 
portive Professional Personnel. 

ED 078 809 


{Collective Bargaining in Junior Colleges. ] 

ED 070 437 
Collective Bargaining in Ontario, 1972. 

ED 078 201 
Collective Bargaining: Its Impact for Institu- 
tional Research. 

ED 080 093 


Collective Bargaining; Professional Negotia- 


tions. 

ED 074 906 
Community College Board of Trustees and 
Negotiations with Faculty. 

ED 080 116 
Course Catalogue, 1972-1973, Labor Relations 
Training Center. 

ED 072 359 


The Effects of Faculty Collective Bargaining on 
Higher Education. 
ED 074 918 

ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Collective Negotiations and 
the Administrator. ERIC Abstracts Series, 
Number Twenty-one. 

ED 070 175 
pt al Di 





Faculty Bargaining: A C 
Final Report. 

ED 074 993 
Forms of Campus Governance: Joint Participa- 
tion, Separate Jurisdictions and Collective Bar- 


gaining. 

ED 076 085 
General Report on the Program Priorities Sur- 
vey of Maryland Public Higher Educators. 

ED 067 036 
Hours, Wages and Related Payments in the On- 
tario Construction Industry, 1973. Part I. 

ED 079 484 
Local-Cosmopolitanism and Collective Bargain- 
ing in a State College System. 

ED 080 075 


Management Rights Issues in Collective Bar- 
gaining in Higher Education. 
ED 077 417 


Power and Purpose in Collegiate Government. 
The Role of the Faculty in Academic Planning. 
076 155 


Preference for Bargaining Representative: 
Some Empirical Findings. 
ED 071 158 


Public Sector Labor Relations, 1972. Bibliog- 
raphy Number 1. 
ED 068 055 


Recent Trends in Collective Bargaining. Inter- 
i (Castelfusano, 
International 


ti M ¢ ¢ 
peonan it 21-24, 1971.) 
Seminars 1971-1. Final Report. 





ED 070 170 
Tenure. Aspects of Job Security on the Chang- 


ing Campus. 
ED 068 005 


Unified Salary Schedule Analysis Program. 
ED 073 689 


Collective Decision Making 
An Assessment of a Survey Feedback-Problem 
Solving-Collective Decision Intervention in 
Schools. Final Report. 
ED 074 602 


Collective Negotiation 


The Academic Mission and Collective Bargain- 


ing. 

ED 078 738 
Administering a Negotiated Contract. 

ED 078 571 
Administration as an Adversary Role: Bargain- 
ing -- Collective Negotiations. 

ED 078 541 
Centralized Negotiations of Salaries of Profes- 
sional Staff in Education. 

ED 078 560 
Collective and University 
Governance. 


Bargaining 


ED 074 928 
Collective Bargaining in Higher Education: 
Contract Content - 1972. 

ED 074 923 


Collective Bargaining in Higher Education 


1971-1973 
ED 077 416 


Collective Bargaining in Higher Education in 
the United States: Conceptual Models and a 
Survey of Incidence Among Faculty and Sup- 
portive Professional Personnel. 

ED 078 809 


Collective Bargaining; Professional Negotia- 
tions. 

ED 074 906 
Collective Negotiations and Teachers’ Salaries: 
A Survey of the Evidence. 

ED 075 360 
Collective Negotiations and Teacher Satisfac- 
tion in Cal ¢ a h 1 





” ED 078 556 
Community College Board of Trustees and 
Negotiations with Faculty. 

ED 080 116 
Counterproposals for School Boards in Teacher 
Negotiations. A Comprehensive Response to 
the Demands of Teacher Organizations to 
Balance the Power at the Bargaining Table. 

ED 072 515// 

The Effects of Faculty Collective Bargaining on 
Higher Education. 

ED 074 918 


ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Collective Negotiations and 
the Administrator. ERIC Abstracts Series, 
Number Twenty-one. 

ED 070 175 
pt al Di 





Faculty Bargaining: A C 
Final Report. 
ED 074 993 
Journal of the Proceedings, School Law Forum. 
ED 078 507 
Local-Cosmopolitanism and Collective Bargain- 


ing in a State College System. 
ED 080 075 


Management Rights Issues in Collective Bar- 


gaining in Higher Education. 
ED 077 417 


The Modern Educational Bureaucracy and the 
Process of Change. 

ED 071 164 
Negotiations: The Road Ahead. 

ED 075 956 
The Professional Negotiator: Role Conflict, 
Role Ambiguity and Motivation To Work. 

ED 075 929 
The School Board Negoti : Guideli for 
Effective Teacher Negotiations. 

ED 078 525// 


School Board Policies on Negotiations. [Educa- 
tional Policies Development Kit.] 
ED 072 510 


The School Principal and Negotiations: A Mid- 
dle Management Dilemma. Oregon School 
Study Council Bulletin, Volume 13, Number 5. 

ED 079 845 
Teacher and Administrator Attitudes Toward 
Collective Negotiation Issues. 





ED 074 624 
Teacher Characteristics and Collective Bargain- 
ing Militancy. 

ED 074 604 
Teacher Contract Demands. Analysis and 
Response for the School Board Negotiator. 

ED 078 526// 

The Teacher’s Day in Court: Review of 1969. 
An Annual Compilation. School Law Series. 

ED 070 152 
The Teacher’s Day in Court: Review of 1971. 

ED 067 765 
Teacher Tenure “‘Ain’t’”’ the Problem. 

ED 072 522 


College Adapter Program 

Administration and Counseling. Manpower 
Education Monograph Series, Volume IV. 

ED 074 184 
College Adapter Program Curriculum Design. 
Manpower Education Monograph _ Series, 
Volume Il. 

ED 074 182 
College Adapter Program Orientation and As- 
sessment. Manpower Education Monograph Se- 
ries, Volume I. 

ED 074 181 
College Adapter Program Tutoring Center and 
High School Equivalency Preparation. Man- 
power Education Monograph Series, Volume 
Ii. 

ED 074 183 


College Administration 


The Claremont Progress and 


Prospects. 


Colleges: 
ED 076 157 


Subject Index 105 


The Influence of the Nature of a College upon 
the Development of a Freshman Program in 


English. 
ED 072 442// 





A Study of Divisional Diffe 
nity College Organization. 
ED 069 271 
Workshop for New Community Junior College 
Presidents and Their Wives. 
ED 072 778 


College Admission 
A Better Chance: Evaluati of Student At- 
titudes and Academic Performance, 1964- 


1972. 

ED 075 556 
Black and Other Minority Admissions to Large 
Universities: A Four Year National Survey of 
Policies and Outcomes. 





ED 075 740 
The College Handbook: A Comprehensive 
Guide to More Than 2,000 Two-Year and 


Four-Year Colleges. 

ED 067 998 
College Vacancy Survey. 

ED 067 017 
Expanding P Ed ional Oppor- 
tunity: Progress and Facies Number 3. 

ED 068 036 
The Impact of Open Admissions on College 
Environment. Research Report. 

ED 071 666 


Report of the Training Workshop on the 
Evaluation of Asian Educati Cr 
(Vietnam, Laos, Cambodia, Thailand, Indone- 
sia, Korea). 











ED 071 507 
So You Want to Go to College? 6443.50. 
ED 070 015 
Tertiary Education Entrance Project: Interim 
Report on the Evaluation of the T.E.E.P. Series 
A Test Battery. 
ED 076 712 


College and University Environment Scales 
The Impact of Open Admissions on College 
Environment. Research Report. 

ED 071 666 


College Attendance 
Characteristics of College and Non-College At- 
tendants Who Submitted ACT Scores to a 


Black College. 

ED 072 172 
College-Wide Participation in Policy Evalua- 
tion. Report on the Study of Attendance to the 
College Senate, March 20, 1972. 

ED 073 764 
Personality Changes Associated With a College 


Education. 

ED 074 987 
Survey of High School Students’ Attitudes 
Toward College Attendance. 

ED 072 003 


College Board Mathematics Level 2 
A Comparison of Interview and Normative 
Analysis of Mathematics Questions. 
ED 067 397 


College Bound Students 
Characteristics of College and Non-College At- 
tendants Who Submitted ACT Scores to a 
Black College. 
ED 072 172 


College Bound Program, am York, N.Y. 
Model Programs, Comp yE Se- 


ries. 

ED 068 620 
Comparative Instate College Pulling Power in 
Idaho High School Graduates 1970-1971. 

ED 077 389 
Differences in Academic Capability Between 
Rural Youth Planning and Not Planning to Go 
to College. 





ED 072 881 
The Effect of College Proximity on Rates of 
College Attendance. 

ED 074 888 


Evaluation Report: The City University of New 
York College Adapter Program. 
ED 074 970// 


The Graduates Restudied: A Comparison of the 
Follow-Up of New York City High School 
Graduates of 1970 and 1971. 

ED 070 380 


Notes on a National Survey of College-Bound 


Seniors in 1972. 
ED 074 910 





106 Subject Index 


Plans Beyond High School: A Report of a 
Statewide Survey of Florida High School 


Seniors, Fall 1971. 
ED 067 980 


Some Characteristics of High School Seniors 
who Sent CEEB-Test Scores to Selected 
Groups of Colleges During 1971-72. 

ED 074 909 


College Buildings 
A Comparison of the Costs of Building Ele- 
ments Related to Design Requirements for 
Selected University and Non-University 
Buildings in Ontario. Volume 4. 
ED 069 254 


College Chaplains 
The Role of Institutionally-Appointed Campus 
Professional Religious Leadership. 
ED 077 342 


College Choice 
The College Handbook: A Comprehensive 
Guide to More Than 2,000 Two-Year and 
Four-Year Colleges. 

ED 067 998 
College Student Migration. 

ED 079 396 
College Vacancy Survey. 

ED 067 017 
Comparative Instate College Pulling Power in 
Idaho High School Graduates 1970-1971. 

ED 077 389 
Go My Son. For American Indians: Opportuni- 
ties for Higher Education in the United States. 

D 072 899 

Major Influences in Deciding to Attend the 
University of South Carolina. 

ED 076 118 
Project Opportunity Reports: Research and 
Evaluation Report, Number 1972-5: Post- 
Ss dary Enroll t Patterns of Group Ill 
Project Opportunity Students; Number 1972-6: 
College Choices of Outstanding Black Students 
in Project Opportunity. 





ED 073 207 
Secondary School Attitudes Toward Memphis 
State University. Research Report. 

ED 077 375 
So You Want to Go to College? 6443.50. 

ED 070 015 
They Came For the Best Reasons: Some 
Aspects of Student Choice and Satisfaction at 
Two-Year Colleges in Southwestern Pennsyl- 
vania. 

ED 068 094// 


College Cooperation 
CONDUIT: An Experiment in Educational 
Computer Usage and Program Exchange. 
ED 066 916 
A Model Consortium Program for Educational 
Research Development and Evaluation in New 
Jersey Colleges. Final Report. 
; ED 072 766 


Program IMPACT: Community Service and 
Continuing Education, Higher Education Act 
of 1965 -- Title I. South Carolina Fiscal Year 
1972. Annual Report. 

ED 076 861 


College Credits 

The Community Involvement Program: Recog- 
nizing Community-Based Learning. A Report 
of the National Dissemination Project for the 
Community Colleges. 

ED 080 110 
An Exploratory Study of the College for High 
School Program of the Extramural Independent 
Study Center of the University of Kansas. 

ED 076 865 
Research on the Controversies around Col- 
legiate Placement and Credit Systems. 

ED 078 078 
A Survey of Associate of Arts and Associate of 
Science Degree Programs in 13 Western States. 

ED 077 493 
Transfer of College Credits and Off-Campus 
Learning. 

ED 071 594 


College Curriculum 
Course Projections and Staffing Needs for the 
New Hiram College Curriculum. 
ED 067 070 
Development of a Performance Based Teacher 
Education Curriculum. Final Report. 
ED 079 283 


Economics; An Individualized Course. Studeit 
Guide & = Introducti i i 
Macroeconomics. Money & Banking. Instruc- 


tor’s Guide. 

ED 070 305// 
An Educational Response to the Urban Chal- 
lenge. Urban Development Assistant Project. 


Final Report. 

ED 076 190 
Education for Death, or Death Becomes Less a 
Stranger. 





ED 073 378 
Excellence in Teacher Education Entry. Col- 
lege of Mount St. Joseph Inter-Disciplinary Ap- 
proach to Teacher Preparation. 

ED 075 411 
Guide to Excellence for Physical Education in 
Colleges and Universities. A Position Paper. 

ED 079 316 
A Handbook for University-Community Discus- 
sion of Urban Problems. A Model for Urban 
Study Programs Involving College Students and 
Community Adults. 

ED 069 957 


The Influence of the Nature of a College upon 
the Development of a Freshman Program in 
English. 
ED 072 442// 
Instructional Objectives in Economics 
Teaching: Philosophy, Effect, and Extent of 
Use. 
ED 078 824 
Learning Options and Student Achievement: 
Test of a Model in a Large Urban Community 
College. Inner College Report Number 2. 
ED 073 746 
A Model of Curriculum Evaluation Applied to 
a University Baccalaureate Program. 
ED 079 327 
National Survey of Humanities Courses Offered 
in Occupational Curricula in the Two-Year 
Colleges. 
ED 076 186 
Proceedings of the Ontario Universities Com- 
puting Conference (4th Toronto, Ontario, 
Canada, February 21-23, 1973.) 
ED 079 930// 
Servicemen’s Opportunity College Catalog. A 
New Educational Concept for Community/Ju- 
nior Colleges. 
ED 076 191 
The Status of Recent Experimental, Empirical, 
and Rhetorical Studies in the Teaching of Per- 
suasion. 
ED 078 405// 
A Theory of Discourse: The Aims of Discourse. 
ED 076 992// 


College Deans 
New Academic Deans. 
ED 070 426 
Role of the Academic Dean in Implementing 
Accountability: Anatomy of a Conference for 
Deans of Instruction in Two-Year Colleges. 
ED 075 014 


College Entrance Examinations 

The Advantageous Uses of Part-Whole Correla- 
tions for the Reduction of Standardized Test 
Batteries. 

ED 074 127 
College Level Examination Program: Its Mean- 
ing to Participants. College Entrance Examina- 
tion Board Research and Development Report. 
No. 6 

ED 078 022 
A Comparison of Interview and Normative 
Analysis of Mathematics Questions. 

ED 067 397 
Descriptive Summary of Admission and Fresh- 
man Placement Tests Used at the University of 
Wisconsin--Madison. 

ED 069 760 


The Development of Statistical Indices for De- 


tecting Cheaters. 
ED 069 687 
Is Culture-Fairness Objective or Subjective? 
ED 080 601 
Machine Entrance Testing for Higher Schools. 
ED 069 157// 
Selection for University in Scotland. 
ED 077 409// 
Standardized Foreign Language Testing in the 


U.S.A. 

ED 073 120 
The Suitability of the College Level Examina- 
tion Program (CLEP) for Admitting Vocational 


Education Teachers to Graduate Schools of 
Education in the State Universities of Florida. 
Final Report. 

ED 077 420 


College Environment 
A 


Academic and N demic Student Life at 
Stony Brook. 





ED 077 444 
The Effect of College Environment on Student 
Output. 

ED 070 420 
The Effect of College Proximity on Rates of 
College Attendance. 

ED 074 888 
F i on Me of College Environ- 


ments. 





ED 075 444 
The Impact of Open Admissions on College 
Envi t.R h Report. 





ED 07! 666 
Needed - A More Supportive Environment for 
College Women. 

ED 067 585 
Peer Led Process Groups in Freshman Orienta- 
tion. 

ED 067 563 
Proactivity: Personal Growth Groups for Re- 
sidence Education. 

ED 067 593 
Student Characteristics and Environments for 
Learning in Wesleyan Colleges. 

ED 077 372// 

Student Perception of the Campus Environ- 
ment. 

ED 072 746 
Undergraduates’ Expectations and Perceptions 
of a College Environment. 

ED 074 937 
Urban Citizens and Their Satisfaction with a 
University. 

ED 077 339 


College Faculty 
Academic Freedom, Academic Responsibility, 
Academic Due Process in Institutions of Higher 
Learning. Revised Edition. 
ED 071 547 
Academic Freedom and Faculty Responsibility. 
ED 071 617 
Arkansas Educational Research Development 
Project. Final Report. 
ED 071 634 
Arkansas’s Need for Community Junior Col- 
leges. 
ED 078 831 
Collective University 
Governance. 


Bargaining and 


ED 074 928 
Collective Implications _for 


Governance. 


Bargaining: 


ED 067 059 
Collective Bargaining in Higher Education. 
Bibliography Number 2. 

ED 067 045 
Collective Bargaining in Higher Education: 
Contract Content - 1972. 

ED 074 923 
Collective Bargaining in Higher Education in 
the United States: Conceptual Models and a 
Survey of Incidence Among Faculty and Sup- 
portive Professional Personnel. 

ED 078 809 
[Collective Bargaining in Junior Colleges.] 

ED 070 437 
College Faculty View Themselves and Their 
Jobs. 

ED 074 960 
The Commission on Academic Tenure in 
Higher Education: A Preview of the Report. 

ED 074 930 
Comparative Personnel Data. [Ithaca College 
Full-Time Faculty]. 

ED 080 067 
Development and Experiment in College 
Teaching. 

ED 074 922 
Development and Validation of a Sociometric 
Instructor Evaluation Instrument and 
Procedure. Final Report. 

ED 068 077 
Development of a College Conducted Faculty 
Pre-Service Program, 1969-1972. Final Report. 

ED 073 747 
Differential Faculty Attitudes Towards Blacks, 
F and Students in General. 





ED 074 418 





Director’s Evaluation Report. Higher Education 
Media Institute. The University of Texas at 
Austin. June 2-July 11, 1969. 

ED 068 003 


Director’s Evaluation Report. Training Program 
for Inexperienced College Teachers. 

ED 067 033 
The Doctor of Arts Degree in Washington--An 
Attitudinal Survey. 

ED 068 045 
The Effects of Faculty Collective Bargaining on 


Higher Education. 

ED 074 918 
An Equilibrium Model of Faculty Appoint- 
ments, Promotions, and Quota Restrictions. 

ED 080 088 
Evaluating Teaching: Some Problems. 

ED 071 582 
Evaluation of Academic Programs. 

ED 072 479 
Faculty at Stony Brook and Their Relations 
with Students. 


ED 077 443 
In; ‘ 





Faculty Bargaining: A C pt 
Final Report. 
ig ED 074 993 
Faculty Load Policies and Practices in Colleges 
and Universities. 
ED 068 029 
Faculty Retirement Systems. 
ED 074 908 
Faculty Salary Schedules in Colleges and 
Universities, 1971-72. 
ED 072 726 
Faculty Salary Schedules in Community-Junior 
Colleges, 1971-72. 
ED 071 645 
Faculty Tenure and Contract Systems: Current 
Practice. 
ED 067 011 
Faculty Views of Curriculum and Instruction: 
A Research Report. 
ED 077 367 
Faculty Workloads - A Critical Examination. 
ED 067 065 
Final Director’s Report On: Institute in African 
Studies for College Teachers. 
ED 067 031 
General Report on the Program Priorities Sur- 
vey of Maryland Public Higher Educators. 
ED 067 036 
Hiring Junior College Faculty: Operational Pri- 
orities. Social and Academic Pressures Add 
New Demands. 
ED 071 654 
The Impact of the Academic Revolution on 
Faculty Careers. 
ED 072 758 
The Improvement of Instruction in Developing 
Junior Colleges. 
ED 071 658 
On the Improvement of Instruction in Higher 
Education: A Bibliography. 
ED 074 898 
Improving the Skill of Two-Year College Facul- 
ty in Working with Minority Group Business 
and Engineering Technology Students. Summer 
Institute and Follow-Up Program. Final Report. 
068 637 
The Infl of Appoint: t, P tion, and 
Retirement Policies on Faculty Rank Distribu- 


tions. 

ED 074 982 
An Institute for Community College Faculty, 
Student Personnel Specialists, Administrators 
and Students. Final Report. 

ED 069 608 


Is College Teaching So Bad That Most Profes- 
sors Ought To Be Sued for Malpractice? 

ED 072 729 
A New Look at Tenure: A Management Im- 
perative. 





ED 080 097 
Organization, Function and Results of Social 
Self-Management at the Institutions of Higher 
Education and Their Associations. Final Re- 


port. 

ED 068 041 
Pass-Fail Grading at Berkeley: Facts and 
Opinions. 

ED 077 325 
A Plan for Affirmative Action to Eliminate Dis- 
crimination Against Women at the University 
of Pennsylvania. 

ED 080 070 


Planned Change in Response to External Pres- 

sure. A Study of Facilitation and Resistance in 

the Faculty of a Small Independent College 

with a Traditional Emphasis on Engineering 
and Science. Final Report. 

ED 067 386 

Power and Purpose in Collegiate Government. 

The Role of the Faculty in Academic Planning. 

076 155 

Preference for Bargaining Representative: 
Some Empirical Findings. 

ED 071 158 

President-Board Relationships: Building a 
Bridge of Communication. 

ED 078 827 

Proceedings of the Annual Seminar of the As- 

sociation of Departments and Administrators in 

Speech Communication (1st, Chicago, July 6-8, 


1972). 

ED 071 126 
Professors, Militance, and Professionalism. 

ED 073 738 
[Proposed Changes in the Faculty By-Laws of 
Dickinson College.] 

ED 070 371 
Recruiting Women and Minority Faculty: An 
Information Handbook. 

ED 068 008 
The Relationship between CEQ Ratings and In- 
structor’s Rank, Class Size, and Course Level. 

ED 076 147 
The Relationship between Perceptual Charac- 
teristics and Effective Teaching at the Junior 


College Level. 
ED 070 430 


[Remarks on Non-Discriminating Hiring Prac- 
tices in Higher Education.] 

ED 077 402 
Report on Comparative Salaries for Men and 
Women at Washburn University of Topeka. 

ED 080 068 
Research Support for Science Faculty. 

ED 071 581 
Salaries Paid and Salary-Related Practices in 
Higher Education, 1971-72. 

ED 067 988 
Self-Ratings of College Teachers: A Com- 
parison with Student Ratings. 

ED 069 701 
Sex Discrimination in Indiana's Colleges and 
Universities. A Survey. 

ED 080 066 
Sex Discrimination in San Diego County Com- 
munity Colleges. 

ED 076 193 
The Social Scientist in the California State Col- 
leges: His Background, Orientations and 
Ideology. 

ED 073 737 
Staffing Patterns in California Community Col- 
leges. A 1972 Overview. 

ED 070 433 
Status of the Doctor of Arts Degree. 

ED 071 554 
A Study of the Education Professions Develop- 
ment Act Training Programs for Higher Educa- 
tion Personnel, Volume I: Introduction and 
Summary of Findings. Final Report. 

ED 076 170 
A Study of the Education Professions Develop- 
ment Act Training Programs for Higher Educa- 
tion Personnel, Volume II: Current Training 
Needs. Final Report. 

ED 076 171 
A Study of the Education Professions Develop- 
ment Act Training Programs for Higher Educa- 
tion Personnel, Volume Ill: The EPDA V-E 
Training Programs. Final Report. 

ED 076 172 
A Study to Determine the Bias in Faculty Re- 
ports of Time and Effort Expenditure. 

ED 077 999 
Survey of Faculty Space Allocation Procedures 
in Selected Institutions of the National Associa- 
tion of State Universities and Land-Grant Col- 


leges. 

ED 078 790 
Teacher Folklore and the Sensitivity of a 
Course Evaluation Questionnaire (Revised). 

ED 076 146 
Teaching and Research Staff by Academic 
Field in Institutions of Higher Education, Fall 
1968. 

ED 068 040 
Teaching Faculty in Academe: 1972-73. 

ED 080 517 


Subject Index 107 


Tenure. Aspects of Job Security on the Chang- 
ing Campus. 

ED 068 005 
{The Status of Women at the University of 
North Dakota, 1971-72.] 

ED 078 797 
“The Ten O'Clock Scholar?” What A Professor 
Does for His Pay. 

ED 069 209 
Towards an Optimal University Salary System. 

ED 072 728 
Trustees and the Faculty - The Rum! Report 
Revisited. 

ED 077 308 
Two-Year College Faculties: Their Values and 
Perceptions [and] Values and Perceptions of 
Public and Private Junior College Students. 

ED 076 194 
Two-Year College Faculty Attitudes: Innova- 
tion Readiness (A Parallel-Perceptions 
Inquiry). 

ED 069 273 
Who’s Reading What in Higher Education. 
Research Currents. 

ED 074 998 


College Freshmen 
The American Freshman: National Norms for 
Fall 1972. Ace Research Reports. Volume 7, 
Number 5. 
ED 073 735 
The Black College Freshman: Characteristics 
and Recent Trends. 
ED 068 042 
Changes in Goals, Plans, and Background 
Characteristics of College-Bound High School 
Students. 
ED 068 047 
Characteristics of 1971 and 1972 Hofstra 
Freshmen. 
ED 077 349 
College Student Migration. 
ED 079 396 
College Vacancy Survey. 
ED 067 017 
Coming to Terms with L : An Antholo- 
gy. 
ED 077 016// 
A Comparative Study of Recent Trends and 
Characteristics of Students Entering American 
Junior Colleges, 1968-72. 





ED 080 113 
A Comparison of Financial Resources of 
U.S.C. Entering Freshmen for Fall 1968, 1970, 
and 1972. 

ED 078 784 
Comparison of Freshmen Attitudes on Con- 
troversial Issues. 

ED 077 358 
A Comparison of New Cadets at USMA with 
Entering Freshmen at Other Colleges Class of 
1974. 

ED 074 967// 

A Comparison of Satisfied and Dissatisfied 
Users of Holland’s Self Directed Search (SDS). 

ED 079 619 
Composition and the Principle of Redundancy. 

ED 077 015 
Degree Plans of Entering Freshmen at Univer- 
sity of South Carolina. 

ED 077 462 
Development of an APL Program for Generat- 
ing Punctuation and Usage Exercises in Fresh- 
man English. Technical Report Number 13. 

ED 072 632 
The Differential Effects of Selected Programs 
on the Performance, Degree of Satisfaction and 
Retention of C ity College Women Stu- 
dents. Final Report. 





ED 068 086 
The Effective Use of Educational Television for 
Instruction of College Freshmen in Introducto- 
ry Biology: The Training of Personnel and the 
Effect Upon Students. 

ED 079 975 
The Effect of Simultaneous Aural-Visual Lan- 
guage Reception on Reading Ability Among 
Sel d Educationally Disadvantaged Fresh- 


ED 071 028// 

Effects of a Less Prescriptive, Student-Cen- 

tered College Curriculum on Satisfaction, At- 
titudes and Achievement. 

ED 069 798 


Entry Level Concerns of New Regional, 
Transfer, and Freshmen Students at the Univer- 
sity of South Carolina, January, 1973. 





men Students. 





108 Subject Index 


ED 076 117 
Equivalency Testing in College Freshman En- 
glish: A Report and a Proposal. 
ED 073 467 
Evaluating the Effects of Using Upperclassmen 
Trained in Group Dynamics to Lead Small 
Process-Oriented Freshman Orientation 


Groups. Final Report. 
ED 072 759 


An Evaluation of a Living-Learning Residence 
Hall Program. 
ED 077 399 


An Experimental Study of the Effectiveness of 
Humor Used as a Refutational Device. 

ED 075 812// 
An Experimental Study of the Effects of 
Guided Revision and Delayed Grades on Writ- 
ing Proficiency of College Freshmen. Final Re- 


port. 

ED 079 764 
Freshman Class Status Report: 1970-1971. Part 
Il, Biographical Data. 

ED 071 589 
Freshman Enrollment in Idaho Colleges and 
Universities: Numbers, Characteristics and 
Validations. 

ED 077 411 
Fresh Exp of the University of 
Maryland, 1971-72. 





ED 072 743 
Frittered Away by Details: Some Thoughts on 
Teaching Specifics. 

ED 077 007 
I Expect to Find that SUNY/B... Survey Study 
1, 1971 Freshmen. 

ED 071 571 


Inventory of Opinions and Expectations, 1971 
Freshman Class. 
ED 071 590 


Literature, Freshmen, and Morality. 

ED 067 655 
Major Influences in Deciding to Attend the 
University of South Carolina. 

ED 076 118 
Male and Female Chauvinism in the Teaching 
of Language and Literature. 

ED 077 031 
Opinions and Expectations. 1972 Freshmen 


Class. 
ED 077 334 
Orientation Research: Like A Bridge Over Tur- 


bid Waters. 

ED 077 384 
Peer Led Process Groups in Freshman Orienta- 
tion. 

ED 067 563 
Predicting Success for University Freshmen. 

ED 077 448 
Predicting Who Will Withdraw During Their 
First S ter of Attend at Miami-Dade 
Junior College, South Campus. 





ED 078 830 
Prediction of Procrastination in a Self-Pacing 
Instructional System. 

ED 075 S01 


Predictors of Academic Success for University 
Students in Special Programs. 
ED 073 222 


A Profile of University of Maryland, College 
Park, Freshmen, 1972-73. 
ED 077 347 


A Quantitative and Qualitative Analysis. 1972 
August Developmental Project. 
ED 075 024 
A Quantitative Study of the “Free Modifiers” 
in Narrative-Descriptive Compositions Written 
by Black College Freshmen after Leaving the 
Influence of the Christensen Rhetoric Program 
and a Study of Their Attitudes Toward Written 
Composition. 
ED 079 727// 
Renovating the Freshman Year. 
ED 068 075 
Repeated Measures Effects in Racial Attitudes 
Measurement. 
ED 073 223 
Report on the Kates Survey of College Fresh- 
man Composition Writing Skills: Sixteen First- 
t Fresh English Composition 
Classes from Eleven Community Colleges and 
Universities. 





ED 077 498 
Species of Entering Freshmen: A Ty 
Study of an Entering Class. Student Orientation 
Survey Ill. 





ED 067 046 
Student Opinion Survey: Survey Study 2. 1972 
Freshmen. 


ED 071 574 
Stud i Family, Friends and 
Others. 





ED 073 383 
A Study of An In-Service Program for College 


Teachers of Freshman English. 
ED 067 681// 


Vocational Preference Inventory Response Pat- 
terns of College of Education Freshmen 


Women. 

ED 076 905 
Youthpoll: 1971 Freshman Class. 

ED 071 588 
YOUTHPOLL, 1972 Freshman Class. 

ED 072 741 


College Graduates 


An Appraisal of the Quality of Education 
Received by the 1967 Graduates at the Six 
Colleges and Universities Under the Kansas 
Board of Regents. Planning Report 5. 

ED 076 124 
{Black Graduates must Explore New Business 


Opportunities. ] 

ED 070 389 
California Supply and Demand for College 
Educated Manpower in Selected Occupations. 

ED 071 644 
Demographic and Social Accounting and Its 
Application to Educational Activities. 

ED 068 046 
How Long in the Mill? 

ED 077 380 
Job Market Situation Survey for Agricultural 
Communication Graduates. 

ED 072 319 
Job Opportunities for College Graduates in the 


1970's. 
ED 068 010 


Manpower Requirements Report to 1980: Jobs 
for University of Georgia Graduates in Georgia 
and the Nation. 

ED 076 125 


The Master’s Degree. 

ED 078 752 
Measuring One University Output: A Survey of 
Undergraduate Degree Holders from the 
University of Georgia from the Classes of 


1960-1970 
ED 078 731 
Occupational Outlook for College Graduates. 


1972-73 Edition. 

ED 080 690 
Part-Time Social Workers in Public Welfare. 

ED 067 499 
Predictors of Graduation From College. 

ED 076 153 
A Profile of City Colleges of Chicago 1972 
Graduates. 

ED 073 751 
The Quality of Work Available to College Edu- 
cated Women and Men. 

ED 080 053 
Status Report of 1970-71 WMU Graduates 


Certified for Business Education Teaching. 

ED 075 354 
A Study in Persistence: Attrition and Gradua- 
tion Rates at the University of Arizona. 

ED 070 409 
A Study of Black Male Professionals in Indus- 
try. 

ED 078 773 
Study of ESC [Empire State College] Gradu- 


ates. 
ED 077 479 


Youth and the Meaning of Work. 
ED 076 164 


College High School Cooperation 


Organization and Proceedings of the New River 
Articulation Conference (New River Communi- 
ty College, Dublin, Virginia, April 28, May 5, 
May 12, 1973). 

ED 077 485 


Promoting the Summer Speech Institutes. 
ED 072 490 
Springfield's Trajectory Occupational Program: 


Report. 
ED 069 861 


College Housing 


Academic Achievement and Selected Charac- 
teristics of Single Undergraduates at the 
University of Virginia, 1968-69. 

ED 078 791 
Apartment Type College Housing. 

ED 068 059 


Attitudes Toward Residence Hall Life. 
Fredonia Student Attitudes on the College Stu- 


dent Questionnaire. 
ED 077 327 


Housing in a Hurry. Proceedings of North At- 
lantic Conference. (Cambridge, Massachusetts, 
March 18, 1972.) 

ED 069 038 


Living Arrangements of College Students: Oc- 


tober 1971. 

ED 073 743 
Meeting The Challenge. 

ED 067 062 
The New Student Housing at New College. 

ED 069 033 
Student Housing. 

ED 071 555 
Student Housing. A Report. 

ED 070 200 
A Study of Student Housing at the Fourteen 
State-Owned Institutions. 

ED 076 151 
Undergraduate Students as Members of the Re- 
sidence Hall Staff. 

ED 078 796 


College Instruction 

Analyzing and pageating Instructional Prac- 
tices. 

ED 076 670 
Competency Development and the Methodolo- 
gy of College Teaching: A Model and Proposal. 

ED 077 138 
Computer-Assisted Instruction Program: Ten- 
nessee State University. Technical Report 
Number 198. 

ED 078 689 
Literature and the English Department. 

ED 074 522 
Movies in America. 

ED 073 682// 

Personalized Systems of Instruction: How Eval- 
uate? 

ED 066 866 
A Plan for Comprehensive Evaluation of Col- 
lege Teaching. 

ED 078 097 
Readings in Mass Communication; Concepts 
and Issues in the Mass Media. 

ED 067 838// 

Report on a Survey of CATV-MATV-TV Dis- 
tribution Systems at College and Universities. 

ED 066 864 
Shakespeare in School and College. 

ED 078 418 
Strategies for Improving College Teaching. Re- 
port 8 

ED 071 616 
Teaching Statistics, While Simultaneously Sav- 
ing Time, Chalk, Etc... 

ED 079 993 
The Use of the Unknown in Teaching 
Statistics. 

ED 068 581 


College Integration 

Black Students’ Perceptions of Prejudice and 
Grade Deflection. 

ED 072 141 
Differences in Perceived Sources of Academic 
Difficulties: Black Students in Predominantly 
Black and Predominantly White Colleges. 

ED 074 162 


College Language Programs 
Advanced Vietnamese: A Reader in Culture. 
ED 066 995 
Aspects in the Development, Teaching, and 
Evaluation of an Individualized Instruction Pro- 


gram. 
ED 077 265 
Basic Gulf Arabic Based on Colloquial Abu 
Dhabi Arabic. 
ED 070 357 


Computer-Based Chinese Teaching Program at 
IHinois. 

ED 071 528 
Culture in Southeast Asian Language Classes. 

ED 071 531 
El eco espanol (The Spanish Echo): An En- 
richment-Oriented Radio Program for the 
Level Il Spanish Class. 

ED 077 272 
Integrating Culture in Indonesian Language 
Teaching: An Inevitability, But How Much? 

ED 073 723 
Intermediate Vietnamese, Volume I. 

ED 074 867// 





Intermediate Vietnamese, Volume I. 
ED 074 866// 


Linguistics Courses in Teachers’ Colleges. 
ED 072 686 


Reading Problems and Teaching Literature in 
Foreign Languages. 
ED 073 729 


Seeking a Pace to Perfection: The Attempt to 
Individualize Instruction in Elementary German 
at Lafayette College, Easton, Pa. 

ED 074 815 


College Level Examination Program 
Achievement by Junior College Transfer, Four- 
Year College Transfer, and Native Juniors as 
Measured by the CLEP General Examinations. 
ED 075 017 
College Level Examination Program: Its Mean- 
ing to Participants. College Entrance Examina- 
tion Board Research and Development Report. 


No. 6. 
ED 078 022 


College Level Examination Program (CLEP) 
The Suitability of the College Level Examina- 
tion Program (CLEP) for Admitting Vocational 
Education Teachers to Graduate Schools of 
Education in the State Universities of Florida. 


Final Report. 
ED 077 420 


College Libraries 
Community Services Study. 

ED 068 103 
Directory of Academic Library Consortia. 

ED 072 819// 

Iranian Senior College Library Standards. 

ED 073 799 
Library Group, The. 

ED 072 809 
Ohio College Library Center. Annual Report, 


1971/1972. 

ED 067 118 
Proposed Model Budget Analysis System and 
Quantitative Standards for the Libraries of the 


Nebraska State Colleges. 

ED 077 529 
Report on a Cost Study of Specific Technical 
Processing Activities of the California State 
University and Colleges Libraries. 

ED 073 779 
The Role of College Libraries in the Planning, 
Development, and Operation of Educational 
Programs in Multi-purpose Higher Education 


Consortia. 

ED 079 981 
Secondary Access Storage of Books in Small 
and Medium-Sized Academic Libraries: A 


Proposal for an Experimental Model. 
ED 076 201 


Supplement to the Directory of Academic 
Library Consortia. 
ED 072 820 


Task Analysis of Library Jobs in the State of Il- 
linois: A Working Paper on the Relevance of 


the Study to Academic Libraries. 
ED 067 113 


Coliege Majors 


Enrollment of Junior-Year Students (1970 and 


1971). 
ED 071 579 
Enrollment of Junior-Year Students (1971 and 


1972). 
ED 077 459 


Higher Education as a Field of Study. 
ED 076 110 


Language and Area Studies: A Contribution to 
the Debate. 
ED 071 513 


Student Choice: A Theoretical Analysis of 
Higher Education With Some _ Empirical 
Evidence Considered. 

ED 074 973// 


A Study of High School Graduates Who In- 
dicated Biology as Their Educational Aspira- 


tions. 
ED 071 847// 


College Mathematics 
Annual Newsletter 1971-72. 
ED 071 871 


A Computer Laboratory for Mathematical 
Probability and Statistics. 
ED 079 985 


The Development and Evaluation of a Text in 
the Topology of the Plane for Secondary 


Teachers. 
ED 080 300// 


Develop t and Impl ation of the Poin- 
care-Hadamard Conception of Mathematical 
Problem Solving. 

ED 077 755// 


The Development of an Individualized Learn- 
ing System for Students Studying Intermediate 
Algebra, Final Report. 

ED 077 774 


The Effectiveness of Remedial Arithmetic 
Courses in Three Selected California Commu- 
nity Colleges as Measured by Improvement in 
Arithmetic Skills and Attitudes Toward Mathe- 


matics. 

ED 079 052// 
Effect of Concrete, Semi-Concrete, and Ab- 
stract Teaching Methods on Mathematical 
Achievement, Transfer, and Retention at the 


College Level. 

ED 080 304// 
The Effects of Variations in Instruction and 
Final Unit Evaluation Procedures on Communi- 
ty College Beginning Algebra Classes. 

ED 079 082// 
An Exploratory Study of the Diagnostic 
Teaching of Heuristic Problem Solving Strate- 
gies in Calculus. 





ED 072 940// 
The Identification and Classification of 


Mistakes in Learning to Use Set Language. 

ED 077 751// 
Open Learning and Lecture Methods of 
Teaching College Mathematics. 

ED 077 743// 
Undergraduate Education in the Mathematical 
Sciences, 1970-71. Volume IV. 

ED 068 074// 


Variability in the Proof Behavior of College 
Students in a CAI Course in Logic as a Func- 
tion of Problem Characteristics. Psychology 


and Education Series. 
ED 070 295 


College of the Albemarle 
College of the Albemarle: A Developmental 


Project in Occupational Education. 
ED 072 222 


College Placement 
California Community College Testing Survey. 
ED 075 027 
The College Handbook: A Comprehensive 
Guide to More Than 2,000 Two-Year and 


Four-Year Colleges. 
ED 067 998 


Placement and Proficiency System and the 
CLEP Addition. 
ED 078 733 


A Proposed Model for PSDS Admissions. 
Technical Report Number 15. 
ED 074 192 


Report of the Training Workshop on the 
Evaluation of Asian Educational Credentials 
(Vietnam, Laos, Cambodia, Thailand, Indone- 
sia, Korea). 

ED 071 507 
Research on the Controversies around Col- 
legiate Placement and Credit Systems. 

ED 078 078 
Techniques and Contributions of the University 
of Illinois, Urbana-Champaign Campus, Place- 
ment and Proficiency System. 

ED 078 811 


College Planning 
Clackamas Community College 
Planning Program. Final Report. 


Master 


ED 075 008 


The Claremont Colleges: Progress and 


Prospects. 

ED 076 157 
College and University Planning -- 1969. 
Selected Papers from Society for College and 
University Planning Annual Conference. (4th, 
Houston, Texas, August 17-20, 1969.) 

ED 069 039 
Focus: 1980. Proceedings of the Society for 
College and University Planning Annual Con- 
ference (6th, San Francisco, California, August 
8-11, 1971). 

ED 070 166 
Substantive Planning for Independent Junior 


Colleges. 

ED 078 836 
Survey of Faculty Space Allocation Procedures 
in Selected Institutions of the National Associa- 
tion of State Universities and Land-Grant Col- 


leges. 
ED 078 790 


Subject Index 109 


College Preparation 


Administration and Counseling. Manpower 
Education Monograph Series, Volume IV. 

ED 074 184 
Another Objective to Achieve: A Study of Edu- 
cationally Disadvantaged Veterans Enrolled in 
a College Preparatory Program. 


ED 070 388 
College Adapter Program Curriculum Design. 
Ed i 


t Monograph _ Series, 

ED 074 182 
College Adapter Program Orientation and As- 
sessment. Manpower Education Monograph Se- 


ries, Volume I. 

ED 074 181 
College Adapter Program Tutoring Center and 
High School Equivalency Preparation. Man- 
power Education Monograph Series, Volume 


Il. 

ED 074 183 
College Bound Program, New York, N.Y. 
Model Programs, Compensatory Education Se- 


ries. 

ED 068 620 
Detroit College Opportunity Program. ‘Prepar- 
ing College Bound Youth”; Evaluation of the 
Detroit College Opportunity Program, Funded 
Under Title I of the Elementary and Secondary 
Education Act. 





Volume II. 


ED 074 168 
A Proposed Model for PSDS Admissions. 
Technical Report Number 15. 

ED 074 192 
The Relation Between Certain High School 
Course Patterns and Achievement in First 
Freshman Courses in English, Social Science, 
Mathematics, and Natural Sci at Louisi 
State University. 

ED 075 183// 


So You Want to Go to College? 6443.50. 
ED 070 015 





College Programs 
Academic Planning for the Minority/Disad- 
vantaged Student: Three Models for Change. A 
Report of the National Dissemination Project 
for the Community Colleges. 
ED 077 491 
The American Film Institute Guide to College 
Courses in Film and Television. 
ED 073 675// 
Black, Asian, and White Students in the Educa- 
tional Opportunity Program. 
ED 073 220 
Criteria and Guidelines for the Establishment 
and Implementation of Associate Degree Pro- 
grams in Four-Year Institutions. 
ED 077 361// 


Development of New Materials to Improve the 
Training of Students in Data Analysis. Final 


Report. 
ED 068 355 


Educational Opportunities Programs for 
Minority and Low-Income Students in Califor- 
nia and U.S. Colleges and Universities. 

ED 069 830// 
The Influence of the Nature of a College upon 
the Development of a Freshman Program in 


English. 
ED 072 442// 
A National Status Study of Industrial Arts 


Teacher Education. 

ED 069 886 
Needed: Evaluation Criteria for the Community 
College Broadcasting Education Program. 

ED 067 843 
Outdoor Envir An Innova- 
tive and Exemplary Approach to Pre-Service 
and In-Service Teacher Education. 

ED 067 236 


Intercultural Communication, 


tal Rd ti 





Readings in 
Volume II. 
ED 068 424 
A Revolution in the Education of Women. Ten 
Years of Continuing Education at Sarah 
Lawrence College. 
ED 068 754// 





College Role 
The ACE Office of Research: Its Purposes and 


Activities. 

ED 068 530 
Career Development for the Student in the 
Community College. 

ED 080 750 





110 Subject Index 


Community College - Church Project of the 
Church in Higher Education. Preliminary Re- 
port. Project and Community College Institute 
of Columbia University. 

ED 075 013 


Community Colleges, Health-Related Social 
Problems, and the Community Services Func- 


tion. 

ED 078 327 
Community Colleges in Western Canada: A 
Study of the Development of Provincial Col- 
leges and College Systems. Education $70: The 
Community and Junior College, Winter 
Semester, 1972. 

ED 076 185 


Educating for International Understanding: A 
Role for Community Colleges. 

ED 075 015 
Educational Needs of the Elderly: Their Rela- 
tionships to Educational Institutions. Final Re- 


port. 
ED 075 717 


The Exploding and Explosive Two-Year Col- 
lege. 

, ED 073 762 
In-Service Training for Administrators, Faculty, 
and Students of a Developing Community Col- 
lege. Director's Evaluation Report. 

ED 070 761 
Junior Colleges Hopes and Frustrations. 

ED 078 837 
A Look at Some Goals for Long Beach City 
College: Results of the Statewide Institutional 
Goals Inventory Survey, Spring 1972. 

ED 076 177 
Mountain Empire: The Community's College. 

ED 078 815 
Options and Alternatives---An AUEC Study. 
1972 Proceedings of the Association of Univer- 
sity Evening Colleges. 

ED 073 362 


A Question of Partnership: Institutions of 
Higher Education As A Resource in the Solu- 


tion of National Problems. 
ED 077 331 


The Role of Colleges of Advanced Education 
in the Education of Adults. A Report to the 
Australian Commission on Advanced Educa- 


tion. 

ED 073 332 
The Role of Universities in Workers’ Educa- 
tion. 

ED 068 838 
Sources of Funding of Community Services in 
Public Community and Junior Colleges. 

ED 076 182 
Statement Regarding Life-Long Education. 

ED 074 334 
A Summary of the Presidents’ Conference, 
Mills College, Oakland, California, June 23-26, 

9. 


196 
ED 071 648 
Colleges 


Accredited Postsecondary Institutions and Pro- 
grams including Institutions Holding Preac- 
credited Status as of January 15, 1970. 

ED 067 049 
Accredited Postsecondary Institutions and Pro- 
grams Including Institutions Holding Preac- 
credited Status. 1971 Supplement. 

ED 070 406 
California Student Vote 1972; A Brief Analysis 
of the Student Vote. 

ED 078 722 


College-Adult Reading Instruction. Perspectives 
in Reading, No. 1. 

ED 074 479 
Computer Facilities for Instruction in Small 
Colleges: Final Report Summary 1968-71. 

ED 068 065 
Continuing Education for Adult Learners in 
Empire State College. 

ED 068 837 
Conversion Patterns of Four-Year Institutions 
to Two-Year Institutions: 1948-1973. 

ED 078 826 
Education Directory 1972-73, Higher Educa- 
tion. 

ED 072 765 
Education Directory: Education Associations 
1971-1972. 

ED 066 835 
Facts About New England Colleges, Universi- 
ties and Institutes 1972-73. 

ED 070 402 


How Colleges, Universities, and Other Educa- 
tional Institutions Can Use Direct Mail More 


Effectively. 
ED 068 737 
The Need for Reform and Renewal in Higher 


Education. 
ED 070 422 


New Academic Institutions: A Survey. 
ED 070 412 


Science Education News, December 1972: 
Trends in Science Education. 
ED 072 964 


Simulation As a Technique For Analyzing 
Campus Unrest. Final Report. 
ED 067 896 


Small College Management: Key to Survival. 
Research Currents. 
ED 074 980 


So You Want to Go to College? 6443.50. 
ED 070 015 


Where the Colleges Rank. 
ED 078 744 


College School Cooperation 
The Bowling Green State University Teacher 
Learning Center Concept. 
ED 075 413 


The Chandler Outreach Project. A Cooperative 
Clinical Teaching Center. 
ED 067 374 


Cooperative Relationships in Teacher Educa- 
tion: The Central Minnesota Teacher Educa- 


tion Council. 
ED 080 456 


Improving Instruction through Tailored Cur- 
riculum Development Programs. 
ED 076 519 


Portal Schools Project, First Year Report. 
ED 067 734 


A Program of Pre-Service Education Field- 
Based Sequential Role Development and Dif- 
ferentiated Staffing. 

ED 066 783 


Teaching About Africa in the Elementary 
School: A University-Public Schools Co-opera- 
tive Program for Improving Social Studies 


Teaching. 
ED 067 315 


What Do They Mean By Parity? 
ED 067 391 


College Science 
Commission on Undergraduate Education in 
the Biological Sciences News, CUEBS, 1963- 
1972: Its History and Final Report. 
ED 076 330 
A Comparison of Different Types of Trans- 
parencies for Effective Learning in the Biologi- 
cal Sciences at the College Level. 
ED 079 087// 
Contemporary Topics in Science: A Kit for 


Survival. 
ED 080 318 
The Context of Biological Education: The Case 


for Change. 

ED 068 323// 
Developing an Understanding of Hypothesis 
Formation and Testing in Science, Two Con- 
trasting Approaches. 

ED 079 032// 


Development of a Self-Instructional Course in 
Engineering Statics. Final Report. 
ED 072 977 


Development of a Textbook and Learning 
Operations in Life Science for Elementary Edu- 
cation Majors at North Carolina Central 


University. 
ED 080 327// 
Effect of Computer Tutorial Review Lessons 
on Exam Performance In Introductory College 
Physics. Tech Memo Number 64. 
ED 072 654 


The Effects of Increasing the Student Involve- 
ment in a College Physical Science Laboratory 


Program. 
ED 079 040// 


Effects of Varying Time of Presenting Verbal 


Directions on Recall and Retention. 
ED 079 041// 


ED 075 230 

An Evaluation of Expressed Level of Aspira- 

tion as a Determinant of Performance in an 
Under-Graduate Biology Course. 

ED 070 583// 


General Biology as an Area of Instruction in 
the Junior Colleges of Alab 
ED 071 853// 


Energy and the Environment. 





Independent Study of Collegiate Biological 

Sci asaG ] Education Course: Involv- 

ing Achievement and Understanding the 
f Sci 


Pr 0 








ED 069 470// 
New Trends in Biology Teaching, Volume III. 

ED 080 315// 
New Trends in Chemistry Teaching, Volume 


Hl. 
ED 080 307// 
New Trends in Physics Teaching, Volume Il, 


1970. 
ED 068 327// 
Predictive Factors Associated with Final 
Grades in a General College Biology Course. 
ED 076 377// 
A Process-C Pp Approach for 
Junior College General Education Science In- 


struction. 
ED 068 269// 
Review of Research in Science Education for 


the Year 1971. 
ED 077 775 
Some Adverse Effects of Increased Federal 
Funding on Certain Basic Conditions in 
Academic Scientific Research: An Exploratory 
Study, 1950-1970. 
ED 075 179// 


Student Achievement in Biology 101 at Iowa 


State University. 

ED 070 594// 
Teaching Practices in Introductory Physics 
Courses in Selected Oklahoma Colleges. 

ED 077 668// 
Trends in American Geological Education Dur- 
ing the Critical Years, 1954-1969. 

ED 079 046// 


tual Sch 





College Segregation 
Needed - A More Supportive Environment for 


College Women. 
ED 067 585 


College Students 
1971 - 1972 Student Attrition: Antecedent and 


Consequent Factors. 
4 ED 070 435 
Academic Achie t and Selected Charac- 
teristics of Single Undergraduates at the 
University of Virginia, 1968-69. 

ED 078 791 


Academic Growth in Social Science, Humani- 
ties and Natural Science in Various Curriculum 


Groups. 

ED 077 357 
Academy or Battleground. Third Report of the 
Temporary Commission to Study the Causes of 
Campus Unrest. 

ED 077 412 


Acquisition and Retention as a Function of 
Three Types of Repetition. 





ED 078 095 
An Adlerian Approach to Measuring Change in 
College Freshmen. 

ED 074 431 


Adult and Part-Time Students; Individuals in 
Higher Education. 
ED 070 981 


American College Testing Program Institutional 
Self-Study Survey. 
ED 072 753 


The American Freshman: National Norms for 
Fall 1972. Ace Research Reports. Volume 7, 


Number 5. 

ED 073 735 
Annotated Bibliography of MMPI Research 
Among College Populations: 1962-1970. 

ED 069 755 
Annual Report on the State Government In- 
ternship Program 1972. 

ED 070 373 


Anticipating Changes in Enrollment Growth. 

ED 071 649 
Anticipation of Cognitive Behavior of Mentally 
Retarded and Normal Children. 


ED 074 689 

The Application of Short-Term Video-Tape 

Therapy for the Treatment of Test Anxiety of 
College Students. Final Report. 

ED 070 363// 


An Appraisal of the Quality of Education 
Received by the 1972 Seniors at the Six Col- 
leges and Universities Under the Kansas Board 
of Regents. Planning Report 4. 

ED 076 168 
Assessing Knowledge of Cultures. 

ED 075 125 
Atlanta Service-Learning Conference Report. 

ED 072 718 





Attitudes and Characteristics of Nonusers. 
ED 070 007 


Attrition Prevention Through Counseling 
Among Community College Students; NOR- 
CAL Phase Ill. 

ED 075 012 


Basic Spanish: Student Handbook. 
ED 071 527 


A Biography of a Class Study. 1970 Senior Sur- 


vey. 

ED 071 573 
A Biography of A Class Study. 1971 Senior 
Survey. Part I: College Experiences and Activi- 


ties. 

ED 071 572 
Black Students in Protest: A Study of the 
Origins of the Black Student Movement. The 
Arnold and Caroline Rose Monograph Series in 


Sociology. 
ED 073 185// 
A Brief History of Service-Learning Internship 


Programs. 
ED 070 375 
Campus Disorders: A Symposium of Relevant 


Papers. 

ED 077 433 
Campus Law Enforcement. 

ED 069 221 
Career Development Groups: Why We Did It! 

ED 075 730 
Careers and College Students. 

ED 074 393 
Changes in Goals, Plans, and Background 
Characteristics of College-Bound High School 


Students. 
ED 068 047 


Changes in Values of College Students. 
ED 077 397 
Characteristics of 1971 and 1972 Hofstra 


Freshmen. 

ED 077 349 
College Attrition: A Cause Appraisal 
Technique. 

ED 077 338 


A College Degree: Does it Substantially 
Enhance the Economic Achievement of 
Chicanos? Center for Business Services Occa- 
sional Paper No. 503. 

ED 079 O11 


College Student Migration. 
ED 076 150 


College Students in Local Government: The 
Urban Corps Approach. 
ED 071 544 


Colloquy: A Student-Initiated Reform in Higher 
Education. 





ED 077 350 
Communitizing a Residence Hall: One Strategy. 

ED 067 976 
A Comparison of Attitudes and Values 
Between Indians and Non-Indians in an Institu- 
tion of Higher Education. 

ED 073 894 


A Comparison of Brain Wave Patterns of High 

and Low Grade Point Average Studerts During 

Rest, Problem Solving, and Stress Situations. 
ED 076 900 


Computer-Assisted Instruction and the New 


Student. 

ED 069 153 
A Constant Work Model for Student At- 
tendance and Enrollment. 

ED 080 086 


A Content Approach to Reading Skill Develop- 
ment for Special Admit Freshmen in a Four 


Year College. 
ED 073 418 


A Contribution to a Theory of Organizations: 
An Examination of Student Protest. 
ED 071 551 


Craft So Hard to Learn: Conversations with 
Poets and Novelists about the Teaching of 


Writing. 
ED 070 086// 
Data Element Dictionary: Student. Second Edi- 


tion. 

ED 071 636 
Demographic and Social Accounting: A Fol- 
low-Up on the Withdrawals from Quebec Col- 


leges. 
ED 074 889 
Determination of Criteria to Measure English 
Language Responsiveness. Final Report. 
ED 068 968 
Differential Faculty erie Towards Blacks, 
in 


Females and S 
ED 074 418 





[Dropout Survey at the University of Illinois- 
Urbana Champaign.] 
ED 078 750 


The Duke University Summer Transitional Pro- 


gram. 
ED 078 777 


The Earmarks of College Success: A Causal- 


Comparative Study. 
ED 078 756 
The Effect of a Reading Improvement Program 


Upon Academic Achievement in College. 
ED 074 471// 
The Effect of T-Group Experience on Partici- 
pant’s Level of Personal Functioning. 
ED 076 902 
The Effects of Anxiety Reduction Techniq 
on Anxiety and Computer-Assisted Learning 
and Evaluation of College Students. Final Re- 


port. 

ED 076 060 
The Effects of a Self-Directed Drug Abuse 
Education Program on Attitudes of College 


Students. 
ED 076 317// 
The Effects of College on Student Dropout. 
Final Report. 
ED 068 038 
The Effects of Type, Identifiability, and Variety 


of Instructional Instances on Subject Matter 
Concept Attainment. 
ED 078 315 


Effects of University Subcultures on Student 
Attitudes. 





ED 078 764 
Enrollment Patterns in Washington's Colleges 


and Universities, October, 1972. 
ED 078 794 


The Ethnic Student: Academic and Social 


Problems. 
ED 070 798 


An Evaluation of a Method of Teaching Listen- 
ing Improvement. Final Report. 
ED 071 096 


Evaluation of an Innovative Approach to En- 
glish Composition Instruction: Phases Two and 


Three. 

ED 073 748 
An Evaluation of Noise Levels in College 
Welding Laboratories and Its Effect on Student 


Hearing. 

ED 079 526// 
Existential Frustration and Psychological 
Anomie within Select College Student Subcul- 


tures. 
ED 070 001 
External Locus of Control: A Face of New Left 


Ideology. 
ED 067 595 
Factors Affecting Student Choices of Instruc- 


tional Methodologies. 
ED 077 497 


Facts About: College Mental Health. 

ED 077 371 
A Five-Year Longitudinal Study of City Col- 
leges of Chicago Transfer Students, September 
1967-June 1972. 

ED 072 780 


Follow-Up Survey of Students Withdrawing 
from Cerritos College During the Fall 
Semester, 1972. 

ED 077 496 


Four Years After College Entry. 
ED 077 329 


Geographic Origins of Students, Fall 1971. 
ED 076 159 


Governor's Intern Program. Fina! Report. 
ED 070 374 


Grade Point Average of Mexican American 
and Anglo College Students Attending the 
Same University. 

ED 077 616 


Subject Index 111 


Internal-External Control and the Distinction 
between Personal Control and System Modifia- 


bility. 

ED 068 492 
Internship Handbook. 

ED 071 598 
Intervention Programs Designed to Improve 
Communication Between Parents and Students. 

ED 068 855 
An Investigation to Determine the ce seg 
of More Effective C ling and P t 
Community College Students Through ineo- 
matic Match of Reading Ability to Reading 
Requirements of College Courses. 

ED 076 179 


Learning in College Can Be Improved, Now! 
D 076 140 


Learning Style Preferences among College Stu- 
dents. 





ED 075 752 
Library Instruction Program Proposal. 

ED 077 541 
Living Arrangements of College Students: Oc- 


tober 1971 
ED 073 743 


Male Attitudes Toward Women’s Rights as a 
Function of Their Level of Self-Esteem. 

ED 073 380 
Male Student Success in the Collegiate Early 
Admission Experiment. Final Report. 

ED 068 017 
A Manual for Students Volunteering. 

ED 069 205 
Meal Plans. 

ED 071 550 
Measurement of the Construct of Attitude 
Toward Student Activism. 

ED 072 385 
Mobility of Undergraduate College Students 
Between Washington Colleges and Universities, 


Fall 1971. 
ED 078 792 


Models for Predicting Gross Enrollments at the 
University of California. 

ED 080 085 
Motivational Determinants of Curricular Cho- 
ice in College Males. 

ED 068 856 
A Notebook on Service-Learning. 

ED 070 395 
Open Admissions at the City University of New 
York: A Description of Academic Outcomes 
After Three Semesters. 

ED 078 808 
Opinions of College Students on Parent/Child 


Relations (Abstract). 
ED 077 596 


Peer Led Process Groups in Freshman Orienta- 


tion. 

ED 067 563 
“Powerlessness Corrupts.” 

ED 068 012 
Predictors of Graduation From College. 

ED 076 153 
A Preliminary Implementation Plan for Public 
Act 140. A Report Presented to the Connec- 
ticut Commission for Higher Education. 

ED 071 562 
Proactivity: Personal Growth Groups for Re- 
sidence Education. 

ED 067 593 
A Profile of University of Maryland (College 
Park) Undergraduates 1971-72. 

ED 067 969 
Projective Measures of Intrafamilial Attitudes 
as a Function of Value Judgments about 
Higher Education. 

ED 068 879 
Pronouncing as a Method of Choice in Verbal 
Discrimination Learning. Technical Report. 

ED 074 464 
Pronunciation and Apparent Frequency in a 

Subjects Design. Technical Report. 





Grief Reactions Among University Student 
Research Report 5-72. 
ED 068 063 


Group Systematic Desensitization of Test Anx- 


iety. 
ED 074 406 


How Long in the Mill? 
ED 077 380 


Idaho Colleg> Populations 1970-71. 
ED 077 388 


The Impact of Non-Resident Students at 


Northwest Missouri State University. 
ED 078 771 


Information Weighting, Familiarization, and 
The Risky Shift. 
ED 066 695 


ED 074 513 
Recall Instruction and Learning from Text with 


Adjunct Questions. Institute Report No. 103. 
ED 075 779 

A Recognition Test of Vocabulary Using 

Signal-Detection Measures and Some Corre- 


lates of Word and Nonword Recognition. 
074 520 


A Report on the ESC [Empire State College] 


Testing Program. 
ED 077 480 


Selection for University in Scotland. 
ED 077 409// 


Sexist Attitudes Among Male University Stu- 
dents. 





112 Subject Index 


ED 074 421 

Short-Term Training Program. The American 
Indian Student in Higher a 

D 067 996 


Significant Collegiate Sources of Influence. 
Research Monograph Number Two. 

ED 068 882 
Social Conflict and Collective Violence in 
American Institutions of Higher Learning. 
Volume 2. Bibliography. 

ED 080 030// 


Social Conflict and Collecti Viol in 
American Institutions of Higher Learning. 
Volume 1. Dynamics of Student Protest. 
ED 080 032// 
Socialization and Career Orientation Among 
Black and White College Women. 
ED 074 412 
Sccioeconomic-Ethnic Status Inconsistency 
Vis-A-Vis Students’ Potential for Mobilization. 
An Examination of Status Relationships. 
ED 070 997 
Some Findings of Sociolinguistic Research on 
Mexican-American College Age Bilinguals. 
ED 080 253 








ED 074 913 
Three Modes of Teaching Remedial English: A 
Comparative Analysis; A Pilot Study. 
E 


D 074 514 
Training Future Teachers as Play Therapists: 
An Investigation of Ther tic O and 


Orientation Toward Pupils. . Final — 
D 067 794 


A Training Method to Teach pisuipaitlcinte 
Peer Counseling. 





ED 068 874 
The Training of “Third World” Students to 
Function as Counselors. 

ED 070 008 


The “Transfer Center’’: A New Residence Con- 


cept. 
ED 068 873 


A “Translation” Exercise in Chinese Poetry. 
ED 073 724 
Undergraduate Enrollment in Two-Year and 
Four-Year Colleges: October 1971. Series P- 
20, Number 236. 
ED 067 971 


Undergraduate Students as Members of the Re- 
id Hall Staff. 








Some Non-Academic Aspects of International 


Education. 

ED 067 572 
The Stanford Woman in 1972. 

ED 077 337 
The Student as Godfather? The Impact of Stu- 
dent Ratings on Academia. 

ED 079 338 


Student Characteristics and Environments for 
Learning in Wesleyan Colleges. 
ED 077 372// 


Student Characteristics Associated with Suc- 
cess in a Mastery Learning Strategy. 
ED 074 388 
Student Development in Tomorrow's Higher 
Education--A Return to the Academy. Student 
Personnel Series, Number 16. 
ED 067 975// 


Student Housing. 
ED 071 555 
Student Opinion Survey: Survey Study 2. 1972 


Freshmen. 
ED 071 574 
Student Participation on Institutional Govern- 


ing Boards. 
ED 070 410 
Student Perceptions: Family, Friends and 


Others. 

ED 073 383 
Student Retention-Attrition Entering Fresh- 
men--Fall 1968. Report 3. 

ED 068 066 
Student Retention-Attrition Entering Fresh- 
men--Fall 1968. Report 4. 

ED 068 067 
Students and Colleges: Interaction and Change. 

ED 069 255 
Student Taught Adult Basic Literacy Efforts. 

ED 068 796 
Studies in Curriculum Decision Making: A 
Conflict Theory Approach. Final Report. 

ED 070 030 
A Study in Persistence: Attrition and Gradua- 
tion Rates at the University of Arizona. 

ED 070 409 
A Study of Educationally Disadvantaged 
Veterans Enrolled in a College Preparatory 


Program. 
ED 068 863 
A Study of Instructional Variables and Student 


Completion. 
ED 077 506 
The Study of Organization and Recall With 


Prose. 

ED 078 399 
A Study of Some Students’ Opinions and 
Knowledge of Smoking and Drinking. 

ED 078 308 
A Study of Text Processing and Intrinsic In- 
dividual Differences in Conceptual Organiza- 


tion. 
ED 076 961 
T ing aS dl : Sent Length 
and ron Ad NCTE Research Report No. 14. 
ED 079 741// 
The Teaching of Writing: An Invitation to 
Becoming. 





ED 078 423 

Test Anxiety: Situationally Specific or General? 

068 853 

[The Effects of Changes in the Aptitude Level 

of Entering Students on Attrition and Grading 
Standards. } 


ED 078 796 
Vocational Interests of Black College Women. 

ED 075 731 
War Protest on U.S. Campuses During April, 


1972. 
ED 071 577 


College Supervisors 
Self-Observation and Self-Analysis in Teacher 
Training. Teacher Materials and Curriculum 
Together with Preliminary Findings on Their 
Use. Research Bulletin No. 14 
ED 076 552 


College Teachers 
An Analytical Study of the Preparation of 
Community College Physics Teachers. 
ED 077 669// 
An Approach to Obtaining Student Evaluation 
of University Teaching; Part II - A Full Operat- 


ing Manual. 

ED 078 753 
An Approach to Obtaining Student Evaluation 
of University Teaching: Part I - A General 


Discussion. 

ED 078 810 
The College Literature Class: Observation and 
Description of Class Sessions on “The Scarlet 


Letter.” 
ED 070 098// 
An Exploratory Study of Interaction Analvsis in 


the College Classroom. 
ED 073 057 


Final Report of the Afro-American Studies & 
African Studies Summer Institute for College 


Teachers. 
ED 067 $93 


Professional Leave Report, 1971-1972. 

ED 078 793 
Pupil Control As an Institutional Pattern. 

ED 076 507 
Role Specialization of College Teachers of 


Education. 
ED 072 004 


Sabbatical Leaves in New Mexico Colleges and 


Universities. 
ED 076 162 


The Status of Women in Higher Education and 
the Professions: Metropolitan Junior College 
District, 1971-1972. 

ED 070 436 


Stimulating Faculty Readiness for Instructional 
Development: A Conservative Approach to Im- 
proving College Teaching. 

ED 078 745 


A Study of An In-Service Program for College 
Teachers of Freshman English. 

ED 067 681// 
A Study of Clinical Supervision as a Resource 
for College Teachers of English. 

ED 074 505// 
“Toward Per lized Ti g in Two-Year 
Colleges”: A Graduate Program for the 
Preparation of Two-Year College Teachers. 

ED 076 178 





College Work Study Program 


The Federal College Work-Study Program: A 


Status Report, Fiscal Year 1971. Final Report. 
ED 080 082 


Colombia 

Fundamentos, Orientaciones, Areas Basicas y 
Procedimientos para la Investigacion Educativa 
(Bases, Guidelines, Basic Areas, and 
Procedures for Educational Research). 

ED 066 955 
Investigacion Educativa: Areas - Politicas - Es- 
trategias y Proyectos del ICOLPE, 2 (Educa- 
tional Research: Topics, Policies, Strategies, 
and Projects of the Colombian Institute of 
Pedagogy, 2), 

ED 072 672 
Leadership, Education and Agricultural 
Development Programs in Colombia. 

ED 074 310 
Urbanization in Colombia. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 
ED 079 452 
Colombo Plan 


National Planning of Vocational and Technical 


Training, 1972. 
ED 080 707 


Colonial History (United States) 
Families Around the World. The Colonial 
Family of Boston. Teacher’s Resource Unit. 
ED 073 972 
United States History: From Community to 
Society. Unit Three: The English Settlement of 
North America. Grade Six. Project Social Stu- 


dies. 

ED 068 386 
United States History: From Community to 
Society. Unit Four: Revolutionary America. 
Grade Six. Project Social Studies. 

ED 068 387 


Color 
Block Design Test Performance as a Function 
of Race and Block Color. 
ED 078 908 


Generalization of Habituation to Properties of 


Objects in Human Infants. 
ED 072 844 


The Stroop Phenomenon and Its Use in the 
Study of Perceptual, Cognitive and Resp 


Processes. 
ED 071 032// 





Colorado 
An Assessment of Learner Needs in Colorado, 


School Year 1970-1971. 
ED 068 514 


The Bridge. A Newsletter of the Center for 
Education in the Social Sciences. 
ED 077 787 


Colorado Air Quality Control Regulations and 
Ambient Air Quality Standards. 
ED 080 339 


Colorado Colleges: Working Conditions and 
New Faculty Members 1970-1971. 
ED 077 439 


Colorado Health Occupations Manpower Sur- 


vey, 1972. 

ED 069 914 
Colorado Legislators and Collegiate Trustees 
d to Selected Issues in Higher Educa- 


ED 077 333 
Colorado People and Colorado Education. An 
Assessment of Educational Needs Based on the 
Population, Economy, and Social Structure of 


Colorado. 
ED 078 036 
Elements of American Industry Taught in Ele- 
mentary Schools. 
ED 079 503// 


Ethnicity and Mobility Orientations: A Study of 

the Mexican-Americans of Southern Colorado. 
ED 076 286 

bility Prog in 





r 


tion. 





An Evaluation of A 
Colorado. 

ED 076 663 
Goals for Education in Colorado. 

ED 077 942 
International Studies Education in Secondary 
Social Studies Classes: A Report on a Survey of 
Colorado Secondary Schools, July 1971. 

ED 080 394 
Keyes et al. v. School District No. 1, Denver, 
Colorado, et al. Supreme Court of the United 
States: Syllabus; Slip Opini Argued Octob 
12, 1972--Decided June 21, 1973. 





ED 078 112 
Materials and Procedures for Assessing Learner 
Needs in Colorado. Technical Report. 





ED 079 407 
Northern Colorado Outdoor Nature Center 
Project, Poudre School District R-1, Fort Col- 
lins, Colorado. Final Report. 

ED 077 610 


Outreach and Occupational Education in 
Colorado. A Study Conducted for the Colorado 
Commission on Higher Education by the 
Academy for Educational Development. 
ED 079 496// 
Pilot Program on Common Status Measures 
Objective-Referenced Tests. Colorado Evalua- 
tion Project, Report No. 1. 
ED 080 570 


Program Description and Process Guide for the 
Program Data Analysis Plan for Colorado Spe- 
cial Education. 

ED 074 648 


Project Outreach for Optimum Growth of 
Alienated Youth Who Reject School. 

ED 075 522 
Proposal for Quality Education. 

ED 069 456 
Recommendation for Enhancing the Educa- 
tional Process for Hispano Students in the 
Denver Public Schools. 

ED 069 455 


A Report on State Programs for Young Chil- 


dren in Colorado. 
ED 075 088 
Status of Industrial Arts in Colorado as Per- 
ceived by Junior High Principals, Industrial 
Arts Teachers, and Counselors. 
ED 076 783// 


Colorado College 
An Analysis of the Colorado College Plan. 
ED 078 761 


Color Blindness 
The Ability of Color-Vision Defective and 
Color-Normal Early Elementary and Junior 
High Students to Utilize Color. Final Report. 
ED 071 261 


Color Vision Deficiencies in Children. United 


States. 
ED 071 221 


Color Coding 
Test Project for the LRDC Beginning Reading 


Program “Stepping Stones to Reading.” 
ED 070 040 


Color Presentation 
Arousal and Reminiscence in Learning From 
Color and Black/White Audio-Visual Presenta- 


tions. 
ED 073 680 


Color Television 
A Comparison of Coleur and Black and White 
7.5 


ED 072 655 
Columbus 


Envir tal A t: A Case Study of 
Columbus, Ohio. 





ED 077 660// 


Evaluation of the Scottwood Plan. 
ED 071 163 


Comedy 
The Hues of English. NCTE Distinguished Lec- 


tures 1969. 
ED 072 466 


Comenius (Jan Amos) 
Comenius and Contemporary Education. 
ED 079 212 


COMIT Language 
Computer Aided Tests. 
ED 072 076 


Commercial Art 
Illustrator (profess. & kin.) 141.081--Technical 
Report on Development of USTES Aptitude 


Test Battery. 
ED 068 566 


Commercial Television 
Age Specific Programming. 
ED 067 872 


Cable Data. 
ED 071 397 


The Economics of Network Children’s Televi- 
sion Programming. 

ED 066 882 
Gratifications and Motivations of Television 
Viewing for British Children. 

ED 077 067 


Guide to Understanding Broadcast License Ap- 
plications and Other FCC Forms. 

ED 074 772 
Legal Remedies for the Reduction of Viol 
on Children’s Television. 





ED 079 776 
Mass Media and Moral Development. 

ED 080 175 
The Mirror in the Corner; People’s Television. 

ED 069 097// 

The Private Agreement and Citizen Participa- 
tion in Broadcast Regulation. 

ED 079 784 


Remember Television. 

ED 067 830// 
Television and the New Persuasion. 
Proceedings of the Annual Symposium on Is- 
sues in Public Communication (3rd, Lawrence, 
Kansas, July 16-17, 1970). 

ED 074 543// 
Television Station Employment Practices: The 
Status of Minorities and Women. 

ED 070 304 

Toward a R ptualization of Knowledge 
Utilization in Education. Volume 2. Special In- 
vestigation 1. Knowledge Utilization in a 
Democratic Society: Education Through Com- 
mercial Television. Final Report. 





ED 075 331 
Your Introduction to Film-T.V. Copyright, 


Contracts and Other Law. 
ED 079 783// 


Commercial Weights and Measures 
Commercial Weights and Measures. U.S. Met- 


ric Study Interim Report. 
ED 070 832 


Commission on Academic Tenure 
The Commission on Academic Tenure in 
Higher Education: A Preview of the Report. 
ED 074 930 


Commission on Civil Rights 
Your Child and Busing. Clearinghouse Publica- 


tion, Number 36. 
ED 067 435 


Committee on Childrens Television 


Climate for Change. 
ED 067 873 


Committee on Scientific and Technical 
Information 
Progress in Scientific and Technical Communi- 
cations; COSATI Annual Report 1971. 
ED 069 312// 


Committees 

Committees..A Key to Group Leadership. 
North Central Regional Extension Publication 
No. 18. NCRS -- 5 Leadership Series No. |. 

ED 076 881 
Problem Identification Survey Handbook for 
Parish Rural Development Committees. 

ED 071 801 
Report of the Special Committee for Develop- 
ment of Communication with Negro Colleges 
and Universities, 1971-72. 

ED 078 743 
Time Spent in Committee Meetings. 

ED 068 050 


Common Schools 
From Village School to Urban System: A 
Political and Social History. Final Report. 
ED 075 955 


Communes 
The Urban Commune: Fact or Fad, Promise or 


Pipe Dream. 
ED 067 571 
Communication (Thought Transfer) 
Access. Challenge for Change/Societe Nouvelle 


Number Eleven. 
ED 079 999 


Accountability in Communication and Learn- 


ing. 
ED 066 777 


Adult Education R h Conf Papers 
(14th, Montreal, Quebec, April 5-6, 1973). 
ED 078 270 








An Analysis of the Independ 
Approach to Interpersonal Communication. 
ED 071 119 


Analyzing an Organization Via Its Internal 
Communication Patterns. 
ED 066 785 


Subject Index 113 


An Annotated Bibliography of Empirical Stu- 
dies of Laughter-Provoking Stimuli as Commu- 
nication. 

ED 074 533 
An Application of Force Aggregate Theory in 
Family Communication Networks. 

ED 077 059 
Applications from Research Concerning Au- 
dience Measurement in the Basic Speech 


Course. 
ED 067 717 


The Appraisal of Organizational Communica- 


tion Systems. 
ED 067 708 


Approaches to Human Communication. 

ED 077 048// 
Arts in Society. The Communications Explo- 
sion. 

ED 076 029// 
Audio-Visual Technology and Learning. The 
Educational Technology Reviews Series. 


Number Six. 
ED 073 620// 

Auto Instructional Television Production at 
Florida Technological University. 

ED 073 494 
Backtrack Programming: A Computer-Based 
Approach to Group Problem Solving. 

ED 078 452 
Behavioral Research and the First Year In- 
structor. 

ED 070 112 
Bibliography for a Research of the Literature 
in Nonverbal Communication and Its Applica- 
tions, As Related to the Study of Black Amer- 
ican Nonverbal Communication. 

ED 070 108 
A Bibliography of Literature Used in Commu- 
nication Theory Courses. 

ED 078 478 
Black Communication Research: A Problem in 
Intercultural Communication. 

ED 075 857 
Black-White Differences in Nonverbal Behavior 
in an Interview Setting. 

ED 076 912 
Business and Governmental Consulting: 
Relevance for Improving University Courses in 


Communication. 
ED 075 861 
Business Communication: A Problem-Solving 
Approach. 
ED 078 490// 
Can Humor Increase Persuasion, Or Is It All a 
Joke? 
ED 074 553 
The Church and Communication Research. 
ED 079 971 
Classroom Communication: A Flexible Teacher 
Training Program in Interpersonal Communica- 
tion. 
ED 079 793 
A Classroom-Field Model of Inter-Ethnic Com- 
munication. 
ED 078 487 
Classroom Practices in Teaching English, 1969- 
1970. Focus: Minorities: Communicating the 
Dream’s Responsibility. 
ED 076 997 
Communicate! 
ED 071 103// 
Communicating Interpersonally: A Reader. 
ED 073 500// 
Communicating With the So-Called Disad- 
vantaged -- Can We Find a Common Ground? 
ED 069 947 
Communication, Administration, and Mexican- 
American Administrators. 
ED 076 283 
Communication and Decision-Making Behavior 
of IEC (Information, Education, and Communi- 
cation) Administrators in the Philippines and 
Malaysia. 
ED 079 773 
Communication And Extension Public Rela- 
tions. Special Study. 
ED 068 747 
Communication and Student Unrest: A Report 
to the President of the University of New Mex- 
ico; Part I: Student-Administration Channels, 
Student Faculty Channels. 
ED 075 868 
Communication and Student Unrest: A Report 
to the President of the University of New Mex- 
ico; Part II: University-Public Channels. 
ED 075 869 





114 Subject Index 


Communication between Administrative-Pro- 
gram Staff and Field Staff in the Michigan 
Cooperative Extension Service. 

ED 073 341 


Communication C pts and Perspectives. 
ED 078 477// 

Communication Correlates of Commitment. 
ED 074 554 





Communication During Grief. 

ED 077 041 
Communication for the Blind: Part I - Right to 
Read for Blind and Physically Handicapped 
and Part Il - New Think: Communication Is for 


Everyone. 
ED 070 133 
Communication in Organizations: An An- 


notated Bibliography and Sourcebook. 
ED 079 777// 


Communication in Organizations. Technical 


Report No. 12. 
ED 066 773 


Communication, Law, and Justice. 

ED 070 122 
Communication--Problem or Mystery?: An In- 
terpretation of the Philosophy of Gabriel Mar- 


cel. 

ED 067 714 
Communication Research for Librarians. 

ED 071 729 
Communications Manual for Librarians. 

ED 071 730 





Com ication/Speech 

ED 074 538// 

Communication Systems, Unit II: Language 

Curriculum, Level D [Grade Four]; Teacher's 
Guide. 

ED 075 825 


Communication Systems, Unit I: Language 
Curriculum, Level C [Grade Three]; Teacher's 


Guide. 
ED 075 824 
Communication: The Study of Human Interac- 
tion. 
ED 067 844// 
Communication Variables Appropriate to Gam- 


ing and Simulation. 
ED 073 490 
Communicative Competence: Implications for 


the Field of Speech Communication. 
ED 072 495 
Community and Communications. 
ED 075 879// 
A Comparison of Colour and Black and White 
in fs 


ED 072 655 
Complex Communication System and Social 


Change. 
ED 075 882 
Conceptual Divisions Within the Speech Com- 
munication Association. 
ED 077 050 
| oe + 


ec 
r 





Conceptual Frontiers in 
tion: Report of the New Orleans Conference on 
Research and Instructional Development (New 
Orleans, Louisiana, February 11-16, 1968). 

ED 079 795 
Conference on Social Engagement: Summary 


Report. 
ED 068 995 


Contracultural Language Codes: The Language 


of Survival. 

ED 071 114 
Creativity in Communication with Young Chil- 
dren. 

ED 073 835 
A Critique of Burgoon’s Study of Willingness 
to Manipulate Others and Success in Two Basic 
Speech Communication Courses. 

ED 072 492 


Current Perspectives in Mass Communication 
Research. Volume One. 
ED 073 629// 


Data Collection with Low-Income Respon- 


dents. 
ED 068 762 
A Descriptive Study of the Use of PROANA S: 
A Computerized Technique for the Analysis of 
Small Group Interaction. 
ED 070 114// 
Developmental Communication Resource 
Materials. 
ED 067 868 
The Development of a Test to Measure An- 
ticipated Communicative Anxiety. 
ED 070 117// 


Development of a Training Program for 
Teachers Using Interpersonal Process, Commu- 
nications and Problem Solving Skills. 

ED 070 128// 


Dimensions in Cross-Cultural Instruction. 
ED 078 489 


Discussion in the Secondary School, MSA Cur- 
riculum Guide 5. 
ED 069 001 


Drug Abuse Information in the Mass Media: 
Studies of Information Impact. 
ED 072 499 


Educational Communication in a Revolutionary 


Age. 
ED 073 463// 
Effective Communications and an Accountable 
Administrative Process. 
ED 079 863 


Effective Speech Communication: Theory in 


Action. 

ED 070 111// 
Effective Two-Way Communication: A Method 
of Achieving Team Potential. Supervisory 
Development Conference Series. Training 


Guide. 

ED 078 254 
The Effects of Censorship and Attractiveness 
of the Censor on Attitude Change. 

ED 078 319 
The Effects of Channel Variation on Attitude 
Change and Source Credibility. 

ED 071 112 


Effects of Noise on Small Group Interaction. 
ED 073 502 

Effects of Personal Space Invasion and Anomia 

on Anxiety, Nonperson Orientation and Source 


Credibility. 

ED 073 506 
Effects of Similarity of Fate on Bad News 
Transmission: A Reexamination. 

ED 076 914 


The Effects of Varying Degrees of Audience 
Density Upon Auditor Attitude. 
ED 072 488 
The Elements of Effective Communication. 
ED 075 859// 
Elements of Interpersonal Communication. 
ED 074 555// 
Epideictic Rhetoric in the Context of Ritual 
Behavior: Rock Concerts. 
ED 074 562 


An Epistemic Based Information-Communica- 
tion Model for Management of Communication 


Disorders. 
ED 078 460 


A 


Evaluation of A ic P; 





ED 072 479 
Exceptional Children Conference Papers: 
Physically Handicapped. 

ED 078 637 


Experiences with an Augmented Human Intel- 
lect System: A Revolution in Communication. 
ED 078 476 
An Experimental Comparison of Certain Cue- 
ing Systems in Group cee: 
ED 072 497 


Fifty Years of International Debate 1922-1972. 

ED 071 130 
Friendship Patterns in Multi-Cultural Group: 
International Communication at the Personal 


Level. 
ED 069 012 
Fundamental Change in Parliamentary 


Procedure. 
ED 072 474 


A Future of Communication Theory: Systems 


Theory. 

ED 070 129 
The Generalizability of Source Credibility 
Scales for Public Figures. 

ED 074 560 


The George Wallace Shooting: News Diffusion 
and the Sleeper Effect. 
ED 077 044 


Ghosts in the Statehouse: A Study of the 
Speechwriting Operations of Ghostwriters in 
Florida's State Capitol. 

ED 079 775 


Handbook of Organization Development in 


Schools. 
ED 071 167// 


How to Get Started as a Consultant. 
ED 071 131 


Humanistic Approach in Speech: Affective 
Behavioral Objectives. 
ED 078 471 


Human Language, Unit II: Language Curricu- 
lum, Level C [Grade Three]; Teacher's Guide. 
ED 075 827 
Human Language, Unit I: Language Curricu- 
lum, Level D [Grade Four]; Teacher's Guide. 
ED 075 826 
The Impact of the Mass Media on Source 


Commitment. 
ED 073 $07// 
The Influence of Mispronunciation and Educa- 
tional Level on Audience Ratings of Source 
Credibility and Audience Attitude Change. 
ED 077 068 
Informing the Public About Alternative Op- 
tions for Financing the Public Schools. Interim 


Progress Report. 
ED 070 188 


Informing the Public About Alternative Op- 
tions for Financing the Public Schools. Final 
Progress Report. 

ED 074 638 


Innovative Instructional Strategies for Speech 
Communication. 
ED 068 996 


Intercultural Communication: A Reader. 
ED 067 719// 
Intercultural Communication Research: Where 
Do We Go from Here? 
ED 074 556 


Intervention Programs Designed to Improve 

Communication Between Parents and Students. 

068 855 

Introduction to Psychology and Leadership. 

Part Three; Group Dynamics. Segments I, II, 
Il, 1V, & V, Volume III-A. 

ED 071 282 


Introduction to Psychology and Leadership. 
Part Three; Group Dynamics. Segments I, Il, 
Il, 1V, & V, Volume III-B. 

ED 071 283 


Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Segments IV, V, VI, & VII, Volume IV, Script. 

ED 071 284 
Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Segments I, II, Ill, & IV, Volume IV-A. 

ED 071 285 
Introduction to Psychology and Leadership. 
Part Four, Achieving Effective Communication. 
Segments V, VI, & VII, Volume IV-B. 

ED 071 286 
Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Progress Check. Test Item Pool. Segments I, Il, 
1, 1V, V, Vi& VIL. 

ED 071 310 


Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Sequencing Ra- 


tionale. 

ED 071 332 
Introduction to Psychology and Leadership. 
Leadership Management Course; Course 
Development Model for Phase I. 

ED 071 334 


Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Content Outline, Terminal and Enabling Objec- 
tives. 

ED 071 359 


ED 071 275// 
Kinesics, Communication and Group Interac- 


tion. 
ED 071 124 


Juxtaposition. 


Know What I Mean? 
ED 067 724// 


Language Comprehension and the Acquisition 
of Knowledge. 
ED 068 925// 


ED 066 948// 
Lexical Dimensions of Small Group Leader- 
ship. 


Language in America. 


ED 073 488 
Literature as Revolt and Revolt as Literature: 
Three Studies in the Rhetoric of Non-Oratori- 
cal Forms. Proceedings of the Annual Universi- 
ty of Minnesota Spring Symposium in Speech- 
Communication (4th, Minneapolis, May 3, 


1969). 
ED 072 486 
Man-Machine Communication: Computer 
Credibility for French and English Canadians. 
ED 078 457 
Marshall McLuhan: His Significance for the 
Field of Speech Communication. 





ED 075 870 


Mass Media and Society. 
ED 076 O11// 


Measuring Children’s Dependence upon Visual 


Context. 
ED 072 470 
The Media Works. 
ED 073 692// 
Message Organization and Information: A 
Study in the Measurement of Human Informa- 


tion Processing. Pay 
70 116// 


Methodological Barriers Precluding the 
Devel to hensive Theory. 
ED 071 106 
Methods and Problems of Pre- and Post-Com- 
munication Competency Assessment. 
ED 074 551 
Methods for Introducing Analysis of Conflict 


Theory. 
ED 074 542 





6 r r 





A Model for P ption and Languag 
ED 070 124// 
Modern Trends in Persuasion in Business and 


Industry. 

ED 074 564 
M ts in Cont ary Rhetoric and Com- 
munication. No. 3. 





ED 069 010 
Moments in Contemporary Rhetoric and Com- 
munication. No. 4. 

ED 069 011 


Mother-Infant Dyad: The Cradle of Meaning. 

ED 067 149 
Native American Teacher Corps Conference 
(Denver, Colorado, April 26-29, 1973). Posi- 
tion Papers, Volume 1. 

ED 078 993 
New Directions in Communication: 
Proceedings of the 1972 International Commu- 
nications Association Student Summer Con- 
ference (Flint, Mich., August 16-18, 1972). 

ED 070 119 
A New Model for Improving the Communica- 
tion of Learning in Communication. 

ED 066 774 
Non-Verbal Communication. 

ED 069 128// 

Nonverbal Communication in Across-Race 


Dyads. 

ED 069 429 
Nonverbal Expressive Behavior in an Integrated 
Model of Human Communication. 

ED 077 064 
“Nonverbal Variables in the Convention Infor- 
mation System"’ or ‘‘An Inquiry into Some 
Broader Perspectives” or “Can Communication 
Research Help?” 

ED 079 790 


Now See Hear! Applying Communications to 
Teaching. Profiles in Practical Education No. 
9. 


ED 077 867// 

Observing and Recording Nonverbal Data in 
Human Transactions. 

ED 074 528 


Onomatopoeia, Gesture, and Synaesthesia in 
the Perception of Poetic Meaning. 

ED 074 552 
Organizational Associates: So You Want to Be 
a Consultant? 

ED 077 045 


Organizational Communication--An Analysis 
Based on Empirical Data. 
ED 072 498 


“Outline” of Intercultural Communication. 
ED 077 066 


An Overview of ECCO (Episodic Communica- 


tion Channels in Organization) Methodology. 
ED 078 488 


Patterned Teaching Behavior: A Study of 
Dyadic Infracommunication. 
ED 076 576 


The People’s Films. A Political History of U.S. 
Government Motion Pictures. 
ED 077 194// 


The Personal Enjoyment of Conversation. 
ED 078 464 


Perspectives on Communication: Colloquium 


Proceedings. 
ED 070 107// 
Philosophy and Rhetoric. 
ED 072 485 
Planning for a Student Directed, Student Eval- 
uated Learning Situation. 
ED 067 716 


The Pleasures of Self-Talk. 
ED 077 042 


Political Persuasion--Modernizing Our Theory 
of Invention. 
ED 075 880 
Pop Culture. 
ED 075 980// 
The Practice of Mass Communication: Some 
Lessons from Research. Reports and Papers on 
Mass Communication No. 65. 
ED 071 110// 


Pragmalinguistics. 

ED 077 297 
A Primer on Dissemination. 

ED 074 644 
Problem Solving Project, Phases I and II. 

ED 068 864 
Proceedings of the Summer Conference of the 
Speech Association of America (4th, Chicago, 
Ill., July 13-14, 1968). 

ED 069 005 
Processes of Mass Communication. 

ED 077 034// 

A Proposal for a New Communication 
Paradigm. 

ED 071 121 
The Psychologies and the Humanization of 
Communication. 

ED 079 791 


Public Service Advertising and Social 
Problems: the Case of Drug Abuse Prevention. 
D 077 036 
Reaching Out: Interpersonal Effectiveness and 
Self-Actualization. 
ED 072 501// 


A Reader in Speech Communication. 
ED 069 100// 
Recasting Communication Theory and 


Research: A Cybernetic Approach. 
ED 074 536 


A Reconsideration of Goals. 
ED 079 792 


On Redundancy. 
ED 079 767 
The Relationship Between Humor and Reten- 


tion. 
ED 072 489 
Renewing the Link Between Communications 


and Educational T By: 

ED 071 386// 
Report of the Special Committee for Develop- 
ment of Communication with Negro Colleges 
and Universities, 1971-72. 





ED 078 743 
Resistance to Persuasion Following Counterat- 
titudinal Advocacy: Some Preliminary 


Thoughts. 
ED 077 043 


The Rest of the Elephant: Perspectives on the 


Mass Media. 
ED 073 495// 

Rhetoric and Law: An Overview. 

ED 071 105 
The Rhetoric of Goodbye: Verbal and Nonver- 
bal Correlates of Human Leave-Taking. 

ED 071 132 
The Rhetoric of the Women’s Liberation 


Movement: Consciousness-Raising. 
ED 074 545 


The Role of Aesthetic Theory in (Mass) Com- 
munications Theory. 

ED 077 047 
The Role of Attitudes in the Prediction of 
Behavior: A New Perspective. 


ED 077 037 
The Role of Com icati in Populati 





and Family Planning Programs. 
ED 071 127 
Rudy’s Red Wagon: Communication Strategies 
in Contemporary Society. 
ED 071 118// 


Satellite Broadcasting. 

ED 079 787// 
School Communications: Ideas That Work. A 
Public Relations Handbook for School Offi- 


cials. 

ED 070 134// 
A Selected Annotated Bibliography on Speech 
Ghostwriting: Its Principles, Practices and 


Ethics. 
ED 070 131 
Selections from the Fifth and Sixth National 
Colloquia on Oral History. 
ED 074 544// 


Seminario latinoamericano de didactica de los 
medios audiovisuales (Latin American Seminar 
on Teaching with Audiovisual Aids). 
ED 067 919 
Silent Messages. 
ED 070 130// 


Subject Index 115 


Simulation as a Metaphoric Method of Com- 
munication Education. 

ED 071 104 
Social Perspectives on Reading: Social In- 
fluences and Reading Achievement. Perspec- 
tives in Reading No. 17. 

ED 075 783 


Social Power as a Barrier to Communications 


Feedback. 

ED 078 450 
Socio-Communication. 

ED 079 788 
Sources of Funds for Speech Communication 
Research: The Federal Government (Part 1!) 
and Private Sector (Part 2). 

ED 067 721 


Source Valence: An Improved Conceptualiza- 
tion. 
ED 071 116 


Sp h Comm Least 





ED 073 505// 
On Speech Communication; An Anthology of 
Contemporary Writings and Messages. 

ED 075 867// 
Speech Communication Course for the 
Prospective Teacher: A Social Systems Ap- 


proach. 
ED 073 514 
Speech Communication Education and the 


American Indian: Challenges and Contrasts. 
ED 070 118 

Speech Communication Instruction: A Reader. 

ED 073 513// 
The Speech Communication Process. 

ED 067 711// 
Speech Communication Via Radio and Televi- 
sion. 

ED 069 104// 
Speech Education in a Small, Medium, and 


Large College. 
ED 073 512 
Speech Teachers, Black Studies, and Racial At- 


titudes. 

ED 067 723 
Status Report on Speech Research, No. 27, 
July-September 1971. 

ED 071 533 


Student Image, Student Evaluation and Educa- 


tion. 
ED 067 710 
Studying Trial Variables through Videotaped 


Trials. 
ED 071 133 
A Study of Communication in the Role Rela- 
tionships Between Coaches and Athletes. 
ED 070 123// 
A Study of Comprehension of Compressed 


Deaf Speech. 
ED 075 856 


A Study of Concept Development and Commu- 
nication Abilities in Children Aged Five 
Through Eight Using Leaf Morphology as the 


Vehicle. 

ED 075 182// 
A Study of Intra-Audience Feedback Effects. 

ED 071 111 

A Study of the Effects of Speech Models on 
the Performance of Students as Speech Critics. 

ED 070 113// 
A Study of the Impact of Laboratory Training 
upon Concepts of Leadership and Communica- 
tion. 


ED 074 559 
Subject Matter Relevance in Interpersonal 
Communication, Skills, and Instructional Ac- 
countability: A Consensus Model. 

ED 073 489 
Supranational and Supracultural Communica- 
tion Research; A Plea for a Worldwide 
Supranational Communication Center. 

ED 079 757 
A Swedish Approach to International Commu- 
nication. 

ED 078 481 
System Models of Information, Communication 
and Mass Communication: Revaluation of 
Some Basic Concepts of Communication. 

ED 078 465 
Task and Instrumentation Variables as Factors 
Jeopardizing the Validity of Published Group 
Communication Research, 1970-1971. 

ED 072 478 
Teaching Com icati and Contemp y 


Dissent. 

ED 073 497 
A Technological Determinist Viewpoint of the 
Stanton-Staggers Conflict over “The Selling of 








116 Subject Index 


Print Man Versus Electronic 


ED 075 887 
Telecommunications: One World-Mind. Kaiser 


News. 
ED 072 662// 


Teleconferencing and Social Negentropy. 
ED 078 480 


T-Groups, Sensitivity Training and Group 
Problem Solving: Some Distinctions and Rela- 


tionships. 
ED 077 062 


the Pentagon”: 
Man. 


The Thread of Discourse. 
ED 071 485 


Trends in Political Persuasion in the United 


States. 

ED 074 565 
Uses of Written Tests in the Basic Course. 

ED 077 056 
Using Commercial Resources in Population 
Communications Programs. 

ED 071 109 


The Value System--A False Prophet for Inter- 
cultural Communication. 

ED 070 121 
View from the North. 

ED 071 120 
What's Wrong with Humor Research? 

ED 074 532 
Why Should a Speech-Communication Teacher 
Choose to Teach in High School. 

ED 079 780 


Communication Efficiency 
On Redundancy. 
ED 079 767 


Communication Problems 
The Challenge of Modern Church-Public Rela- 
tions. 
ED 069 954// 
Communicating Interpersonally: A Reader. 
ED 073 500// 
Communicating with “Neglected” Farmers on 
Regulatory Programs. 
ED 072 349 
Communication, Administration, and Mexican- 
American Administrators. 
ED 076 283 
Communication Barriers between Educated 
and Uneducated Persons. 
ED 072 322 


The Communication Environment of the Urban 
Poor. 

ED 075 553 
A Comparative Study of Selected Ethnic 
Characteristics of Information Sources and 
Their Influence on the Receiver. 

ED 072 621 


Conflict in the Communication of Technology: 
Remarks on the Evolving Situation in U. S. and 
Yugoslav Rural Development. 

ED 069 451 
Contracultural Language Codes: The Language 


of Survival. 
ED 071 114 


Early Childhood Special Education for the 
Hearing Handicapped. Occasional Paper #13. 
ED 079 911 
Education of the Deaf in the United States. Oc- 
casional Paper #2. 
ED 079 907 


Effective Communications and an Accountable 
Administrative Process. 
ED 079 863 


Exceptional Children Conference Papers: Ad- 
ministration in Special Education. 

ED 078 630 
How to Train Supervisors in Behavior Modifi- 


cation. 

ED 070 837 
Multilingual Speakers’ Problems in Decoding in 
a Second Language. 

ED 076 084 


New Orleans Revisited and Revised: Recom- 
mendations for the Field of Speech Communi- 


cation. 

ED 071 125 
Organizational Communication--An Analysis 
Based on Empirical Data. 

ED 072 498 


An Overview of ECCO (Episodic Communica- 
tion Channels in Organization) meee 
ED 078 488 


The Perversion of Education into Data Trans- 
mission: The Communications Overload in the 
Modern Educational System. 

ED 073 006 


Rationalization of Communication Research. 
ED 079 774 
Educational 


ED 073 793 
Some Points of Confusion in Discussing the 
Testing of Black Students. 

ED 077 995 


Structuring Communication with Parents: Par- 
ticipation in Common Terms. 
ED 071 180 


A Study of Perceived Personality Charac- 
teristics and Communication in a Complex Re- 


sidence Unit. 
ED 075 860 
Supervisory Workbook on Behavior Modifica- 


tion, 

ED 070 838 
Symbology, English, Vocabulary: 5114.69. 

ED 068 964 
Taboo Communication and Social Change: 
Family Planning in Asia, and Some Suggested 
Modifications in the Classical Diffusion Model. 

ED 073 366 
Toward a R of Knowledge 
Utilization in Education. Volume 7. Research 
Memoranda. Final Report. 

ED 075 336 


Scientific Communication in 
Research. Final Report. 


onualioati 





Communications 
Appraising the Economic And Social Effects of 
Advertising. A Review of Issues and Evidence. 
ED 074 776 


Arts in Society. The Communications Explo- 


sion. 
ED 076 029// 


Aspen Notebook on Government and the 


Media. 
ED 077 257// 
Audiovisual Media and Libraries. Selected 


Readings. 
ED 071 433// 


ED 072 496// 
Communications and Energy in Changing 
Urban Environments. Colston Papers Volume 
21. 


Communication and Identity. 


ED 074 694// 
Comm ti Technology and the Crisis in 
Education. A Report on the Bahia Workshop. 
ED 079 949 
Data Communications; Market Information 
Sources. 





ED 067 140 

The Identification and Classification of Graphic 
Communication Technology. 

ED 068 692// 


International Communication as a Field of Stu- 


dy. 

ED 066 869// 
International Telecommunications and Interna- 
tional Law: The Regulation of the Radio Spec- 


trum. 

ED 067 816// 
Mass Media and Communication. Second, 
Revised Edition. 

ED 067 882// 


Mass Media and Society. 
ED 076 011// 
Mass Media: The Invisible Environment. 
ED 076 003// 
The Practice of Mass Communication: Some 
Lessons from Research. 
ED 074 746 


Progress in Scientific and Technical Communi- 
cations; COSATI Annual Report 1971. 

ED 069 312// 
Radio, Television, and Film in the Secondary 


School. 

ED 079 926// 
Report of Commission IV. Proposed Pro- 
gramme and Budget, 1973-1974 and Draft 
Medium-Term Outline Plan, 1973-1978. 
Chapter 4 - Communication. 

ED 072 800 
The Role of Communications in Indian Life. 


Position Paper. 
ED 075 135 


Slovene Rural Development: Five Study Re- 
ports with Appendix Materials. 
ED 073 871 


Structuring Information for a Computer-Based 
Communications Medium. 

ED 078 675 
A Study to Determine if Teachers Commu- 
nicated Differential Performance Expectations 
to Students. Final Report. 

ED 067 379 


Toward a R lization of Knowledge 
Utilization in Education. Volume 1. Final Re- 


port. 
ED 075 330 
of Knowledge 








Toward a R 


Utilization in Education. Volume 3. Final Re- 
ports of Pilot Studies. Final Report. 


ED 075 332 
Toward a R of Knowledge 
Utilization in Education. Volume 4. Research 
Memoranda. Final Report. 

ED 075 333 


Toward a R of Knowledge 
Utilization in Education. Volume 5. Research 
Memoranda. Final Report. 

ED 075 334 


Toward a R lization of Knowledge 
Utilization in Education. Volume 6. Research 
Memoranda. Final Report. 

ED 075 335 


Toward a R of Knowledge 
Utilization in Education. Volume 7. Research 
Memoranda. Final Report. 

ED 075 336 


Toward a R tualization of Knowledge 
Utilization in Education. Volume 8. Research 
Memoranda. Final Report. 

ED 075 337 


The Two-Step Flow of Communications in 
Rural India. 











le ‘ 








ED 068 265 
Video Recording Bridges the “Proceedings 


Gap.” 
ED 069 006 


Communication Satellites 
Beyond Babel; New Directions in Communica- 
tions. 
ED 072 617// 
Communications Satellite Tariffs for Television. 
IBI Monograph Number 3 
ED 077 239// 


A Computer Program for Mapping Satellite- 
borne Narrow-Beam Antenna Footprints on 
Earth. Memorandum Number 72/3. 

ED 069 147 
Computer Programs for Plotting Spot-Beam 
Coverages from an Earth-Synchronous Satellite 
and Earth-Station Antenna Elevation Angle 
Contours. Memorandum Number 72/4. 

ED 069 148 
Current Status of Domestic Satellites for 
Television Network Distribution. 

ED 070 269 
Domestic Communications Satellites. 

ED 072 620// 

Draft Declaration of Guiding Principles on the 
Use of Satellite Broadcasting for the Free Flow 
of Information, The Spread of Education and 
Greater Cultural Exchange. 

ED 066 914 
Early Childhood Education: Status, Trends, and 
Issues Related to Electronic Delivery. 

ED 077 217 
Eleventh Report on Telecommunication and 
the Peaceful Uses of Outer Space. 

ED 066 883 


A Guide to Satellite Communication. Reports 
and Papers on Mass Communication Number 


66. 

ED 067 885 
Legal and Political Aspects of Satellite 
Telecommunication: An Annotated Bibliog- 


raphy. 

ED 067 832// 
Planning Alternative Organizational 
Frameworks For a Large Scale Educational 
Telecommunications System Served by 
Fixed/Broadcast Satellites. Memorandum 
Number 73/3. 

ED 078 663 


Public Interest Aspects of Cable Television In- 
terconnection by Satellite. 

ED 071 425 
The Role of Telecommunications in the Re- 
gional Delivery of Education Services: A Study 
of the Potential Use of Instructional Television 
for Vocational Education in the Appalachian 


States. 

ED 078 177 
Satellite Broadcasting. 

ED 079 787// 

Satellite Networks for Education. 

ED 070 273 
Using Satellites to Improve Efficiency in 
Delivery of Educational Services. 

ED 074 789 





Vocational/Technical and Adult Education: 
Status, Trends, and Issues Related to Electronic 


Delivery. 
ED 071 438 
Communication Skills 


Acoustic Concomitants of Emotional Dimen- 
sions: Judging Affect from Synthesized Tone 


Sequences. 
ED 067 587 


Adventures in Communicati Language Arts 


Methods. 

ED 076 994// 
Approaches to the Use of Simulation in Speech 
Courses. 





ED 072 500 

Aspects of Language. 
ED 079 743// 

Behavioral Prescription Guide. Manual Ila: 
Communication. Parent/Child Home Stimula- 
tion "The Marshalltown Project.’ 

ED 079 918 
Behavioral Research and the First Year In- 
structor. 

ED 070 112 
The Challenge of Speech Communication in 
the Elementary Classroom. 





ED 067 715 
Communicating Interpersonally: A Reader. 
ED 073 500// 
Communication and Affect: A Comparative 
Approach. 
ED 071 123// 
Communication and Computation Skills for 
Blind Students Attending Public Schools. 
ED 069 062 
Communication and Learning in the Primary 
School. 
ED 071 780// 
Communication Department Courses of Study: 
Non-Graded Mini Courses, Grades 10, 11, 12. 
ED 074 550 
Communication for Handicapped Children. 
Final Report. 
ED 074 688 
Communication in Conflict: A Communication 
Training Handbook for Law Enforcement Of- 


ficers. 
ED 077 038// 
Communication Skills Training. 
ED 075 749 
Communication: Speaking and Listening; A 
Communication Skills Curriculum and Inter- 
disciplinary Resource Guide for Junior High 


Schools. 
ED 079 769 

Communication/Speech. 

ED 074 538// 
Communications Programs in the Public Junior 
Colleges of the United States. 

ED 079 722// 
Com icative C t Implications for 
the Field of Speech C icati 





Pr 





ED 072 495 
Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 4. 

ED 072 396 


Connecticut Citizens Response to Educational 
Goals, 1971-1972. 

ED 078 045 
Cooperative Business Education - 7725 (Rein- 
forcing Knowledge of Grammar): Department 
48 - Course 7725.08. 

ED 068 940 


Creative Communication: Teaching the Lan- 
guage Arts. 
ED 073 482// 

A Cultural Self-Awareness Approach to Im- 
proving Intercultural Communication Skills. 

ED 079 213 
The Development of a Measure to Evaluate 
Language Communication Skills of Young 
Children. 

ED 076 665 
The Development of an Oral/Aural Speech 
Placement Test for Disadvantaged College Stu- 
dents in an Experimental Branch of the SEEK 


Program. 
ED 079 797 


Distributive Education 1 - 8726 (Communica- 
tion Skills Relating to Marketing and Distribu- 
tion), Department 48: 8726.03. 
ED 067 691 
Effective Speech Communication: Theory in 
Action. 
ED 070 111// 


Effective Two-Way Communication: A Method 
of Achieving Team Potential. Supervisory 
Development Conference Series. Training 


Guide. 
ED 078 254 
Effects of Short-Term Facilitation Training on 
Attitudes. 
ED 072 002 
The Elements of Effective Communication. 
ED 075 859// 
Elements of Interpersonal Communication. 
ED 074 555// 
English Curriculum Grades 9-12. 
ED 073 472 
Exploration and Language. Young Children 
Learning Series. 
ED 080 190// 
Family Involvement-Communication System 
(FICS); FICS: An Expanded View of Counselor 
Consultation; Native American Family Involve- 
ment-Communication System (NAFICS) (A 
Series). 
ED 075 750 
Handbook for the Role of Games in Teaching 
Speech Communication. 
ED 070 126 
Implications of Research in Communication 
Education for the Black Child. 
ED 066 937 
Increasing Communication Skills in a Tradi- 
tional Master’s Degree Counseling Programs. 
ED 068 871 
Influence of Sampling and Comparison 
Processes on the Develop t of C i 
tion Effectiveness. 
ED 071 732 


Interpersonal Competence: A Paradigm for 
Planned Change in Undergraduate Communi- 
cation Instruction. 





ED 074 540 
Interpersonal Skills for Cooperative Work. 
ED 078 911 
Issues in Teaching English. 
ED 073 464// 
Job Market Situation Survey for Agricultural 
Communication Graduates. 
ED 072 319 
Logbook; Working With the Media Works. 
ED 073 693// 
Milford Visual Communications Project. 
ED 075 823 
A Model for the Study of Teaching Based on 
an Aesthetic Mode of Inquiry. 
ED 076 590 
Monologue to Dialogue: An Exploration of In- 
terpersonal Communication. 





ED 074 547// 
Now See Hear! Applying Communications to 
Teaching. Profiles in Practical Education No. 
9. 


ED 077 867// 

President-Board Relationships: Building a 
Bridge of Communication. 

ED 078 827 
A Problem of Transfer from the Interpersonal 
Communication Course (Or Any Other) to the 
Real World--What’s the Hang-Up? 

ED 071 117 
Proceedings of the Speech Communication As- 
sociation Summer Conference: Mini Courses in 
Speech Communication (7th, Chicago, July 8- 
10, 1971). 

ED 070 132 
Product Development Report: First Year Com- 
munication Skills Program. Technical Report 


No. 1 
ED 072 469 
Reaching Out: Interpersonal Effectiveness and 
Self-Actualization. 
ED 072 501// 
The Rural Education Improvement Project. 
Overton County, Tennessee, Five-Year Com- 
prehensive Report (July 1, 1967-June 30, 
1972). 
ED 067 188 
The Rural Education Improvement Project. 
Overton County, Tennessee, Fifth Annual 
Comprehensive Report (July 1, 1971-June 30, 
1972). 


ED 067 189 
Self Study Report: Department of Agricultural 
Information, North Carolina State University. 

ED 066 646 
The Social Evaluation of Speech: Implications 
from the Laboratory to the Classroom. 

ED 066 933 


Subject Index 117 


Speech Activities in the Elementary School, 
MSA Curriculum Guide 1. 
ED 068 997 
Speech Communication. 
ED 073 505// 
On Speech Communication; An Anthology of 
Contemporary Writings and Messages. 
ED 075 867// 
Speech Communication Education and the 
American Indian: Challenges and Contrasts. 
ED 070 118 
Speech Communication Instruction: A Reader. 
ED 073 513// 
Speech Communication in the High School, 
MSA Curriculum Guide 3. 
ED 068 999 
Speech Communication in the Secondary 
School. 
ED 074 546// 
Speech, Language and Hearing Program: A 
Guide for Head Start Personnel. 
ED 077 584 
Speech Programs at Coeducational Communi- 
ty-Junior Colleges. 
ED 068 084// 
Structure and Freedom: A Manual for Commu- 
nication Arts 3-6. 
ED 066 766 
Study of Man-Machine Communications 
Systems for the Handicapped. Volume Ill. Final 


Report. 

ED 070 222 
A Study to Determine the Degree of Agree- 
ment on the Content and Objectives for 
Preparation in Communication for Business 
Students at the Collegiate Level. 

ED 070 115// 

Teaching Objectives for the Itinerant Resource 
Teacher of Visually Limited Students. 

ED 077 157 
Testing Interpersonal Communication Per- 
formance. 

ED 078 453 
Toward More Effective Dialogue Between 
Teachers and Students: A Leadership and 
Communication Training Project. 

ED 066 683 
Trends and Directions in Community College 
Speech. 

ED 070 125 
Videcor. End of Project Report. 

ED 079 963 
Visual Literacy: An Exciting Environmental 
Adventure. 

ED 071 448 
What Contribution Can General Semantics 
Make to the Communication Arts? 

ED 077 004 


Communicative Competence 
Communicative Competence: Implications for 
the Field of Speech Communication. 
ED 072 495 


Communism 
The Changing Communication Roles of the 
Communist Party Congress. 
ED 073 509 
Eastern Europe and the U.S.S.R.: A Selected 
Functional and Country Bibliograpy. 
ED 076 492 
ist Zone of Laos. 

ED 068 398// 
Simpozionul Pregati Pentru Munca Obiectiv 
al Invatamintului (Symposium on Training for 
Work, the Aim of Education). 


Rd ti. 


in the C 








ED 071 466 


Communist Party Congress (USSR) 
The Changing Communication Roles of the 
Communist Party Congress. 
ED 073 509 


Community 
Mobility or Community: The Hard Choice of 
the New Professional. 
ED 076 462 
Toward a Model of Linguistic Distance. 
ED 071 502 


Community Action 
Cable in Mass 2. 


ED 074 710// 
Cable Television: A Handbook for Decision- 


making. 

ED 074 778// 
Cable Television: Citizen Participation After 
the Franchise. 





118 Subject Index 


ED 074 784// 

Cable T.V.--Educational Medium of the Fu- 
ture? Perspective Number Five. 

ED 076 020 


Community Action in Appalachia. Unit 4, 
Family Life Styles, Social Participation, and 
Socio-Cultural Change. (Profiles of Selected 
Knox County Families-Patterns of Family 
Behavior, Belief and Value Systems and Their 
Relation to Participation in Community Action 


Programs.) 

ED 076 293// 
A Comprehensive Evaluation of OEO Commu- 
nity Action Programs on Six Selected Amer- 
ican Indian Reservations. Report 4 - Final Re- 


port. 
ED 072 913// 
Day Care Survey, 1970: Community Profiles. 
ED 068 152 
Ecumenical Planning for Mission in Town and 
Country America. Catholic Perspectives on the 
Concerns of the National Consultation on the 
Church in Community Life, Ohio State Univer- 


sity, September 5-8, 1967. 
ED 070 540 


The Formal Education of Menominee Indian 
Children: Recent Educational Background 


Conditions. 

ED 067 177 
Guide to Understanding Broadcast License Ap- 
plications and Other FCC Forms. 

ED 074 772 


Mental Retardation in Rural Texas; An Ex- 
amination of Selected Counties. 

ED 075 157 
In Our Path. A Program Guide 1972-1973. 

ED 072 578 
Program of Education for Community Coor- 
dination and Action in Warren County: What 
Kind of a County Do We Want Warren County 


To Be? 

ED 067 555 
Report from a National Workshop on Commu- 
nity Crisis Intervention, April 21-23, 1972. 

ED 067 329 
Target: Development Action. 

ED 076 449 
University-Urban Interface Program Phase IV, 


Progress Report 2. 
ED 071 631 


Community Action Programs 
A Comprehensive Evaluation of OEO Commu- 
nity Action Programs on Six Selected Amer- 
ican Indian Reservations. Report 4 - Final Re- 


port. 
ED 072 913// 


Community Agencies (Public) 
The Community Action Agency and Educa- 
tional Authority: A Theoretical Analysis of 
Inter-Organizational Politics. 


ED 079 189 
A Directory of Migrant Health Projects Sup- 
ported Under the Migrant Health Act. 

ED 073 877 
Federal Government: Civilian Agencies, U.S. 


Metric Study Interim Report. 
ED 069 935 


The Michigan Planning Study for Follow 
Through. Interim Report to U.S. Office of Edu- 


cation. 
ED 074 025 
Community Aide 


Reflections of the Community: The Community 
Aide and Consumer and Homemaking Educa- 


tion. 
ED 075 607 


Community Antennas 


Cable: An Overview. 
ED 071 396 


Cable Data. 
ED 071 397 


Cable Television in Detroit; A Study in Urban 
Communications. 
ED 067 890 


CATV: The New Communicator. 21st Annual 
NCTA Convention Official Transcript. Techni- 


cal Volume. 
ED 069 118 
The Computer in the Living Room. 
ED 074 735// 
A Computer Program for Mapping Satellite- 
borne Narrow-Beam Antenna Footprints on 
Earth. Memorandum Number 72/3. 
ED 069 147 


Education and Cable TV: A Guide to Franchis- 


ing and Utilization. 
ED 071 432 
Report on a Survey of CATV-MATV-TV Dis- 
tribution Systems at College and Universities. 
ED 066 864 


A Story About People. 
ED 076 012 


Community Attitudes 


The Beverly Hills Community Looks at its 
Schools. Appendix II. 
ED 072 074// 


Citizen’s School Inquiry; -- Saskatoon, Sask. 
ED 078 528 
A College and Its Community: A Survey. 
ED 077 362 
Differential Fertility in a Metropolitan Society. 
Rural Sociological Society Monograph Number 
2. 


ED 067 212// 

The Diminishing Barrier: A Report on School 
Desegregation in Nine Communities. 

ED 074 178 

Five Communities: Their Search for Equal 


Education. 
ED 074 171 


Grosse Pointe, Michigan: Race Against Race. 
ED 069 832// 
Handbook for Washington State School District 
Migrant Education Advisory Councils, 1972. 
ED 067 201 
Language Teaching: Crisis or Opportunity. 
ED 076 073 
Mexican-Americans in Government: A Study of 
Attitudinal Differentiations Within the Mex- 
ican-American Community in the Implementa- 
tion of Action Programs to Incorporate Mex- 
ican-Americans into the Planning Process. 
ED 077 623 
Parent-Community Questionnaire. Appendix K. 
ED 072 083// 
Perceptions of Educational Needs in Campbell, 
Claiborne, Hancock and Union Counties. Final 


Report. 
ED 068 220 
Personality Changes in Aging: A Longitudinal 
Study of Community Residents. 
ED 069 941// 


Program of Education for Community Coor- 
dination and Action in Warren County: What 
Kind of a County Do We Want Warren County 


To Be? 
ED 067 555 


Residential Programming for Mentally Re- 
tarded Persons. Volume I, Prevailing Attitudes 
and Practices in the Field of Mental Retarda- 


tion. 

ED 067 783 
The Role of German in Japan. 

ED 078 718 
Rural Development Alternative Analysis 
Through the Use of Discriminant Function and 


Socioeconomic Indicator Matrices. 
ED 079 002 


Senior High School Questionnaire. Appendix 


ED 069 657// 

Small Schools Can Be Better Schools by Build- 
ing on Their Strengths. 

ED 073 863 


University-Urban Interface Program. Pittsburgh 
Goals: Notes on Metropolitanism. 
ED 070 697 


University-Urban Interface Program. University 
Forum. Background Paper. Goals and Govern- 
ment of the Metropolis. 

ED 070 699 


Urban Citizens’ Opinions about a Campus 
Disturbance and Their Attitudes about Campus 
Dissent. Volume 13, Number 3. 

ED 076 116 


Follow-Up Study: Busi- 
ness and Industrial Community Attitude 
Toward the Effectiveness of the Vocational 
Technical Program. Final Research Report. 


Part Il of Ill. 
ED 078 199 
Why FLES? A Rationale for Beginning Foreign 


Languages at the Elementary School Level. 
ED 069 188 


Vosstinnel Edacath 





Community Benefits 


The Impact of the University of Pittsburgh on 
the Local Economy. Methodological Appendix. 
ED 069 203 


Community Change 
Cable Television in Central Appalachia: A 
Feasibility Study. 
ED 073 708 


Changing Neighborhood and Clique Structure 
in Two Missouri Communities, 1955-66. 

ED 074 353 
The Community Renewal College. 

ED 07! 660 
Definitions and Strategies of Rural Develop- 
ment: A Search for Coherence and Congruity. 

ED 072 896 


Designing a New Human Settlement Pattern. 
ED 073 343 


Education and Manpower. Final Report, 
Center Research and Development Report No. 


14. 
ED 080 724 
Power Structures by Issue Areas in Five lowa 


Communities. 
ED 073 865 


University-Urban Interface Program. Pittsburgh 
Goals and Futures. 
ED 073 039 


Community Characteristics 
Bilingualism and Bilingual Education Programs. 
ED 066 979 
Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 
Analysis Series Number 7. 
ED 073 354 


New Problems, Old Resources: Continuity in 
Southern Culture. 
ED 071 804 


Perceptions Regarding Neighborhood and 
Metropolitan Resources of High School Stu- 
dents in Differing Parts of a Metropolitan Area. 

ED 069 815 


School Desegregation in the Carolinas: Two 
Case Studies. 
ED 075 566// 


Community Colleges 
1971 - 1972 Student Attrition: Antecedent and 


Consequent Factors. 
ED 070 435 


Academic Planning for the Minority/Disad- 
vantaged Student: Three Models for Change. A 
Report of the National Dissemination Project 
for the Community Colleges. 

ED 077 491 


An Adlerian Approach to Measuring Change in 
College Freshmen. 
ED 074 431 


An Agenda for National Action: Equal Oppor- 
tunity for All. 
ED 071 652 


Allied Health Education Programs in Junior 


Colleges/1970. 
ED 072 776 


Analysis of the 1972 Summer Session. 
ED 080 114 
An Analytical Study of the Preparation of 


Community College Physics Teachers. 
ED 077 669// 


Annual Report: Vermont Regional Community 
College Commission, Inc. Year Ended June 30, 


1972. 

ED 072 772 
Anticipating Changes in Enrollment Growth. 

ED 071 649 
[A Program to Prepare College and University 
Officials to Increase the Enrollment and Meet 
the Needs of Minority Groups and Low Income 
Students. General Summary and Recommenda- 


tions.] 
ED 070 438 
Arkansas’s Need for Community Junior Col- 


leges. 
ED 078 831 
Assessment of Community College Enrollment 


Patterning: A Sociocultural Analysis. 
ED 078 834 


Attrition Prevention Through Counseling 
Among Community College Students; NOR- 
CAL Phase Ill. 

ED 075 012 


California Community College Testing Survey. 
ED 075 027 


Career Development for the Student in the 
Community College. 
ED 080 750 


and C ity College 


Ra *i. 





Career 


ee ED 067 475 





Career Educati Cc pts, Comp its, and 
Planning. A Report of the National Dissemina- 


tion Project for the Community Colleges. 
ED 077 490 


Career Education: Toward a Model for State- 
wide Planning. A Report of the National Dis- 
semination Project for the Community Col- 


leges. 

ED 077 489 
Career Patterns. A Descriptive Analysis of Vo- 
cational-Technical Education at Montgomery 
Community College, 1971-1972. 

ED 071 657 


CCAF: A Lesson in Space Age Curriculum 
Development. 
ED 075 011 





CCAF: Introspect to Innovation. 

ED 075 010 
Changing a Community College. 

ED 076 184 
Changing Patterns in Foreign Language Pro- 
grams: Report of the Illinois Conference on 
Foreign Languages in Junior and Community 


Colleges, 1972. 

ED 074 813// 
Community College and Technical Institute 
Follow-Up Study of Students Enrolled During 
One or More Quarters. Fall, 1970 to Fall, 


1971. 

ED 072 770 
Community College Board of Trustees and 
Negotiations with Faculty. 

ED 080 116 
Community College - Church Project of the 
Church in Higher Education. Preliminary Re- 
port. Project and Community College Institute 
of Columbia University. 

ED 075 013 


The Community College “‘Is’’ Where the Ac- 
tion Is! 

ED 068 937 
Community Colleges and the Air Force: A 
Partnership in Career Education. 

ED 073 766 
Community Colleges, Health-Related Social 
Problems, and the Community Services Func- 


tion. 

ED 078 327 
Community Colleges in Western Canada: A 
Study of the Development of Provincial Col- 
leges and College Systems. Education 570: The 
Community and Junior College, Winter 
Semester, 1972. 

ED 076 185 


Community College Teacher Preparation: Past, 


Present, Future. 
ED 071 661 


Community College Vocational Cooperative 
Education: Exemplary Project in Vocational 
Education Conducted Under Part D of Public 


Law 90-576. Final Report. 

ED 080 108 
The Community Involvement Program: Recog- 
nizing Community-Based Learning. A Report 
of the National Dissemination Project for the 
Community Colleges. 

ED 080 110 


The Community Renewal College. 
ED 071 660 


Community Services Brief. 
ED 078 812 


A Community Survey of the “Disadvantaged.” 
ED 077 495 


Compensatory Education in Two-Year Col- 
leges. Report No. 21. 
ED 078 818 


Computer-Assisted Instruction in Programming: 
A Curriculum Description. Technical Report 


Number 211. 
ED 079 991 
Concentrated Contract Learning: A Working 


Paper. 
ED 077 484 
Concepts and Comments: Occupational Educa- 


tion and Community College Facilities. 
ED 073 269 


The Core Experience: A Quantitative and 
Qualitative Analysis. 
ED 075 025 


Cost Benefit Analysis. Community College of 


Vermont. 
ED 072 773 


Cost of Evaluating Faculty Performance at An- 
telope Valley Community College for the 1972- 
1973 School Year. 

ED 076 187 


Counseling: Bridging the Gap Between Reality 
and Expectations. A Report of the National 
Dissemination Project for the Community Col- 
leges. 

ED 077 487 
{Counselor-Counselee Ratios in California Ju- 
nior Colleges 1972-1973.] 

ED 075 009 
Current Practices of Placing Students in En- 
glish Composition Courses in the California 
Community Colleges: Some Answers to 
Questions Asked in an “English Placement 
Questionnaire”. 

ED 073 749 


Current Research on Grading Systems of Possi- 
ble Significance to Junior Colleges. (An An- 
notated Bibliography). 

ED 071 650 
Development of a College Conducted Faculty 
Pre-Service Program, 1969-1972. Final Report. 

ED 073 747 
Development of a Follow-Up Questionnaire for 
Community College Graduates. Final Report. 

ED 077 494 
Development of a Research Instrument Which 
Can Assess the Occupational and Educational 
Status of Former Occupational Enrollees of 
North Carolina Community Colleges and 
Technical Institutes, Occupational Education 
Research Project Final Report. 





ED 072 238 
The Development of the Hawaii State Senior 


Center. 
ED 078 828 


Directors’ Evaluation of Urban Instructional 
Training and Development Institute, Essex 
County College. 


ED 077 910 
Dropout Prediction at an Urban Community 
College Following Open Admissions. 
E 


D 073 753 
Educating for International Understanding: A 
Role for Community Colleges. 

ED 075 015 
The Effectiveness of Remedial Arithmetic 
Courses in Three Selected California Commu- 
nity Colleges as Measured by Improvement in 
Arithmetic Skills and Attitudes Toward Mathe- 


matics. 
ED 079 052// 
The Effect of Organizational Structure on 
Planning. A Report of the National Dissemina- 
tion Project for Community Colleges. 
ED 077 486 
The Effects of Age and Sex Upon a Com- 
parison Between Achievement Gains in Pro- 
grammed Instruction and Conventional Instruc- 
tion in Remedial Algebra I at Northern Vir- 
ginia Community College. 
ED 078 640 
The Effects of Variations in Instruction and 
Final Unit Evaluation Procedures on Communi- 
ty College Beginning Algebra Classes. 
ED 079 082// 
Evaluation Model for Career Programs. Final 


Report. 
ED 072 775 


Evaluation of Navajo Community College, 


Summary. Final Report June, 1971. 
ED 076 266// 


Evaluation of Selected Two-Year College Cer- 


tificate and Diploma Programs. Project Report. 
ED 078 825 


Evaluation of Training Program for Community 
College Educators of Academically Deprived 


Students. 

ED 074 023 
Examples of New Student Personnel Programs 
Created to Meet the Needs of Diversified Com- 
munity College Student Bodies. 

ED 079 664 


Faculty Load Policies and Practices in Public 
Junior and Community Colleges. 
ED 070 429 


ity-Junior 





Faculty Salary Schedules in C 


Colleges, 1971-72. 
ED 071 645 


Final Report on the Second Year of the 
Cooperative Internship Program for Communi- 
ty College Instructors, 1970-71. 

ED 072 001 


Follow-Up Survey of Students Withdrawing 
from Cerritos College During the Fall 
Semester, 1972. 

ED 077 496 


Further Development of Arkansas Higher Edu- 
cation. 


Subject Index 119 


ED 078 832 
General Systems Theory Provides a Conceptual 
Scheme for the Classification of Variables in 
Future Research Designs. 

ED 075 021 
Graduate Questionnaire, Evening Students 
Questionnaire, [and] Non-Returning Students 
Questionnaire. 

ED 077 500 
The Graduates 1970: A Follow-up Study of the 
Students who Graduated from Montgomery 
Community College in 1970. 

ED 069 274 


Handbook for Self-Evaluation of Programs and 
Services to the Disadvantaged and the Han- 
dicapped at Community Colleges under the 
Vocational Education Amendments of 1968 
(Public Law 90-576). 

ED 073 241 
Home Crafts Days at Mountain Empire Com- 
munity College Bridge Generation Gap in 
Mountain Youth's Search for Identity. 

ED 078 839 
Human Development Instruction for Career 
Students in the Community College: An Ex- 


ploratory Study. 
ED 069 270 


Human Services Occupations in the Two-Year 
College: A Handbook. 

ED 071 651 
IMPACT: A Project Report on Compensatory 
Instruction in Community Colleges. 

ED 076 180 
The Impact of the College on the Local Econo- 
my. Research Report No. 11. 

ED 072 779 
Increasing the Effectiveness of Educational 
Management in Community Colleges. Project 


USHER. 

ED 075 007 
An Inquiry into the Piagetian Tradition in 
America as a Basis for a Philosophy of Educa- 
tion at the Community College Level: A Quasi- 
Experimental Approach. 

ED 073 750 
In-Service Training for Administrators, Faculty, 
and Students of a Developing Community Col- 
lege. Director's Evaluation Report. 

ED 070 761 
Institute for the Preparation of Instructional 
Development Specialists in Community Col- 
leges of the Southwest. Director’s Report. 

ED 073 049 
The Institutional Goals Inventory, Spring, 1972. 

ED 072 771 
An Internship Program for Technical Voca- 
tional Teachers in Post-Secondary Schools. 
Final Report. 

ED 080 755 
An Investigation to Determine the Possibilities 
of More Effective Counseling and Placement of 
Community College Students Through Syste- 
matic Match of Reading Ability to Reading 
Requirements of College Courses. 

ED 076 179 
Learning Resources for the Disadvantaged Stu- 
dent. Progress Report. 

ED 074 287 
A Look at Some Goals for Long Beach City 
College: Results of the Statewide Institutional 
Goals Inventory Survey, Spring 1972. 

ED 076 177 
Mountain Empire: The Community’s College. 

ED 078 815 
Needed: Evaluation Criteria for the Community 
College Broadcasting Education Program. 

ED 067 843 
New Vistas for the Community College. 
Revised Edition. 

ED 070 978 
Nor Cal Research Group Vocational Education 
Study: A Field Study To Determine Charac- 
teristics of Most Successful Vocational Educa- 
tion Programs. 

ED 069 276 
NYC Summer/In-School Goes to Community 
College. Proven Program for Youth. Final Re- 


port. 
ED 076 739 
Oakton Community College Curriculum Re- 


port. 
ED 080 104 
“Objectives of Student Personnel Programs in 


the Community College”. 
ED 078 317 


Pp Salvage: The Identifi- 
cation, Location, and Personal Guidance of 


1 Ra ti 








120 Subject Index 


Disadvantaged Students in Moore and Hoke 
Counties. Occupational Education Research 


Project Final Report. 
ED 072 253 


Occupational Outlook: Montgomery and Prince 
Georges Counties. A Forecast of Training 
Requirements for Occupations Which Will 
Hold Promise in the Next Five Years. 
ED 069 277 
Occupational Programs in California Public 
Community Colleges--1971-72. 

ED 070 815 
The Open Door, or the Revolving Door: Which 
Way, Texas? 

ED 071 655 
The Opportunity for a Lifetime: A Look at 
Continuing Education and What the Washing- 
ton Community Colleges Are Doing About It. 

ED 079 609 
People Changers Need Each Other. The 
Church and the Community College; A Call to 


Local Congregations. 

ED 077 481 
Placement Services in New York State Two- 
Year Colleges. 

ED 076 832 
A Plan for Comprehensive Community College 
Education in Puerto Rico. A Study for the 
Commonwealth of Puerto Rico Advisory Coun- 
cil on Vocational and Technical Education. 

ED 078 169// 

A Plan for Planning for a State Community 
College System. 

ED 080 103 
The Pragmatics of Accountability (Philosophy 
into Practice). Proceedings: Annual Interna- 
tional Institute on the Community College 
(3rd, Sarnia, Ontario, Canada, June 14-16, 
1972). 

ED 077 S01 
Predictive Models for Success in Occupational 
Education. Occupational Research Project 
Final Report. 

ED 075 598 
Proceedings: Annual Illinois Junior College 
Conference (Seventh, Chicago, Illinois, May 
11-13, 1972). 

ED 073 754 
Proceedings: Conference on the Communi- 
ty/Junior College (The University of Tennessee 
at Knoxville, April 27-28, 1972). 

ED 071 664 
Products and Productivity; A Perspective on 
Learning. 

ED 069 268 
The Professional Training of Community Col- 
lege Teachers. 

ED 075 347 
A Profile of City Colleges of Chicago 1972 
Graduates. 

ED 073 751 
Project to Develop a Cost Benefit Model for 
Vocational Programs at College of Alameda. 
Final Report. 

ED 072 774 
Proposal Writing: Reactions of an Evaluator. 

ED 070 439 
A Proposed System for Predicting Costs of Vo- 
cational Education Programs in the California 
Community Colleges. Final Report. 

ED 073 236 
The Public Two-Year College and the Cul- 
turally Different. 

ED 073 765 
A Quantitative and Qualitative Analysis. 1972 
August Developmental Project. 

ED 075 024 
A Reading and Study Skills Institute for Junior 
College Teachers. Director's Report. 

ED 079 232 
Reading Instruction and Technical Retraining 
in the Community College for Disadvantaged 
Adults. 

ED 073 436 
Recruiting: Making the Open Door a Reality. A 
Report on the National Dissemination Project 
for the Community Colleges. 

ED 077 488 
The Relationship Between Perceived Influence 
Measures and Member Attitudes of (A) Policy 
Agreement, (B) Superior-Subordiante Rela- 
tions, and (C) Peer Relations in Selected Com- 
munity College Departments in Maryland -- A 
Summary. 

ED 078 829 
Report of the Lakota Higher Education Center. 

ED 077 611 


A Report on the Evaluation of Occupational 
Education Programs for the Handicapped and 
Disadvantaged in Four Community Colleges. 
ED 073 240 
Report on the Kates Survey of College Fresh- 
man Composition Writing Skills: Sixteen First- 
t F English Composition 
lee from Eleven Community Colleges and 
Universities. 





ED 077 498 
A Report on the Survey of High School Stu- 
dents’ Educational Plans and Opinions Relating 
to the Area Two-Year Institutions. 

ED 072 768 
A Research Project to Determine the Student 
Acceptability and Learning Effectiveness of 
Microform Collections in Community Junior 
Colleges: Phase Il. Final Report. 

ED 071 662 
A Review of Curriculum Development for 
Library Technicians in Junior Colleges. 

ED 071 653 
Role of the Department/Division Chairman in 
the Community College. A Report of a Con- 
ference at Sam Houston State University Com- 
munity Junior College Graduate Program, July 


31-August 1, 1972. 
ED 077 482 


Second Annual Three-Site National Instruc- 
tional Assessment Conference on Individualized 
Instruction: Its Status in Community Colleges. 


Conference Proceedings. 

ED 072 777 
The Semester for Self-Directed Study: Con- 
fluent Education at the Community College 
Level. 

ED 080 112 
Servicemen’s Opportunity College Catalog. A 
New Educational Concept for Community/Ju- 


nior Colleges. 
ED 076 191 


Sex Discrimination in San Diego County Com- 
munity Colleges. 
ED 076 193 


Social Work Education Project. Final Report. 

ED 067 978 
Sources of Funding of Community Services in 
Public Community and Junior Colleges. 

ED 076 182 
Staff and Program Development in Florida’s 
Public Community Colleges, 1971-1972. 

ED 078 813 
The Staff Association of Montgomery College. 

ED 070 428 
Staffing Patterns in California Community Col- 
leges. A 1972 Overview. 

ED 070 433 
State Planning for the Disadvantaged. A Report 
of the National Dissemination Project for Com- 
munity Colleges. 

ED 077 492 
The Status of Women in Higher Education and 
the Prof Metropolitan Junior College 
District, 1971-1972. 





ED 070 436 
A Status Study of Occupational Education in 
North Carolina, 1971-1972. Final Report. 

ED 067 460 
A Study of Current Practices in Technical Vo- 
cational Curriculum Devel tin C 
ty Colleges of the Western States. 

ED 068 660// 


A Study of Divisional Differences in a Commu- 
nity College Organization. 
ED 069 271 


The Study of Junior Colleges. Volume HA, 
Technical Appendixes to Volume Il, Diverse 
Dimensions of Community Colleges: Case Stu- 
dies of 15 Institutions. 

ED 077 509 


The Study of Junior Colleges. Volume Il, 
Diverse Dim of ity Colleges: 
Case Studies of 15 Institutions. 








ED 077 50% 
The Study of Junior Colleges. Volume I, Roles 
and Realities of Community Colleges: An Anal- 
ysis of the Literature. 

ED 077 507 


A Study of Two College Credit Courses Of- 
fered Over Television by the Southern Califor- 
nia Consortium for Community College Televi- 


sion. 

ED 076 013 
Supplement to Handbook for Self-Evaluation of 
Programs | and Services to the Disadvantaged 
and the H pped at y Col 
under the Vocational Educati 
of 1968 (Public Law 90-576). 





Amendments 





ED 073 246 
The Teaching of Developmental Mathematics 
in Community Colleges. 

ED 075 197 


Technical Education: Offerings of 2-Year Cam- 
puses: 1973-74 Ohio Guide to Programs and 
Training. A Report on Career Technologies for 
High School Graduates. 

ED 077 499 


The Three-Year B.A.: A Wavering Idea. 

ED 070 434 
Training American’s Labor Force: Potential, 
Progress, and Probl of V i 1 Educa- 
tion. Report to the Congress. 





ED 074 208 
Training Program for Community College 
Teachers of Minority and Low-Income Stu- 


dents. 
ED 073 050 
The Trapnell Report: Community College Con- 


cerns. 
ED 070 432 


Trends and Directions in Community College 


Speech. 
ED 070 125 


Two Attrition Studies at Santa Fe Community 


College. 
ED 075 022 
Urban Education Institute. Director’s Report, 


1970-71. 
ED 077 912 


Vocational-Technical Component of the 
Preservice Curriculum for Community College 
Administrators. 

ED 073 323// 


Vv ional-Technical Ed Needs in Kent 
County. 





ED 073 352// 

Why the Disadvantaged Drop Out: The Ad- 
ministrators’ View. 

ED 071 665 


Work in Progress -- Toward Mosaic Patterns 
for Community College English Programs. 

ED 071 647 
Workshop for New Community Junior College 
Presidents and Their Wives. 

ED 072 778 


Community Consultant Programs 
The Scope of Community Mental Health Con- 
sultation and Education. 
ED 076 894 


Community Control 
Cable Television in the Cities: Community 
Control, Public Access, and Minority Owner- 
ship. 

: ED 066 904// 
Community Colleges in Western Canada: A 
Study of the Development of Provincial Col- 
leges and College Systems. Education 570: The 
Community and Junior College, Winter 
Semester, 1972. 

ED 076 185 
Community Control in Perspective. IRCD Bul- 
letin, Volume 8, Number 5, November 1972. 

ED 074 194 
Community Parity in Federally Funded Pro- 
grams. A Position Paper. 

ED 070 143 
Crisis in Red and White - An Educational 
Dilemma. Position Paper. 

ED 075 132 
The Ecology of the Public Schools: An Inquiry 
Into Community Control. Series on Decen- 
tralization and the Urban Crisis. 

ED 069 833// 


The Relationship Between Inner Versus Outer 
Locus of Control and Achievement in Black 
Middle School Children (Sth through 8th 
Grade): A Psychometric and Validity Study. 

ED 068 520 
From Village School to Urban System: A 
Political and Social History. Final Report. 

ED 075 955 


Community Cooperation 

Colorado State University (CSU) Sixteen State 
Project for Training Community Teams of 
Professionals for the Development of Coordina- 
tive, Adult Basic Education Programs in Rural 
Areas (Project COMMUNI-LINK). First Year 
Report: FY 1971. 

ED 072 887 
The Development of a Program to Make the 
Historical Museum and Institute of Western 
Colorado: Grand Junction, Colorado - An Edu- 
cational Institution. 

ED 071 953 





Health Services for Migrant Children. 

ED 069 449 
Maximizing Use of Community Resources in 
the Teaching of English: A Survey of Profes- 


sional Opinion. 
ED 074 506// 
Physicians-in-Residence: A Demonstration Pro- 
ject in Continuing Education. 
ED 075 604 


Community Coordinators 
Impact of Career Development Program Upon 
Local Coordinators. Final Report. 
ED 078 260// 


Community Development 
Adult Education and Community Development; 
A Network Approach. 
ED 074 320 


An Analysis of Bond Issue Elections as Indica- 
tors of Socio-Economic Development Potential. 
D 070 548 
Associational Structure and Community 
Development: A Comparative Study of Two 
Communities in Southern United States. 
ED 072 325 
The Buried Town of Beaver. 
ED 072 966// 
The Church in Community Development. 
ED 072 326 
Community Pride: An Oregon 4-H Activity 
Relating to Beautification and Conservation. 
ED 075 690 
Designing a New Human Settlement Pattern. 
ED 073 343 
Educational Radio: The  Fifty-Year-Old 
Adolescent. ERIC/EBR Annual Review Paper. 
ED 074 728 
Extension Staff Perceptions of Community 
Resource Development in Three States. 
ED 078 303 
Humanistic Education Through Community 
Development. 


ED 074 422 
Leadership Profile for Gaston County, [North 
Carolina]. Overview. Occasional Report 73-1. 
E 


D 080 250 

Local Government Manpower Requirements 

for Community Development in South 
Carolina. Memorandum No. | 

ED 068 738 


MIDNY -- CASE STUDY #11: Testing the 
MIDNY Project Pilot Results in the Greater 
Egypt Region of Southern Illinois. 

ED 067 551 


The National Climate for Involving Youth in 
Community Development. 
ED 066 645 


Needed: A New Kind of Teacher. 
ED 078 422// 


Nongovernmental Social Planning in Rural 
Areas of the United States. 
ED 070 956 


Papers of the Rural Community Development 
Seminar: Focus on Iowa. 
ED 076 891 


Planning and Design Workbook for Community 
Participation: An Evaluation Report. 
ED 078 578 


Planning Jobs for People. Annual Report, No. 
5, 1 July 71-30 June 72. 
ED 079 604// 


Popular Participation in Development: Emerg- 
ing Trends in Community Development. 
ED 066 638 


Proceedings: Town and Country Church In- 
stitute (38th, Urbana, Illinois, January 29-31, 
1968). The Church and Community Develop- 


ment. 

ED 071 783 
Quality of Life: Our Solutions, Our Opportuni- 
ties. Final Report. 

ED 067 253 


The Role of Community Development in Rural 


Development. 

ED 072 906 
Rural Housing Rehabilitation Demonstration. 
Princeville, N. C 

ED 072 884 


A Sociological View of ‘‘Development.” 

ED 072 352 
Some Extension Resource Development Princi- 
ples and Procedures for Use in Tennessee 
Counties. A Research Summary of a Graduate 


Study. 

ED 073 360 
Trends in Teacher Education. Number 12, 
Trends in the Ruralization of Primary School 


Curriculum in the Seventies and the Role of 
Teacher Education Institutions in Asian Coun- 


tries. 
ED 075 118 
University Impact on Local Economy. 
ED 080 094 
Video in Community Development. 
ED 077 210// 


Community Education 


Adult Education in Spotlight Here. 
ED 078 283 


Cable Television and Education; A Report 


from the Field. 

ED 077 197// 
Children in Amish Society: Socialization and 
Community Education. Case Studies in Educa- 
tion and Culture Series. 

ED 067 426// 


Community Awareness Program: Classroom 


Teacher Questionnaire. Appendix D. 
ED 069 805// 


Community Awareness Program Evaluation Re- 
port: 1971-1972. 
ED 069 801 


Community Awareness Test. Appendix C-3. 
ED 069 804// 
Community Schools: New Hope for Education. 
ED 071 191 
The Educative Community. Linking the Com- 
munity, School, and Family. The Professional 
Education Series. 
ED 078 575// 


External College Survey. 
ED 067 096 


How Does a Native American Deal with 


Society? 
ED 073 898 
Instructions for Pilot Test Community Aware- 


ness Program. Appendix B-1 and B-2. 
ED 069 802// 


Man in the North Technical Paper. Education 
in the Canadian North, Three Reports: 1971- 


1972. 
ED 077 619 
Man in the North Technical Paper. Education 
in the Canadian North, Report One: Communi- 
ty-Guided Education. 
ED 077 620// 


Obtaining Community Input in the Planning of 
Community Services: A Model. 
ED 073 745 


Om Instructions for Final Test: Community 
Awareness Program. Appendix C-! and C-2. 
ED 069 803// 


Community Health 
An Adaptation of the Teaching Reference 
Community Developed by the National Com- 
municable Disease Center. Dixon, Tiller Coun- 


ty, U.S.A. 
ED 072 567 


The Scope of Community Mental Health Con- 
sultation and Education. 
ED 076 894 


Strand IV Environmental and Community 
Health, Ecology and Epidemiology of Health, 
Grades 10, 11, and 12. 

ED 077 723 


Strand IV Environmental and Community 
Health, Ecology and Health, Grades 7, 8, and 
vi 


ED 077 724 
Strand IV Environmental and Community 
Health, Environmental and Public Health, 


Grades K-3. 

ED 077 725 
Strand IV Environmental and Community 
Health, Environmental and Public Health, 
Grades 7, 8, and 9. 

ED 077 726 


Strand IV Environmental and Community 
Health, World Health, Grades 4-6. 
ED 077 727 


Strand IV Environmental and Community 
Health, World Health, Grades 7, 8, and 9. 

ED 077 728 
Strand IV Environmental and Community 


Health, World Health, Grades 10, 11, and 12. 
ED 077 729 


Community Health Services 


Attrition: A Study in a Community Mental 
Health Center and the Problems Involved. 

ED 068 865 
Community Colleges, Health-Related Social 
Problems, and the Community Services Func- 
tion. 


Subject Index 121 


ED 078 327 
A Guide for Training Directors: Visits to Three 
Comprehensive Health Centers, Comprehensive 
Health Services Career Development Technical 
Assistance Bulletin, Volume 2, Number 6, Oc- 


tober 1971. 
ED 068 605 
Hawaii State Senior Center--Third Annual Re- 


port. 
ED 069 275 


{Health Delivery: Comprehensive vs. Episodic 


Users.) 

ED 080 176 
Mental Health and Learning: When Communi- 
ty Mental Health Centers and School Systems 
Collaborate. 

ED 075 747 


Mobilization for Youth's New Model for Sub- 
professional Training: Its Impact on New York 
City's Health Services. 

ED 072 199 


Racism and Mental Health: Essays. Contempo- 
rary Community Health Series. 

ED 076 740// 
The Scope of Community Mental Health Con- 


sultation and Education. 

ED 076 894 
A Survey of Pre-school Programs for Han- 
dicapped Children in Three Small Countries: 
Switzerland, Holland, and Israel. Final Report. 

D 067 153 

University-Urban Interface Program. Pittsburgh 
Goals: Some Thoughts on Health Issues. 

ED 070 696 


Community Influence 
Community Centers and Student Unions. 
ED 070 628// 
“Elementary School Administrators’ Role Per- 
ceptions Related to Their Assessment of Com- 


munity Power.” 
ED 077 098 


Planning Educational Facilities: The New En- 


vironment. 
ED 070 162 


Planning the Primary School Curriculum in 


Developing Countries. 
ED 077 630// 


The Revival of Local Control in Suburbia. 

ED 077 102 
Social Conflict: Teachers’ Strikes in Newark, 
1964-1971. An Issue Paper on a Topical Sub- 
ject in Education. 

ED 073 519 


Value Orientations of Retrained-Relocated 


Mexican-Americans. 
ED 078 981 


Community Involvement 
1970-71 Evaluation Report of ESEA (Title III) 
Inner City Education Project. 
ED 079 446 
Abstracts of Papers Available from the Educa- 
tional Services Department of the Manitoba 
Association of School Trustees. Occasional 


Paper No. 17. 
ED 074 056 


Bilingualism, the Mexican American College 


Student, and His Community. 

ED 066 935 
A Brief History of Texas A & I University at 
Laredo (First ‘“‘Upper-Level’’ College in Tex- 
as). 

ED 074 892 
Cable Television: Citizen Participation After 
the Franchise. 

ED 074 784// 

Case Studies in Practical Career Guidance, 
Number 7: Developmental Career Guidance 
Project Detroit Public Schools, Detroit, 


Michigan. 

ED 078 336 
Citizens, Businessmen, and Educators: The Ele- 
ments to Better School-Community Relations. 


An Occasional Paper. 
ED 075 892 


Community Constraints on Academic Planning: 
Myths and Realities. 
ED 067 973 


Community Involvement and Teacher Educa- 
tion: One Experimental Program. The Universi- 
ty of Connecticut Technical Paper. 

ED 075 367 


Community Involvement in Decision-Making. 
ED 066 816 


Community Involvement in the 1.S. 201 Schovl 
Complex. 
ED 068 578 





122 Subject Index 


The Community Involvement Program: Recog- 
nizing CommunitytBased Learning. A Report 
of the National Dissemination Project for the 
Community Colleges. 

ED 080 110 


The Community School and Its Concepts. 
ED 073 531 


Compton Bilingual Plan Review Report 1971- 


72. 
ED 072 676 
Cooling or Coping? School-Community Ten- 


sions. 

ED 070 199 
The Dallas Public Library Independent Study 
Project. 

ED 068 121 
The Dallas Public Library Independent Study 
Project: [Two Presentations]. 

ED 068 122 


Deaf Leadership Training for Community In- 
teraction. A Manual for “Grassroots” Leader- 


ship. 

ED 073 364 
The Decentralized Administrative Concept. A 
Report to the Board of Trustees. 

ED 066 818 
Directors’ Evaluation of Urban Instructional 
Training and Development Institute, Essex 
County College. 

ED 077 910 


Educational Accountability. Western Canada 
Educational Administrators’ Annual Con- 
ference. (3rd, January 1972). 

ED 067 741 
Educational Goals and Objectives. A Model 
Program for Community and Professional In- 
volvement. Administrator's Manual. 

ED 073 530 
Education for the People: Guidelines for Total 
Community Participation in Forming and 
Strengthening the Future of Public Elementary 
and Secondary Education in California. 
Volumes | and 2 [Companion Volumes]. 

ED 066 822// 

The Education of the American Indian Pupils 
in Classes for the Mentally Retarded. 

ED 078 984 
Environmental Thrust Handbook. 

ED 071 877 
An Evaluation of a Staff- and Community-Im- 
plemented Model Integrating Career Develop- 
ment Concepts in a Total Educational Pro- 
gram, K-12. Final Report. 

ED 075 601 


Evaluator’s Report to the National Interest 
Council: March | and September 15, 1972. 

ED 068 124 
Expanding Volunteers in Teaching and Learn- 
ing Programs. An I/D/E/A/ Occasional Paper. 

072 526 

Guide to Understanding Broadcast License Ap- 
plications and Other FCC Forms. 

ED 074 772 
High School Student Volunteers. 

ED 075 746 
Home Crafts Days at Mountain Empire Com- 
munity College Bridge Generation Gap in 
Mountain Youth's Search for Identity. 

ED 078 839 
How Communities Finance Programs for 
Pregnant School-Age Girls. Information Series 


#2 

ED 070 185// 
“Indian Education in the Bureau of Indian Af- 
fairs.” 

ED 075 130 

Involving the Community in Career Education. 

ED 076 760// 
Man in the North Technical Paper. Education 
in the Canadian North, Report One: Communi- 
ty-Guided Education. 

ED 077 620// 


Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism). Sep- 


tember 1972. 

ED 074 833 
Meeting the Challenges of School Board 
Leadership. The Report of a NSBA Summer 
Institute. (Hanover, New Hampshire, August 


14-18, 1972.) 
ED 078 566// 
Mountain Empire: The Community’s College. 
ED 078 815 
New Vistas for the Community College. 
Revised Edition. 
ED 070 978 





ity Input in the Planning of 


ED 073 745 
Perspectives of School Desegregation in the 


Southeast. 
ED 075 460// 
Planning and Design Workbook for Community 


Participation: An Evaluation Report. 
ED 078 578 


Preliminary Findings of Electronic Town Hall 
Project (MINERVA). 


Obtaining C 


Community Services: A Model. 


ED 071 411 
Problem Identification Survey Handbook for 
Parish Rural Development Committees. 

ED 071 801 
Problems and Issues in Using Volunteer 
Researchers in Assisting Community and 
Citizens Groups: The Boston Experience. 

ED 068 499 
A Program to Assist Educational Personnel to 
Teach Students of Wide Variability in Regular 
Classrooms. Director's Annual Progress Report. 

068 443 

Report to the National Interest Council: March 
7 and September 15, 1972. 

ED 068 123 


Seven Schools. A Story of Community Action 
for Better Education by the Young Great 
Society Building Foundation. 

ED 067 735// 


Sociological Dimensions of Agricultural Struc- 
tures in the United States. 
ED 071 794 


So You're Going to Run a Day Care Service! 
ED 069 351 
Strategies in Urban Community Mental Health. 
ED 078 321 
Supplement to the Third Report to the Gover- 
nor and Legislature on Conservation Educa- 


tion. 

ED 077 716 
Third Report to the Governor and Legislature 
on Conservation Education. 

ED 077 715 


Toward More Effective Involvement of the 
Community in the School. An Occasional 


Paper. 

ED 072 527 
Towards Devolution in the Control of Educa- 
tion on a Native Reserve in Alberta: The Hob- 
bema Curriculum Story. 

ED 071 829 


University-Urban Interface Program Phase IV. 
Progress Report 1 (July, 1972-September, 
19 


72). 
ED 069 266 
Urban Teacher Training: A Multi-Agency 
Identification of Program Elements and 
Establishment of Criteria for Determining Cur- 
ricular Content. Final Report. 
ED 073 213 


Vandals, Arsonists, Bombs, Dogs. 

ED 077 111 
Why Your School Board Needs a Good Public 
Relations Program. 

ED 072 516 


Wisconsin Migrant Education Program. 1971 


Evaluation. 
ED 067 204 
Workbook on Procedures for Selecting Super- 


visors. 
ED 066 821 


Community Leaders 
Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 
Analysis Series Number 7. 
ED 073 354 


Leader Attitudinal Orientations in a Multi- 


County Area. 

ED 072 342 
A Plan for Identifying, Selecting, Orienting, 
Training, Utilizing, Recognizing, and Evaluating 
4-H Project Leaders. 

ED 070 950 


A Study of County Government Officials and 
Community Leaders Opinions on Public Infor- 
mation on County Government in Cattaraugus 
County, New York. 

ED 068 815 


The Two-Step Flow of Communications in 
Rural India. 
ED 068 265 


Community Long Range Goals Project 
Inter-Group Cooperation and Urban Problem- 
Solving: Observation on a Community Long- 
Range Goals Project. 

ED 077 390 


Community Organizations 
Characteristics of Local Organizations and Ser- 
vice Agencies Conductive to Development: 
With Special Reference to Farmers’ Organiza- 


tions. 

ED 072 901 
Inside the Hatch Valley: A Study of a Rural 
New Mexico Community. Resident Instruction 


Series No. 1. 

ED 070 549 
The National Climate for Involving Youth in 
Community Development. 

ED 066 645 


In Our Path. A Program Guide 1972-1973. 
ED 072 578 
Recommendations for Developing the Retired 


Senior Volunteer Program. 
ED 076 887 


Community Planning 
Cable Television: A Handbook for Decision- 


making. 
ED 074 778// 
Cable Television Franchise Provisions for 


Schools. 
ED 077 190 


Cable Television: Technical Considerations in 


Franchising Major Market Systems. 
ED 074 782// 


Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 3. Natural Dis- 


asters. 

ED 074 313 
Comprehensive Planning. 

ED 072 353 
Comprehensive Plans for Improving Rural 
Counties. Revised May 1972. 

ED 073 891 
Planning for Change. 

ED 069 621 
Planning for Change: A Course in Urban 
Politics and Neighborhood Planning for the 
Fourth and Fifth Grades in New York City’s 
Public Schools. Teacher's Manual. 

ED 069 623 
The Wired City; A Handbook on Cable Televi- 
sion for Local Officials. 

ED 071 426// 


Community Problems 


Community Concerns Class: A Terminal Re- 


port. 

ED 076 445 
Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 
Analysis Series Number 7. 

ED 073 354 
Report from a National Workshop on Commu- 
nity Crisis Intervention, April 21-23, 1972. 

ED 067 329 
Shutdown: The Impact of Plant Shutdown, Ex- 
tensive Employment Terminations and Layoffs 
on the Workers and the Community. 

ED 067 501 
Youth Problems and their Resolutions as 
Viewed by the Youth and by the Adults of 
Danville, Montour County, Pennsylvania. 

ED 072 320 


Community Programs 
Beginning a Program for Pregnant School-Age 
Girls. Information Series #1. 
ED 070 184// 


Behavior Modification in Court and Communi- 

ty Treatment Programs for Juvenile Offenders. 
ED 079 6016 

Better Ways to Help Youth: Three Youth Ser- 


vices Systems. 

ED 073 608 
Building Foundations for Educational Change. 

ED 080 205 
Cablevision for Continuing Education and 
Community Programs, Conference Presenta- 
tions (Regina, November 28-29, 1972). 

ED 078 246 
Citizen Advocacy for the Handicapped, Im- 
paired, and Disadvantaged: An Overview. 

ED 077 169 
Community-Career Orientation Program. Finai 


Report. 
ED 068 734 
Community Family Day Care Project. Final Re- 


port. 
ED 078 960 
Community Manpower Services for the Disad- 


vantaged. 
ED 067 434 





A Comparison of a Sample of Full Year and 
Summer Head Start Programs Operated by 
Cc ity Action Ag and Local Educa- 
tion Agencies. 





ED 067 154 
A Handbook for University-Community Discus- 
sion of Urban Problems. A Model for Urban 
Study Programs Involving College Students and 
Community Adults. 

ED 069 957 


The Happy Hooker in the Classroom: Female 
Rights and Professional Responsibilities. 
ED 077 028 
If You're Young and Black... A Report of a 
Summer Program with Black Male Youth in 
Tucson, Arizona, with Recommendations for 
Program Development. 
ED 079 445 
LEADER: Literacy Educati Assist for 
the Development of Educationa! Resources. A 
Handbook for Organizers of Basic Reading 
Programs for Adults and Teenagers. 
ED 078 234// 
ity Child Care Center. 
ED 069 364 
Local Coordinating Committee Handbook. 
ED 075 797 
MR 72, Islands of Excellence. Report of the 
President’s Committee on Mental Retardation. 
ED 077 170 
New Careers Program Assistance Bulletin, 
February 1969-September 1970. 








Li ing Your C 


ED 074 297// 
Open the Door...See the People. A Descriptive 
Report of the Second Year of the Community 
Family Day Care Project. 
ED 071 737 
Program IMPACT. Community Service and 
Continuing Education, Higher Education Act 
of 1965--Title I. 6th Annual Report. 
ED 068 759 
Program IMPACT; Community Service and 
tinuing Education Under Title I of the 
Higher Education Act of 1965. Seventh Annnal 
Report. 





ED 076 886 
Programs for Rurai Development: A Compara- 
tive Study of Three Mississippi Multicounty 


Centers. 

ED 071 799 
Reaching the Unreached: A Children’s Com- 
munity Mental Health Program in the Inner 


City. 
ED 073 205 
Relationship of the Follow Through Evaluation 


to Local Needs. 
ED 076 260 


School Volunteer Program. Progress Report 


September 15, 1971-June 15, 1972. 
ED 078 264 


Standards for Personnel Training in Mental Re- 
tardation and Related Developmental Han- 


dicaps. 
ED 074 662 


A Story About People. 
ED 076 012 


Strategies in Urban Community Mental Health. 
ED 078 321 


A Superintendent Looks at Continuing Educa- 


tion. 

ED 068 817 
University-Urban Interface Program Phase IV, 
Progress Report 2. 

ED 071 631 


Community Recreation Legislation 


Outdoor Recreation Action: Federal, State, Lo- 
cal, Private. 
ED 074 019 


Community Relations 
Explorations in Experiential Learning. 
ED 077 391 


From Hospital to Community: A Self-Help Pro- 
gram to Promote the Transition. 
ED 075 721// 


Inter-Group Cooperation and Urban Problem- 
Solving: Observation on a Community Long- 
Range Goals Project. 

ED 077 390 


University-Urban Interface Program: Phase IV 


Progress Report 3. 
ED 077 394 


Urban Citizens and Their Satisfaction with a 
University. 
ED 077 339 


Community Resources 


Asian-African Pupil Resource Project. Final 
Program Report. 

ED 080 434 
BOCES Field Trip Guide. 

ED 067 349 
Community-Career Orientation Program. Final 


Report. 
ED 068 734 


Community Resources Workshops. A First Step 
Toward Better Industry-Education Coopera- 


tion. 
ED 079 214 
Comprehensive Community Environmental In- 


ventory, Yarmouth, Maine. 

ED 067 235 
A Directory of Primary and Community 
Resources in the PROBE Area. 

ED 079 201 
The Greening of the High School. A Report on 


a Conference. 
ED 077 202 


Guidelines for Planning and Implementing a 
Comprehensive Community Environmental In- 


ventory. 

ED 067 233 
Innovative Projects in Distributive Education. 

ED 073 274 
Involving the Community in Career Education. 

ED 076 760// 

MIDNY -- Case Study #2: An Effective 
Process for Rural Planning. 

ED 067 550 
MIDNY -- CASE STUDY #11: Testing the 
MIDNY Project Pilot Results in the Greater 
Egypt Region of Southern Illinois. 

ED 067 551 
Obtaining Local R for County Exten- 
sion Programs. 





ED 074 379 
Perceptions Regarding Neighborhood and 
Metropolitan Resources of High School Stu- 
dents in Differing Parts of a Metropolitan Area. 
ED 069 815 


Community Responsibility 
Cable Television; A Summary Overview for 
Local Decisionmaking. 
ED 074 779// 


Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 5. Governmental 
Responsibilities for Civil Defense. 

ED 074 315 


The Next Step in the Struggle for Comprehen- 
sive Child Care. 
ED 076 252 


Community Role 
Career Education Model. 
ED 073 251 
Community Involvement and Teacher Educa- 
tion: One Experimental Program. The Universi- 
ty of Connecticut Technical Paper. 
ED 075 367 
Desegregation: How Schools are Meeting 
Historic Challenge. Current Trends in School 
Policies and Programs Series, Number 3. 
ED 075 537 
Educational Governance. The Governor? The 
Legislature? The Board of Education? 
ED 078 502 
Some Principles and Procedures Useful in 
Planning County Extension Programs. A 
Research Summary of a Graduate Study. 
ED 078 282 
Toward More Effective Involvement of the 
Community in the School. An Occasional 


Paper. 
ED 072 527 


University Impact on Local Economy. 
ED 080 094 


Community School Directors 
The Community School and Its Concepts. 
ED 073 531 


Community Schools 

{Baugo Community Schools Title Ill Project 
Overview and Program Brochure.] 

ED 070 5i5 
The Community School and Its Concepts. 

ED 073 531 
Cc ity Schools in Developing Countries. 
International Studies in Education 23. 

ED 074 381// 

Cc ity Schools: New Hope for Education. 

ED 071 191 








Subject Index 123 


Die Gesamtschule als Erziehungsprinzip der 
Kibbuzgemeinschaft (The Comprehensive 
School as the Educational Principle of the Kib- 


butz). 

ED 074 798 
The Educative Community. Linking the Com- 
munity, School, and Family. The Professional 


Education Series. 
ED 078 575// 


ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Alternative Schooling: New 
Patterns in Education. ERIC Abstracts Series, 
Number Twenty-two. 

ED 070 176 
Maximizing Use of Community Resources in 
the Teaching of English: A Survey of Profes- 
sional Opinion. 


ED 074 506// 
Obtaining C ity Input in the Planning of 
Community Services: A Model. 





ED 073 745 
A Ten-Year Plan for Indian Education: With 
Particular Reference to Navajo Community 
Schools. 

ED 075 137 
Year-Round Community Schools: A 
Framework for Administrative Leadership. 

ED 079 838 


Community Service Programs 

Atlanta Service-Learning Conference Report. 

ED 072 718 
Community Colleges, Health-Related Social 
Problems, and the Community Services Func- 
tion. 

ED 078 327 
Community Mental Health Workers Project: 
Report I (January 1971), Report Il (February 
1971), Report Ill (June 1971), and Report IV 
(March 1973). 

ED 079 477 
Dynamics, Role, and Function in Inter-Univer- 
sity Collaboration. Final Report. 

ED 068 044 
An Evaluation of the Rural Community 
Assistance Consortium (June 1971 through 
September 1972). 

ED 078 269 


Evaluation of the Title I (HEA, 1965) Program 
in California, 1966-1971. Developing Commu- 
nity Service and Continuing Education Pro- 
grams in California Higher Education Institu- 


tions. 

ED 070 364 
Governor’s Intern Program. Final Report. 

ED 070 374 
How Communities Finance Programs for 
Pregnant School-Age Girls. Information Series 
#2. 

ED 070 185// 

Man in the North Technical Paper: Saglouc 
Community Center Study. 

ED 077 632 
A Manual for Students Volunteering. 

ED 069 205 
Mountain Empire: The Community’s College. 

ED 078 815 
National Advisory Council on Extension and 
Continuing Education, Pursuant to Public Law 
89-329. Sixth Annual Report. Message from 
the President of the United States Transmitting 
the Sixth Annual Report of the National Ad- 
visory Council on Extension and Continuing 
Education; Ninety-Second Congress, Second 
Session. 

ED 076 863 
A Notebook on Service-Learning. 

ED 070 395 
A Preliminary Implementation Plan for Public 
Act 140. A Report Presented to the Connec- 
ticut Commission for Higher Education. 

ED 071 562 
Program IMPACT: Community Service and 
Continuing Education under Title I of the 
Higher Education Act of 1965. Fiscal Year 
1972 Annual Report for the State of Tennes- 


see. 

ED 072 348 
Program IMPACT: Community Service and 
Continuing Education, Higher Education Act 
of 1965 -- Title I. South Carolina Fiscal Year 
1972. Annual Report. 

ED 076 861 
Service-Learning as a Southern Strategy for In- 


novation in Undergraduate Education. 
ED 067 970 





124 Subject Index 


Smallfry Smiles: A Guide for Teaching Dental 


Health in Community Care Programs. 

ED 079 639 
The Social-Action Role of the University: San 
Juan, Puerto Rico. A Study of the Torrecilla 
Baja (Pinones) Community. Final Report. 

ED 074 992 
University-Urban Interface: Issues, Methodolo- 


y, Prospects. 
: ED 072 717 


Community Services 
Catron County, New Mexico. A Report on 
Manpower Resources. 
ED 080 234 


Community Manpower Services for the Disad- 
vantaged. 

ED 067 434 
Community Services Brief. , 

ED 078 812 
Community Services Study. 

ED 068 103 
Counseling and Community Services Center for 
the Deaf. A Comprehensive Counseling and 
Community Services Center for Deaf Adults. 
Final Report. 

ED 078 232 
Developing Community Service and Continuing 
Education Programs in California Higher Edu- 
cation Institutions. An Evaluation of the Title I 
(HEA, 1965) Program in California, 1966- 


1971. 

ED 069 944 
The Educational Specifications for Educational 
Facilities in the Britannia Community Services 
Centre. 

ED 077 091 
Evaluation of the Effectiveness of Pre- and 
Post-Enrollment Services to Job Corps Enrol- 
lees. Final Report. 

ED 075 593// 


Facilitating Learning Through the Use of Sup- 
portive Services in Adult Basic Education. 
Research to Practice Series. 
ED 079 $93// 

Generic Training Program for Community 
Workers in Human Services. Model Career 
Development Program for Community Mental 
Health Workers. 

ED 070 005 
HSMHA: A Place for Tomorrow’s Physicians. 

ED 078 782 
Humanistic Education Through Community 
Development. 

ED 074 422 
Involving the Community in Career Education. 

ED 076 760// 

Obtaining Community Input in the Planning of 
Community Services: A Model. 

ED.073 745 
The One-Patent Family: Report of an Inquiry 
on One-Parent Families in Canada. 

ED 069 939 
Papers of the Workshop on Current Rural 
Development Regional Research in the 
Northeast (Stratton Mountain, Vermont, July 
25-28, 1972). 

ED 077 609 
Planning for Creative Change in Mental Health 
Services: A_ Distillation of Principles on 
Research Utilization... Volumes | and 2. 

ED 068 850 
Recommendations for Developing the Retired 
Senior Volunteer Program. 

ED 076 887 


Rural Affairs Study Commission, A Report to 
the Governor and the General Assembly of the 
Commonwealth of Virginia, 1971. 

ED 070 542 
San Miguel County, New Mexico. A Report on 
Manpower Resources. 

ED 080 238 


Sources of Funding of Community Services in 
Public Community and Junior Colleges. 

ED 076 182 
Torrance County, New Mexico. A Report on 
Manpower Resources. 

ED 080 237 
University-Urban Interface Program Phase IV. 
Progress Report 1 (July, 1972-September, 
1972). 

ED 069 266 
University-Urban Interface Program. Phase III, 
Progress Report 4 (April 1972-June 1972). 

ED 070 698 
What Is Good Day Care? 

ED 069 392 


Community Size 
The Impact of Community Size and Urbaniza- 
tion on Values, Alienation and Satisfaction. 
ED 078 999 


Community Study 

Alpha Project. Townsight Canada. Project 
Canada West. 

ED 073 955 
Associational Structure and Community 
Development: A Comparative Study of Two 
Communities in Southern United States. 

ED 072 325 
The Buried Town of Beaver. 

ED 072 966// 

The Canurgo Report (Canadian Urban Govern- 
ment). Project Canada West. 

ED 072 989 
Changing Neighborhood and Clique Structure 
in Two Missouri Communities, 1955-66. 

ED 074 353 
Communities Around the World. Contrasting 
Communities. Teacher’s Resource Unit. 

ED 073 967 
Communities Around the World. Teacher's 
Guide to Grade Three. 

ED 073 968 
Community Concerns Class: A Terminal Re- 
port. 

ED 076 445 
Community Consultation Kit. 

ED 077 814 
Community Research Techniques. 

ED 077 794 
Community Resources Workshops. A First Step 
Toward Better Industry-Education Coopera- 
tion. 

ED 079 214 
Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 
Analysis Series Number 7. 

ED 073 354 
Ecological Dynamics of the Inner City: Implica- 
tions for Community Psychology. 

ED 069 835 
Informing the Public About Alternative Op- 
tions for Financing the Public Schools. Final 


Progress Report. 
ED 074 638 


Interdependence in an Urban Setting. (Second 
Annual Report). Project Canada West. 

ED 073 954 
Man in the North Technical Paper: Saglouc 
Community Center Study. 

ED 077 632 
The New City School. Profiles of Promise 5. 

ED 077 807 
Paying for Our Schools: Is There a Better Way? 
Basic Document. 

ED 074 639 
School Desegregation in the Carolinas: Two 


Case Studies. 
ED 075 566// 

University-Urban Interface Program. A Univer- 
sity and Its Community Confront Problems and 
Goals. 

ED 070 695 
University-Urban Interface Program. Pittsburgh 
Goals: Some Thoughts on Health Issues. 

ED 070 696 
University-Urban Interface Program. Pittsburgh 
Goals: Notes on Metropolitanism. 

ED 070 697 
University-Urban Interface Program. Pittsburgh 
Goals and Futures. 

ED 073 039 


Community Support 
Communicating with the Public. Analysis and 
Bibliography Series, Number Sixteen. 
ED 071 141 
Community Constraints on Academic Planning: 
Myths and Realities. 


ED 067 973 
School Bond Issues: Pass-Fail. Community Plan 


of Action in Support of Schools. 

ED 078 561 
Winning Bond Elections: A Treatise Covering 
Tactics Successfully Implemented in Recent 
lowa Bond Elections. 

ED 078 538 


Community Surveys 


Adolescent Health in Harlem. 
ED 072 158 
Adult Skills Training Center: Feasibility Study. 
ED 074 281 


Change in Self-Perception and Racial Attitude 
as a Result of Human Relations in a Parochial 
School System. Final Report. 

ED 072 152 
Citizen’s School Inquiry; -- Saskatoon, Sask. 

ED 078 528 
A College and Its Community: A Survey. 

ED 077 362 
Community Consultation Kit. 

ED 077 814 
Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 
Analysis Series Number 7. 

ED 073 354 
A Community Survey of the “Disadvantaged.” 

ED 077 495 
External College Survey. 

ED 067 096 
Goal Setting: Trenton Public Schools. 

ED 067 767 
Guidelines for C ity O ional Sur- 
veys in Vocat 1 Educati 








ED 078 188// 

Handbook for Community Manpower Surveys. 

ED 076 790 
A Study of Marriage Role Expectations of 
Women Living in Missouri Delta Counties as 
Related to Selected Characteristics. 

ED 068 750 
Urban Citizens and Their Satisfaction with a 
University. 

ED 077 339 


Commuting Students 
The Commuting Urban Student: Charac- 
teristics, Patterns, and Preferences. 
ED 072 547 


Comparability 
Title I Comparability: A Preliminary Evalua- 


tion. 
ED 070 148 


Comparative Analysis 

1972-73 Illinois Statewide High School Testing 
Program School Norms. 

ED 079 426 
Accountability in Physical Education: The Ef- 
fectiveness of the Physical Education Specialist. 

ED 078 068 
An Accounting System for Public Schools. A 
Memorandum. 

ED 073 559 
Achievement of Special Programme (Senior - 
A.V.) Graduates. 

ED 069 800 


An Analysis of Interests and Needs in Biology 
Concepts Associated with Health. 
ED 076 314// 

Analysis of Statewide Testing Program Results, 
1972-1973. Grades 1, 5, and 8 and ACT Re- 
port 1973. 

ED 079 421 
An Analysis of the Relationships of the Mul- 
tinunit School Organizational Structure and In- 
dividually Guided Education to the Learning 
Climate of Pupils. 

ED 077 148 
A. P. A. (American Psychological Association) 
Values Symposium Paper 1972. 

ED 069 413 
Art Education - Means or End? 

ED 078 835 
Associational Structure and Community 
Development: A Comparative Study of Two 

om ities in Southern United States. 

ED 072 325 
The Association Between Local School Ad- 
ministrators’ and Counselors’ Attitudes Toward 
Vocational Education and Selected Charac- 
teristics of Their Students Attending a Voca- 
tional-Technical School. 

ED 073 259// 


A Behavioral Comparison of Early and Late 
Starting Day-Care Children. 





ED 069 410 
Black Dialect: Current Linguistic Studies and 
Black American Novels. 

ED 073 478// 

Canada and the United States. Perspective. 
Learning Activity Packet. 

ED 080 438 
A Case for Using Factor Scores Rather than 
Summative Scores in Educational Research. 

ED 075 506 
C.E.E.B. and S.A.T.O. - Their Relationship. 

ED 079 318 





A Class of Tests for Multivariate Normality 
Based on Linear Functions of Order Statistics. 
ED 067 406 
Cognitive and Affective Orientations of Ele- 
mentary School Children Toward Air, Water, 
and Soil Pollution. 
ED 075 178// 


Comparative Analysis of Administrative Struc- 
tures of Educational Systems in Australia and 


Canada. 

ED 079 853 
A Comparative Analysis of Black and Mexican 
American Residential Segregation in 
Southwestern Cities. 

ED 076 267 
A Comparative Analysis of Selected Responses 
to the Four Year Follow-Up Questionnaires 
Returned by the Graduates of the Jackson 
County Adult Evening High School Classes of 
1967-68-69. 

ED 074 348 
A Comparative Analysis of Student Transfer 
Policies for Major Metropolitan School Dis- 
tricts in Oregon. A Working Paper. 

ED 066 804 
Comparative Approach to the Study of a 
White-Indian-Negro Caste System in Robeson 
County, North Carolina. 

ED 079 006 
Comparative Costs of Manpower Education: A 
Methodological Study. 

ED 072 214// 


The Comparative Effectiveness of Individually 
Prescribed Instruction and the Lecture Demon- 
stration Method to Achieve Behavioral Objec- 
tives for a Descriptive Astronomy Course. 
ED 076 325// 
A Comparative Evaluation of an Experimental 
Program for Preparation of School Principals in 
Terms of Potential Placement. 
ED 076 689 


The Comparative Rating Scale Model: Occupa- 
tional Program Evaluation in Higher Education. 
ED 080 756 
Comparative Studies of Blacks and Whites in 
the United States. Quantitative Studies in So- 
cial Relations Series. 
ED 075 532// 
Comparative Study of Educational Expenditure 
and Its Trends in O. E. C. D. Countries Since 
1950. Background Study No. 2. Conference on 
Policies for Educational Growth. (Paris, 
France, June 3-5, 1970.) 
ED 069 019 
A Comparative Study of Filmstrip Utilization 
with Educable Mentally Handicapped Students. 
ED 076 324// 
A Comparative Study of Proprietary and Non- 
Proprietary Vocational Training Programs. 
Volume I. Final Report. 
ED 067 523 


A Comparative Study of Recent Trends and 
Characteristics of Students Entering American 
Junior Colleges, 1968-72. 

ED 080 113 


A Comparative Study of the Effects of a Tradi- 
tional Social Studies Curriculum at the Sixth 
Grade Level and ‘‘Man: A Course of Study”. 


Final Report. 
ED 071 987 


A Comparative Study of Two Patterns of 
Cooperative Extension Organization in 
Colorado and Their Association with Goal 
Achievement, Job Satisfaction and Clientele 


Satisfaction. 
ED 076 852// 
Comparative Use and Value of INSPEC Ser- 


vices. 
ED 071 709 


A Comparison of Student Performance in a 
College Engineering Course Between Two Lec- 
ture Methods: A Taped Recording and a 
Printed Transcription. 

ED 076 322// 


A Comparison of the Use of Outdoor vs. In- 
door Laboratory Techniques in Teaching Biolo- 
gy to Prospective Elementary Teachers. 
ED 070 620// 
A Comparison of the Verbal Behaviors of 
Teachers in Interaction with Migrant and Non- 
Migrant Students. 
ED. 075 160 


A Comparison of Three Types of Day Care and 
Nursery School-Home Care. 

ED 078 910 
A Comparison of Two Approaches in Factor 
Studies of Student Ratings of Courses and In- 
structors. 

ED 076 639 
The Computation of Orthogonal Independent 
Cluster Solutions and Their Oblique Analogs in 
Factor Analysis. 

ED 074 156 
A Cost Analysis Comparison of University 
Funded Faculty Facsimile Service and Faculty 
Journal Circulation Privileges. 

ED 069 315 
Cost Effectiveness of Selected Cooperative Vo- 

tion Prog: as Compared with 

voqustonah Programs Without a Cooperative 
Component. Final Report. 

ED 080 671 


The Cost of Cataloguing: Three Systems Com- 
pared. 





ED 071 707// 
The Cost of Educational Operation: The Tradi- 
tional School Year Vs. the Year-round School. 
ED 077 117 
Cross-Cultural and Longitudinal Comparisons 
of Cognitive, Perceptual and Personality Mea- 
sures in Mexico and the United States. 
ED 079 183 
The Development of Antonym Adjective Struc- 
tures in Children. Final Report. 
ED 069 350 


The Dynamics of Modernization, A Study in 
Comparative History by C. E. Black: Some 
Suggestions for Classroom Use. Service Center 
Papers on Asian Studies Number 2. 

ED 068 426 
Educational Accomplishment Audit of the 
Bilingual Education Program. Harlandale Inde- 
pendent School District, San Marcos Indepen- 
dent School District, Southwest Texas State 
University, 1969-1970. 

ED 080 272 
Educational Accomplishment Audit of the 
Bilingual Education Program. Harlandale Inde- 
pendent School District, San Marcos Indepen- 
dent School District, Southwest Texas State 
University, 1970-71 

ED 080 273 
Educational Assessment and District Enroll- 
ment in Michigan. The Seventh Report of the 
1970-71 Michigan Educational Assessment 


Program. 

ED 072 086 
The Effect of the DISTAR Instructional System 
on First and Second Grade Achievement: An 
Evaluation of the 1971-1972 Title I Program of 
Winthrop, Massachusetts. 

ED 070 525 
The Effects of Age and Sex Upon a Com- 
parison Between Achievement Gains in Pro- 
grammed Instruction and Conventional Instruc- 
tion in Remedial Algebra I at Northern Vir- 
ginia Community College. 

ED 078 640 
An Empirical Comparison of Selected Two- 





Comparing Regressions When 
Error Variances Are Known. 
ED 079 352 


A Comparison of Panizzi’s 91 Rules and the 
AACR of 1967. 
ED 071 711 


A Comparison of Ranking and Rating Methods 
by Multidimensional Matching. 
ED 076 701 


A Comparison of Selected Personal and Educa- 
tional Characteristics of Electronics Techni- 
cians and of Students in Electronics Technolo- 
gy Programs in Wisconsin. 

ED 075 679// 


A Comparison of Selected School Effectiveness 


Measures Based on Longitudinal Data. 
ED 078 055 


ple Hypothesis Testing Procedures Which 

Are Locally Most Powerful Under Certain 
Conditions. 

ED 078 002 

An Empirical Comparison of the Accuracy of 

Selected Multivariate Classification Rules. 

ED 075 496 


An Empirical Comparison of Two Path Coeffi- 


cient Estimates. 
ED 074 148 


An Empirical Investigation of the Permutation 
T-Test as Compared to Student’s T-Test and 
the Mann-Whitney U-Test. Report from the 
Quality Verification Program. 

ED 075 491 


Environmental Assessment: A Comparative 
Analysis of Four Cities. 


Subject Index 125 


ED 077 661// 

Environmental Impact Analysis: Philosophy and 
Methods. 

ED 070 640 
Equipment-Device Task Commonality Analysis 
and Transfer of Training. Technical Report 70- 
7. 

ED 078 662 
Equivalent Validity of a Completely Compu- 
terized MMPI. Tech Memo Number 48. 

ED 072 657 
An Evaluation of the Listen Look Learn Pro- 
gram at Tecumseh Elementary School During 
1971-72. 

ED 077 962 
The Evaluation of Unitary & Central Type Air- 
Conditioning Systems in Selected Florida 
Schools. 

ED 077 088 
Expressed Needs and Interests as a Basis of Sex 
Education for Ninth Grade Students. 

ED 076 312// 

Extension Staff Perceptions of Community 
Resource Development in Three States. 

ED 078 303 
Family Day Care: Some Observations. 

ED 072 856 
Final Ed ional Accomplishment Audit of 
the Bilingual Education Program. Harlandale 
Independent School District, San Marcos Inde- 
pendent School District, Southwest Texas State 
University, 1971-72 





ED 080 274 
Four-Quarter Extended Year Program. Second 
Evaluation Report: Park Elementary School. 
ED 075 902 
Governor’s Honors Program Participant End- 
of-Program Questionnaire. Appendix J. 
ED 073 152// 
The Harmonic Mean and Kramer Unequal n 
Forms of the Tukey Statistic. 
ED 074 077 
Historical Change in Occupational Frames of 
Reference of Black and White Southern Youth: 
1966-1972. 
ED 078 997 
The Impact of “Sesame Street” on Primary Pu- 
pils in Vancouver. 
ED 077 988 
Increasing the Effectiveness of Educational 
Demonstration Programs. A Report. 
ED 075 952// 
Intensive Evaluation of Head Start Implementa- 
tion in the Tucson Early Education Model. 
ED 071 778 
Interorganizational Measurement: Differences 
Between Hierarchical Levels of Organizations. 
9 005 
An Investigation of the Singing Abilities of Kin- 
dergarten and First Grade Children in East 
Texas. 
ED 069 431 
Latino and Anglo in Holland, Michigan. A 
Comparison of Their Economic, Housing and 
Educational Characteristics Based on Data 
from the 1970 U.S. Census. 
ED 075 146 
Live Versus Televised Observations of Social 
Behavior in Preschool Children. 
ED 071 735 
Of Measurement and Mistakes. 
ED 078 020 
Between 





Methods of Establishing Equival 
Degrees and Diplomas. 

ED 080 036 
Milieu and Observer Differences in Environ- 
mental Associations. 

ED 077 663// 

Mini-Versus Traditional: An Experimental 
Study of High School Social Studies Curricula. 

ED 076 471 
Multivariate Comparison of Two Model 
Preschool Programs. 

ED 079 360 
A Note on Allocating Items to Subtests in Mul- 
tiple Matrix Sampling and Approximating Stan- 
dard Errors of Estimate with the Jackknife. 

ED 075 502 
A Note on Minority Group Test Bias Studies. 

ED 077 964 
Outdoor Versus Indoor Learning in Elementary 


School Science. 
ED 075 167// 


Perceived Difficulty of Items in a Test of 
Reasoning Ability. 
ED 080 550 





126 Subject Index 


Performance in/Four Army Jobs by Men at 
Different Aptitude (AFQT) Levels: 3. The Ra- 
tionship of AFQT and Job Experience to Job 
Performance. 

ED 072 110 


Pilot Program on Common Status Measures 
Objective-Referenced Tests. Colorado Evalua- 
tion Project, Report No. 1. 

ED 080 570 
The Political Left on Campus and In Society: 
The Active Decades. Final Report. 

ED 071 988 
Professional Education For Experienced 
Managers: A Comparison of the MBA and Ex- 
ecutive Development Programs. 

ED 068 821 
The Rationale for Canadian Studies in Schools 
of the United States. 

ED 075 268 
A Relationship ‘Between Field-Dependency-In- 
dependency and Set: A Western and Soviet 
View. 

ED 076 896 
The Relationship between Navy Classification 
Test Scores and Final School Grades in 98 
Class “A” Schodls. 

ED 069 727// 

The Relationship between Polish and Other 
Slavic Languages. 

ED 077 275 
Retirement and Migration in the North Central 
States: Comparative Analysis of Life and 
Retirement Satisfaction: Wisconsin, Florida, 
and Arizona. 

ED 066 631 
The Road to Work: Technical School Training 
or Directed Duty Assignment. 

ED 075 722// 

School Expense in Fiscally Dependent School 
Systems Compared with Total City Expense, 
1970-71. ERS Circular No. 1. 

ED 078 549 
Secondary Evaluations. 

ED 073 138 
The Significance of Sibling Position and the 
Frequency of Participation by Adults in Group 
Counseling Activities. 

ED 078 289 
Similarities and Differences in Teacher Charac- 
teristics among Ethnic Groups Represented in 
the United States. 

ED 078 041 
Social Structure and Resistance to Change. 

ED 068 245 
Some Cultural and Grammatical Aspects of 
Gender in Hindi and Urdu. 

ED 074 822 
In Step with the States. A Comparison of State 
and Indian Service Educational Objectives and 
Methods. 

ED 077 615 
Student Reactions to the Transition from Open 
Elementary School to Junior High School: A 
Case Study. 

ED 069 040 
A Study of Marriage Role Expectations of 
Women Living:in Missouri Delta Counties as 
Related to Selected Characteristics. 

ED 068 750 
A Study of the 'W Grade at Southwestern Col- 
lege, Fall 1971. 

ED 077 505 
Survey of State Education Department 
Research, Development, Demonstration, Dis- 
semination and Evaluation RDDDE, 1969-70. 

ED 078 548 
A Survey of Time Required to Complete Un- 
dergraduate Courses by Correspondence Stu- 
dents and by Residence Students. 

ED 067 556 


A Survey Study of the Comparative Status of 
Understanding and Reasoning in Conservation 
Concepts by Ninth Grade Students in the 
Public Schools of South Carolina. 
ED 076 320// 

Syntactic Typology and Contrastive Studies. 
Research on Syntactic Typology, Volume I of 
III Volumes. A Final Substantive Report. 

ED 067 961 
The Tavistock Group Relations Conference: 
Description and Comparisen with Laboratory 
Training. A CRUSK-ISR Working Paper. 

ED 075 895 
Teaching About North America. 

ED 075 309 


A Technical, User and Cost Comparison Study 
of Microfiche Duplicate Film Material. Final 


Report. 

ED 078 697 
Two Papers on English-Hungarian Contrastive 
Phonology. 

ED 072 688 
Undertaking Program Comparisons in Curricu- 
lum Evaluation. 

ED 078 090 
The Use of a Comparative Analysis as an 
Evaluation of a Junior High School Conserva- 
tion Education Program. 

ED 076 308// 

The Use of Multiple Matrix Sampling to Ap- 
proximate Norm Distributions: An Empirical 
Comparison of Two Models. 

ED 076 614 
Use of Spanish and Aspirations for Social Mo- 
bility Among Chicanos: A _ Synthesis and 
Evaluation of Texas and Colorado Findings. 

ED 075 128 
Visual Preferences of Down's Syndrome and 
Normal Infants. 

ED 068 169 
Will He Take Over? A_ Longitudinal, Five 
County Study of Patterns of Establishment in 
Farming by Wisconsin’s Farm Youth. 

ED 079 563 
A World Curriculum for United States Schools. 

ED 075 284 
World Survey of Educati V: Educational 
Policy, Legislation and Administration. 

ED 078 534// 

World Survey of Research in Comparative 
Adult Education: A Directory of Institutions 
and Personnel, 1972. 





ED 066 650 


Comparative Education 

Aims and Control of the Universities: A Com- 
parative Study of Academic Governance in 
Sweden and the United States. 

ED 071 628 
Alternatives for Educational Development: 
Case Studies or Practical Applications. 

ED 070 714 
American Dissertations on Foreign Education. 
A Bibliography with Abstracts. Canada: 


Volume |. 

ED 068 400// 
American Dissertations on Foreign Education. 
A Bibliography with Abstracts. India: Volume 
- 


ED 068 401// 
American Dissertations on Foreign Education. 
A Bibliography with Abstracts. Volume III, 
Japan. 
ED 076 443// 
An Annotated Bibliography on the British In- 
fant School. 
ED 072 866 
An Approach to Comparative Adult Education. 
Papers by Members of a Graduate Seminar. 
ED 070 923 
Art Education: An International Survey. 
ED 069 579// 
The Audio-Visual Services in Canada and the 
United States. Comparative Study on the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 3. 
ED 071 406// 
The Audio-Visual Services in Socialist Coun- 
tries. Comparative Study on the Administration 
of Audio-Visual Services in Advanced and 
Developing Countries. Part 2. 
ED 071 405// 
The Audio-Visual Services in Western Europe- 
an Countries. Comparative Study On the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 1. 
ED 071 404// 
Bibliographies in Non-Formal Education. 
Number 1: Non-Formal Education in 
Anthropological Perspective. 
ED 068 428 
China: The Cultural Revolution: Its Aftermath 
and Effects on Education and Society: A Select 
and Partially Annotated Bibliography. Educa- 
tion Library Bulletin. Supplement Sixteen. 
ED 079 166// 
Chinese Education and Society: A_Biblio- 
graphic Guide. The Cultural Revolution and its 


Aftermath. 

ED 068 411// 
Classification of Educational Systems in OECD 
Member Countries: Finland, Germany, Japan. 


ED 067 347 

Classification of Educational Systems: Nether- 
lands, Sweden, Turkey. 

ED 068 409// 


Classification of Educational Systems in OECD 
Member Countries. United Kingdom: England 
and Wales, Northern Ireland, Scotland. 

ED 076 453 
Classification of Educational Systems in OECD 
Member Countries. France, Norway, Spain. 

ED 076 465 
Comparative Higher Education: Sources of In- 
formation. 

ED 070 390 
Comparative Reading: Cross-National Studies 
of Behavior and Processes in Reading and 
Writing. 

ED 076 929// 

A Comparative Study of the Academic 
Achie ts of S dary Age Students of 
the United States and the British Isles. 

ED 069 599 
Comprehensive School in Finland. Goals and 
an Outline for a Curriculum. 





ED 079 178 
Council of Europe News-Letter 1/73. 

ED 077 681 
Council of Europe News-Letter 2/73. 

ED 079 117 
Council of Europe News-Letter 3/72. 

ED 068 297 
Council of Europe News-Letter 3/73. 

ED 079 118 
Council of Europe News-Letter 5/72. 

ED 076 361 
Country Education Profiles: Afghanistan 

ED 075 318 
Country Education Profiles: Albania. 

ED 075 319 
Country Education Profiles: Algeria. 

ED 075 320 
Country Education Profiles: Australia, and 
Australia-Territories (Papua, New Guinea and 
Norfolk Island). 

ED 075 321 
Country Education Profiles: Austria. 

ED 075 322 
Country Education Profiles: Bahrain. 

ED 075 323 
Country Education Profiles: Belgium. 

ED 075 324 
Country Education Profiles: Botswana. 

ED 075 325 
Country Education Profiles: Bulgaria. 

ED 075 326 
Country Education Profiles: Burundi. 

ED 075 327 
The Development of Higher Education in 


Africa. 
ED 067 013// 
Educational Development in Guinea, Mali, 
Senegal, and Ivory Coast. 
ED 069 581 
Educational Policy and Planning. France. 
ED 076 456 


Educational Policy and Planning. Germany. 
ED 077 786 
Educational Reform in Finland in the 1970's. 
ED 069 569 
Educational Research in Seven European So- 


cialist Countries. A Survey, 1969. 
ED 070 704// 

Educational Statistics of the Republic of China. 

ED 067 268 
The Educational System of Turkey. 

ED 071 992 
Education and Italy. 

ED 067 340 
Education in Britain. 

ED 067 335 
Education in Finland. 

ED 069 570 


ED 076 326 
Education in Taiwan Province, Republic of 
China. 


Education in Taiwan Province. 


ED 076 327 

Education in the Communist Zone of Laos. 
ED 068 398// 

Education in the Republic of China. 

ED 067 267 
The “Graduate” Study. 

ED 074 794 
Growth and Change: Perspectives of Education 


in Asia. 

ED 080 398// 
Indian Educational Material. (Period Covered 
January-March 1972.) Volume 7, Number 1. 





ED 077 825 
Indian Educational Material. Annotated Quar- 
terly Bibliography. Volume 6, Number 1. 

ED 067 334 
Indian Educational Material. Annotated Quar- 
terly Bibliography. Volume 6, Number 3 
(Period Covered: July-September 1971). 

ED 071 985 
Indian Educational Material. Annotated Quar- 
terly Bibliography. Volume 6, Number 4, 
(Period Covered October-December 1971). 

ED 075 287 
Indian Educational Material. Annotated Quar- 
terly Bibliography. Volume 7, Number 2, 
(Period Covered April-June 1972). 

ED 076 485 
Initiatives in Education: A World Profile for 
1971-1972. 

ED 077 820// 

Innovation in Education--Norway. Technical 
Report. 

ED 069 572 
International Conference on Public Education. 
XXXIst Session. Geneva 1968 Summary Re- 


port. 
ED 077 834// 

International Education and Alternatives for 
Educational Development. 

ED 070 711 
International Education: Understandings and 
Misunderstandings. 

ED 073 979 


International Education Year 1970. Reflections 
on Democratization of Secondary and Higher 
Education. 
ED 068 415 
International Equivalences in Access to Higher 
Education. 
ED 077 348// 
International/int al Education of ogy 
ED 075 338 
Learning to Be: The World of Education Today 


and Tomorrow. 
ED 070 736// 
Malnutrition and Endemic Diseases: Their Ef- 
fects on Education in the Developing Coun- 
tries. Report on a Meeting of Experts from 2 to 
6 November 1970. 
ED 077 819 


Methods of Establishing Equivalences Between 
Degrees and Diplomas. 
ED 080 036 


Multi-Media Systems in Adult Education; 
Twelve Project Descriptions in Nine Countries. 
ED 067 817 
Museums, Imagination and Education. 
ED 077 828// 
Paulo Freire and Concientizacion in Latin 
America. 





ED 072 334 
The Place of Anthropology in a National In- 
stitute of Education. Report of a Planning Con- 
ference for the NIE Planning Unit. 

ED 074 013 
Primary Schooling in Zambia. Final Report. 

ED 067 729 
Progress of Education in the Asian Region. 
Statistical Supplement. 

ED 075 294 


Reviews of National Policies for Education. 


Germany. - 
ED 076 458 


The Role of Research in Educational Change. 
ED 070 705// 


Secondary Education, Social Structure and 
Development in Latin America. 
ED 075 278 


Selected Bibliography of Educational Materials; 
Algeria, Libya, Morocco, Tunisia. Volume 5, 


Number 3 

ED 071 980 
Selected Bibliography of Educational Materials: 
Algeria, Libya, Morocco, Tunisia. Volume 5, 


Number 2. 

ED 071 981 
Selected Bibliography of Polish Educational 
Materials. Volume 10, Number 4. 

ED 069 596 


Selected Bibliography of Polish Educational 
Materials. Volume 11, Number 1. 
ED 077 833 


Selected Bibliography of Yugoslav Educational 
Materials. Volume 7, Number 4. 
ED 067 322 


Selected Bibliography of Yugoslav Educational 
Materials. Volume 8, Number 3, 1972. 
ED 076 478 


Self-Help Barrio High Schools: The Story of 
250,000 Students Learning Their Education 
and Preparing Themselves for Life. 

ED 073 042// 
Significant Developments in Local School 
Systems. Ontario’s Educative Society Series, 


Volume Six. 

ED 076 442// 
Some General Findings from the IEA Surveys 
in Science, Reading Comprehension, and 


Literature. 

ED 079 191 
Study on the Equality of Access of Girls and 
Women to Education in the Context of Rural 
Development. 

ED 076 446 
Teacher Education in Sweden. 

ED 073 090 
Types of Schooling for De ping Nations. 
Occasional Paper of the International and 
Development Education Clearinghouse. 

ED 070 700 
World Survey of Education, V: Educational 
Policy, Legislation and Administration. 

ED 078 534// 

World Survey of Research in Comparative 
Adult Education: A Directory of Institutions 
and Personnel, 1972. 





ED 066 650 
World Survey of Research in Comparative 
Adult Education: A Meenela of Institutions 
and Personnel, 1972 (Suppl ,» Oct a 


1972). 
ED 068 825 





Comparative Statistics 
Changing Characteristics of the West Virginia 
Population: 1940-1970. 
ED 072 877 
Cost Benefit Analysis. Community College of 
Vermont. 
ED 072 773 
Differences in Academic Capability Between 
Rural Youth Planning and Not Planning to Go 


to College. 

ED 072 881 
Educational Expansion in the O. E. C. D. 
Countries Since 1950. Background Study No. 
1. Conference on Policies for Educational 
Growth. (Paris, France, June 3-5, 1970.) 

ED 069 018 
The Effects of Variance Heterogeneity on 
Simultaneous Multiple Comparison Procedures 
with Equal Sample Size. 

ED 074 081 


The Evaluation of Unitary & Central Type Air- 
Conditioning Systems in Selected Florida 


Schools. 

ED 077 088 
Florida Educational Opinion Survey, 1970. 

ED 074 630 
Fourth Year Results in Experiments in Early 
Education: A Comparative Assessment of Pro- 
ject Follow-Through, Project Kead and the 
Basal Reading Program. 

ED 077 873 


A Manual for Enforcing Title | Comparability. 

ED 075 539 
Paying for Public Schools. Issues of School 
Finance in California. 

ED 074 597// 

Salary Schedules and Fringe Benefits for 
Teachers, 1972-73. 

ED 075 910 


State and Local Revenue Potential, 1971. 
ED 073 523 
Teaching Staff and Educational Expansion in 
Member Countries Since 1950. Background 
Study No. 3. Conference on Policies for Educa- 
tional Growth. (Paris, France, June 3-5, 1970.) 
D 069 020 
The Use of Correlates of Achievement in State- 
wide Assessment. 
ED 080 533 


Comparative Testing 


Local District and School Report: Explanatory 
Materials. The Third Report of the 1971-1972 
Michigan Educational Assessment Program. 

ED 068 504 
Rehabilitation Counseling Outcome of Multi- 
Disabled Persons: Comparison of Success and 
Failure Groups Using the MMPI and Demo- 


graphic Data. 
ED 067 586 
A Study of English Vocabulary Comparing 


Eskimo and Caucasian Children. Final Report. 
ED 072 705 


Subject Index 127 


Survey of Achievement in Arithmetic in Year 
Three of Vancouver Schools, May 29-June 2, 
1972. Research Report. 

ED 074 113 


Survey of Achievement in Reading in Grade 5 
of Vancouver Schools, November 29- 
December 3, 1971. Research Report. 

ED 074 115 


COMPASS Battery 
Computer-Generated Assessment Reports in 
Personalized Teacher Education Programs. 

ED 074 090 


Compensatory Education 
Accountability in Comp y Ed 





ED 075 918 
Beyond “Compensatory Education.” A New 
hb to Rd + Child 


ED 078 118 
Can Compensatory Education Improve the 
Self-Image of Socially and Culturally Different 
Children? 





ED 076 724 
Compensatory Education. 
ED 074 179// 
Compensatory Education in Two-Year Col- 
leges. Report No. 2 
ED 078 818 


Compensatory Education Versus Education 
Based Upon Creative Positives. 
ED 076 726 
Curriculum Planning for Compensatory Educa- 
tion--a Suggested Procedure. Schools Council 
Pamphlet Number 5. 
ED 067 425// 


The Education of the Culturally Different: A 
Multi-Cultural Approach. A Handbook for 


Educators. 

ED 075 142 
Equal Educational Opportunities Act. Hearing 
Before the General Subcommittee on Educa- 
tion of the Committee on Education and 
Labor, House of Representatives, Ninety- 
Second Congress, Second Session on H.R. 
13915, H.R. 13983, and H.R. 15299. Bills to 
Further the Achievement of Equal Educational 
Opportunities. Hearing Held Washington, D.C., 
June 28, 1972. 

ED 072 159 


Follow Through Program Sponsors. 

ED 080 494 
Handbook for Washington State School District 
Migrant Education Advisory Councils, 1972. 

ED 067 201 
Hearings Before the Committee on Education 
and oan House of Representatives, Ninety- 
Ss Ss d Session on H. R. 44, 
H. R. a “H. R. 1491, H. R. 6179, H. R. 
71796, 4H. R. 12695 arid Related 
Proposals...Oversight Hearings on Elementary 
and Secondary Education. Hearings Held 
Washington, D. C., September 26-28, and Oc- 
tober 4 and 11, 1972. 

ED 075 530 


An Innovative Program for Prevention of Read- 
ing Failure in Disadvantaged Pre-School Chil- 
dren by Home Intervention. 

SD 068 175 


hi 








Innovative Techni 
cally Disadvantaged Coleg ‘idee’. 

ED 070 785 
The Learning to Learn Program. Final Report. 

ED 066 669 
Model Programs; Compensatory Education. 
Learning to Learn Program, Jacksonville, 
Florida. 

=D | 067 605 





Model Programs, C y 
Diagnostic Reading Clinic, Cleveldide Ohio. 
ED 067 628 
Model Programs, Compensato Education. 
Project Conquest, East St. Louis, Illinois. 
ED ) 067 629 





Model Programs, C y 
Remedial Reading Laboratories, El Peon Tex- 


as. 
ED 067 631 
Model Programs: Compensatory Education. 
The Juan Morel Campos Bilingual Center, 
Chicago, Illinois. 
ED 067 959 


Model Programs Compensatory Education: 
Mother-Child Home Program, Freeport, New 
York. 

a 069 419 





Model Programs Comp 
More Effective Schools ‘Program, New York, 
New York. 





128 Subject Index 


ED 069 420 
Model Programs Compensatory Education: 


Preschool Program, Fresno, California. 
ED | 069 421 





Model Programs Comp 
Project Early Push, Buffalo, New Von. 
ED 069 422 


The Open Door, or the Revolving Door: Which 


Way, Texas? 
ED 071 655 
Planned Variation in Head Start and Follow 


Through. 
ED 069 355 
Project MARS, Leominster, Massachusetts. 


Compensatory Education, Model “aa 
067 633 


Psycho-Educational Intervention Beginning at 
Age Two: Reflections and Outcomes. 
ED 068 161 


Reforming the Title I Distribution Formula. 

ED 074 603 
The Schools and Social Reform: The Case of 
Compensatory Education. 

ED 073 215 


A Study of the Effectiveness of a Summer 
Head Start Program on the Achievement of 
First Grade Children. 

ED 068 903// 


Success Breeds Success: Basic Studies. 1971-72 


Report. 
ED 068 083 
Ra ti 


dar 





Title I. Elementary and S 
Act in Rhode Island. Sixth Annual Evaluation, 
Fiscal Year 1970-71. 

ED 074 601 


Washington State Migrant Programs. Annual 
Report and Evaluation, 1970-71. 
ED 067 200 


Compensatory Education Programs 

An Analysis of the Relationship Between Read- 
ing and Mathematics Achievement Gains and 
Per-pupil Expenditures in California Title I 
Projects, Fiscal Year 1972. Final Report. 

ED 074 189 
Annual Report of Programs for the Disad- 
vantaged in Texas, ESEA, Title I, 1971-72. 

ED 072 142 
Another Look at Compensatory Education. 

ED 071 759 
Assistance to Local Follow Through Programs. 
Annual Report. 

ED 073 830 
A Better Chance: Evaluation of Student At- 
titudes and Academic Performance, 1964- 
1972. 


ED 075 556 
Black, Asian, and White Students in the Educa- 
tional Opportunity Program. 

ED 073 220 
Care and Education of the Young Child. 

ED 071 758 
Classroom by Classroom Analysis of the Impact 
of a Compensatory Education Program. 

ED 078 094 
Compensatory Prekindergarteners’' 1.Q. Gain 
Correlated with Third Grade Reading Achieve- 


ment. 

ED 080 179 
Conflicting Viewpoints That Affect Design, 
Analysis, Interpretations, and Reporting in the 
National Follow Through Evaluation. 

ED 076 674 
A Critique of the Report by Irv Garfinkel and 
Edward M. Gramlich entitled “A Statistical 
Analysis of the OEO Experiment in Per- 
formance Contracting.” 

ED 075 517 


Demonstration of Home-Oriented Early Child- 
hood Education Program. Final Report. 

ED 069 391 
Detroit College Opportunity Program. “Prepar- 
ing College Bound Youth”, Evaluation of the 
Detroit College Opportunity Program, Funded 
Under Title I of the Elementary and Secondary 
Education Act. 

ED 074 168 


Directory of Full Year Head Start Programs. 

ED 076 259 
Disadvantaged Children and Their First School 
Experiences; ETS-Head Start Longitudinal Stu- 
dy. Structural Stability and Change in the Test 
Performance of Urban Preschool Children. 

ED 078 011 
District Evaluator’s Handbook of Selected 
Evaluation Procedures for Categorically Aided 
Programs Serving Disadvantaged Learners. 

ED 069 839 


Educational Opportunities Programs for 
Minority and Low-Income Students in Califor- 
nia and U.S. Colleges and Universities. 

ED 069 830// 
The Effect of Incentives on Reading Readiness 


Skills. Final Report. 
ED 075 093 


Effects of a Five-Year Compensatory Educa- 
tion Program on Social, Intellectual, Linguistic, 
and Academic Development. 

ED 067 165 


The Effects of Title 1, ESEA: An Exploratory 


Study. 

ED 073 216 
Environment, Intelligence, and Scholastic 
Achievement: A Compilation of Testimony to 
the Select Committee on Equal Educational 
Opportunity, United States Senate. 
ED 067 433// 
ESEA Title I Evaluation Report: Programs for 
Educationally Deprived Children, September, 
1971-August, 1972. 

ED 073 194 


Evaluation of ESEA Title I Programs for the 

District of Columbia, 1970-71. Final Report. 
ED 075 529 

Evaluation of Project R-3, San Jose, Calif., 


1971-72. 

ED 067 432 
An Evaluation of the State Urban Education 
Programs, Community School District 1, New 
York City Board of Education. Final Report. 

ED 072 127 
An Evaluation of the State Urban Education 
Programs, Community School District 27, New 
York City Board of Education. Final Report. 

ED 072 135 
Executive Abstracts: Summary of the Title I 
Evaluation, 1971-1972 School Year. 

ED 075 533 
Final Report of an Evaluation of the Corrective 
Reading Services in Non Public Schools, July 


1972. 

ED 075 548 
Final Report of an Evaluation of the ESEA 
Title I Programs, Community School District 1, 
Board of Education of the City of New York. 

ED 075 550 
Final Report of High School Homework Helper 
Program. Summer 1972. 

ED 075 549 


Follow Through Evaluation in Philadelphia. 
The Moderate Realist Philosophical Position as 
the Base for Educational Evaluation. 

ED 074 134 
Fred A. Toomer Elementary School. Research 
and Development Report, Volume 6, Number 
6. 


ED 075 519 
Hartford Follow Through Report I. 
ED 077 598 
Hazards in Research Involving Minorities. 
ED 075 450// 
Head Start Program Performance Standards. 
OCD-HS Head Start Policy Manual. 
ED 075 082 


Higher Horizons 100, Hartford, Connecticut. 
Model Programs, Compensatory Education Se- 


ries. 

ED 068 618 
Higher Horizons: An Evaluation of an Ex- 
panded Team Program. 

ED 068 591 


Home Start Evaluation Study. 

ED 069 439 
Home Start Evaluation Study. 

ED 069 440 
Home Start Evaluation Study. 

ED 069 441 
IMPACT: A Project Report on Compensatory 
Instruction in Community Colleges. 

ED 076 180 
Implementation of Head Start Planned Varia- 
tion Testing and Data Collection Effort. Final 
Report. 

ED 070 532 
Individualized Study Center--Junior High. 
Funded by ESEA Title I. Program Number 93. 

ED 078 099 
Intensive Reading and Instructional Teams 
(IRIT), 1972-73. Profiles of Progress: An 
Evaluative Report. 

ED 080 648 


Kramer School -- Something for Everybody. 

ED 069 437 
A Longitudinal Study of the Intellectual 
Growth of Culturally Disadvantaged Children 
in a Sequential Learning to Learn Program. 


ED 070 791 
Model Programs; Compensatory Education. 
Learning to Learn Program, Jacksonville, 


Florida. 

ED 067 605 
The National Evaluation of Project Follow 
Through: 1967-1968. 

ED 078 923 


New Mexico State Department of Education, 
Division of Indian Education, Annual Report, 


1971-1972. 

ED 071 806 
NYC Summer/In-School Goes to Community 
College. Proven Program for Youth. Final Re- 


port. 
ED 076 739 


Parent PP sean smveerl Reading  Clinic--A 
n Project. Final aria, 

ED 072 174 
People Working Together: Follow Through in 
Ohio. 





ED 073 827 
Planned Variation: An Evaluation of an 
Evaluative Research Study. 

ED 077 568 


Procedures for the Preparation of Descriptions 
on Assessment of Exemplary Programs. Final 


Report. 

ED 075 541 
A Program of Enrichment Opportunities for 
Disadvantaged Children, Phase VIII, 1972-73. 


Project, 30-156. 
ED 073 836 


Programs for the Disadvantaged in Texas 
Funded Under Title I, ESEA. Annual Report, 


1970-71. 

ED 073 893 
Progress of Public Education in the United 
States of America, 1969-70. A Report. 

ED 069 829 
Project Follow Through. 

ED 077 557 
Project Opportunity Reports: Research and 
Evaluation — Number 1972-5: Post- 
Ss i} t Patterns of Group III 
Project facamaee Students; Number 1972-6: 
College Choices of Outstanding Black Students 
in Project Opportunity. 

ED 073 207 


Project R-3, San Jose, California. Model Pro- 
grams, Compensatory Education Series. 

ED 068 621 
A Proposal to Establish a Community Demon- 
stration Project for Disadvantaged Adults. 

ED 070 979 
A Proposed Model for PSDS Admissions. 
Technical Report Number 15. 

ED 074 192 


PS 115 Alpha One Reading Program, New 
York, New York. Compensatory Education, 
Model Programs. 

ED 067 632 


[Pupil Performance in the Elementary Schools 
of Atlanta, Ga.] Research and Development 
Report, Volume 6, Numbers 15, 16, and 19, 
December 1972, March 1973. 

ED 078 100 


Questions and Answers: Programs for Educa- 
tionally Deprived Children Under ESEA Title I, 
1971. 


ED 072 155 
Relationship of the Follow Through Evaluation 
to Local Needs. 

ED 076 260 


Research on Sesame Street: Some Implications 
for Compensatory Education. 
ED 068 155 


Research Report on Some Effects of an Experi- 
mental Language Development Program on the 
Performance of Aboriginal Children in Their 
First Year at School. 

ED 074 857 


School Camping Program. Disadvantaged Pupil 
Program Fund, Fund Number 97-8: 1971-1972 


Evaluation. 

ED 078 104 
Stop, Look, and Listen: Children Ahead. 

ED 073 857 
Strategies of Compensation: A Review of Edu- 
cational Projects for the Disadvantaged in the 
United States. 

ED 072 166 


A Study of the Effects of Compensatory In- 
struction in Language Arte and in Arithmetic 
on Achievement, Study Habits, and Selected 
Attitudes of Eighth Grade Students in a 
Depressed Area School. 

ED 069 831// 








Title | Comparability: A Preliminary Evalua- 


tion. 
ED 070 148 
Title I Litigation Materials. A Litigation Packet 


for Title I of the El tary and S y 
Education Act. Revised Edition. 
ED 067 755 


Title I Transition Classes, Fund 58-083, 1971- 
72 Evaluation. 
ED 078 102 


What Happens in the Follow-Through Pro- 
gram? Implications for Child Growth and 
Development. 

ED 071 755 


Yes, Head Start Improves Reading! 
ED 079 693 





Competency 
Competencies of the S dary School Prin- 
cipal: A Need Assessment Study. 





ED 077 137 
Competency Based Educational Administration 
and Applications to Related Fields. 
ED 077 136 
Competency Develop t and the Methodolo- 
gy of College Teaching: A Model and Proposal. 
ED 077 138 
An Essay on Role Atrrition: Three Studies of 
the Job of the Prinicpal. 





ED 077 135 
Training for the Principalship: Institution, Pro- 
gram, Professor. 

ED 077 139 


Competency Based Curriculum 
The Performance-Based Curriculum. 
ED 077 118 


Competency Based Education 
Continuing Education for the Professional. 
ED 076 878 


Competitive Behavior 
Abstract: Attitudes toward Competition in the 
4-H Program in Carroll County, Ohio: A Thesis 

by A. Wayne Hothem. 
ED 066 663 


Competitive Selection 
The Computer Screening of Medical School 


Applicants. 

ED 076 086 
The Identification of the Gifted. 

ED 079 387 
Predicting Success in Graduate Education. 

ED 079 365 


Complement Abilities Pattern 
Computer Generated Ability Complements as 
an Alternative to Continuous Hierarchy Posi- 
tions: A Cybernetic Model of School Adminis- 


tration. 
ED 076 671 


Complexity Level 
Conceptually Based Development of Individual- 
ized Materials for Critical Thinking Based on 


Logical Inference. 
ED 079 728// 


Experienced Intellectual Activity and Perceived 
Difficulty of Intelligence Tests. 
ED 080 555 


The Interaction Between Reward Preference 
and Task Difficulty in a Computer Assisted In- 
structional Setting. Final Report. 

ED 066 928 


Perceived Difficulty of a Motor-Skill Task as a 


Function of Training. 
ED 080 554 


Perceived Difficulty of an Immediate: Memory 


Task. 
ED 080 553 


Perceived Difficulty of a Visual Search Task. 
ED 080 551 


Perceived Difficulty of Items in a Test of 
Reasoning Ability. 

ED 080 550 
Perceived Item-Difficulty in Three Tests of In- 
tellectual Performance Capacity. 

ED 080 552 


Perceptual Correlates of Mental Performance: 
Perceived Difficulty and Experienced Intellec- 


tual Activity. 
ED 080 557 
Component Building Systems 


An Assessment of the Detroit Public Schools 


Construction Systems Program. 
ED 071 201 


Building Systems on the Campus, Part I. 


BSIC/EFL Newsletter. 
ED 077 089 
Building Systems on the Campus, Part II. The 
University of Alaska. BSIC/EFL Newsletter. 
ED 077 090 
School Construction and Normalization. RAS 
Project: Research in Educational Facilities. A 


Report. 
ED 069 037 
Schoolhouse Systems Project: SSP. 3rd Report. 
ED 071 174 
Specifications for the First CSP Building 


System. 
ED 070 202 


Systems and the Changing Architectural Prac- 


tice. 
ED 074 599 


Componential Analysis 


An Analysis of the Denotations of “Program” 
as Employed in Ordinary Language and Adult 
Education Discourse, with a Typology of Pro- 
gram Based on the Denotations. 

ED 066 656 


Componential Analysis of the Russian Case 
System. 

ED 080 006 
Determination of Air Quality. Proceedings of 
the ACS Symposium on Determination of Air 


Quality. 
ED 070 648// 

The Quiet Revolution in Land Use Control. 

ED 067 272 
The Reliability and Usability of a Semantic Dif- 
ferential Attitude Scale with Third through 
Fifth Grade Students. 

ED 067 399 


Some Notes on the Choice of Measure of As- 
sociation for the Component Analysis of Likert 


Scale Data. 
ED 072 045 


Composition (Literary) 
The Classical Theory of Composition; From Its 
Origins to the Present: A Historical Survey (U- 
niversity of North Carolina Studies in Com- 
parative Literature, No. 53.) 
ED 068 931// 


Classroom Practices in Teaching English--1965- 
66: A Third Report of the NCTE Committee to 
Report Promising Practices in the Teaching of 


English. 
ED 076 996 


Commercial Theme-Writing Services. 
ED 071 578 
Composition and the Principle of Redundancy. 
077 015 


{Composition: Grade 6; Teacher’s Guide.] 

ED 075 855 
[Composition: Grade Five; Teacher’s Guide.] 

ED 075 854 
Creative Writing: Short Stories--English, Crea- 
tive Writing. 511.36. 

ED 066 750 


The Development, Implementation, and 
hine C “ 


Subject Index 129 


Implications of Research Studies in the 
Teaching of Writing (1966-1971). 
ED 077 003 
Inaugural Rhetoric and Rhetorical Prescription- 
-An Examination of Organizational Patterns in 
Presidential Inaugural Addresses. 
ED 072 484 
Individualization of Composition Instruction 
Through the Use of Dictation Equipment and 
Transformational Sentence-Combining. 
ED 067 662 
Instructional Objectives for a Junior College 
Course in Freshman English. 
ED 067 075 
Juxtaposition. 
ED 071 275// 
The Promise of English. NCTE 1970 Distin- 
guished Lectures. 
ED 074 523 
A Psycholinguistic Description of the Oral and 
Written Language of a Selected Group of Mid- 
dle School Children. 
ED 067 634// 
A Quantitative Study of the “Free Modifiers” 
in Narrative-Descriptive Compositions Written 
by Black College Freshmen after Leaving the 
Influence of the Christensen Rhetoric Program 
and a Study of Their Attitudes Toward Written 
Composition. 
ED 079 727// 
Report on the Kates Survey of College Fresh- 
man Composition Writing Skills: Sixteen First- 
Semester Freshman’ English Composition 
Classes from Eleven Community Colleges and 
Universities. 
ED 077 498 
The School Literary Magazine. 
ED 070 104 
Secondary Schools Curriculum Guide: English, 
Grades 7-12, Levels 1-14. 
ED 079 768 
Semantic Analysis: A ‘Reading’ Approach to 
the Teaching of Composition. 
ED 068 977// 
Sentence Combining: Improving Student Writ- 
ing without Formal Grammar Instruction. 
NCTE Committee on Research Report Series. 


No. 15. 

ED 073 483 
[Special Composition Issue. ] 

ED 073 466 
The Student’s Right to Write and Composition 
Opinionnaire to the Student’s Right to Write. 

ED 068 938 
A Study of the Effectiveness of Linguistically 
Oriented Teaching Methods in Correcting Di- 
alectally Derived Errors in the Writing of Black 
College Students. Final Report. 

ED 067 701 
A Study of the Effects of Two Methods of 
Teaching Composition to Twelfth Graders. 

ED 071 083// 

Syntactic and Lexical Deviations in Children’s 
Written Sentences. 

ED 073 475 
Teaching English in Secondary Schools. 





Evaluation of a Model for T: g P 
tion Which Utilizes Individualized Learning and 


Peer Grouping. ED 079 726// 


Effective Business Letters, Business Education: 


$128.41. 
ED 068 943 


English Language Arts: Composition Section, 


ED 078 426 
An Examination of the Computer Grading of 


Essays. 

ED 074 504// 
An Experimental Study of the Effects of 
Guided Revision and Delayed Grades on Writ- 
ing Proficiency of College Freshmen. Final Re- 


port. 
ED 079 764 
Figurative Language: A Neglected Aspect of 
the Elementary School Language Arts Curricu- 
lum. Final Report. ° 
ED 079 747 


Frittered Away by Details: Some Thoughts on 
Teaching Specifics. 
ED 077 007 


Generating Vocabulary Appropriate to the Af- 
fective Writing Task. 


ED 080 160 
Guidelines for the English Program in the Mid- 
dle School and in the Junior High School. Cur- 
riculum Bulletin No. 57. 

ED 077 017 


ED 072 453// 

The Teaching of Writing: An Invitation to 
Becoming. 

ED 078 423 
The Teaching of Writing in Our Schools: A 
Macmillan Guidebook for Parents. 

ED 072 468 
Teaching the Paragraph in Developmental 
Composition Classes in the Community College 
with Behavioral Objectives and Art. 

ED 078 444 
Three Modes of Teaching Remedial English: A 
Comparative Analysis; A Pilot Study. 

ED 074 514 
Three Strategies for Revising Sentences, 
Grades 4-5-6. 

ED 071 077 


A Transformational Analysis of Low Achievers’ 
Writing at the Ninth and Eleventh Grade 
Levels. ~ 
ED 067 659// 
Understanding Children Writing. 
ED 078 432// 
Writing for Children and Teen-agers. 
ED 066 772// 
Writing with Fire. 
ED 077 009 
Writing without Teachers. 
ED 078 431// 
Written Composition and the Computer. 
ED 078 678 





130 Subject Index 
Composition Skills (Literary) 


American English Rhetoric: Writing from 
Spoken Models for Bilingual Students. 

ED 071 475// 
Aspects of Language. 
ED 079 743// 
Cicero and Quintilian on the Formation of an 


Orator. 
ED 075 872 
Composition and the Principle of Redundancy. 
ED 077 015 
Secondary 


[Composition Programs _ for 


Schools. ] 
ED 068 985 


The Effects of Transformational Grammar 
upon the Writing Performance of Students of 
Low Socio-Economic Backgrounds. 
ED 072 450// 
Elementary Pupils’ Knowledge of the Structure 
of American English and the Relationship of 
Such Knowledge to the Ability to Use Lan- 
guage Effectively in Composition. Final Report. 
ED 071 095 
The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Ele- 


mentary Level. 
ED 074 487 


The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Junior 


High Level. 

ED 074 488 
The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Senior 
High Level. 

ED 074 489 
English Language Arts: Composition Section, 
K-12. 

ED 078 426 
English Syntax: Advanced Composition for 
Non-Native Speakers. 

ED 071 476// 

An Evaluation of a Multi-Level Placement Pro- 
gram Concerning English Fundamentals and 


Writing Skills. 
ED 067 071 


Evaluation of an Innovative Approach to En- 
glish Composition Instruction: Phases Two and 


Three. 

ED 073 748 
Explorations in Children’s Writing. 

ED 074 525 
Frittered Away by Details: Some Thoughts on 
Teaching Specifics. 

ED 077 007 


Integrating Language Study With Literature 
and Composition Toward an Integrated Lan- 


guage Arts Program. 
ED 072 043 


The Irrelevant English Teacher. 
ED 067 679// 
Language Arts: Composition Skills K-12. 
ED 066 739// 
The MA Is Enough! 
ED 073 760 
Orientation in American English: Reader 6. 
ED 070 328// 
Orientation in American English: Reader 5. 
ED 070 330// 
Reach Out with Reading--The Reading Pro- 
gram at Metropolitan State College. 
ED 079 700 
Selected Essays and Letters: A Selection of 
Papers Collected During the 1969-70 Assess- 
ment of Writing. Report 10. 
ED 075 822 


{Special Composition Issue.] 

ED 073 466 
Status Report on the Computer Grading of Es- 
says. 

r ED 069 759 
The Student’s Right to Write and Composition 
Opinionnaire to the Student's Right to Write. 

D 068 938 

Syntactic and Lexical Deviations in Children's 
Written Sentences. 

ED 073 475 

Three Strategies for Revising Sentences, 


Grades 4-5-6. 
ED 071 077 
Writing: Group Results A and B for Objective- 
ly-Scored Exercises; 1969-70 Assessment, Na- 
tional Results by Region, Sex, Color, Size and 
Type of Community, and Parental Education. 
ED 077 029 


Writing Objectives for 1973-74 Assessment. 
ED 072 460 


Writing with Fire. 
ED 077 009 


Written Composition and the Computer. 
ED 078 678 


Comprehension 


Communications--Developmental Reading. 
Learning Individualized for Canadians (LINC). 
ED 068 805// 


Comprehension in Reading. An Annotated 
Bibliography. 
ED 074 480 


The Effect of Children’s Expectations and 
Word Associations Upon the Comprehension 
of Passive Sentences. 

ED 078 931 


Effects of Pronouns on Children’s Memory for 


Sentences. 
ED 068 974 
The Effects of Subordinate Clause Type, Posi- 
tion, and Number on the Development of Chil- 
dren's Perceptions of the Relationships Among 
Clauses in Complex Sentences. 
ED 072 449// 


Human Associative Memory. 
ED 078 371// 


Language Comprehension and the Acquisition 


of Knowledge. 
ED 068 925// 
Measuring Children’s Dependence upon Visual 


Context. 

ED 072 470 
Message Organization and Information: A 
Study in the Measurement of Human Informa- 


tion Processing. 
ED 070 116// 
Photograph Sequencing as a Method of 
Evaluating the Knowledge and Conceptualiza- 
tions Gained from a Film by Primary and Inter- 
mediate Educable Mentally Retarded Children. 
Research Report Number 7219. 
ED 076 009 


Studies of the Comprehension of Black English. 
ED 078 459 


A Study of Comprehension of Comp d 
Deaf Speech. 
ED 075 856 


Teaching Reading and Comprehension Skills to 
Sub-Literate Adults. 
ED 068 765 


Toward a Model of Children’s Story Com- 


prehension. 
ED 078 372// 
Transformational Grammar and _ Psycholin- 
guistics as Applied to Teaching Comprehension 
of German. Final Report. 
ED 070 356 


On Understanding Sentences: In Search of a 
Theory of Sentence Comprehension. Final Re- 


port. 

ED 068 967 
Young Tanzanians and the Cinema: A Study of 
the Effects of Selected Basic Motion Picture 
Elements and Population Characteristics on Fil- 
mic Comprehension of Tanzanian Adolescent 
Primary School Children. 

ED 074 743 





Comprehension Development 


Cognitive Aspects of Learning in Arbitrary and 
Non-Arbitrary Contexts: Acquisition of 
Knowledge from Natural-Language Discourse. 


Final Report. 

ED 074 $27 
Developing Comprehension Skills in the High 
School Student. 

ED 073 435 


Developmental Aspects of Understanding and 
Evaluating Television Content. 
ED 075 096 


The Development of Comprehension Skills in 
Selected Basal Readers. 
ED 075 791// 


Joking Riddles: A Developmental Index of 
Children’s Humor. 
ED 078 891// 


The Relationship of Attitude and Credibility to 
Comprehension. 
ED 078 455 


Use of the Cloze Procedure to Develop Com- 
prehension Skill in the Intermediate Grades. 
ED 071 020// 


Comprehension Skills 


Language Arts: Comprehension Skills K-12. 
ED 066 740// 


Comprehensive Career Education Model 


Career Education: A Report. 
ED 080 743 


Career Education at the Junior High Educa- 
tional Level--A Time for Career Exploration 


Plus. 

ED 078 180 
Career Education In-Service Training Guide. 

ED 076 786// 

In-Service Education: Vital to Career Educa- 
tion Delivery. 

ED 073 264 
Search and A t of C ial Career 
Education Materials. 





ED 075 657 


Comprehensive Career Education Model I 
Attitudes Toward Career Education. A Report 
of an Initial Study of Pupil, Staff, and Parent 
Opinions in Atlanta, Hackensack, Jefferson 
County, Los Angeles, Mesa, and Pontiac. 

ED 068 636 


Comprehensive Districts 
Annual Report of the North Dakota State Ad- 
visory Council for Vocational Education 

(Third), December 1972. 
ED 075 669 


Comprehensive Early Childhood Education 
Network 
An Evaluation of the Comprehensive Early 
Childhood Education Network. 
ED 074 130 


Comprehensive Emergency Medical Services 
Roles and Resources of Federal Agencies in 
Support of Comprehensive Emergency Medical 


Services. 
ED 075 640 
Comprehensive High Schools 


Ciclo Basico Polivalente (Basic Comprehensive 
Courses of Study). 
ED 067 912 


Educational Reorganization in Thailand. 

ED 067 330 
Expert Opinions on the Use of Literature in the 
Swedish Comprehensive School: A Taxonomic 
Approach to Requirement Analysis. 

ED 066 982 
Going Comprehensive: Experience of a British 
Social Studies Department Head. Occasional 


Paper 8. 
ED 067 333 


Comprehensive Programs 
Ciclo Basico Polivalente (Basic Comprehensive 


Courses of Study). 
ED 067 912 


Comprehensive Planning. 

ED 072 353 
Comprehensive School in Finland. Goals and 
an Outline for a Curriculum. 

ED 079 178 


Development Project Low-Cost Comprehensive 
School in Lelystad, the Netherlands. 

ED 074 635 
Formacion Agropecuaria en las Escuelas 
Polivalentes (Agricultural Education in Com- 
prehensive Middle Schools). 

ED 067 915 


Guidelines for the Operation, Demonstration, 
Evaluation and Diffusion of a Model for a 
Comprehensive Career Education Program in 
North Carolina, K-14. 

ED 073 308 


Model Comp ts of Comp ive Pro- 
grams for Pregnant School-Age Girls. Informa- 
tion Series #4. 

ED 070 187// 





Compton Bilingual Plan 
Compton Bilingual Plan Review Report 1971- 


72. 
ED 072 676 


Compulearn Career Education Program 
{Compulearn Career Education Program: Stu- 
dent Guides, Educator Guides, Bibliographies 
and Career Index, Data Sheets, Career Com- 
puter, and Program Cards.] 

ED 078 174// 


Computation 
Some Computational Strategies of Seventh 
Grade Pupils. Final Report. 
ED 069 496 


Computational Linguistics 
Computer Aided Tests. 
ED 072 076 





An Investigation of the Higher Order 
Grapheme-Phoneme Correspondences That 
Occur in English and the Means of Teaching 
Them Efficiently. Final Report. 

ED 071 045 


Problem of Automatic Thesaurus Construction 
(K Voprosu Ob Avtomaticheskom Postroenii 
Tezarusa). Subject Country: USSR. 

ED 069 292// 


Research Trends in Computational Linguistics. 
Conference Report. 
ED 070 344 


Computer Aided Training in 
Troubleshooting 

CATTS: Computer-Aided 
Troubleshooting. 


Training in 
ED 066 888 


Computer Assisted Instruction 
Adaptive Instructional Model for Concept 
Acquisition. 

ED 073 707 
ALCHEM; Exercises in Basic Chemical Con- 
cepts; A Computer-Assisted Instruction Pro- 
gram for General Chemistry. 

ED 079 995 


Amendment to Quality Control Project for In- 
tensive Development for the Evaluation Com- 
ponents of Computer Based Resource Units. 

ED 073 685 
APL: An Intro. 

ED 074 765 
APL/IV: Fourth International APL Users’ Con- 
ference. June 15-16, 1972, Atlanta, Georgia, 
U.S.A. 

ED 074 766 
The Audiographic Learning Facility: Objectives 
and Design. Research Report. 

ED 079 977 
Audio-Tutorial Instruction; An Expanded Ap- 
proach. 

ED 071 449 
Automated Instructional Management Systems 
(AIMS) Version III, System Manual. 

ED 076 415 
Automated Instructional Manag t Systems 
(AIMS) Version Ill, Users Manual. 

ED 076 416 
Automated Instructional Management Systems 
(AIMS) Version III, Operator’s Guide. 

ED 076 417 
Automated Instructional Management Systems 
(AIMS) Version III, Program Logic Manual, 
Volume |. Source Statement Flowcharts. 

ED 076 418 
Automated Instructional Management Systems 
(AIMS) Version Ill, Program Logic Manual, 
Volume 2. Source Statement Listings. 

ED 076 419 
Automated Instructional Management Systems 
(AIMS) Version III, Source Programs. 

ED 076 420// 

The Best of ERIC: Recent Trends in Computer 
Assisted Instruction. 

ED 076 025 


A CAI Literacy Development Program for 
Career-Oriented Youth. 





ED 079 950 
CAISYS-8- A CAI Language Developed For A 
Minicomputer. 

ED 077 252 


A Case Study In the Use of Computers To Per- 
sonalize Instruction. 


ED 079 986 
CATTS: Computer-Aided Training _in 


Troubleshooting. 
ED 066 888 


Chairman's Introduction to Program on SIGI, 
for APGA, San Diego. 
ED 077 215 


The Classroom Information and Computing 


Service. 
ED 069 291// 
Commonwealth CAI Consortium, E.S.E.A., 


Title Hl. 
ED 076 044 
Commonwealth CAI Consortium. E.S.E.A., 


Title I. 
ED 076 045 
Commonwealth CAI Consortium, E.S.E.A., 


Title II. 
ED 076 046 


Commonwealth CAI Consortium, E.S.E.A., 
Title Ill. 
ED 076 047 


Commonwealth CAI Consortium, E.S.E.A., 


Title Il. 

ED 076 048 
Commonwealth CAI Consortium Teacher's 
Manual. Algebra | and General Mathematics. 

ED 076 052 
A Comparison of CAI and Non-CAI Student 
Performance Within Individualized Science In- 
structional Materials--ISCS--Grade Seven. 

ED 070 617// 

A Comparison of Retrieval Efficacy From the 
Educational Resources Information Center 
(ERIC) Automated Information Retrieval 
System Using Computer-Assisted-Instruction 
Training and Search Negotiations as Requester- 
to-System Interface Methods. 

ED 067 215 


Computer Aided Instruction in Teaching The- 
matic Mapping. 

ED 079 997 
Computer-Aided Performance Training for 
Diagnostic and Procedural Tasks. 

ED 070 299 


The Computer and Education. The Educational 
Technology Reviews Series. Number Nine. 

ED 073 623// 
The Computer as an Authority Figure: Some 
Effects of CAI on Student Perception of 
Teacher Authority. Technical Report Number 


29. 

ED 069 154 
Computer Assistance for Writing Interactive 
Programs: TICS. 

ED 078 646 


Computer-Assisted Instructional Systems for 
Higher Education: Problems and Prospects. 

ED 072 636 
Computer-Assisted Instruction and the New 


Student. 

ED 069 153 
Computer-Assisted Instruction and Equality in 
Educational Achievement. 

ED 077 201 


Computer-Assisted Instruction at Stanford, 
1966-68: Data, Models, and Evaluation of the 
Arithmetic Programs. 

ED 070 246// 


Computer-Assisted Instruction for the Deaf at 


Stanford University. Annual Report. 
ED 072 641 


Computer Assisted Instruction in Navy Techni- 
cal Training Using a Small Dedicated Com- 
puter System: Final Report. 

ED 075 993// 


Computer-Assisted Instruction in Programming: 
A Curriculum Description. Technical Report 


Number 211. 
ED 079 991 
Computer-Assisted Instruction in the Education 


of the Migrant Mexican American. 
ED 080 243// 
Computer-Assisted Instruction in Undergradu- 
ate Organic Chemistry: Design, Application, 
and Evaluation. Technical Report 10. 
ED 072 630 


Computer-Assisted Instruction Project. Project 
REFLECT. Final Report. 
ED 066 876 


A Computer-Assisted Instruction Program for 
Exercises on Finding Axioms. Technical Report 
Number 186. 

ED 067 828 


Computer Assisted Instruction Program for Po- 
lice Training. 
ED 067 858 


Computer-Assisted Instruction Program: Ten- 
nessee State University. Technical Report 


Number 198. 

ED 078 689 
Computer Assisted Lesson Service at USAFI: 
An Interim Report. 

ED 076 677 


Computer-Assisted Phonic Analysis: A Valida- 
tion Study. 

ED 076 054 
Computer Assisted Planning: A User Manual 
for Computer Based Resource Units. 

ED 073 587 
Computer Assisted Remedial Education: Early 
Identification of Handicapped Children. Course 
Planning Manual. 

ED 076 049 
Computer Assisted Remedial Education: Early 
Identification of Handicapped Children. Syl- 


labus. 
ED 076 050 


Subject Index 131 


Computer Assisted Remedial Education: Early 
Identification of Handicapped Children. Final 


Report. 

ED 076 051 
Computer-Based Analytic Grading for German 
Grammar Instruction. Psychology and Educa- 
tion Series. Technical Report Number 199. 

ED 074 787 
Computer-Based Chinese Teaching Program at 
Ilinois. 

ED 071 528 
A Computer-Based Education Approach to 
Electrical Network Theory: Lesson Develop- 
ment, Use and Evaluation. 

ED 078 676 
Computer-Based Instruction in Accounting 
Using the CREATE System. 

ED 071 269// 


Computer Facilities for Instruction in Small 
Colleges: Final Report Summary 1968-71. 

ED 068 065 
Computer-Guided Experimentation-A New 
System for Laboratory Instruction. 

ED 078 677 
Computer Innovations in Education. 

ED 077 211 
The Computer in Schools-A Summary. 

ED 078 664 
The Comp in S$ dary Schools, A Survey 
of Its Instructional and Administrative Usage. 

ED 069 540// 

Computerized Instruction in Mathematics Ver- 
sus Other Methods of Mathematics Instruction 
Under ESEA Title I Programs in Kentucky. 

ED 068 354 
Computerized Instruction in Undergraduate 
Geography. 





ED 066 858// 
A Computer Laboratory for Elementary 
Schools. Artificial Intelligence Memo Number 


246. 
ED 077 242 


Computer Managed Instructional System. 
Economic Analysis Course. 
ED 073 665// 
Computer Managed Instruction: Toward In- 
dividualized Learning. 
ED 074 537 
A Computer Resource for the Elementary 
School. Progress Report 1971-1972. 
ED 076 304 
Computers and Computation. Readings from 
Scientific American. 
ED 071 369// 
Computer Simulation: A Method for Training 
Educational Diagnosticians. 
ED 072 406 
Computers in Undergraduate Science Educa- 
tion. Conference Proceedings. 
ED 072 648 
Computer Yearbook 72. 
ED 066 865// 
Computing Newsletter for Schools of Business. 
ED 074 702// 
A Conceptualization of an Improved Authoring 
Language (IAL). Technical Report Number 11. 
071 452 
CONDUIT: An Experiment in Educational 
Computer Usage and Program Exchange. 
ED 066 916 
Co-Operative Development Programme on 
Computer-Based Learning Systems for Univer- 
sities. 
ED 073 677 
C. R. P. T. Attitudes Toward Reading. Grade 
2. Sample. 
ED 072 072// 
C. R. P. T. Attitudes Toward Reading. Grades 
4& 6. 
ED 072 119// 
Current Status of Computer-Administered In- 
struction Work Under Project IMPACT. 
ED 067 842 
Cybernation, Systems, and the Teaching of En- 
glish: The Dilemma of Control. 
ED 067 689 
Design and Evaluation of a CAI Program in 
Chemical Equilibrium. Technical Report 


Number 8. 
ED 073 613 


Design Considerations in Development of 
Minicomputer-Based Computer Aided Instruc- 
tional HardWare Systems. 

ED 077 251 
The Design of an Abstract Hierarchical Learn- 
ing Task for Computer-Based Instructional 
Research. Technical Report Number 2. 





132 Subject Index 


ED 072 628 
t with a 





Design of an Educational Envir 


Computer-Controlled Organ. 
ED 079 173 


Design, Study and Simulation of Space-Divided 
Output Buffer for PLATO. 
ED 078 668 
Development and Assessment of an Adaptive 
Strategy Utilizing Regression Analysis 
Techniques for the Presentation of Instruction 
Via Computer. Tech Report Number 27. 
ED 077 228 
The Development and Evaluation of a Com- 
puter-Based Pure Tone Audiometer Trainer. 
Interim Report. 
ED 076 040 
The Development, Implementation and Evalua- 
tion of a Pilot Program of Computer-Assisted 
Instruction for Urban High Schools: General 
Mathematics and Algebra I. Summary Report. 
ED 076 053 
Development of an APL Program for Generat- 
ing Punctuation and Usage Exercises in Fresh- 
man English. Technical Report Number 13. 
ED 072 632 
Development of an Undergraduate Course in 
the Use of Digital Computers With Chemistry 
Instrumentation. 
ED 071 270// 
The Development of Visual Materials for CAI. 
Technical Memo 5. 
ED 072 625 
Distration, Response Mode, Anxiety, and 
Achievement in Computer Assisted Instruction. 
ED 071 435 
DOVACK; Method for Teaching Reading. July 
1, 1968-August 31, 1971. Project Report. 
ED 071 268 
Early Identification of Handicapped Children. 
Computer Assisted Remedial Education Report 
No. R-36. 
ED 077 165 
Educational Projects for a Digital Logic 
Laboratory. 
ED 074 696// 
Educational Technology Program. Quarterly 
Technical Summary Report, | December 1971- 
29 February 1972. 
ED 072 609// 


Educational Technology Program. Quarterly 
Technical Summary, | March - 31 May 1972. 
ED 074 698// 
On Education. Kaiser Aluminum News. 
ED 072 663// 
Education of Visually Handicapped Children. 
Computer Assisted Remedial Education Report 
No. R-5SO. 
ED 077 164 
Effect of Computer Tutorial Review Lessons 
on Exam Performance In Introductory College 
Physics. Tech Memo Number 64. 
ED 072 654 
The Effects of Anxiety Reduction Techniques 
on Anxiety and Computer-Assisted Learning 
and Evaluation of College Students. Final Re- 
port. 
ED 076 060 
Effects of Anxiety, Response Mode, Subject 
Matter Familiarity and Learning Time on 
Achievement in Computer-Assisted Learning. 
Tech Memo Number 42. 
ED 070 285 
The Effects of Pictures on the Acquisition of a 
Sight Vocabulary in Rural EMR Children. 
ED 074 752 
The Effects of Stimulating State Epistemic Cu- 
riosity on State Anxiety and Performance in a 
Complex Computer-Assisted Learning Task. 
ED 070 281 
The Emerging Technology. Instructional Uses 
of the Computer in Higher Education. 
ED 071 382// 
An Empirical Study of a Methodology for the 
Revision of Systematically Designed Educa- 
tional Materials. 
ED 067 877 
Equivalent Validity of a Completely Compu- 
terized MMPI. Tech Memo Number 48. 
ED 072 657 
Evaluation of a Text Compression Algorithm 
Against Computer-Aided Instruction (CAI) 
Material. 
ED 074 769 
Evaluation of Care | For Projected Use at the 
University of Texas. Technical Report Number 
12, 


ED 072 631 





Evaluation of Computer-Assisted Instruction in 
Instrumental Musicianship. Final Report. 

ED 067 897 
An Evaluation of Computer-Assisted Instruc- 
tion Using a Drill-and-Practice Program in 


Mathematics. 
ED 072 941// 
An Evaluation of the Demonstrations Being 
Conducted by the University of Illinois and the 
MITRE Corporation of Their Respective Com- 
puter Assisted Instructional Systems. Annual 
Report. 
ED 072 070 
Everything You Always Wanted to Know 
About CAI But Were Afraid To Ask. 
ED 070 262// 
Examination and Application of Formative 
Evaluation for Author Utilization During the 
Preparation of a CAI Course. 
ED 076 056 


Experimentation With Computer-Assisted In- 
struction in Technical Education. Semi-Annual 


Progress Report. 
ED 076 038 


Factors Inhibiting the Use of Computers in In- 


struction. 

ED 069 219 
A Feasibility Study: R diation By Comput 
Within A Computer-Managed Instruction 
Course In Junior High School Mathematics. 

ED 074 734 
Final Report: Time-Sharing Computer Applica- 
tions in Undergraduate Anthropology at Dart- 
mouth College. 

ED 078 767 


Fixed Sequence and Multiple Branching Strate- 
gies in Computer Assisted Instruction. 


Research Report. 
ED 074 707// 


Follow-Up Evaluation of a Computer Assisted 
Instruction Course on the Early Identification 


of H Ai pp A Child 

ED 077 868 
Foreign Student Evaluation of a Computer- 
Assisted Instruction Punctuation Course. 
Technical Memo 6. 








ED 072 626 
A Further Evaluation of Bridge Roles: Regional 
and National Organizations for Dissemination 
of Computer-Oriented Curriculum Materials 
for Higher Education. 

ED 078 644 


A Generative CAI Monitor For Teaching 
Machine-Language Programming. 

ED 078 647 
Generative Computer Assisted Instruction: An 
Application of Artificial Intelligence to CAI. 

ED 078 648 
Guidelines for Developing Computer Based 
Resource Units. Revised. 

ED 073 586 
Hardware and Software for Adult Basic Educa- 
tion in Corrections. 

ED 068 832 
Improving and Expanding Existing Computer 
Based Resource Units. Final Report. 

ED 074 713 
Improving Large Enrollment Undergraduate In- 
struction With Computer Generated, Repeata- 
ble Tests. 

ED 076 027 
Incidental and Relevant Learning with Instruc- 
tional Objectives. 

ED 074 732 
An Information and Technical Manual for the 
Computer-Assisted Teacher Training System 
(CATTS). 

ED 067 810 
Ingredients for a Theory of Instruction. Techni- 
cal Report Number 187. 

ED 073 627 
Inservice Mathematics Education for Elementa- 
ry School Teachers Via Computer-Assisted In- 
struction (Dryden). Interim Report. 

ED 076 039 
Inservice Math tics Education for El t 
ry School Teachers Via Computer-Assisted In- 
struction (Gladeville). Interim Report. 

ED 076 042 
Inservice Math tics Education for El t 
ry School Teachers Via Computer-Assisted In- 
struction (California). Interim Report. 

ED 076 043 
The Instructional Development Factory. 

ED 074 749 
An Instructional Model for Computer Assisted 
Instruction. Technical Report. 








ED 074 695// 
Instructional Programming Guide For Com- 
puter Assisted Instruction. Technical Report. 
ED 074 697// 
Instruction in Initial Reading Under Computer 
Control: The Stanford Project. Technical Re- 
port No. 158. 
ED 073 421 
Instruction in Renal Physiology on a Minicom- 
puter-Based Educational System. 
ED 077 250 
An Intelligent CAI Monitor and Generative Tu- 
tor. Interim Report. 
ED 078 681 
The Interaction Between Reward Preference 
and Task Difficulty in a Computer Assisted In- 
structional Setting. Final Report. 
ED 066 928 
Interactive Computer Assisted Instruction in 
Teaching of Process Analysis and Simulation. 
ED 079 989 
Interactive Educational Design. 
ED 077 203 
The Interactive Effects of the Availability of 
Objectives and/or Rules on Computer-Based 
Learning: A Replication. 
ED 073 703 
Introduction to Computer Managed Instruction 
and the Automated Instructional Management 
System. 
ED 069 757 
An Investigation of Cognitive Abilities, State 
Anxiety, and Performance in a CAI Task 
Under Conditions of No Feedback, Feedback, 
and Learner Control. Technical Report 
Number 16. 
ED 072 634 
Language Learning and Machine Teaching. 
Language and the Teacher: A Series in Applied 
Linguistics, Volume 5S. 
ED 071 459// 
Layman’s Guide to the Use of Computers. 
ED 071 385 
Learner Control Commands fur Computer- 
Assisted Instruction Systems. Technical Report 
15. 
ED 072 633 
Learner-Controlled Computer-Assisted Instruc- 
tion. 
ED 072 635 
Making the Computer Make a Difference in 
College Chemistry. 
ED 079 994 


Markets and Models for Large-Scale Cour- 
seware Development. 

ED 071 453 
A Methodological Study Evaluating a Pretutori- 
al Computer-Compiled Instructional Program 
in High School Physics Instruction Initiated 
from Student-Teacher Selected Instructional 
Objectives. Final Report. 

ED 071 391 
A Model Driven Question-Answering System 
for a CAI Environment. Final Report (July 
1970 to May 1972). 

ED 077 195 
Modification of Teaching Behavior through the 
Combined Use of Microteaching Techniques 
with the Technion Diagnostic System TDS. 

ED 079 436 
Naval Academy's CAI Project (Computer- 
Assisted Instruction Project). Final Project Re- 
port | July 1968 - 30 June 1971. 

ED 075 992// 





be | 


Reading Compreh 
:. 


New Techni for M ing and Improving 
ion. Techni 





1 Report No. 


ED 074 472 
A Note on the Effectiveness of Computer- 


Assisted Instruction. 
ED 071 450 


Peer-Mediated Instruction. 
ED 075 768// 


Performance Contracting in Principle and Prac- 
tice. 

ED 069 665 
Personality Characteristics and Performance on 
Computer Assisted Instruction and _  Pro- 


grammed Text. 
ED 074 750 


The PLATO IV Student Terminal. Revised Edi- 


tion. 
ED 078 670 


The Potential Contribution of Computers to In- 
struction Reform. 
ED 069 140 


Proceedings of the 1972 Conference on Com- 
puters in Undergraduate Curricula. 





ED 066 875 
Proceedings of the Canadian Symposium on In- 
structional Technology (Calgary, Alberta, May 


24-26, 1972). 
ED 071 370 


Proceedings of the Ontario Universities Com- 
puting Conference (4th Toronto, Ontario, 
Canada, February 21-23, 1973.) 

ED 079 930// 
Programmed Math Continuum, Level One, Al- 


gebra, Measurable Behavioral Objectives. 
ED 075 201 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 1. 
ED 075 202 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 2. 
ED 075 203 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 3. 
ED 075 204 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 4. 
ED 075 205 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 5. 
ED 075 206 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 6. 
ED 075 207 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 7. 
ED 075 208 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 8. 
ED 075 209 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 9. 
ED 075 210 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 10. 
ED 075 211 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 11. 
ED 075 212 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 12. 
ED 075 213 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 13. 
ED 075 214 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 14. 

ED 075 215 
Programmed Math Continuum, Level One, Al- 
gebra, Volume 15. 

ED 075 216 


Progress Report for the Instructional Manage- 
ment System. Technical Memorandum. 
ED 069 152 


Project IDEALS. Educational Applications of 
Computer Systems. 
ED 077 846// 


Project IMPACT Software Documentation: 
Overview of the Computer-Administered In- 
struction Subsystem. 

ED 067 883 


The Relationships Between Expectancy and 
Performance in a Computer-Assisted Instruc- 


tional Task. 
ED 073 614 
Religious Studies as a Test-Case For Computer- 


Assisted Instruction In The Humanities. 
ED 079 992 


Research and Evaluation of Computer-Based 
Resource Units. 
ED 073 589 


Research in Computer-Aided Performance 
Training. Final Report. 
ED 070 300 


Research in  Learner-Controlled Computer- 
Assisted Instruction. Annual Report. (Final) | 
May 70 - 30 April 71. 

ED 074 706// 


Response Latency as a Correlate of Individual 
Differences in Retention. 





ED 074 745 
Review of the Response Mode Issue. Tech 
Memo Number 44. 

ED 070 282 


Sample Computer Assisted Instruction Student 


Interactions. 

ED 076 055 
Sample Computer Based Resource Guide for 
World Health. 

ED 073 588 


Sample Executions of Computer Programs for 
Economics Instruction. 


ED 079 192 
Self-Optimizing Computer-Assisted Tutoring: 
Theory and Practice. Technical Report 
Number 206. 

ED 079 980 


Show and Tell; A Clinic on Using Media in 
Library Instruction. 
ED 067 841 


The Stony Brook CAI Program: State of the 


Art, 1972, 

ED 071 $20 
Strategies for Developing Reciprocity Between 
Educational Researchers and School Personnel: 
Providing Teachers with Feedback on Students’ 
Computer Assisted Instruction Performance. 

ED 073 678 
Student Attitudes Toward Geometry. 

ED 071 876 
Student Performance in Computer-Assisted In- 
struction in Programming. 

ED 067 870 


Studies of Instructional Technology Relating to 
Computer-Assisted Instruction. Final Report. 
ED 071 422 
Study and Evaluation of the Student Response 
System in Undergraduate Instruction at Skid- 
more College. 
ED 076 135 


A Study of the Effectiveness of a Computer 
When Used as a Teaching and Learning Tool 
in High School Mathematics. 

ED 072 615// 


A Summary of Plato Curriculum and Research 


Materials. 
ED 066 931 


AS tive Evaluation of Computer Assisted 
Instruction in U. S. Army Basic Electronics 
Training. Technical Report. 

ED 074 699// 


Survey of Instructor Activities and Attitudes. 
ED 072 071// 
A Systematic Approach to Learning Simula- 
tions. Technical Memo Number 54, 
ED 075 991// 
Teacher's Handbook; Elementary School 
Mathematics. Parts I and II. 








ED 076 041 
Teacher's Handbook for Reading, Grades 3-6. 

ED 076 977 
Teaching Selected Geometry Topics Via a 


Computer System. 
ED 078 666 


Teaching Statistics, While Simultaneously Sav- 
ing Time, Chalk, Etc... 
ED 079 993 


TICS: A System For The Authoring and 
Delivery Of Interactive Instructional Programs. 

ED 077 246 
TUTOR User’s Memo. Introduction to TU- 
TOR. 

ED 078 665 
Twenty Things to Do With a Computer. Artifi- 
cial Intelligence Memo Number 248. 

ED 077 240 
The University of Texas at Austin Computer- 
Assisted Instruction Laboratory: A Program of 
Research and Development. Technical Memo 
Number 7. 

ED 072 627 
The Use of Computers in Instruction in Secon- 


dary Schools. 
ED 070 289 


User’s Guide to “MULE”; McGill University 
Language for Education. A Computer-Assisted 
Instruction Author Language. 

ED 066 862 
Using Satellites to Improve Efficiency in 
Delivery of Educational Services. 

ED 074 789 
Using the Computer in Education; A Briefing 
for School Decision Makers. 

ED 069 109// 


Variability in the Proof Behavior of College 
Students in a CAI Course in Logic as a Func- 
tion of Problem Characteristics. Psychology 
and Education Series. 

ED 070 295 


Written Composition and the Computer. 
ED 078 678 


Computer Assisted Instruction Laboratory 
The University of Texas at Austin Computer- 
Assisted Instruction Laboratory: A Program of 
R h and Development. Technical Memo 
Number 7. ‘ 





ED 072 627 


Subject Index 133 
Computer Assisted Remedial Education 


Examination and Application of Formative 
Evaluation for Author Utilization During the 
Preparation of a CAI Course. 

ED 076 056 


Sample Computer Assisted Instruction Student 
Interactions. 
ED 076 055 


Computer Based Laboratories 
Computer-Guided Experimentation-A New 
System for Laboratory Instruction. 

ED 078 677 
A Computer Laboratory for Mathematical 
Probability and Statistics. 

ED 079 985 


Design of an Educational Environment with a 
Computer-Controlled Organ. 

ED 079 173 
The University of Texas at Austin Computer- 
Assisted Instruction Laboratory: A Program of 
Research and Development. Technical Memo 
Number 7. 

ED 072 627 


Computer Based Resource Units 
Amendment to Quality Control Project for In- 
tensive Development for the Evaluation Com- 
ponents of Computer Based Resource Units. 
ED 073 685 
Improving and Expanding Existing Computer 
Based Resource Units. Final Report. 
ED 074 713 


Computer Generated Repeatable Testing 
Improving Large Enrollment Undergraduate In- 
struction With Computer Generated, Repeata- 


ble Tests. 
ED 076 027 


Computer Graphics 
CATTS: Computer-Aided 
Troubleshooting. 


Training in 


ED 066 888 
Computer Processed Sociogram Using Numeri- 
cal and Vector Printouts. 

ED 079 996 
Design of an Educational Environment with a 
Computer-Controlled Organ. 

ED 079 173 


The Development of Visual Materials for CAI. 
Technical Memo 5S. 
ED 072 625 


Graphic Design for the Computer Age; Visual 
Communication for all Media. 

ED 071 378// 
Teaching Selected Geometry Topics Via a 


Computer System. 
ED 078 666 


Computerized Techniques (PROANA 5) 
A Descriptive Study of the Use of PROANA 5: 
A Computerized Technique for the Analysis of 
Small Group Interaction. 
ED 070 114// 


Computer Managed Instruction 
Introduction to Computer Managed Instruction 
and the Automated Instructional Management 
System. 
ED 069 757 


Computer Oriented Programs 

The Advantage Center Information Guide. 

ED 079 961 
An Analytical Model for Extending the Con- 
cept of Environmental Cause from a Sample 
Population to a Universe of Community Col- 
lege Students. 

ED 067 095 
An Annotated and Cross-Referenced Bibliog- 
raphy on Computer Security and Access Con- 
trol in Computer Systems. 

ED 078 879 
APL: An Intro. 

ED 074 765 
Automated Acquisition of Periodicals, L.A. 
SER. (Library Automation - Serials). 

ED 077 525 
Automated Attendance Accounting System; 


Patent Application. 
ED 071 271// 
Case Studies in Practical Career Guidance, 
Number 5: Computerized Vocational Informa- 
tion System Willowbrook High School, Villa 
Park, Illinois. 
ED 078 334 


Computer Aided Tests. 
ED 072 076 





134 Subject Index 


The Computer and Education. The Educational 
Technology Reviews Series. Number Nine. 

ED 073 623// 
The Computer and the School. The Results of 


a Case Study. 

ED 071 206 
Computer-Extended Problem Solving and 
Enquiry, Il. The Use of Computers in Mathe- 
matics Education Resource Series. Revised Edi- 
tion. 

ED 077 732 
The Computer in Secondary Schools, A Survey 
of Its Instructional and Administrative Usage. 

ED 069 540// 

Computerized Institutional Planning Models: 
An Objective Analysis. 

ED 077 408 
Computer Managed Instruction: Toward In- 
dividualized Learning. 

ED 074 537 
Computer Processed Sociogram Using Numeri- 
cal and Vector Printouts. 

ED 079 996 
Computer Profile of School Facilities Energy 


Consumption. 
ED 078 508 
Cost Effectiveness Analysis in the Development 
of Mediated Instructional Modules. 
ED 075 935 
Educational Automation: A Supplementary 
Center for Northeast Louisiana. End of Project 
Report, February 29, 1972. 
ED 078 870 
The Effect of Computer Programming Ex- 
periences on Student Problem _ Solving 
Behaviors in Eighth Grade Mathematics. 
ED 077 746// 
The Effects of Computer Programming on Per- 
formance in Mathematics. 
ED 076 391 
Everything You Always Wanted to Know 
About CAI But Were Afraid To Ask. 
ED 070 262// 
FACTOR - FACTOR Il. Departmental Pro- 
gram and Model Documentation 71-3. 
ED 066 796 
A Feasibility Study of a Computer-Based Man- 
power Information System for the Construction 
Industry. 
ED 078 139// 
General Training System; GENTRAS. Final Re- 
port. 
ED 076 032// 
The Guidance Program in the PLAN System of 
Individualized Education. 
ED 072 258 
Information Systems and Performance Mea- 
sures in Schools. 
ED 069 110// 
Interacting Patterns of Computer Support and 
Usage. Final Report. 
ED 077 336 
Management Information System Project. 
ED 072 528 
Management Information System Project: Ad- 
ministrators Manual to the Program Oriented 
Accounting System. The Budgetary Process. 
ED 073 527 
Markets and Models for Large-Scale Cour- 
seware Development. 
ED 071 453 
PEAPOL (Program Evaluation at the Per- 
formance Objective Level) Outside Evaluation. 
ED 072 219 
PEAPOL I (Program Evaluation at the Per- 
formance Objective Level) User’s Manual. 
ED 072 220 
PEAPOL I (Program Evaluation at the Per- 
formance Objective Level) Technical Manual. 
ED 072 221 
[Personnel Management and Computer 
Systems]. 
ED 071 179 
PMIS Project. Planning & Management Infor- 
mation System. A Project To Develop a Data 
Processing System for Support of the Planning 
and Management Needs of Local School Dis- 
tricts. Final Report, Year 2. 
ED 079 864 
Progress Report: The Development of a School 
District Budget Planning System (SPLAN). A 
Technical Memorandum. 
ED 070 181 
Project ADMIRE: Assistance for Decision 
Making Through Information Retrieval in Edu- 
cation. End of Budget Period Report. 
ED 066 820 


Project IDEALS. Educational Applications of 
Computer Systems. 
ED 077 846// 
Research In Computer-Assisted Explanation 
Applied To Navy Training Manuals. Final Re- 
port | March 71 - 29 February 72. 
ED 074 729// 
Research in  Learner-Controlled Computer- 
Assisted Instruction. Annual Report. (Final) 1! 
May 70 - 30 April 71. 
ED 074 706// 
The River Basin Model: Computer Output. 
Water Pollution Control Research Series. 
ED 079 177 
Selected Federal Computer-Based Information 
Systems. 
ED 072 650// 
Social Studies: Application Units. Course Il, 
Teachers. Computer-Oriented Curriculum. 
REACT (Relevant Educational Applications of 
Computer Technology). 
ED 075 272 
Some Uses of Computers in Rhetoric and 
Public Address. 
ED 075 871 
System for Trenton’s Educational Planning 
(STEP). Program Budget. 
ED 078 529 
A Testing Program for Introductory Account- 
ing. 
ED 078 009 
University of Michigan Medical Center Library: 
MEDLARS Cumulative Report 1966 - i972. 
ED 069 297 
The Use of Computers in Instruction in Secon- 
dary Schools. 
ED 070 289 


Computer Processed Sociogram 
Computer Processed Sociogram Using Numeri- 


cal and Vector Printouts. 
ED 079 996 


Computer Programs 
The Acceptability of Regression Solutions: 
Another Look at Computational Accuracy. 
ED 073 164 
Adult Basic Education in Corrections: Training 
and Model Implementation. 
ED 068 773 
Airman Training Line Simulator. 
ED 075 719// 
An Algorithm for Generating Structural Sur- 
rogates of English Text. 
ED 078 844 
Automated 


Autest--Program to Perform 


Hypothesis for Nonst 





ED 079 362 
Automated Hypothesis Tests and Standard Er- 
rors for Nonstandard Problems with Descrip- 
tion of Computer Package: A Draft. 

ED 069 748 
Automated Instructional Management Systems 
(AIMS) Version III, Operator's Guide. 

ED 076 417 
Automated Instructional Management Systems 
(AIMS) Version III, Program Logic Manual, 
Volume |. Source Statement Flowcharts. 

ED 076 418 
Automated Instructional Management Systems 
(AIMS) Version III, Source Programs. 

ED 076 420// 

A Blueprint for RRPM 1.6 Application. 

ED 078 780 
CEIS Overview. 

ED 075 048 
Center for Information Services, Phase Il-- 
Detailed System Design and Planning. First Re- 
port on the Acquisition Function. 

ED 067 121 
Closing the Credibility Gap in Construction 
Cost Estimating. 

ED 073 537 
Coding Instructions, Worksheets, and 
Keypunch Sheets for M.E.T.R.O.-APEX Simu- 
lation. 

ED 075 261 
Computer Assistance for Writing Interactive 
Programs: TICS. 

ED 078 646 
Computer-Based Analytic Grading for German 
Grammar Instruction. Psychology and Educa- 
tion Series. Technical Report Number 199. 

ED 074 787 
Computer-Based Occupation Simulation for 
Ninth Grade Students. 

ED 076 777// 


Computerized Maintenance for Memphis 
Schools. 

ED 074 612 
Computer Narrative Assessment Reports. 

ED 076 664 
A Computer Program for Estimating Examinee 
Ability and Item Characteristic Curve Parame- 
ters When There are Omitted Responses. 

ED 076 598 
A Computer Program for Mapping Satellite- 
borne Narrow-Beam Antenna Footprints on 
Earth. Memorandum Number 72/3. 

ED 069 147 
A Computer Program for Solving a Set of Con- 
ditional Maximum Likelihood Equations Aris- 
ing in the Rasch Model for Questionnaires. 

ED 068 506 
{Computer Program PEDAGE -- MARKTF- 
M7-F4.] 

ED 077 969 
{Computer Program PEDAGE -- MARKTF- 


M3-F4.] 

ED 077 979 
{Computer Program PEDAGE -- MARKTF- 
MS-F4.] 

ED 077 982 
(Computer Program PEDAGE -- MARKTF- 
M6-F4.] 


ED 077 983 
[Computer Program PEDAGE -- SLEXTF-M2- 
F4. 


ED 077 980 
Computer Programs. A Systems Approach to 
Placement and Follow-Up: A Computer Model. 

ED 080 768 
Computer Programs for Plotting Spot-Beam 
Coverages from an Earth-Synchronous Satellite 
and Earth-Station Antenna Elevation Angle 
Contours. Memorandum Number 72/4. 

ED 069 148 
The Computer Screening of Medical School 
Applicants. 

ED 076 086 
Comp for Analytic Rotation by 
Two Gradient Methods. 


t Suh ti 





ED 079 399 

DARE: Unesco Computerized Data Retrieval 

System for Documentation in the Social and 

Human Sciences (Including an Analysis of the 
Present System). 

ED 074 744// 


Design Considerations in Development of 
Minicomputer-Based Computer Aided Instruc- 
tional Hardware Systems. 

ED 077 251 
The Development of a Computerized Regional 
Library System. Appendices 26 & 27. Final Re- 


port 

ED 080 122 
The Development of a Computerized Regional 
Library System. Appendix 28. Final Report. 

ED 080 123 
Development of an APL Program for Generat- 
ing Punctuation and Usage Exercises in Fresh- 
man English. Technical Report Number 13. 

ED 072 632 
The Development of a Procedure for Improv- 
ing Decisions About School Attendance Areas. 
A Technical Paper. 

ED 066 805 
Devel t of Language Analysis Procedures 
With Application to Automatic Indexing. 

ED 078 843 
The Development of the New York State Bank 
of Reading Objectives. 





ED 075 495 
Dynamic Quantum Allocation and Swap-Time 
Variability in Time-Sharing Operating Systems. 

ED 076 212 
The Effects of Variance Heterogeneity on 
Simultaneous Multiple Comparison Procedures 
with Equal Sample Size. 

ED 074 081 


Enroll jecti ENROLV2. 

ED 074 715 
Evaluation of a Computer-Based Feedback 
System. 





ED 073 156 
Evaluation System Model for the Basic Func- 
tions of Vocational Education in California: A 
Computer Based Evaluation System for Voca- 
tional Education. 

ED 075 667 
Experimental Training Program in Adult Basic 
Education in Correctional Institutions. Final 
Report. 

ED 068 788 





Experimental Training Program in Adult Basic 
Education in Corrections. Final Report Il. 

ED 068 789 
Final Report and Recommendations on Re- 
gional Computing Centre Development. 

ED 069 252 
Final Report: Time-Sharing Computer Applica- 
tions in Undergraduate Anthropology at Dart- 
mouth College. 

ED 078 767 


A Further Evaluation of Bridge Roles: Regional 
and National Organizations for Dissemination 
of Computer-Oriented Curriculum Materials 
for Higher Education. 

ED 078 644 
GANDALF: A General Alpha-Numeric Direct 
Access Library Facility. 

ED 074 759 
Guidelines for Developing Computer Based 
Resource Units. Revised. 

ED 073 586 
Handling of Varied Data Bases in an Informa- 
tion Center Environment. 

ED 067 143 
Improvement of Elementary School Deisgns 
Through Simulation of Educational Activities. 
Final Report. 

ED 075 942 
An Information and Technical Manual for the 
Computer-Assisted Teacher Training System 
(CATTS). 

ED 067 810 
Information on the MARC System. 

ED 067 119 
The Interrupted Time Series as Quasi-Experi- 
ment: Three Tests of Significance. A Fortran 
Program for the CDC 3400 Computer. 

ED 067 400 
INTREX Buffer-Controller Display System 
Operation and Software. 

ED 070 506 
Introduction to Computer Managed Instruction 
and the Automated Instructional Management 
System. 

ED 069 757 
An Introduction to Register Transfer Level 
Simulation of Digital Systems. 

ED 076 213 
Journal Control System by Batch Processing at 
Oak Ridge National Laboratory. 

ED 072 814// 

Keypunching Manual. Third Edition. 

ED 078 608 
LISREL: A General Computer Program for 
Estimating a Linear Structural Equation System 
Involving Multiple Indicators of Unmeasured 


Variables. 

ED 073 122 
Management System for EMR Work Study 
Program. 

ED 074 670 
The Maryland Refutation Proof Procedure. 

ED 072 817 
Medical Information Management System 
(MIMS): A Generalized Interactive Information 


System. 
ED 078 853// 

A Model Driven Question-Answering System 
for a CAI Environment. Final Report (July 
1970 to May 1972). 

ED 077 195 
The MODIA Decision Process for Developing 
Strategies of Air Force Instruction. 

ED 075 996 
Networks for Higher Education. 

ED 071 545 
New Educational Technology. 

ED 074 740// 

NIM: A Game-Playing Program. Artificial Intel- 
ligence Memo Number 254. 

ED 077 236 
The Opinion of Mr. Justice Douglas in the 
Case of Robert Gottschalk, Acting Commis- 
sioner of Patents, vs. Gary R. Benson and 
Arthur C. Tabbot, Delivered in the Supreme 
Court of the United States on November 20, 
1972. 

ED 070 474 
Optimization of Systran System. 

ED 066 975 
Order Division Automated System. 

ED 077 516 
Preliminary Design of a Computerized Informa- 
tion System for Teacher Education Centers in 
Greater Cleveland. 

ED 074 031 


Proceedings of the LARC Computer-Based 
Unit Cost Studies Institute (University of Tex- 
as, Austin, September 16-17, 1971). 

ED 077 533// 





Program and Model Docum : 
ED 066 881 
Project IMPACT Software Documentation: 
Overview of the Computer-Administered In- 
struction Subsystem. 

ED 067 883 
Protection of Computer Programs--A Dilemma. 

ED 067 127 
QUEST: A Conversational Access to Compu- 
terized Searches of the ERIC System. 

ED 074 758 
RAMA -- Recursive Attendance Monitoring 
and Analysis. 

ED 075 957 
Readability: Computer Utilization. 

ED 079 702 
Research on Mathematical Techniques in 
Psychology. Final Report. 

ED 068 509 
A Scheme for Text Analysis Using Fortran. 

ED 074 152 
A Small College Information System. Report of 
an Administrative Improvement Project in Data 
Processing at Freed-Hardeman College, Hen- 
derson, Tennessee. 

ED 072 751 
Smooth Programs and Languages. 

ED 071 683 
Student Residence Locations and Associated 
Census Data. Interim Report. 

ED 078 816 
A Study on Linear Programming Applications 
for the Optimization of School Lunch Menus. 
Summation Report. 

ED 067 748 
A Summary of Plato Curriculum and Research 
Materials. 

ED 066 931 
A Systems Approach to Placement and Follow- 
Up: A Computer Model. 

ED 080 769 
[The PEDAGE System.] 

ED 077 981 
Transcription of “In Darkness” via DOTSYS III 
and the BRAILLEMBOSS. 

ED 074 661 
TUTOR User’s Memo. Introduction to TU- 
TOR. 

ED 078 665 
Unified Salary Schedule Analysis Program. 

ED 073 689 
The Uniform Information System. 

ED 080 042 
Use of the Automated Readability Index for 
Evaluating Peer-Prepared Material for Use in 
Adult Reading Education. 

ED 068 814 
User Documentation; WISE-ONE. 

ED 074 716 
A User’s Guide to Scoring and Improving Ex- 
aminations Using the MERMAC Test Analysis 
and Questionnaire Package. 

ED 069 756 
VARAN: A Linear Model Variance Analysis 
Program. 

ED 073 155 
WISE-ONE System Description. 

ED 075 988 


Computers 

1973 Winter Simulation Conference. Spon- 
sored by ACM/AHE/SHARE/SCi/TIMS. 

ED 077 182 
ADAPSO Computer Services Industry Directo- 
ry of Members, 1972-1973. 

ED 071 380// 

The AEDS Large School System Survey. Re- 
port of Findings. 

ED 073 679 
An Annotated and Cross-Referenced Bibliog- 
raphy on Computer Security and Access Con- 
trol in Computer Systems. 

ED 078 879 


Artificial Intelligence - A Case for Agnosticism. 
ED 069 296 
Audiovisual Media and Libraries. Selected 


Readings. 
ED 071 433// 


Automated Braille System (Autobraille). Dis- 
semination Document No. 3. 


ED 078 609 
Bibliography of the Computer in Environmen- 
tal Design. Volumes One and Two. 


Subject Index 135 


ED 077 080// 
The Computer: An Administrative Dilemma. 
ED 069 116 
The Computer and Education. The Educational 
Technology Reviews Series. Number Nine. 
ED 073 623// 
The Computer and the School. The Results of 
a Case Study. 
ED 071 206 
Computer Dictionary and Handbook. 
ED 072 622// 
Computer Education for Teachers in Seconda- 
ty Schools; Aims and Objectives in Teacher 
Training. 
ED 077 209// 
Computer Innovations in Education. 
ED 077 211 
Computer Innovations in Education, I. The Use 
of Computers in Mathematics Education 
Resource Series. 
ED 077 731 
The Computer in Schools-A Summary. 
ED 078 664 
A Computerized Library! and Evaluation 
System for Integral Neutron Experiments. 
ED 069 306// 
A Computer Laboratory for Elementary 
Schools. Artificial Intelligence Memo Number 
246. 
ED 077 242 
Computers and Computation. Readings from 
Scientific American. 
ED 071 369// 
Computers and Educators: Some Observations. 
ED 069 130 
Computers and Telecommunications: Issues in 
Public Policy. 
ED 067 814// 
Computers and Telecommunications. 
Economic, Technical and Organisational Issues. 
ED 079 979 
A Computer Simulation of'‘Human Communi- 
cation. 
ED 078 473 
Computers: Tools For Today: 
ED 076 006// 
Computer Yearbook 72. 
ED 066 865// 
Computing Newsletter for Schools of Business. 
ED 074 702// 
Design of Man-Computer Dialogues. 
ED 079 940// 
Developing Specifications for a Low-Cost Com- 
puter System for Secondary Schools. PREP 38. 
) ED 071 458 
Economic Analysis. Computer Simulation 
Models. 
ED 073 646// 
Education and Library Services for Community 
Information Utilities. 1s 
, ED 078 692// 
An Examination of the Computer Grading of 
Essays. 
ED 074 504// 
Factors Related to Usage of the Migrant Stu- 
dent Record Transfer System in Five States 
with High Migrant Concentrations. 
ED 0678 976 
First Report of the Creativity Center. 
ED 066 92! 
A Generalized Management Information 
System for Computer Facilities at Educational 
Institutions. 
ED 066 798// 
A Generative CAI Monitor For Teaching 
Machine-Language Programming. 
ED 078 647 
Generative Computer Assisted Instruction: An 
Application of Artificial Intelligence to CAL. 
ED 078 648 
GENIRAS. Level-1 User’s Manual. 
ED 068 068 
Glossary of Computing Terminology. 
ED 076 028// 
If Minicomputers Are the Answer, What Was 
the Question? 
$4 ED 067 886// 
Illustrations of Conversational, Inquiry, 
Problem-Solving, and Questionnaire Type In- 
teractions Within The TICS System. 
ED 077 245 
Information Technology - Its Impact on Deci- 
sion-Making. 
ED 070 455 
Instruction in Renal Physiology on a Minicom- 
puter-Based Educational System. 
ED 077 250 





136 Subject Index 


Interacting Patterns of Computer Support and 
Usage. Final Report. 
ED 077 336 


The International Directory of Computer and 
Information System Services, 1971. 

ED 071 389// 
Introduction to Teleprocessing. 

ED 067 819// 
Inventory of Computers in U.S. Higher Educa- 
tion 1969-1970. Utilization and Related Degree 


Programs. 
ED 066 911 


An Investigation of Spoken Brazilian Portu- 
guese: Part I, Technical Report. Final Report. 

ED 067 958 
Keypunching Manual. Third Edition. 

ED 078 608 
A Large Scale Computer Terminal Output 
Controller. 

ED 078 674 
Logical Access Control Mechanisms in Com- 


puter Systems. 
ED 078 880 
Machine Entrance Testing for Higher Schools. 
ED 069 157// 
Man-Machine Communication: Computer 
Credibility for French and English Canadians. 
ED 078 457 
Methodological Advances in Political Gaming: 
The One-Person Computer Interactive, Quasi- 
Rigid Rule Game. 
ED 074 693// 
Microprogramming Handbook. Second Edition. 
ED 069 113// 
Shared Audio 


A Multi-User Hardware 


Response System. 

ED 078 667 
National Degree of Computerization: A Con- 
text for Evaluating Computer Education Poli- 
cies in Developing Countries. 

ED 071 424 
Networks and Disciplines; Proceedings of the 
EDUCOM Fall Conference (Ann Arbor, 
Michigan, October 11-13, 1972). 

ED 073 696 
An On-Line Document Retrieval Strategy 
Using the PLATO System. 

ED 078 673 
Organizational Structure and Technology: A 
Computer Model Approach. 

ED 071 176 
Planning Alternative Organizational 
Frameworks For a Large Scale Educational 
Telecommunications System Served by 
Fixed/Broadcast Satellites. Memorandum 


Number 73/3. 

ED 078 663 
The Potential Contribution of Computers to In- 
struction Reform. 

ED 069 140 
Proceedings of the Canadian Symposium on In- 
structional Technology (Calgary, Alberta, May 
24-26, 1972). 

ED 071 370 
Proceedings of the Ontario Universities Com- 
puting Conference (4th Toronto, Ontario, 
Canada, February 21-23, 1973.) 

ED 079 930// 

Project IDEALS. Educational Applications of 


Computer Systems. 
ED 077 846// 
Regional Information Centers: A Frontier in 
Small Library Automation. Dissemination 
Document No. 12. 
ED 078 607 
Report of the Task Force on Computer Charg- 
ing. 
ED 069 263 
Requirements for Advanced Programming 
Systems for List Processing. 
ED 067 829// 


Research on Computers in Mathematics Educa- 
tion, IV. The Use of Computers in Mathe- 
matics Education Resource Series. 

ED 077 734 
Southwest Region Educational Computer Net- 
work. Final Report 1969-1972. A Technical 
Report Submitted to the National Science 


Foundation. 

ED 077 234 
Standards for Teleprocessing; New Approaches 
for New Needs. 

ED 074 721 
Status Report on the Computer Grading of Es- 


says. 
ED 069 759 


Structuring Information for a Computer-Based 
Communications Medium. 

ED 078 675 
Subscriber Response System. Progress Report. 

ED 079 972 
Teaching Children Thinking. Artificial Intel- 
ligence Memo Number 247. 

ED 077 241 
Teaching Children to be Mathematicians vs. 
Teaching About Mathematics. Artificial Intel- 
ligence Memo Number 249. 

ED 077 243 
Twenty Things to Do With a Computer. Artifi- 
cial Intelligence Memo Number 248. 

ED 077 240 
The Use of Computers in Mathematics Educa- 
tion: Bibliography, III. The Use of Computers 
in Mathematics Education Resource Series. 

ED 077 733 
Using Programmed Instruction. The Educa- 
tional Technology Reviews Series. Number 


Ten. 
ED 073 624// 
Using the Computer in Education; A Briefing 


for School Decision Makers. 





ED 069 109// 

U. S. Office of Education Support of Computer 
Projects, 1965-1971. 

ED 071 423 


What is a Computer? 
ED 070 307// 


Computer Science 
APL/IV: Fourth International APL Users’ Con- 
ference. June 15-16, 1972, Atlanta, Georgia, 
U.S.A 
ED 074 766 
Artificial Intelligence - A Case for Agnosticism. 
ED 069 296 
Automated Instructional Management Systems 
(AIMS) Version III, System Manual. 
ED 076 415 
Automated Instructional Management Systems 
(AIMS) Version III, Users Manual. 
ED 076 416 
Automated Instructional Management Systems 
(AIMS) Version III, Operator’s Guide. 
ED 076 417 
Automated Instructional Management Systems 
(AIMS) Version III, Program Logic Manual, 
Volume 1. Source Statement Flowcharts. 
ED 076 418 
Automated Instructional Management Systems 
(AIMS) Version III, Program Logic Manual, 
Volume 2. Source Statement Listings. 
ED 076 419 
Automated Instructional Management Systems 
(AIMS) Version III, Source Programs. 
ED 076 420// 
Available Data Banks for Library and Informa- 
tion Services. 
ED 076 219// 
A Bibliography of Literature on Planned or Im- 
pl ted t ted Library Projects, Part I; 
Volume 9, World Survey Series. 
ED 076 209// 
A Bibliography of Literature on Planned or Im- 
plemented Automated Library Projects, Part Il; 
Volume 10, World Survey Series. 
ED 076 210// 





A Career in Information. 
ED 067 116 

Computer Dictionary and Handbook. 

ED 072 622// 
Computer Education for Teachers in Seconda- 
ty Schools; Aims and Objectives in Teacher 
Training. 

ED 077 209// 
Computers and Computation. Readings from 


Scientific American. 

ED 071 369// 
Computers in Undergraduate Science Educa- 
tion. Conference Proceedings. 

ED 072 648 

Computer Yearbook 72. 

ED 066 865// 
Cross-Validation of the General Aptitude Test 
Battery and Development of a Weighted Appli- 
cation Blank for Computer Technology Trainec 


828.XX. 

ED 068 546 
Current Status of Computer-Administered In- 
struction Work Under Project IMPACT. 

ED 067 842 
Directory of Data Processing Education. 
Second Edition 1972-1973. 

ED 072 611// 


Dynamic Quantum Allocation and Swap-Time 
Variability in Time-Sharing Operating Systems. 
ED 076 212 
The Effect of Technology on School Organiza- 
tional Task Structure. 
ED 077 116 
Electric Composition Cost Comparison. 
ED 067 853 
Evaluation of a Text Compression Algorithm 
Against Computer-Aided Instruction (CAI) 
Material. 
ED 074 769 
Experimental Use of A Programming Language 
(APL) at the Goddard Space Flight Center. 
ED 067 251 
Illustrations of Conversational, Inquiry, 
Problem-Solving, and Questionnaire Type In- 
teractions Within The TICS System. 
ED 077 245 
An Introduction to Register Transfer Level 
Simulation of Digital Systems. 
ED 076 213 
Layman’s Guide to the Use of Computers. 
ED 071 385 
Machine Computation; An Algorithmic Ap- 
proach. 
ED 075 983// 
Microprogramming Handbook. Second Edition. 
ED 069 113// 
Naval Academy’s CAI Project (Computer- 
Assisted Instruction Project). Final Project Re- 
port 1 July 1968 - 30 June 1971. 
ED 075 992// 
New Educational Technology. 
ED 074 740// 
The PLATO IV Student Terminal. Revised Edi- 
tion. 
ED 078 670 
Proceedings of the Ontario Universities Com- 
puting Conference (4th Toronto, Ontario, 
Canada, February 21-23, 1973.) 
ED 079 930// 
Smooth Pr and Lang 





ED 071 683 
Southwest Region Educational Computer Net- 
work. Final Report 1969-1972. A Technical 
Report Submitted to the National Science 


Foundation. 
ED 077 234 


Computer Science Education 
Computer-Assisted Instruction in Programming: 
A Curriculum Description. Technical Report 


Number 211. 
ED 079 991 
Computer Education for Development; 
Proceedings Based on the Rio Symposium on 
Computer Education for Developing Countries 
(August 6/12-1972). 
ED 071 706// 
Computers: Tools For Today. 
ED 076 006// 
put Technology Program (REACT). 
Technical Report. 





ED 070 320 

Computer Yearbook 72. 
ED 066 865// 
Developing Specifications for a Low-Cost Com- 
puter System for Secondary Schools. PREP 38. 
ED 071 458 
Directory of Data P Educati 
Second Edition 1972-1973. 





ED 072 611// 
Evaluation of Electronic Data Processing Cur- 
ricula in the Dearborn Public Schools. 
ED 071 429 
Everything You Always Wanted to Know 
About CAI But Were Afraid To Ask. 
ED 070 262// 
Inventory of Computers in U.S. Higher Educa- 
tion 1969-1970. Utilization and Related Degree 


Programs. 
ED 066 911 


Layman’s Guide to the Use of Computers. 
ED 071 385 
Machine Computation; An Algorithmic Ap- 


proach. 
ED 075 983// 


National Degree of Computerization: A Con- 
text for Evaluating Computer Education Poli- 
cies in Developing Countries. 

ED 071 424 


NIM: A Game-Playing Program. Artificial Intel- 
ligence Memo Number 254. 
ED 077 236 


Student Performance in Computer-Assisted In- 
struction in Programming. 
ED 067 870 





What is a Computer? 
ED 070 307// 


Computer Software 

Automated Acquisition of Periodicals, L.A. 
SER. (Library Automation - Serials). 

ED 077 525 
Center for Information Services, Phase Il-- 
Detailed System Design and Planring. First Re- 
port on the Acquisition Function. 

ED 067 121 


Computer Storage Devices 
Computer Based Test Development Center. 
Evaluation Report. 
ED 079 976 


Design, Study and Simulation of Space-Divided 
Output Buffer for PLATO. 

ED 078 668 
The Development of the New York State Bank 
of Reading Objectives. 

ED 075 495 
Final Report and Recommendations on Re- 
gional Computing Centre Development. 

ED 069 252 
ICED Data Bank on International Programs of 
Higher Educational Institutions. 

ED 067 057 


Logical Access Control Mechanisms in Com- 
puter Systems. 
ED 078 880 


Computer Terminal Network 
A Computer Terminal Network for Trans- 
parent Stimulation of the User of an On-Line 
Retrieval System. 
ED 070 461// 


Computer Uses in Education 
Everything You Always Wanted to Know 
About CAI But Were Afraid To Ask. 
ED 070 262// 


Concentrated Employment Program 
Low-Income Labor Markets and Urban Man- 
power Programs: A Critical Assessment. 

ED 075 676 


Concentrated Study Program 
Concentrated Study: A Pedagogic Innovation 
Observed. 
ED 078 749// 


Concept Attainment Abilities Project 
Methodological Problems Encountered in the 
Project. Symposium: The Structure of Concept 
Attainment Abilities Project. Final Report and 


Critique. 
ED 074 086 


Concept Formation 
The Algorithmic Approach to Curriculum Con- 
struction in Mathematics: A Field Approach. 
ED 079 051// 
An Analysis of Content and Task Dimensions 
of Social Studies Items Designed to Measure 
Level of Concept Attainment. 
ED 068 410 
An Analysis of the Problem-Solving Process as 
a Learning Context and Its Relationship to 
Conceptualization in Elementary School 


Science. 
ED 079 053// 

The Analytical Pragmatic Structure of 
Procedural Due Process: A Framework for 
Inquiry in Administrative Decision Making. 

ED 075 949 
Application of Jensen's Bidimensional Model of 
Learning to the Reading Process. 

ED 070 062 
Asian Expert Seminar on the Development of 
Science/Mathematics Concepts in Children 
(Bangkok, May 29 - June 10, 1972). Final Re- 


port. 

ED 076 357 
Children’s Concept of Number: The Spontane- 
ous Production of Number Symbols in Their 


Drawings. 

ED 068 157 
Communication and Institutional Change in 
Mexican Agricultural Development. 

ED 068 248 
Communicative C t : Implicati for 
the Field of Speech Communication. 

ED 072 495 
Computer-Based Instruction in Accounting 
Using the CREATE System. 

ED 071 269// 


forte Formation and the Development of 
8 Th tical Paper No. 37. 








ED 070 089 
Concept Formation--Concept Meigs Social 


i 


Subject Index 137 


ED 068 464 
Human Information and Argument Retrieval: 
Lang Correlates and Attitudinal Frame of 





Studies for the Elementary School. y 


Module #3. 

ED 073 986 
Concept Learning by Pairs as a Function of 
Type of Interaction, Memory Requirements, 
and Sex. Final Report. 

ED 066 702 


Conceptual Analysis in Social Studies 


Research. 
ED 075 297 


Conceptual Learning: From Mollusks to Adult 


Education. 
ED 070 958 

A Conceptual Scheme for Population-Environ- 
ment Studies. Experimental Edition. 

ED 071 842// 
Conceptual Systems and Educational Environ- 
ment: Relationships Between Teacher Concep- 
tual Systems, Stud 4 I Sy , and 
Classroom Environment as Perceived by Fifth 
and Sixth Grade Students. 











ED 076 539 
Concrete and Abstract Thinkers at Three 
Grade Levels and Their Performance with 
Complex Concepts. 

ED 080 151 
A Developmental Study of Group Formation in 


Children. 

ED 078 096 
The Development and Evaluation of a Diag- 
nostic Testing Model for Junior High Science. 
Final Report. 

ED 068 528 
Development of C pts of Political Conflict 


and Power by Sth and 8th Graders. Final Re- 
port. 





ED 071 959 
The Development of Memory-Encoding 
Processes. Final Report. 

ED 079 717 


On the Development of “‘More” or ‘‘Less.” 

ED 073 839 
The Development of Protocol Materials. 
Acquiring Teacher Competencies: Reports and 


Studies. 

ED 075 350 
The Development of the Ability to Understand 
Numerical Symbols. 

ED 080 195 
Discovering the Physical World. Young Chil- 
dren Learning Series. 

ED 080 191// 


The Effectiveness of Giving Rules in Forming 
Concepts. 
ED 079 042// 

Effect of Negative Instances in Concept 
Acquisition Using a Verbal Learning Task. 
Tech Memo Number 71. 

ED 075 990 
The Effect of the Sequence of Instructional 
Events in a Concept Learning Task in Film 
Study. 

ED 077 206 
The Effects of Number of Positive and Nega- 
tive Instances, Concept Definition, and Empha- 
sis of Relevant Attributes in the Attainment of 
M th ti 1c 





pt 


ED 073 942 
The Effects of Selected Experiences on the 
Ability of Kindergarten Children to Use Con- 
servation and the Transitive Property of Six 


Relations. 

ED 078 930 
Elementary School Children’s Level of Attain- 
ment of Selected Classificatory Science Con- 


cepts. 
ED 073 915 


Evaluation and Implementation of the Concep- 


tual Skills Program. 
ED 073 845 


An Evaluation of the Multivariate Methodology 


of the Project. 

ED 077 948 
An Examination of Factors Responsible for 
Low Achievement in Indian Elementary School 
Students. Part !. 

ED 073 890 


An Experimental Comparison of Certain Cue- 
ing Systems in Group Problem-Solving. 

ED 072 497 
Extinction of Conservation and Transitivity of 


Weight. 

ED 078 933 
A Guide to Concept Teaching, United States 
History, Grade 9. (From Reconstruction to the 
Present). 


Reference; Rhetorical Invention: Attitudinally 


Bound. 

ED 079 772 
Hypostatization of Selected Environmental 
Concepts in Elementary School Children. 

ED 070 022 
I: An Introduction to Protocol and Training 
Materials. II: The Portrayal of Concepts: An 
Issue in the Development of Protocol Materi- 


als. 

ED 075 351 
An In-Depth Study of the Internship Concept 
as Part’ of the Doctoral Program in Vocational- 
M The De Pp t of the 
Internship: An Historical Perspective. Part Il. 
Final Report. 





ED 067 445 
Infusing Career Education in the Curriculum. 

ED 073 325 
Intellectual Factors Related to the Reading 


Process: Cognitive Skills. 

ED 078 375 
Items for Measuring the Level of Attainment of 
Selected Cl Cc pts by In- 
termediate Grade Children. 





ED 070 655 
Language as Labor: Semantic Activities as the 
Basis for Language Development. 


ED 073 843 
Levels of Concept Attainment and the Related 
Cognitive Operations. Theoretical Paper No. 
40. 


ED 073 410 
Mapping Children--Mapping Space. 

ED 076 242 
Measuring English Language Arts Concept At- 
tainment. 

ED 073 476 
Measuring Social Studies Concept Attainment: 
Boys and Girls. Report from the Project on A 
Structure of Concept Attainment Abilities. 

ED 075 273 
Methodological Probl E ed in the 
Project. Symposiim: The Structure of Concept 
Attainment Abilities Project. Final Report and 
Critique. 





ED 074 086 
of JT ty? 





Methodology for the Seq g 
in Classroom Concept Teaching. 

ED 073 702 
Migrant Education Program: A Handbook for 
the Teaching of S 





ED 079 003 
Modes of Values Thinking in Curriculum. 

ED 077 131 
The Piagetian Conservation of Length as Ef- 
fected by Two Alternate Modes of Spatial 
Translation: A Methodological Problem. Final 
Report. 

ED 078 087 
From Psychological Theory to Educational 
Practice: Implementation of a Matching Model. 

ED 068 438 
Reading and Concept Attainment, Highlights of 
the 1967 Pre-Con 





ED 071 061 
Relations Between Cognitive Abilities and Con- 
cept Attainment. 

ED 079 328 
Selection and Analysis of Language Arts Con- 
cepts for Inclusion in Tests of Concept Attain- 
ment. Working Paper No. 59. 

ED 068 961 
Some Trends and Reforms in the Educational 
Policy of Norway in the Light of the Concept 
of Life-Long Education. 

ED 074 368 


Strategy Devel t and Hypothesis Testing 
as a Function ‘of an Individual’s Cognitive 
Style. Final Report. 





ED 071 010 
A Study of Text Processing and Intrinsic In- 
dividual Differences in Conceptual Organiza- 


tion. 
ED 076 961 


A Supplement to Technical Report No. 82. 
Concept Learning: A Bibliography, 1970. 
ED 067 606 


Territorial Decentration and Geographic 


Learning. 
ED 071 933 
Tests of Self Concept as Measures of Personali- 


ty Change. 
ED 076 638 





138 Subject Index 


A Thinking Laboratory Adapted for Deaf Chil- 
dren. Final Report. 
ED 071 251 


Upgrading Picture Communications Research 
in Science Education. 
ED 079 062 


Vicarious Transfer of Affirmative and Rela- 
tional Concepts. 
ED 078 932 


Concept Structures 
A Factor Analytic Investigation of the Task of 


Public Education. 
ED 075 954 


Concept Teaching 
Achieving Academic and Social Objectives in 
Kindergarten through Behavioral Analysis. 
Research and Development Report, Vol. VI, 


No. 3. 

ED 072 854 
Adaptive Instructional Model for Concept 
Acquisition. 

ED 073 707 
An Analysis of Selected Classificatory Science 
Concepts in Preparation for Writing Tests of 
Concept Attainment. 

ED 070 654 


The Analysis of Social Issues by Social Science 


Majors. Draft. 
ED 067 305 


A Comparison of the Effects of Four Teaching 
Strategies on the Acquisition, Retention, and 
Transfer of Selected Science Concepts in the 


Sixth Grade. 
ED 079 037// 
The Comprehension and Communication of 
Relational Concepts by Inner-City Children. 
ED 074 197 
Concept Formation--Concept Teaching. Social 
Studies for the Elementary School. Proficiency 


Module #3. 

ED 073 986 
The Concept of Culture. An Introductory 
Resource Unit in World Cultures. 

ED 072 983 
Conceptual Complexity, Teaching Style and 
Models of Teaching. 

ED 073 965 
Conceptual Learning: From Mollusks to Adult 


Education. 
ED 070 958 


Curriculum Materials Analysis. Educational 
Research Council of America: Concepts and 
Inquiry. Communities at Home and Abroad: 
American Communities, Grade 2. 
ED 071 926// 
Defining and Implementing a Content-Process 
Approach to Teaching Social Studies. 
ED 068 404 
The Effectiveness of Giving Rules in Forming 


Concepts. 
ED 079 042// 


The Effect of the Sequence of Instructional 
Events in a Concept Learning Task in Film 


Study. 

ED 077 206 
The Effects of Information Concerning the At- 
tributes of Concept Instances and Recall of 
Relevant Subconcepts on the Level of Mastery 
of Certain Geometric Concepts. Working Paper 


45. 

ED 067 219 
The Effects of Number of Positive and Nega- 
tive Instances, Concept Definition, and Empha- 
sis of Relevant Attributes on the Attainment of 
Three Environmental Concepts by Sixth-Grade 
Children: Report from the Conditions of Learn- 
ing and Instruction Component of Program |. 
Technical Report No. 244. 

ED 073 412 
The Effects of Selected Experiences on the 
Ability of Kindergarten Children to Use Con- 
servation and the Transitive Property of Six 
Relations. 

ED 078 930 
The Effects of Type, Identifiability, and Variety 
of Instructional Instances on Subject Matter 
Concept Attainment. 

ED 078 315 


Introduction to Archaeology, Social Studies: 
6414.07. 

ED 071 939 
Learning Skills; Review and Domain Chart. 

ED 079 625 
The Meaning of Lifelong Learning. 

ED 068 833 


Measuring English Language Arts Concept At- 


tainment. 

ED 073 476 
Methodology for the Sequencing of Instances 
in Classroom Concept Teaching. 

ED 073 702 


Negative Instances and the Acquisition of the 
Mat 1c pts of Commutativity and 
Associativity. Final Report. 





ED 072 979 
Organizing Knowledge for Instruction. Social 
Studies for the Elementary School. Self Instruc- 
tional Module #1. 

ED 073 988 


Positive Versus Positive and Negative Instances 
and the Acquisition of the Conjunctive Con- 
cepts of Distributivity and Homomorphism. 

ED 075 194 
A Preventive Mental Health Program for Four- 
Year-Old Head Start Children. 

ED 076 230 


Reading and Concept Attainment, Highlights of 
the 1967 Pre-Convention Institutes. 

ED 071 061 
Stability of Semantic Factor Structure and 
Change in Connotative Meaning of Educational 
Concepts During Teacher Training. 

ED 078 044 
Teaching About Basic Legal Concepts in the 
Junior High School. 

ED 080 432 


Vicarious Transfer of Affirmative and Rela- 


tional Concepts. 
ED 078 932 


Conceptual Analysis 
Conceptual Analysis in 
Research. 


Social Studies 


ED 075 297 


Conceptual Schemes 
An Analysis of Inquiry in the Social Studies. 
ED 075 292 
An Analysis of Selected Classificatory Science 
Concepts in Preparation for Writing Tests of 
Concept Attainment. 
ED 070 654 


An Application of the Programmatic Organiza- 
tion Model to Applied Research. 
ED 079 883 


Associational Structure and Community 
Development: A Comparative Study of Two 
Communities in Southern United States. 
ED 072 325 
Biology, pee and Higher Grades, Syl- 
and S Question Papers. 
ED 076 350// 
Career Education Resource Guide. 
ED 069 918// 
Chemistry, Ordinary and Higher Grades, Syl- 
labuses and Notes. 
ED 076 351// 


Concepts of Reading Comprehension and Their 
Representation in Current Secondary Reading 
Professional Textbooks, Instructional Materials 


and Tests. 
ED 078 397 
A Conceptual Scheme for Population-Environ- 
ment Studies. Experimental Edition. 
ED 071 842// 
Educational Research and Development Unit 
Graduate School of Industrial Administration, 
Carnegie-Mellon University. Third Annual Re- 


port. 
ED 077 467 





Industrial Arts in the Southeast. 
ED 069 925 


An Investigation in Elementary Science Cur- 
riculum, Employing A Conceptual Schemes 


Approach. 

ED 072 916 
Mass Communication and Relative Reality: A 
Conceptual Paradigm. 

ED 074 529 


Models of Structures and Strategies for 


Teacher Education in Developing Nations. 
ED 074 060 


The Oregon Studies in Educational Research, 


Populations, Teacher's Guide. 
ED 070 625// 
The Process of Supervision in the Context of 
Motivation Theory. 
ED 079 576 


Redirection in Corrections through Adult Basic 


Education. 
ED 068 772 


Speech Therapy and the Culturally Different 


Student. 
ED 070 078 


Structural Unemployment: Theory and Mea- 


surement. 

ED 073 268 
Teaching the C tual Sch “The Particle 
Nature of Matter” in the Elementary School. 

ED 070 658 
Theoretical Framework: Some Basic Issues Re- 
lated to Methods and Media Selection. 

ED 074 741 
Vocational Development Theory and _ the 
Career Development Inventory: Construction 


of the CDI. 
ED 069 794 





Conceptual Tempo 

Concrete and Abstract Thinkers at Three 
Grade Levels and Their Performance with 
Complex Concepts. 

ED 080 151 
Disadvantaged Children and Their First School 
Experiences. ETS-Head Start Longitudinal Stu- 
dy: Development of Self-Regulatory Behaviors. 

ED 079 414 
The Effect of Instruction on Learning. 

ED 075 735 
[Field Independence-Dependence, Reflection- 
Impulsivity, and Problem-Solving Styles of 
Preschool Children.] Interim Report. 

ED 076 246 
Habituation and the Resp to Di pancy: 
Implications for Memory, Retrieval, and 
Processing Perceptual Information. 

ED 069 404 
Measuring Reflection Impulsivity Accurately. 

ED 079 333 
Predicting the Future: Studies on the Growth 
of the Iniellect. 





ED 068 168 


Conditioned Response 
The Effects of Differential Reinforcement Con- 
ditions and the Condi Emoti 
Response on Discrimination Learning. Final 


Report. 

ED 066 854 
Some Effects on Human Behavior of Aversive 
Events. 





ED 077 554 


Training Originality in El tary School Chil- 


dren. 





ED 078 951 


Conditioned Stimulus 
Hypostatization of Selected Environmental 
Cc pts in El tary School Children. 
ED 070 022 





Conmennann 
porary Appr 
gece 





hes to Conditioning and 


ED 078 369// 

Effects of Behavior Therapy. 
ED 072 381 
The Effects of Prior Conditioning to Expectan- 
cy Statements on Persistence and Persistence 


of Attention. 
ED 073 388 


A Language Program for the Nonlanguage 
Child. 


ED 076 232// 
Operant Control of Classroom Behavior. 
ED 069 998 


Conduct 
Social Contract Among the Members of the 
Community of the Evergreen State College. 
ED 071 615 





Development, Diffusion, and 
Volume III: Conceptual Frameworks for View- 
ing Educational RDD&E. Final Report. 
ED 066 840 
Physics, Ordinary and Higher Grades, Syl- 
labuses and Notes. 
ED 076 352// 


Planning and Social Systems: Organizations as 
a Special Case. A CRUSK-ISR Working Paper. 
ED 075 894 


Conductive Education 
Evaluati an I ted Approach to the 
Management of Cerebral Palsy. Volume I of 





IV. Final Report. 

ED 070 235 
Evaluating an | d h to the 
Management of Cerebral rane Appendix A: 
IMCP Documentation Handbook. Volume II of 


IV. Final Report. 
ED 070 236 








Evaluating an Integrated Approach to the 
Management of Cerebral Palsy. Appendix B: 
Field Test Report of the Eau Claire Functional 
Abilities Test and the Wolfe-Bluel Socialization 
Inventory. Volume III of IV. Final ee 

070 237 


Evaluating an Integrated Approach to the 
Management of Cerebral Palsy. Appendix C: 
An Anaiysis of the Evaluation and Follow-up 
Data from the Institute for Movement Therapy 
in Budapest, Hungary. Volume IV of IV. Final 


Report. 
ED 070 238 


CONDUIT 
CONDUIT: An Experiment in Educational 
Computer Usage and Program Exchange. 

ED 066 916 


Conference Reports 
The 1971 Spring Conference Report of the 
Ford Training and Placement Program. 

ED 073 095 
1973 Winter Simulation Conference. Spon- 
sored by ACM/AIIE/SHARE/SCi/TIMS. 

ED 077 182 
Accelerated Educational Change; The Annual 
Western Regional Conference on Testing 
Problems (15th, San Francisco, California, May 


6, 1966). 
ED 080 548 
Addresses and Reports, Annual Meeting of the 
National Science Teachers Association (21st, 
Detroit, Michigan, March 30 - April 3, 1973). 
ED 080 340 
Adult Education in the Context of Lifelong 


Education. 
ED 068 761 


Advocacy for the Legal and Human Rights of 
the Mentally Retarded. 
ED 072 582 


AFT-QuEST Consortium Yearbook. 
Proceedings of the AFT-QuEST Consortium 
(April 22-26, 1973). 

ED 080 519 


An Agenda for National Action: Equal Oppor- 
tunity for All. 
ED 071 652 


Alternatives in Education: A Regional Prac- 


ticum. 
ED 074 590 
American Nurses’ Association Nursing 
Research Conference (8th, Albuquerque, New 
Mexico, March 15-17, 1972). 
ED 069 863// 


Annual Report 1971, Council for Cultural Co- 


operation. 

ED 069 479 
Annual Southern Region Research Conference 
in Agricultural Education Proceedings (2Ist, 
Mississippi State University, July 25-27, 1972). 

ED 072 294 
APL/IV: Fourth International APL Users’ Con- 
ference. June 15-16, 1972, Atlanta, Georgia, 


U.S.A. 
ED 074 766 


The Application of Sci and T gy to 
Public Programs. 
ED 068 279 


Applications of Linguistics: Selected Papers of 
the Second International Congress of Applied 
Linguistics, Cambridge 1969. 

ED 066 961// 


Approaches to Teaching Reading: The Systems 
Approach Versus the Basal Reader —-. 
ED 075 808 
Asian Expert Seminar on the Development of 
Science/Mathematics C ts in 
(Bangkok, May 29 - June 10, 1972). Final Re- 


port. 

ED 076 357 
Assessing the Current Educational Congeries; 
The Annual Western Regional Conference on 
Testing Problems (16th, San Francisco, Califor- 
nia, May 5, 1967). 








ED 080 549 
The Assessment of Non-Standard Programs -- 
the Need and the Promise; The Annual 
Western Regional Conference on Testing 
Problems (20th, Oakland, California, May 7 


ED 080 543 
Behavioral Sciences and Medical Education. A 
Report of Four Conferences. 

ED 070 385 


Cablevision for Continuing Education and 
Community Programs, Conference Presenta- 
tions (Regina, November 28-29, 1972). 


ED 078 246 
Career Education and the Technology of 
Career Development. 

ED 068 716 


CATV: The New Communicator. 21st Annual 
NCTA Convention Official Transcript. Techni- 


cal Volume. 
ED 069 118 


The Challenge of Accountability in Programs 


for the Gifted. 
ED 069 077 


Challenges to the Disciplines: Contexts for the 
Liberal Arts. 
ED 077 777 


Changes in Education and M t Since 
Sputnik. Annual Western Regional Conference 
on Testing Problems (10th, Los Angeles, 
California, May 5, 1961). 

ED 080 566 


Changing Patterns in Foreign Language Pro- 
grams: Report of the Illinois Conference on 
Foreign Languages in Junior and Community 


Colleges, 1972. 
ED 074 813// 


Children and Reading: The Human Connec- 
tives. Proceedings of the Reading Conference 
(Auburn, November 10, 1972). 

ED 075 784 


Children, Books and Reading. Perspectives in 
Reading No. 3. 
ED 076 948 


Colloquium on Higher Education in Connec- 
ticut. Presentations by Principal Speakers. 

ED 072 733 
Communications and Society; Summary Report 
On The Conference On The Cable and Con- 
tinuing Education. 





ED 076 008 
Community Junior Colleges and Universities: 
Partners in Higher Education. A Report of a 
National Conference. 

ED 073 768 


Community Schools in Developing Countries. 
International Studies in Education 23. 

ED 074 381// 
Competencies for Teachers; Vocational Educa- 
tion Shows the Way. 





ED 067 467 
Computers in Undergraduate Science Educa- 
tion. Conference Proceedings. 

ED 072 648 


Concerns and Recommendations; A Report of 
the Colloquium on Occupational Counseling 
and Guidance. 

ED 066 701 


Conference on Administrative Planning for Al- 


lied Health Occupations. Final Report. 
ED 078 162 


Conf on Manpower Services for the 
Poor: Summary of Findings and Di 


Final Report. 
ED 074 298// 
Conference on Post 'A’-Level German Lan- 
guage Teaching: Report of Proceedings (Hull, 
England, September 13-15, 1971). 
ED 074 805 
Conf Pr di Community Dialog in 
Career Education Part I (San Jose, California, 


July 14, 1972). 
ED 074 238 


Conference Report on “Aqui Se Habla 
Espanol:” A Conference on the Role of Educa- 
tional Institutions in Solving Problems Related 
to the Identity, Status and Future of Spanish- 
Speaking Peoples of the United States. 

ED 071 514 
Convenio ‘‘Andres Bello:” Informe Final [de 
la] Segunda Reunion de Ministros de Educa- 
cion de la Region Andina (‘Andres Bello” 
Agreement: Final Report of the Second Meet- 
ing of the Andean Region Ministers of Educa- 


tion). 

ED 067 909 
Conventi di Digest (Chicago, Il- 
linois, Drasecatian 1-6, 1972). 














ED 079 531 
Council for Exceptional Children Selected 
Convention and Special Conference Papers In- 


dex. 
ED 078 613 


Council of Europe Information Bulletin 3/1972. 
ED 076 367 


Current Approaches to the Teaching of 
Foreign Languages. 
ED 072 694 


Current Issues in Readi P dings of the 
Annual Convention of the latoreations! Read- 





Subject Index 139 


ing Association (13th, Boston, Apri! 1968), 
Volume 13, Part 2. 

ED 076 947 
Curricular Implications of Visual Literacy; 
Conference Report. 

ED 076 019 
Curriculum Development. Report of a Planning 
Conference for the NIE Planning Unit 
(Washington, D.C., December 17-18, 1971). 

ED 072 560 
Curriculum Materials 1973. 

ED 075 356 
Deaf Leadership Training for Community In- 
teraction. A Manual for “Grassroots” Leader- 
ship. 

ED 073 364 
Determination of Air Quality. Proceedings of 
the ACS Symposium on Determination of Air 
Quality. 

ED 070 648// 

The Development and Application of Intel- 
ligence Tests for the Blind: A Research Utiliza- 
tion Conference. Final Report. 





ED 074 655 
Develop ts and As ts in Educational 
Centers and Laboratories; The Annual Western 
Regional Conference on Testing Problems 
(18th, San Francisco, California, May 9, 1969). 

ED 080 544 
Diagnostic Viewpoints in Reading. 

ED 068 916 
Director-General’s Report on the Third Inter- 
national Conference on Adult Education. 

ED 072 336 
Documenting Educational Change; The Annual 
Western Regional Conference on _ Testing 
Problems (14th, San Francisco, California, May 
7, 1965). 

ED 080 547 
Early Childhood Education Leadership Con- 
ference (Memphis, Tennessee, April 25-26, 
1969) “In a Nutshell”. 

ED 077 592 
Early Childhood Programs in the States: Report 
of a December 1972 Conference. 

ED 077 552 
Educational Research Symposium on Research 
into Pre-School Education (2nd, Jyvaskyla, 
Finland, December 7-11, 1971). 

ED 078 940 
Environmental Impact Analysis: Philosophy and 


Methods. 
ED 070 640 


Establishment of an International University - 
Progress Report by the Director-General. 
ED 077 312 
Ethical Issues and Questions about Testing for 
Test Publishers. 
ED 075 465// 


Ethical Issues in the Use of Humans for 
Research. 
ED 075 466// 

Forging Ahead in Reading. Proceedings of the 
12th Annual Convention of the International 
Reading Association, Volume 12, Part 1. 

ED 078 347 
Foundations & Practices in Perceptual Motor 
Learning-A Quest for Understanding. 

ED 075 398 
Goals of Adult Basic Education in Corrections. 

ED 068 790 
Implications of Career Education for Teacliers’ 


Preparation. 
ED 074 206 


Individualizing Instruction for Individualized 
Learning. Edited Proceedings of the Fifth An- 
nual Conference of the National Association 
for the Individualization of Instruction, April 
21-22, 1972. 
ED 076 000// 

Industrial Arts in a Changing Society. 

ED 070 828 
Industrial Arts in the Southeast. 

ED 069 925 
Innovations Now! International Perspectives on 
Innovation in Teacher Education. 

ED 069 612 
The Institute and the Environment: An Aware- 
ness Seminar. 

ED 073 920 
Institutional Management in Higher Education. 

ED 067 972 
International Congress of Applied Linguistics: 
Congress Abstracts (3rd, Copenhagen, August 


21-26, 1972). 
ED 074 796 





140 Subject Index 


International Union for Conservation of Nature 
Bulletin (IUCN), Volume 3 Number 10. 

ED 072 961 
Invitational Conference on Measurement in 
Education; Proceedings (of the) Eleventh 
Southeastern Conference (December 8-9, 
1972). Pre-Session. 

ED 075 445 


Invitational Conference on Measurement in 
Education; Proceedings (of the) Eleventh 
Southeastern Conference (December 8-9, 
1972). Session I. 

ED 075 449 


Invitational Conference on Measurement in 
Education; Proceedings (of the) Eleventh 
Southeastern Conference (December 8-9, 
1972). Session II. 

ED 075 464 


Invitational Conference on Testing Problems 
(New York, November |, 1969). 
ED 080 539 


Invitational Conference on Testing Problems 
(New York, October 29, 1966). 

ED 080 540 
Invitational Conference on Testing Problems 
(New York, October 28, 1967). 

ED 080 541 
Invitational Conference on Testing Problems 
(New York, November 2, 1968). 

ED 080 542 
Leisure and the Quality of Life. A New Ethic 
for the 70’s and Beyond. 

ED 073 382 
Meeting of Experts on Educational Planning in 
Asia. Final Report. (Tokyo, Japan, November 
25-December 1, 1970.) 

ED 078 546 


Mental Health Planning Conference for the 
Spanish Speaking (Bethesda, Maryland, Janua- 


ry 11-12, 1972). 

ED 078 982 
Minutes of the III General Assembly of the 
Standing Conference of Rectors and Vice- 
Chancellors of the European Universities, Sep- 
tember 2-9, 1964, 

ED 072 761 


Mother-Tongue Teaching. International Studies 
in Education 29. 
ED 076 069// 

National Conference on Career Education. 
Final Report. 

ED 075 570 
National Invitational Conference to Promote 
Collaborative Efforts for Health Manpower 
Preparation and Utilization (Chicago, Ill., May 
1-3, 1972). Summary Report. 

ED 072 231 
National Land Use Policy: Objectives, Com- 
ponents, Implementation. 

ED 073 937// 

National Planning of Vocational and Technical 
Training, 1972. 

ED 080 707 
National Student Conference on Health Man- 
power. 

ED 077 320 
The National Vocational Education Conference 
on Methods and Strategies for State Plan 
Development in Accordance with the Provi- 
sions of the Vocational Education Amendments 
of 1968 (Covington, Ky., March 25, 26, and 
27, 1969). Final Report. 

ED 067 504 
Navajo Reading Study. Progress Report No. 4, 
December 1969. 

ED 068 225 


Networks and Disciplines; Proceedings of the 
EDUCOM Fall Conference (Ann Arbor, 
Michigan, October 11-13, 1972). 

ED 073 696 
New Directions in Planning for a World of 
Work. 

ED 068 866 
New Directions in the World of Work. A Con- 
ference Report. 

ED 067 492 
New England Program in Teacher Education. 
Futurist Working Papers: The Teacher in 1984. 

069 609 

Novedades Bibliograficas No. 4 (Bibliographi- 
cal News No. 4). 

ED 067 921 
Nuclear Power and the Environment. 

ED 070 606 
Observational Methods in the Classroom. 

ED 077 146 


Options and Alternatives---An AUEC Study. 
1972 Pr dings of the A iation of Univer- 
sity Evening Colleges. 

ED 073 362 


Gnpeateetion's and | Proceedings of the New River 
Arti (New River Communi- 
ty College, Dublin, Virginia, April 28, May S$, 
May 12, 1973), 

ED 077 485 








Outdoor Education Experiences for Emo- 
tionally Handicapped Children and Youth. 

ED 072 584 
An Overview of the ‘Building for Career Edu- 
cation” Conference (Knoxville, Tennessee, 
April 21, 1972; Jackson, Tennessee, April 22, 
1972; and Murfreesboro, Tennessee, April 23, 
1972). 


ED 068 730 
Paper and Symposia Abstracts. American Edu- 
cational Research Association Annual Meeting, 
1973. 

ED 074 089 
People Power for Health Services. 

ED 070 864 
Pilot Demonstration School Workshop. Sum- 
mary Report. 

ED 070 182 
Planning for Integrated Science Education in 
Africa. Report of a Regional Workshop. 

ED 068 357 
Population and Family Education. Report of an 
Asian Regional Workshop. 

ED 068 328 


Population Problems and Policies in Economi- 
cally Advanced Countries. 
ED 077 702 


Position Papers on Career Education. 

ED 073 307 
The Pragmatics of Accountability (Philosophy 
into Practice). Proceedings: Annual Interna- 
tional Institute on the Community College 
(3rd, Sarnia, Ontario, Canada, June 14-16, 


1972). 

ED 077 501 
Proceedings, American Montessori Society 
Seminar (Minneapolis, Minn., June 16-19, 
1971): Environments for Learning. 

ED 069 368// 
Proceedings: Annual Illinois Junior College 
Conference (Seventh, Chicago, Illinois, May 


11-13, 1972). 

ED 073 754 
Proceedings: Conference on the Communi- 
ty/Junior College (The University of Tennessee 
at Knoxville, April 27-28, 1972). 

ED 071 664 


Proceedings: Governor's Symposium on Voca- 
tional Education, Chicago, Illinois, May 4-5, 
1972. Investing in People. 

ED 079 494 


Proceedings: National Conference on Bilingual 
Education (Austin, Texas, April 14-15, 1972). 
ED 080 282 
Proceedings of a Conference on Interprofes- 
sional Continuing Education in the Health 


Sciences. 

ED 068 770 
Proceedings of a National Conference on The 
Continuing Education Unit: An Examination. 
(April 27-28, 1972). 

ED 074 354 


Proceedings of a National Invitational Con- 
ference on Post-Secondary Career Education 
for State Directors of Vocational Education, 
Community/Junior Colleges, Adult and Con- 
tinuing Education. Final Report. 

ED 079 536 


Proceedings of Annual UAP Conference, 
Piagetian Theory and the Helping Professions 
(Second, Los Angeles, January 21, ig 9 
D 073 829 
Proceedings of Conference on yt 
Productivity Improvement of Hourly Workers. 
ED 079 500 
Proceedings of National Conference on State 
and Local Manpower Planning (Salt Lake City, 
Utah, April 28-30, 1971). 
ED 075 592// 


Proceedings of the 1970 Invitational Con- 
ference on Testing Problems (New York, Oc- 


tober 31, 1970). 
ED 080 545 
Proceedings of the 1971 Southern Research 
Conference in Agricultural Education (Clem- 
son, S.C., July 28-30, 1971): Regaining the In- 
itiative for Research in Agricultural Education. 
ED 080 784 


Proceedings of the American Society for En- 
gineering Education - Relations with Industry 
Annual Conference (24th, University of 
Houston, January 13, 1972). 

ED 072 920// 


Proceedings of the Anniversary Meeting (25th, 
Toronto, December 28- 29, 1972). Industrial 
Relations R tion Series. Index of 
IRRA Publications i968. 1972. 

ED 078 150 


Proceedings of the California Conference on 
Consumer Education (1st, Sacramento, Califor- 
nia, March 3, 1972). 

ED 072 242 


Proceedings of the Fifth National Conference 
of the Population/Family Planning Library and 
Information Centers, (Chapel Hill, N.C., May 


4-5, 1972). 

ED 071 921 
Proceedings of the National Gaming Council's 
Eleventh Annual Symposium. 

ED 071 394 


Proceedings of the Special Study Institute for 
Teachers of Deaf-Blind ome 
ED 077 159 


Proceedings of the Summer Conference of the 
Speech Association of America (4th, Chicago, 
Ill., July 13-14, 1968). 

ED 069 005 


Proceedings: Research and Exemplary Coor- 
dinating Conference (Harrisburg, Pa., August 


28-30, 1972) 

ED 072 232 
Proceedings: Town and Country Church In- 
stitute (38th, Urbana, Illinois, January 29-3i, 
1968). The Church and Community Develop- 


ment. 
ED 071 783 
Professional Progression in the Nursing Depart- 
ment. A Nursing Clinical Conference. 
ED 072 298 
Program and Abstracts of National Symposium 
on Methods of Learning Environmental 


Science. 
ED 070 611// 
Psychology and the Process of Schooling in the 


Next Decade: Alternative Conceptions. 
D 071 208 
A Question of Partnership: Institutions of 
Higher Education As A Resource in the Solu- 
tion of National Problems. 
ED 077 331 





Reaching the Forgotten Adult. 

ED 068 842 
Reaching the Pre-School Handicapped Child. 

ED 069 086 
Reading, Children's Books, and Our Pluralistic 
Society. Perspectives in Reading No. 16 

ED 071 036 
Reading Goals for the Disadvantaged. 

ED 074 483 
Reading Methods and Teacher Improvement. 

ED 068 913 
Readings on Adult Education: 10th Conference 
of 100+ Proceedings. 

ED 070 935 


Reflections: Researchers Conference in Voca- 
tional-Technical Education (October 29, 
1971). 

ED 069 893 
Region II National Dissemination Conference 
(Knoxville, Tenn., October 10-11, 1972). 

ED 075 577 
Rehabilitation, Sheltered Workshops, and the 
Disadvantaged: An Exploration in Manpower 
Policy. 

ED 075 609// 

Relevance in the Curriculum. Ontario Associa- 
tion for Curriculum Development Annual Con- 
ference (21st, Toronto, Ontario, November 9- 
11, 1972). 

ED 077 125 
Report of Sarawak Council for Further Educa- 
tion. 

ED 074 377 
Report of the Proceedings of the Meeting of 
the Convention of American Instructors of the 
Deaf (45th, Little Rock, Ark., June 25-July 2, 


1971). 

ED 070 231 
Report of the United States Delegation to the 
United States Educational, Scientific and Cul- 
tural Organization International Conference on 
Adult Education (3rd, Tokyo, Japan, July 25 - 
August 7, 1972). 

ED 070 965 
Report on NGO Conference on the Human En- 
vironment (New York, October 17-19, 1972). 





ED 073 931 
A Report on the State Conference on Environ- 
mental Education. 

ED 071 873 
Report on the Work of the United Nations 
Conference on the Human Environment and Its 
Implications for UNESCO. Item 13.3 of the 
Provisional Agenda. 

ED 077 675 


Research Trends in Computational Linguistics. 
Conference Report. 
ED 070 344 


The Role of Evaluation and Assessment Within 
the National Institute of Education. Report of a 
Planning Conference for the NIE Planning Unit 
(Washington, D.C., January, 1972). 

ED 072 561 
Role of the Academic Dean in Implementing 
Accountability: Anatomy of a Conference for 
Deans of Instruction in Two-Year Colleges. 

ED 075 014 
The Role of the Church in Rural Development. 
Report on the Proceedings and Recommenda- 
tions of the Working Conference (Salisbury, 
Rhodesia, August 27-30, 1972). 

ED 078 262 
The Role of Vocational Education in Career 
Education. Final Report. 

ED 074 209 
Rural Sociology in the South: 1972. 
Proceedings: Rural Sociology Section, Associa- 
tion of Southern Agricultural Workers. 

ED 068 213 
Science Education in Africa. 

ED 076 338// 

Scientific Study of Malnutrition as a Limiting 
Factor in the Development of Education. 

ED 071 769 
A Seminar Report on Implementing Distribu- 
tive Education Project Laboratories in High 
Schools and Area Vocational Centers. 

ED 072 224 
Send Up More Sputniks. 

ED 078 621 
Simpozionul Pregatirea Pentru Munca Obiectiv 
al Invatamintului (Symposium on Training for 
Work, the Aim of Education). 

ED 071 466 


Space for Mankind’s Benefit. 

ED 077 671 
Spotlight on Day Care. Proceedings of the Na- 
tional Conference on Day Care Services 
(Washington, D.C., May 13-15, 1965). 

ED 073 825 
Statewide Conference on Migrant Education 
(State University College in Geneseo, New 
York, July 8, 1971). 

ED 069 460 


Strategies for Curriculum Development in 
Southeast Asia. A Seminar. Final Report. 

ED 078 574 
Styles of Curriculum Development. A Report 
of an International Conference (Monticello, Il- 
linois, September 19-23, 1971). 

ED 077 122 


Summary of Proceedings of the Annual Meet- 
ing of the Association of Urban Universities 
(56th, Miami, Florida, November 1-2, 1970). 

ED 069 208 
Summary of Proceedings of the Annual Meet- 
ing of the Association of Urban Universities 
(57th, Chicago, Illinois, November 7-8, 1971). 
Forty-Eighth Report. 

ED 074 891 


The Summer Family Conference Report of the 
Early Education Program. 
ED 071 218 


Supplement to the Third Report to the Gover- 
nor and Legislature on Conservation Educa- 


tion. 

ED 077 716 
Symposium on the Place of Grammar in 
Modern Methods of Language Teaching: Re- 
port. (Brussels, Belgium, November 16-20, 
1970). 


ED 074 814 
Teaching Modern Languages Across the Ability 
Range: CILT Reports and Papers 8. 

ED 070 335 
Testimony of Nationally Representative 
Groups. U.S. Metric Study Interim Report. 

ED 067 500 
Testing in Learning and Teaching; The Annual 
Western Regional Conference on Testing 
Problems (13th, San Francisco, California, May 
1, 1964). 





ED 080 546 


The Third Annual Pennsylvania Conference on 
Post-Secondary Occupational Education. 

ED 072 194 
Third Conference on Teacher Certification: Ex- 
ploring the Bases for Reciprocity and Simplifi- 
cation of Evaluation Procedures. 

ED 068 462 
Third International Conference on Adult Edu- 
cation, Convened by UNESCO, Tokyo, 25 July 
- 7 August 1972. Final Report. 

ED 072 337 
Toward a National Policy on Aging: Volume I. 
Background, Organization, Program. Volume 
II. Conference Findings and Recommendations 
from the Sections and Special Concerns Ses- 
sions. Final Report. 

ED 072 346 
Toward a Systematic Approach to Environmen- 
tal Impact Review. 

ED 068 334 
Training for New Trends in Clubs and Centers 
for Older Persons. 

ED 074 344 
Twenty-fifth Anniversary Annual Meeting, 
Minutes. May 3, 4, 5, 1972. 

ED 074 666 
Twenty-Year Annotated Index to the National 
Reading Conference Reports. 

ED 066 712 
UNESCO International Conference on Adult 
Education (3rd, Tokyo, 25 July - 7 August 
1972. Position Papers and Background Papers. 

ED 070 924 
UNESCO: World Conference on Adult Educa- 
tion (3rd, Tokyo, 25 July - 7 August 1972. 
Statement by Singapore Delegation. 

ED 070 938 
United Nations Conference on the Human En- 
vironment. 

ED 080 288 
Volunteers for People in Need. Report of ‘“K- 
nowledge Utilization Conference on the Use of 
Volunteers in Vocational Rehabilitation and 
Public Welfare Agencies” (Washington, D.C. 
June 4-6, 1972). 

ED 078 237 
Western Regional Conference on Testing 
Problems (8th, Los Angeles, California, May 1, 
1959). Measurement Implications of Recent 
Curriculum Developments. 

ED 079 419 
Western Regional Conference on _ Testing 
Problems (7th, Los Angeles, California, March 
14, 1958). Testing for the Discovery and 
Development of Human Talent. 

ED 079 420 
Women in the Work Force. Confrontation with 
Change Series. 

ED 069 926// 

Workshop on Evaluation and Recommenda- 
tions Relating to the National Conference for 
Coordinating Vocational Rehabilitation and 
Educational Services for Deaf People. 

ED 074 356 
Workshop on Goals and Methods of Assessing 
the Public’s Understanding of Science, 
November 29 and 30, 1972, Palo Alto, Califor- 
nia. 

ED 077 673 


Conferences 

Access to College for Mexican Americans in 
the Southwest. Report of Action Conferences, 
July 31-August 4, 1972. Southwestern Commit- 

tee for Higher Education, Survey No. 6. 
ED 068 218 
Annual Meeting of National Association for 
in Sci Teaching, Abstracts of 
Presented Papers (46th, Detroit, Michigan, 


March, 1973). 

ED 080 305 
Better Group Meetings: An Aid to Better 
Management. Supervisory Development Con- 
ference Series. Training Guide. 





ED 078 252 
Commerce Supervisory Course: Discussion 


Guide. Conference Leadership. 
ED 067 531 


Environment, United Nations Conference on 
the Human Environment (Stockholm, June 5- 


16, 1972). 
ED 070 589// 


Family Day Care West: A Working Con- 


ference. 
ED 070 S11 


Subject Index 141 


First Western Region Conference of OEO 
Migrant Projects (Woodburn, Oregon, June 7- 
9, 1967). 

ED 068 208 
Guide. Supervisory Development Conference 
Series. Training Guide. 

ED 078 256 
Making Evaluation Research Useful: A Summa- 
ry of Proceedings of a Workshop. 

ED 068 574// 

Native American Politics: Power Relationships 
in the Western Great Basin Today. 

ED 076 277 
New Directions in Planning for a World of 
Work. 

ED 068 866 
“Nonverbal Variables in the Convention Infor- 
mation System’’ or “An Inquiry into Some 
Broader Perspectives’ or “Can Communication 
Research Help?” 

ED 079 790 
Nor Cal Research Group Vocational Education 
Study: A Field Study To Determine Charac- 
teristics of Most Successful Vocational Educa- 
tion Programs. 

ED 069 276 
Novedades Bibliograficas (Bibliographic News). 

ED 067 920 
Predictors of Supervisor Teacher Conference 
Interaction. 

ED 075 912 
Procedures, Costs, and Results of the Pilot Spe- 
cial Events Child Development Programs, Min- 
neapolis and St. Paul, Minnesota, 1971 and 
1972. 

ED 069 381 
Reading: A Human Right and A Human 


Problem. 
ED 070 074 


The Story of the White House Conferences on 
Children and Youth. 

ED 078 896 
The Tavistock Group Relations Conference: 
Description and Comparison with Laboratory 
Training. A CRUSK-ISR Working Paper. 

ED 075 895 
UNESCO Questionnaire: Third International 
Conference on Adult Education. ' 

ED 069 940 


Confidence Testing 
Confidence Interval Estimation of KR sub 20-- 
Some Monte Carlo Results. 
ED 075 513 
Enrollment Forecasting Handbook Introducing 
Confidence Limit Computations for a Cohort- 


Survival Technique. 
ED 066 781 


Confidentiality 
An Annotated and Cross-Referenced Bibliog- 
raphy on Computer Security and Access Con- 
trol in Computer Systems. 
ED 078 879 
Board Policies on Student Records. Educa- 
tional Policies Development Kit. 
ED 066 819 
Confidentiality of Student Records. 
ED 077 113 
The Ethical Issues of Privacy, Confidentiality 
and Privileged Communication. 
ED 075 473// 
Logical Access Control Mechanisms in Com- 
puter Systems. 
ED 078 880 
Releasing Test Scores: Urgent or Unthinkable? 
ED 077 115 


Confidential Records 

An Annotated and Cross-Referenced Bibliog- 
raphy on Computer Security and Access Con- 
trol in Computer Systems. 

ED 078 879 
Board Policies on Student Records. Educa- 
tional Policies Development Kit. 

ED 066 819 
Confidentiality of Student Records. 

ED 077 113 
The Ethical Issues of Privacy, Confidentiality 
and Privileged Communication. 

ED 075 473// 

Manual on Pupil Records. Revised. 

ED 078 539 


Conflict 
An Attribution Theory Analysis of Interracial 
Conflict in Job Settings. Illinois Studies of the 





142 Subject Index 


Economically Disadvantaged, Technical Report 


Number 11. 
ED 073 192 
Community Status and Conflict in Suburban 


School Politics. 
ED 071 927 


Conflict and the Collaborative Process: An- 
tecedents and Consequences of Two Inter- 
Agency Programs. 

ED 074 622 


Conflict in the Communication of Technology: 
Remarks on the Evolving Situation in U. S. and 
Yugoslav Rural Development. 

ED 069 451 


Effects of Personal Space Invasion and Anomia 
on Anxiety, Nonperson Orientation and Source 
Credibility. 

ED 073 506 
Environmental Issues Conflict Unit. Teacher's 
Guide and Student Book. 

ED 073 032 
International Data Archive and Analysis 
Center. I. International Relations Archive. II. 
Voluntary International Coordination. III. At- 


tachments. 

ED 068 397// 
Is Dissonance Motivating? Relationships 
Between Cognitive Behaviors and Tension 


Measures During Aggression. 
ED 074 427 


Parents and Projects at Park School. 

ED 069 837 
Race and Level of Abstraction of Disagreement 
as Determinants of Evaluation and Behavioral 
Intentions. Illinois Studies of the Economically 
Disadvantaged, Technical Report Number 12. 

ED 072 147 
Racial Interaction in an Urban, Secondary 


School. 

ED 076 725 
Simulation As a Technique For Analyzing 
Campus Unrest. Final Report. 

ED 067 896 
Social Conflict: Teachers’ Strikes in Newark, 
1964-1971. An Issue Paper on a Topical Sub- 
ject in Education. 

ED 073 519 
Teaching Communication and Contemporary 


Dissent. 
ED 073 497 


Teaching Youth About Conflict and War. 
Teaching Social Studies in an Age of Crisis. 
Number 5. 

ED 079 209 


Conflict Resolution 

Administration as an Adversary Role: Bargain- 
ing -- Collective Negotiations. 

ED 078 541 
Backtrack Programming: A Computer-Based 
Approach to Group Problem Solving. 

ED 078 452 
Communique: Resources for Practicing Coun- 
selors, Vol 2, No. 7. 

ED 075 765 
Conflict and the Collaborative Process: An- 
tecedents and Consequences of Two Inter- 
Agency Programs. 

ED 074 622 
The Conflict within Industrial Arts and Indus- 
trial Arts Education. 

ED 069 915 
Cooling or Coping? School-Community Ten- 
sions. 

ED 070 199 
Coping with Conflict and Change in Our 
Global Society. Report of a Summer 1972 
Workshop. 

ED 070 718 
Denial: A Bibliography. 

ED 076 922 
Educator Response to the Counter Culture. 

ED 069 587 
Facing Life, English: 5113.30. 

ED 067 702 
How Can We Make the Administrative Team 
Concept Come Alive? 

ED 078 495 
Learning Peace: A Resource Unit. 

ED 070 735 
Mahjetahwin (“‘The Beginning”). A Cross-Cul- 
tural Program. 

ED 071 810 
Management of Organizational Conflict Result- 
ing from Adoption of New Planning -- Evalua- 


tion Strategies. 
ED 075 943 


Methods for Introducing Analysis of Conflict 


Theory. 

ED 074 542 
Perception Expansion Training: An Approach 
to Conflict Reduction. 

ED 078 470 


Repression: A Bibliography. 

ED 076 921 
Resolving Management Conflicts Through As- 
sociations. The AASA, ASBO, NAESP, NASSP 
Administrative Team. 

ED 073 534 


A Study of Divisional Differences in a Commu- 
nity College Organization. 
ED 069 271 


Teaching Youth About Conflict and War. 
Teaching Social Studies in an Age of Crisis. 


Number 5S. 
ED 079 209 
Two Years of Experience in Teaching an Un- 


dergraduate Course on World Peace. 
ED 071 956 


University-Urban Interface Program. A Univer- 
sity and Its Community Confront Problems and 


Goals. 
ED 070 695 


Conformity 
An Exploratory Analysis of the Effects of Com- 
plementary and Contradictory Nonverbal Cues 
on Conformity Behavior. 
ED 075 881 


Congruence 
Similarity and Congruence. 
ED 069 535 
Similarity and Congruence, Teacher's Guide. 
ED 069 536 


Conjunctions 
The Effects of Subordinate Clause Type, Posi- 
tion, and Number on the Development of Chil- 
dren’s Perceptions of the Relationships Among 
Clauses in Complex Sentences. 
ED 072 449// 


Connected Discourse 
Items to Test Level of Attai t of Languag 
Arts Concepts by Intermediate-Grade Children. 
Working Paper No. 60. 
ED 068 960 


Selection and Analysis of Language Arts Con- 
cepts for Inclusion in Tests of Concept Attain- 
ment. Working Paper No. 59. 

ED 068 961 





Connecticut 
Achievement and Related School Factors in 
the Largest Cities of Connecticut. 
ED 080 613 


Alternate Learning Centers, 1971-1972. 

ED 068 590 
Connecticut Citizens Response to Educational 
Goals, 1971-1972. 

ED 078 045 


Education, Employment and Income of High 
School Vocational Agriculture Graduates. Final 


Report. 

ED 073 309 
A Guide to Project Evaluation: A Report of 
Evaluation Seminars Sponsored by the Connec- 
ticut State Department of Education. 

ED 080 584 
Higher Horizons 100, Hartford, Connecticut. 
Model Programs, Compensatory Education Se- 


ries. 
ED 068 618 


Higher Horizons: An Evaluation of an Ex- 


panded Team Program. 
ED 068 591 


A Library Program for Fairfield County, Con- 


necticut. 

ED 071 691 
Media Centers and Individualized Instruction 
Programs in Selected El tary Schools in 
Connecticut. 





ED 073 681 
Report of Institute on Planning Vocational 
Education (University of Connecticut, March 


13-16, 1972). 

ED 072 260 
Research and Development Project for the 
Establishment of Career Education: K-12 in 


Regional District 13. Final Report. 
ED 069 857 


Revision, Relief and Redistribution of the Con- 
necticut State and Local Tax Structure. A 
Research Monograph. 

ED 078 587 


A Study of the Characteristics of Students Who 
Sought Admission to Connecticut Regional 
Technical Schools in 1971. 

ED 076 799 


Survey of Needs for Services to the Elderly. 


Final Report. 
ED 073 266 


Conservation (Concept) 
The Acquisition of Conservation Through the 
Observation of Conserving Models. 
ED 080 210 
Assessment of Conservation of Two-Dimen- 
sional Space, Substance, Continuous Quantity, 
and Weight with Retarded and Average Chil- 


dren. 

ED 080 297// 
The Attainment of Conservation of Mass, 
Weight, and Volume in Minimally Educated 


Adults. 

ED 076 323// 
Attentional and Cardinal-Ordinal Factors in the 
Conservation of Number. 

ED 072 938// 


Children’s Appreciation of Humor: A Test of 
the Cognitive-Congruency Principle. 

ED 080 184 
Conservation of Identity and Equivalence 
Among Children from Varying Socio-Economic 
Backgrounds. 





ED 067 265 
The Effects of Selected Experiences on the 
Ability of Kindergarten Children to Use Con- 
servation and the Transitive Property of Six 


Relations. 

ED 078 930 
The Effects of Task Screening and Scoring Ob- 
jectively on Retardate Conservation Per- 


formance. 

ED 079 914 
Evaluation of Cognitive Develop t with 
Piaget-Type Tests: Study of Young Bright, 
Average, and Retarded Children. Final Report. 

ED 075 065 
Extinction of Conservation and Transitivity of 
Weight. 











ED 078 933 
Generalization of Habituation to Properties of 
Objects in Human Infants. 

ED 072 844 


An Investigation of Portions of a Model for 
Acquisition of Conservation and Measurement 
of Length Based on Performance of Selected 
Second Grade Children on Six Piaget-Type 


Tasks. 

ED 075 184// 
Learning of Liquid Quantity Relationships as a 
Function of Rules and Feedback, Number of 
Training Problems, and Age of Subject. 

ED 071 754 

Non-Cognitive Development of Mentally Re- 
tarded Children. 

ED 075 452// 
Performance of Retardates on Piagetian Tasks 
as a Function of Ethnicity. 

ED 075 177// 


The Piagetian Conservation of Length as Ef- 
fected by Two Alternate Modes of Spatial 
Translation: A Methodological Problem. Final 
Report. 

ED 078 087 
Proceedings of Annual UAP Conference, 
Piagetian Theory and the Helping Professions 
(Second, Los Angeles, January 21, 1972). 

ED 073 829 
Scalability of Tasks: A Methodological Study of 
Conservation on a Set of Equal Addition Tasks. 

ED 078 901 
The Status of Number and Quantity Conserva- 
tion Concepts Across the Life-span. 

ED 067 161 


of Piagetian 





A Study of Child 
Concepts. 


*s Acquisiti 


ED 079 014// 
A Study of the Relationship Between Gesell’s 
Developmental Age and Piaget’s Concept of 
Conservation. 
ED 076 239 
Three App hes to A ing the Conserva- 
tion of Weight Concept. 





ED 076 316// 
Time Conservation: A Comparison of Per- 
formance on Piagetian Tasks by Selected Stu- 
dents. 

ED 076 336// 


Conservation Education 
Approved Practices in Soil Conservation. 
ED 080 342// 





California Conservation and Environmental 
Education Survey. 
ED 079 104 


Critical Index of Films on Man and His En- 


vironment. 
ED 080 298// 
A Documentary History of Conservation in 


America. 
ED 070 610// 
Environmental Conservation. Third Edition. 
ED 068 347// 

Guide to Pre-Planning. A Guide to be Used in 
Preparation of Classes Attending Albion Hills 
Conservation Field Centre or Claremont Con- 
servation Field Centre. Revised Edition. 

ED 080 266 
International Union for Conservation of Nature 
Bulletin (IUCN), Volume 3 Number 10. 

ED 072 961 
Leaders in Outdoor Education, 1971. 

ED 076 276 
Lowell Environmental Arts and Science 
Center. Summary Report, Fiscal Year 1968. 

ED 067 337 
A Multi-Graded Conservation Education 
Summer School Model. 

ED 067 234 
Outdoor Education, A Selected Bibliography 
(with ERIC Abstracts), ERIC/CRESS Supple- 


ment No. 2. 

ED 073 903 
An Outline for Teaching Conservation in Ele- 
mentary Schools. 

ED 067 225 


Relationships through Conservation. Plain 
Local Schools, Outdoor Education Program. 

ED 071 836 
The Soil Conservation District Movement in 
Tennessee. 

ED 068 757 
A Study: Conservation Education and the 
Western Textbook. 

ED 073 918 
A Survey Study of the Comparative Status of 
Understanding and Reasoning in Conservation 
Concepts by Ninth Grade Students in the 
Public Schools of South Carolina. 

ED 076 320// 

Teaching Soil and Water Conservation: A 
Classroom and Field Guide. 

ED 067 218 
The Use of a Comparative Analysis as an 
Evaluation of a Junior High School Conserva- 
tion Education Program. 

ED 076 308// 

Water Films, 2nd Edition, 1965-1974. 

ED 067 224 


Consolidated Schools 
Going Comprehensive: Experience of a British 
Social Studies Department Head. Occasional 


Paper 8. 
ED 067 333 


Consortia 


1973 Consortium Directory. 

ED 077 359 
AFT-QuEST Consortium Yearbook. 
Proceedings of the QuEST Consortium (April 
2-6, 1972). 

ED 073 060 
AFT-QuEST Consortium Yearbook. 
Proceedings of the AFT-QuEST Consortium 
(April 22-26, 1973). 

ED 080 519 


Alabama Consortium for the Development of 
Higher Education. Annual Report 1971-72. 
ED 078 806 


Background Material on National Instructional 


Television, Bloomington, Ind. 

ED 079 988 
Community College and Technical Institute 
Follow-Up Study of Students Enrolled During 
One or More Quarters. Fall, 1970 to Fall, 


1971. 
ED 072 770 
CONDUIT: An Experiment in Educational 


Computer Usage and Program Exchange. 
ED 066 916 


Consortia: A Challenge to Institutional Autono- 


my. 
ED 074 932 
CORD Conducts a Feasibility Study. Final Re- 


port. 
ED 070 418 
The Development of African and Afro-Amer- 


ican Studies: A Consortium Approach. 
ED 077 437 


Directory of Academic Library Consortia. 


ED 072 819// 

Dynamics, Role, and Function in Inter-Univer- 
sity Collaboration. Final Report. 

ED 068 044 
The Educational Media Council as a Forum, 
Dissemination, and Consulting Service: An 18- 
Month Plan for Self-Study, Operations, and 
Continuity. Final Report. 

ED 067 901 
An_ Evaluation of the Rural Community 
Assistance Consortium (June 1971 through 
September 1972). 

ED 078 269 


The Five E's of Consortium Effectiveness. 

ED 077 478 
Five-Year Alumni Study of Community College 
and Technical Institute Students. 1966-67 to 


1970-71. 

ED 072 769 
Interinstitutional Cooperation in California 
Higher Education. 

ED 072 756 
~ Model seme Program for Educational 
t and Evaluation in New 
sent Salma. Final Report. 





ED 072 766 
New England Regional Student Program 
Evaluation 1957-1972. 

ED 074 916 
Paducah-Louisville Consortium. Project VIII: 
Focus on Dropouts... A New Design. Final 
Evaluation Report, 1971-72. 

ED 068 614 
Project to Design New Patterns for Training R 
& D Personnel in Education (RFP 70-12). 
Final Report. 

ED 080 495 
A Report on the Survey of High School Stu- 
dents’ Educational Plans and Opinions Relating 
to the Area Two-Year Institutions. 

ED 072 768 
The Role of College Libraries in the Planning, 
Development, and Operation of Educational 
Programs in Multi-purpose Higher Education 
Consortia. 

ED 079 981 
Supplement to the Directory of Academic 
Library Consortia. 

ED 072 820 


Terminal Evaluation: Alton Area Supplementa- 
ry Education Center 1967-1970. 
ED 079 261 


Voluntary Cooperation for Effective Resource 
Allocation in Higher Education. 
ED 067 052 


Constitutional History 
Guideli for Teaching 
Constitution. 





and Testing the Illinois 


ED 070 691 
Leading Court Decision Pertinent to Public 


School Desegregation. 
ED 073 212 


The Supreme Court in American Life. Social 
Studies: 6448.05. 
ED 080 441 


Construction (Process) 
Children’s Things: A Construction Guide for 
Play and Recreational Equipment for Parents, 
Teachers, Child Care Centers and Camps. 
ED 068 162 


Construction (Construction Process): Occupa- 
tional Cluster Series. Abstracts of Instructional 
and Research Materials. 

ED 073 262 


A Curriculum Activities Guide to Water Quaili- 
ty Equipment and Envir 1St 





ED 080 361 
A Junior High School Industrial Technology 
Demonstration Program The World of Con- 
struction, 1969-1970. Final Report. 

ED 075 661 
Penny Theater. 

ED 068 120 
Structural-Steel Lay-Out Man (any _ ind.) 
809.381-030--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 072 047 


Construction Costs 


Closing the Credibility Gap in Construction 
Cost Estimating. 

ED 073 537 
Financing School Construction. Educational 
Facilities Review Series, Number 12. 

ED 071 147 


“Project Management Controls with Systems.” 
ED 077 078 


Subject Index 143 


Schoolhouse Systems Project: SSP. 3rd Report. 
ED 071 174 


Construction Finance 
Urban School Construction: A Case Study of 
Alternative Financing Methods for St. Louis, 
Missouri. A Report. 
ED 067 770 


Construction Industry 
Building Materials Technology and Selling, a 
Distributive Education Manual and Answer 
Book. 
ED 074 250// 
Environmental Assessment: A 
Procedure. 


Impact 


ED 070 626// 
A Feasibility Study of a Computer-Based Man- 
power Information System for the Construction 
Industry. 


ED 078 139// 

Hours, Wages and Related Payments in the On- 
tario Construction Industry, 1973. Part I. 

ED 079 484 

er De Pp t and Utilization in the 

Contract 7B roasoy yen deatey. 





ED 068 701// 
Negro Construction Craftsmen in a Southern 
Labor Market. Final Report. 

ED 074 296// 
Proceedings of the Annual Winter Meeting 
(24th, New Orleans, Louisiana, December 27- 
28, 1971). 

ED 067 470 

Projecting Labor Requirements for Transporta- 
tion-Related Construction. Final Report. 

ED 079 489// 


Construction Management 

Construction Management. 

ED 071 198 
Housing in a Hurry. Proceedings of North At- 
lantic Conference. (Cambridge, Massachusetts, 
March 18, 1972.) 

ED 069 038 
The New Student Housing at New College. 

ED 069 033 
“Project Management Controls with Systems.” 

ED 077 078 
Technical Handbook for Facilities Engineering 
and Construction Manual, Part 2: Federally 
Assisted Activities. Guide for Project Appli- 
cants-Construction Management Services. De- 
partment Technical Handbook Series. 

ED 079 823 


Construction Needs 
An Estimate of Construction Needs of Higher 

Education by 1980. 
ED 077 344 


Construction Programs 
Construction Management. 
ED 071 198 
Florida Schoolhouse Systems Project. Second 


Phase Report. 
ED 070 163 


Construction Systems Program 
Specifications for the First CSP Building 


System. 
ED 070 202 


Construct Validation 
Mission Possible: Scientific Strategies and 
Methods for Systematic Improvement of Public 


Schools. 
ED 067 773 


Consultants 
1973-74 Directory of Consultants for Planning 
Adult Learning Systems, Facilities and Environ- 


ments. 
ED 078 285 


Basic Requirements for an Adequate Pupil Per- 


sonnel Program. 
ED 074 574// 


Consultation in a Public School for the Severe- 


ly Retarded. 
ED 075 962 


Directory of Environmental Consultants. 

ED 071 869// 
The Effectiveness of Paraprofessional Students 
As Behavior Consultants to Teachers. Final Re- 


port. 
ED 075 421 
Foreign Curriculum Consultant Program for 
American Schools, Colleges, and State Depart- 
ments of Education: 1973-74. 
ED 071 536 





144 Subject Index 


How to Get Started as a Consultant. 

ED 071 131 
Inservice Education: Consultation and Related 
Services for Nursing Home Personnel. Final 


Report. 
ED 074 359// 

National Education Task Force De La Raza. 
Annual Report, 1971. 

ED 075 145 
Navajo Reading Study. Progress Report No. 4, 
December 1969. 

ED 068 225 
Organizational Associates: So You Want to Be 
a Consultant? 

ED 077 045 
Resources for School Change I: A Manual on 
Issues and Programs in Training Educational 


Change. 

ED 069 044 
Survey of Special Education Teacher Popula- 
tion of Indiana, Michigan and om with _ 
cial Reference to C Itant 
Monograph Series No. 5. 





ED 077 175 
Utilization of Consultants in Inservice Training. 
D 068 436 


Consultation Programs 

Consultation in a Public School for the Severe- 
ly Retarded. 

ED 075 962 
Consulting for Improved Self Perceptions of 
Elementary School Children. 

ED 067 564 
The Effectiveness of Paraprofessional Students 
As Behavior Consultants to Teachers. Final Re- 
port. 

ED 075 421 
Mental Health Consultation to Programs for 
Children. A Review of the Data Collected from 
Selected U. S. Sites. 

ED 067 576 
The Neighborhood Youth Corps Goes to Fiji: 
Job Training for Another Society’s Disad- 
vantaged Youth. Final Report. 

ED 075 654// 

Racism in the Public Schools: A Model for 
Change. 

ED 074 193 
A Role Change Strategy: Decentralized Coun- 
seling. 

ED 070 009 
Senior Medical Consultants Project: A Con- 
tinuing Medical Education Program Utilizing 
Recently or Near-Retired Medical School 
Faculty Members. Final Report, August 1, 
1971 - January 31, 1973. 

ED 080 058 
Stanford's Multidisciplinary Research Training 
Program in Educational Policy Analysis. 

ED 078 504 
Utilization of Consultants in Inservice Training. 

ED 068 436 
Which Comes First Training or Research? 

ED 074 549 


Consumer Economics 
Beauty Products and the Consumer. 
ED 079 263 
The Consumer and His Dollars: A Workbook 
and Study Guide. 
ED 068 680// 
The Consumer and His Dollars. 
ED 068 681// 
Consumer Education for High Schools. 
ED 068 675// 
Consumer Product Safety Bills. 
ED 067 472 
The Consumer. U.S. Metric Study Interim Re- 
port. 
ED 070 842 
Factors Influencing Blount County, Tennesee 
Home Demonstration Club Members’ Use of 
Consumer Credit. A Research Summary of a 
Graduate Study. 
ED 075 711 
Information for Consumers. 
ED 072 314 
Metrication: A Guide for Consumers. 
ED 075 683// 
Questions & Answers for Consumers- 
Customers. 
ED 072 335 
Resource Materials for Consumer Education. 
ED 070 719 
Teacher's Answers to The Consumer and His 
Dollars: A Workbook and Study Guide. 
ED 068 679// 


Teachers Environmental Resource Unit: Con- 
sumer Resources Idea Manual. 
ED 067 300 
Test Pattern For Living. 
ED 071 273// 


Consumer Education 


An Approach to Consumer Education for 
Adults. 
ED 079 596 
Beauty Products and the Consumer. 
ED 079 263 
The Consumer and His Dollars: A Workbook 
and Study Guide. 
ED 068 680// 
The Consumer and His Dollars. 
ED 068 681// 
The Consumer and His Health Dollar: One of a 
Series in Expanded Programs of Consumer 
Education. 
ED 073 959 
Cc mer Education Bibliography: A Selected 
Listing of Abstracts from the National Mul- 
timedia Center for Basic Education. 
ED 073 363// 
Consumer Education for High Schools. 
ED 068 675// 
Consumer Education Programming in Continu- 
ing Education. 





ED 070 920 
The Consumer Looks at His Automobile In- 
surance. 

ED 068 845 
Credit and the Consumer: One of a Series for 
Expanded Program in Consumer Education. 

ED 075 559 
Education and the Consumer. Expanded Pro- 
grams in Consumer Education. 

ED 067 355 
Information for Consumers. 

ED 072 314 
Mini-Course on Consumer Education Teacher's 
Guide. 

ED 076 474 
Feopoedings of the California Conference on 
Cc tion (Ist, Sacr , Califor- 
nia, March 7 1972). 





ED 072 242 
A Project To Create and Validate Curriculum 
Materials in C d i for High 
School Students. Final Report. 





ED 072 514 
Ralph Nader: A Bibliography. 

ED 076 223 
Reflections of the Community: The Community 
Aide and Consumer and Homemaking Educa- 
tion. 

ED 075 607 
The Relationship Between Televised Instruction 
and Cognitive Performance, Attitude Change, 
and Self-Reported Behavior Change in Sub- 
Groups With Varying Backgrounds and 
Characteristics. 

ED 072 616// 

Resource Materials for Consumer Education. 

ED 070 719 
Selected Highlights in Vocational Home 
Economics Education. 

ED 080 731 
Social Studies Instruction in a Non-Classroom 
Setting. 

ED 073 021 
A Survey of Existing Consumer Education 
Practices in New Jersey Schools. 

ED 067 507 
Teacher's Kit for Consumer Education. 

ED 070 688 
Vocational Consumer Education: Homemaking, 
Grades 6-8. 

ED 080 747 


Consumer Science 

Kraft Board Odor Evaluation by Gas Chro- 
matography and Odor Judging Panel. 

ED 067 281// 
Ralph Nader: A Bibliography. 

ED 076 223 

The Relationship Between Televised Instruction 
and Cognitive Performance, Attitude Change, 
and Self-Reported Behavior Change in Sub- 
Groups With Varying Backgrounds and 
Characteristics. 

ED 072 616// 


Contemporary Music sea 
Cc ve M : An Anthology of 
Evolving Thought. 





ED 079 168// 


Comprehensive Musicianship: The Foundation 
for College Education in Music. 
ED 079 169// 
Contemporary Music for Schools. 
ED 069 593 


Contemporary Rhetorical Strategies 
Rudy's Red Wagon: Communication Strategies 
in Contemporary Society. 
ED 071 118// 


Content Analysis 

Analysis of Research Journals and Related 
Research Structure in Education. Final Report. 

ED 072 787 
Bilingual Education Program, Adelante! Con- 
tent Analysis Schedule for Bilingual Education 
Programs. 

ED 080 019 
Calexico Intercultural Design. Content Analysis 
Schedule for Bilingual Education Programs. 

ED 080 022 
Children’s Television Commercials; A Content 
Analysis. 

ED 078 682// 
A Comparison of the Postulational Structure of 
the Synthetic, Transformation and Vector Ap- 
proaches to Plane Geometry. 
ED 076 374// 

Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Instruction for Spanish 


Speaking Pupils. 
ED 072 698 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Portuguese Bilingual-Bicultural 
Project. 

ED 072 699 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Catch-Up. 

ED 072 701 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Let’s Be Amigos. 

ED 072 702 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Pilot Bilingual Program Grades 
1-2-3. 

ED 072 703 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Cherokee Bilingual Education 
Program. 

ED 072 704 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: BICEP Intercambio de la Cultu- 
ra. 

ED 072 708 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingualism for Conceptualiza- 
tion of Learning. 

ED 072 709 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Programa en Dos Lenguas. 

ED 072 710 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Espanola Bilingual Education 
Program. 

ED 072 711 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Brentwood Bilingual Education 
Project. 

ED 072 712 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education Program. 

ED 072 713 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: HABLA-Helping Advance Bilin- 
gual Learning in Abernathy. 

ED 072 714 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Collier County Bilingual Pro- 
ject. 

ED 072 715 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Santa Barbara County Bilingual 
Project. 

ED 072 716 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Ukiah Indian, Mexican-Amer- 
ican Bilingual-Bicultural Program. 

ED 074 856 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: The Bilingual or. bas S. 25. 

D 074 862 

Content Analysis Schedule for Bilingual Educa- 
tion Programs: Albuquerque Public School 
Bicultural-Bilingual Program. 

ED 074 863 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Building Bilingual Bridges. 

ED 074 864 





Content Analysis Schedule for Bilingual Educa- 
tion Programs: Region XIII Bilingual Educa- 


tion. 

ED 074 870 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education Project for 


Navajo. 

ED 074 871 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Elementary Education 


Program. 

ED 074 872 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingualism in an Open School 
Education Program. 

ED 074 873 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Compton Elementary Bilingual 
Education Plan. 

ED 074 874 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Las Cruces Elementary School 
Bilingual Project. 

ED 074 875 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: The Lorain City Bilingual Edu- 
cation Program. 

ED 074 876 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Pomona Bilingual Leadership 
Program. 

ED 074 877 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: The North Country Bilingual 
Project. 

ED 074 878 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Colorado City Center to Aid 
Bilingual Education. 

ED 074 879 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Del Valle Bilingual Education 
Program. 

ED 074 880 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education in a Con- 
sortium. 

ED 074 881 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Adaptations of Bilingual Educa- 
tion. 

ED 074 882 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Proyecto PAL. 

ED 078 704 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education Center. 

ED 078 705 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Project Forward-Ade- 
lante. 

ED 078 706 
A Content Analytic Study of Interracial Con- 
flict-Producing Situations and Roles. Illinois 
Studies of the Economically Disadvantaged Se- 
ries, Technical Report Number 9. 

ED 069 817 
A Content Analytic Study of ‘People’s Daily” 
in Its Socialization Process: A Case in Cross- 
Cultural Communication. 

ED 072 491 
A Critique of the Education Portion of Chapter 
V--“Work, Education, and Job Mobility” of 
[the report entitled] “Work in America.” 

ED 080 785 
The Development of an Instrument to Measure 
Attitudes Toward School Subjects. 

ED 079 326 
Easton’s Demand Processing in the School Dis- 
tricts of Two States. 

ED 077 082 
Fresno Bilingual-Bicultural Title VII Proposal. 
Content Analysis Schedule for Bilingual Educa- 
tion Programs. 

ED 080 024 
Healdsburg Bilingual Education. Content Anal- 
ysis Schedule for Bilingual Education Pro- 
grams. 

ED 080 016 
How to Individualize Your Classroom Instruc- 
tion by Using Performance Objectives. 

ED 074 032 
Information Storage and Retrieval...Reperts on 
Text Analysis, Dynamic Indexing, Feedback 
Searches, Dictionary Construction and File Or- 
ganization. 

ED 071 702// 


Learning from Commercials: The Influence of 
TV Advertising on the Voter Political “Agen- 
a 


ED 079 765 
Los Angeles Bilingual Schools Program. Con- 
tent Analysis Schedule for Bilingual Education 


Programs. 

ED 080 021 
Network Children's Programming; A Content 
Analysis of Black and Minority Treatment on 
Children’s Television. 

ED 067 889 
Phoenix Union Bilingual Program. Content 
Analysis Schedule for Bilingual Education Pro- 


grams. 

ED 080 027 
Plan for Implementing a Bilingual Education 
Program, Kolehon Mandikike. Content Analy- 
sis Schedule for Bilingual Education Programs. 

ED 080 020 
Population and Family Education. Report of an 
Asian Regional Workshop. 

ED 068 328 
The Quantification of Subjective Data for 
Evaluation of Affective Experiences. 

ED 078 073 
Sacramento Early Childhood Bilingual Educa- 
tion. Content Analysis Schedule for Bilingual 
Education Programs. 

ED 080 025 
San Francisco Chinese Bilingual Pilot Program. 
Content Analysis Schedule for Bilingual Educa- 
tion Programs. 

ED 080 017 
Santa Fe Bilingual-Bicultural Education Pro- 
gram. Content Analysis Schedule for Bilingual 
Education Programs. 

ED 080 023 
St. Martin Parish Bilingual Program. Content 
Analysis Schedules for Bilingual Education Pro- 
grams. 

ED 080 015 
Stockton Demonstration Bilingual Project. 
Content Analysis Schedule for Bilingual Educa- 
tion Programs. 

ED 080 026 
Structure of Prose: Identification and Effects 
on Memory. 

ED 076 979 
A Study: Conservation Education and the 
Western Textbook. 

ED 073 918 
Tucson Bilingual Bicultural Project. Content 
Analysis Schedule for Bilingual Education Pro- 
grams. 

ED 080 018 
Using Evaluative Assertion Analysis for Social 
Studies Research. 

ED 073 963 
Variations by Audience Social Class in 
Newspaper Content Relating to Development 
for Newspapers in New Delhi, India. 

ED 079 759 
Violence in Children’s Literature: A Content 
Analysis of a Select Sampling of Children’s 
Literature and a Study of Children’s Responses 
to Literary Episodes Depicting Violence. 

ED 072 439// 


Content Reading 
The Cloze Procedure as a Measure of the 
Reading Difficulty of Mathematical English 
Passages. Final Report. 
ED 071 056 
Comprehensive High School Reading Methods. 
ED 076 951// 
A Conceptual Mode! for the Improvement of 
Reading Instruction in the Content Areas in 
Secondary Schools. 
ED 071 023// 


Education for American Indians: A Book of 
Readings. 
ED 080 278// 
Evaluating Reading and Study Skills in the 
Secondary Classroom. A Guide for Content 
Teachers Reading Aids Series. 
ED 074 482 
Fusing Reading Skills and Content. 
ED 075 786 
Gleaming Significant Facts from Passages: 
Theme 5, Reading. 
ED 078 360 
Improving Reading In Every Class. Abridged 
Edition. 
ED 075 769// 


Subject Index 145 


An Investigation of the Reading Levels of High 
School Students with the Readability Levels of 
Certain Content Textbooks with Their Costs. 
ED 072 411// 
Reading as It Relates to the Teaching of Social! 
Studies: A Social Studies Teacher's Point of 


View. 

ED 076 963 
A Reading Skills Guide for Use in the Content 
Areas at the Junior and Senior High School 


Level. 
ED 067 639// 

A Replication in Vocational Reading: The Pro- 
ject and the Criteria Used to Determine the 
Feasibility of Replication. 

ED 076 960 
Views on Elementary Reading Instruction. 

ED 079 703 


Context Clues 
Context Clues Used by Sixth Grade Readers of 
Expository and Narrative Discourse. 
ED 074 461// 
A Methodological Note on Contextual Effects 
Studies in Education. 
ED 069 806 
A Psycholinguistic Analysis of Oral Reading 
Errors Made by Good, Average, and Poor 
Readers. 
ED 067 613// 
A Psycholinguistic Analysis of Oral Reading 
Errors Made by Good, Average, and Poor 
Readers. 
ED 071 068 
Subject-Generated Strings, and Noun-Pair 
Learning: Population Comparisons. 
ED 073 201 


Contingency Management 
Contingency Management and Reading; An 
Annotated Bibliography. 
ED 079 696 


Continuation Education 

A Comparative Analysis of Selected Responses 
to the Four Year Follow-Up Questionnaires 
Returned by the Graduates of the Jackson 
County Adult Evening High School Classes of 
1967-68-69. 

ED 074 348 
The Employment Impact of the Des Moines 
Occupational Upgrading Project and Model Ci- 
ties High School Equivalency Project: Project 
Year One Evaluation. 

ED 072 285 
A Four-Year Follow-up Study of the One Hun- 
dred Graduates - Class of ‘69"’ of the Jackson 
County Adult Evening High School Completion 
Program. 

ED 074 326 
Interim Report on CETA. 

ED 075 359 


Continuation Students 

Off Campus High School Evaluation. Research 
Report. 

ED 067 733 
A Profile of Students Enrolled for Credit in the 
Extramural Teaching Program at Louisiana 
State University, Spring Semester, 1973. 

ED 080 529 


Continuing Education Centers 
A Design for the Teacher Education Center. 
ED 077 895 
NEA Teacher Center Network: A Prospectus. 
ED 079 231 


Continuous Learning 
Adult Education as Part of Life-Long Educa- 
tion. 
ED 074 330 
Adult Education in Tanzania: Life-Long 
Process for National Development. 
ED 074 328 
“A New Look” at the Continuing Education 
(or In-Service Training) of Educational Wor- 
kers. 
ED 077 880 
Bibliography on Continuing Education. 
ED 078 242 
A Capsule Picture of Recommended Continu- 
ous Learning Year Cycling Plans That Can 
Lead to Economy and the Extension of Quality 
Education. 
ED 069 029 
Chartering an Experience Bank: A Guide to 
Forming a Local Association of Independent 
Businessmen. 





146 Subject Index 


ED 076 772 
A Choice of Futures. 

ED 077 069 
Continuing Education for the Professional. 

ED 076 878 
Continuing Education of Women, Report of a 
Seminar (Toronto, Canada, March 1, 2, 3, 


1973). 

ED 076 869 
Director-General’s Report on the Third Inter- 
national Conference on Adult Education. 

ED 072 336 
The Dynamics of Educational Institutions. 

071 542 

Educational Systems and the New Demands of 
Industrialized Societies. Series B: Opinions No. 
3. 


ED 068 779 
Education and the Consumer. Expanded Pro- 
grams in Consumer Education. 

ED 067 355 
The Education of Adults in the Spectrum of 
Public Educational Policy: Principles and Prac- 
tice of the Department of Adult Education in 
the University of Manchester, United Kingdom. 

ED 074 338 
Emergent Practices in the Continuing Educa- 
tion of School Administrators. ERIC/CEM- 
UCEA Series on Administrator Preparation. 
ERIC/CEM _State-of-the-Knowledge Series, 
Number Sixteen. UCEA Monograph Series, 
Number Three. 

ED 069 015 
A Forecast of Changes in Postsecondary Edu- 
cation. 

ED 074 919 
Further Education: Chapter III, Section 4. 

ED 069 970 
Life-Long Education in Israel. 

ED 070 925// 

Life-Long Education in the Light of Certain 
Experiments--From Conception to Realization. 

ED 074 332 
Life-Long Education in the Peruvian Revolu- 
tion: Meaning, Realizations and Perspectives. 

ED 074 336 
Life-Long Education: Problems, Tasks, Condi- 
tions. 

ED 074 327 
Lifelong Learning. Bibliography on College and 
University Related Programs of Formal and 
Nonformal Education for Adults. 

ED 078 243 
Life Long Self Directed Education. 

ED 074 346 
The Meaning of Lifelong Learning. 

ED 068 833 
Nature and Purpose of the International Sym- 
posium on Life-Long Education (Paris, Sep- 
tember 25 - October 2, 1972). 

ED 074 331 
New Trends in Adult Education: Concepts and 
Recent Empirical Achievements. Series C: In- 
novations No. 7. 

ED 068 780 
Obsolescence or Lifelong Education: A Choice 


for the Professional. 
ED 069 937 


The Older American: New Work, New Train- 


ing, New Careers. 
ED 072 198 


Permanent Further Education: Chapter Il, Sec- 


tion 2. 
ED 069 969 


Postsecondary Education: The New Meaning. 


Research Currents. 
ED 080 101 


Reaching Adults for Lifelong Learning. I. Final 


Report and Summary. 
ED 068 792 


Reaching Adults for Lifelong Learning. II. Case 
Studies of Exemplary Programs. 
ED 068 793 


Report on Social Education in Rapidly Chang- 
ing Society. 

ED 069 955 
The School of the Future -- Now. 

ED 072 534 
In Search of Life-Long Education. 

ED 074 335 
Social Education and Its Administration in 


Japan. 

ED 069 956 
Some Trends and Reforms in the Educational 
Policy of Norway in the Light of the Concept 
of Life-Long Education. 

ED 074 368 


Statement Regarding Life-Long Education. 


ED 074 334 
Strategies for Directing Existing Educational 
Systems Towards Life-Long Education: What 
Algerian Experience Has to Contribute. 

ED 074 329 
The TEVEC Case: An Experiment in Adult 
Education Using the Multi-Media System. Ex- 
periments and Innovations in Education, No. 1. 

ED 075 694// 

Third International Conference on Adult Edu- 
cation, Convened by UNESCO, Tokyo, 25 July 
- 7 August 1972. Final Report. 

ED 072 337 
Toward a Model of Lifelong Education. 

ED 066 632 
Towards the Construction of Life-Long Educa- 
tion System. 

ED 074 337 
A Twelve Month Contract for a Continuous 
Learning Year Program. 

ED 069 028 
A View from the Fifteenth Century. 

ED 069 965 


Continuous Progress Plan 

Differentiated Statfing, Nongraded -- Continu- 
ous Progress, Open Concept Schools. A Com- 
prehensive Bibliography. 

ED 066 811 
Guidebook for Teacher Use in Individualizing 
Instruction Through Use of Unipacs. 

ED 079 946 
The Nongraded School. An Annotated Bibliog- 
raphy. Current Bibliography Series No. 5. 

ED 079 862 
Nongrading: An Annotated Bibliography. Cur- 
rent Bibliography Series No. | (Revised). 

ED 071 148 
The “Three Plus” System. 

ED 066 797 


Contraception 
Basic Reference Sources in Population/Family 
Planning: An Annotated Bibliography, Number 
re 


ED 070 599 
Bibliography of Family Planning and Popula- 
tion, Volume | Number 3. 

ED 076 422 
Current Literature in Family Planning, 
November 1972, No. 51. 

ED 075 189 
Current Literature in Family Planning, Number 


54. 
ED 076 398 


Field Experiments of Family Planning Incen- 
tives. 
ED 074 317 
Taboo Communication and Social Change: 
Family Planning in Asia, and Some Suggested 
Modifications in the Classical Diffusion Model. 
ED 073 366 


Contract Hiring 
Direct and Contract Hiring of Seasonal Farm 


Labor. 
ED 075 635 


Contracts 
Administering a Negotiated Contract. 
ED 078 571 

Counterproposals for School Boards in Teacher 
Negotiations. A Comprehensive Response to 
the Demands of Teacher Organizations to 
Balance the Power at the Bargaining Table. 

ED 072 515// 
Criterion-Referenced Test Development - A 
Contractual Agreement between the Public 
Schools of the District of Columbia and a 
Commercial Test Publisher. 

ED 078 047// 
Elements in a Model Contract for Superinten- 


dents. 
ED 078 492 
Faculty Tenure and Contract Systems: Current 


Practice. 
ED 067 O11 


Steady-State Staffing in Tenure-Granting In- 


stitutions, and Related Papers. 
ED 076 549// 


Teacher Dismissal and Nonrenewal of Teacher 
Contracts. Proposed School Board Regulations. 
ED 078 523 


Teacher Tenure “‘Ain’t’’ the Problem. 
ED 072 522 


Teacher Tenure and Contracts. A Summary of 


State Statutes. 
ED 072 558 


Teacher Tenure. The Second Report of the 
Commission on Public School Personnel Poli- 


cies in Ohio. 

ED 076 501 
Technical Handbook for Facilities Engineering 
and Construction Manual, Part 2: Federally 
Assisted Activities. Guide for Project Appli- 
cants-Construction Management Services. De- 
partment Technical Handbook Series. 

ED 079 823 
Tenure. Bibliographies in Education No. 33. 

ED 077 863 


Contract Salaries 
Sexual Bias Analysis in Higher Education: An 
Appraisal of Methodology Useful to Institu- 
tional Researchers. 
ED 077 996 


Contrastive Linguistics 
Aboriginal Languages of Western Queensland 
(Preliminary Version). 
ED 071 503 
The Classification of Papuan Languages and Its 


Problems. 
ED 076 070 


Papers in Contrastive Linguistics. 
ED 066 962// 
Syntactic Typology and Contrastive Studies. 
Research on Syntactic Typology, Volume I of 
III Volumes. A Final Substantive Report. 
ED 067 961 
Two Papers on English-Hungarian Contrastive 


Phonology. ED 072 688 


Zum _ Ausspracheunterricht auf kontrastiver 
Basis (Pronunciation Instruction on a Con- 


trastive Basis). 
ED 072 669 


Control Groups 
Estimating Causal Effects of Treatments in Ex- 


perimental and Observational Studies. 
ED 069 724 


Controlled Environment 
Growing Plants Without Soil for Experimental 


Use. 
ED 077 678 


Lumi Envire ents. Educational Facilities 
Review Series Number 15. 





ED 072 513 
Thermal Environments. Educational Facilities 


Review Serics Number 17. 
ED 074 587 


Controversial Issues 
Environmental Issues Conflict Unit. Teacher’s 
Guide and Student Book. 
ED 073 032 


Conventional Instruction 
A Comparison of Attitudes Held by Tradi- 
tionally Prepared Teachers and Teacher Corps 
(Cycle 5: 1968-70) Prepared Teachers Regard- 
ing Subject-Oriented Instruction and Student- 
Oriented Instruction. 
ED 068 457 
The Effects of Age and Sex Upon a Com- 
parison Between Achievement Gains in Pro- 
grammed Instruction and Conventional Instruc- 
tion in Remedial Algebra I at Northern Vir- 
ginia Community College. 
ED 078 640 
An Empirical Study of Attitudes Toward Open 


Education. 
ED 077 074 


Convention of American Instructors of the 
Deaf 
Report of the Proceedings of the Meeting of 
the Convention of American Instructors of the 
Deaf (45th, Little Rock, Ark., June 25-July 2, 


1971). 
ED 070 231 


Convergence Test 
The Measurement of Ocular Dominance in In- 


fants. 
ED 078 948 


Convergent Thinking 
The Interaction of Divergence and Conver- 
gence of Students and Teachers with Personali- 
ty and Instructional Variables Affecting Educa- 
tional Outcomes. 
ED 075 744 





Conversational Language Courses 
Conversational Dari: An Introductory Course 
in Dari (=Farsi=Persian) As Spoken in 
Afghanistan. 

ED 067 955 


{E.LL.] Swedish: Basic Audio-lingual Course 
with Correlated Tapes, Volum 1. 
ED 080 002 


English for ‘“‘Old”’ Canadians: The Finnish Pro- 


ject in British Columbia. 

ED 074 383 
Experiment in International Living (EIL) Latin- 
American Spanish Volume II: An Audio-Lin- 
gual Course with Correlated Tapes. 

ED 074 790 


German Basic Course, Units 13-24. 
ED 074 818 


An Integrated Approach, through Linguistic 
and Cross-Cultural Exercises, to Advanced 


Conversation. 
ED 077 269 
Introductory Spanish II, Foreign Language: 


7503.32. 
ED 067 905 
Int aA ¢ y Vi rT 





ED 066 998 
Orientation in Business English: Secretarial Se- 


ries, Text 1. 

ED 070 324// 
Orientation in Business English: Secretarial Se- 
ries, Workbook 1. 

ED 070 325// 


English: Secretarial Se- 


ED 070 329// 
Orientation in Business English: Secretarial Se- 
ries, Workbook 2. 





Ori ion in B 
ries, Text 2. 


ED 070 331// 
Orientation in Business English: Secretarial Se- 
ries, Workbook 3. 

ED 070 354// 


Orientation in Business English: Secretarial Se- 


ries, Text 3 
ED 070 355// 


A Short Course in Conversational Dari. 
ED 069 168 


Cooks 
Cook, Short Order (Hotel & rest.) 314.381-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 636 


Leadership Development and Training for 
Head Start Coordinators of Nutrition and Cook 
Managers. Nutrition and Food nT 

ED 078 151 


Cooperating Teachers 
An Experimental Approach for the Personaliza- 
tion of a Teacher Education Program. Final 


Report. 
ED 079 273 
of C 





An Investigation of the 
ing Teachers in Shaping the Attitudes of Stu- 
dent Teachers Toward the Teaching of English. 

ED 074 052 
of Ceud : 





- pr Fes P 
Per t and Percep 


Teaching. 

ED 072 010 
Pupil Control As an Institutional Pattern. 

ED 076 507 
A Questionnaire [Evaluation System for 
Teacher Education Centers in Greater Cleve- 


land. 

ED 070 741 
The Selection and Training of Supervising 
Teachers: A Bibliography. 

ED 076 593 


Specialists or Generalists as University Super- 
visors of Student Teachers--An Answer. 

ED 075 346 
A Study of the Relationship Between the 
Rankings of Supervising Teacher Effectiveness 
and Attitude Toward Education. 

ED 076 698 


Cooperation 
Interpersonal Skills for Cooperative Work. 
ED 078 911 


Cooperative Education 
The College Work-Study Program at Boston 
College. 

ED 070 401 
Community College Vocational Cooperative 
Education: Exemplary Project in Vocational 
Education Conducted Under Part D of Public 
Law 90-576. Second Annual Report. 


ED 068 092 
Community College Vocational Cooperative 
Education: Exemplary Project in Vocational 
Education Conducted Under Part D of Public 
Law 90-576. Final Report. 

ED 080 108 


Cooperative Education: Answers to Questions 
on Vocational and Technical Education. 

ED 074 227 
© at LaGuardia Commu- 
nity net An Assessment and Description of 
the Initiation of an Innovative Curriculum. 
Final Report. 


Ra ti 





ED 068 088 
Cooperative Occupational Education Programs. 
Administrative Handbook. 

ED 073 247 


Cooperative Vocational Education Programs. 
ED 070 853 

Cooperative Work Experience Education--A 

Study in Success: Twenty-Six to Forty Years 


Later. 

ED 079 555 
Cost Effectiveness of Selected Cooperative Vo- 
cational Education Programs as Compared with 
Vocational Programs Without a Cooperative 
Component. Final Report. 

ED 080 671 


A Follow-Up Study of the 1962-1966 James 
Wood High School Industrial Cooperative 


Training Program. 
ED 072 247 


The Integration of Learning and Earning: 
Cooperative Education and Nontraditional Stu- 
dy. 

ED 080 100 
Manchester, New Hampshire Regional Voca- 
tional Education Planning Project (MAN- 
REVEP). Final Report of Project Re 71-06 
(April 1971-August 1972). 

ED 072 209 


Subject Index 147 


ED 073 552 
Democratization and Curriculum Renewal: A 
Exploratory Interdisciplinary Framework for 
Cooperative Educational Planning. 

ED 075 922 
Development of Cooperative Planning for 
Technical-Vocational Programs. 

ED 080 754 


Ecumenical Planning for Mission in Town and 
Country America. Catholic Perspectives on the 
Concerns of the National Consultation on the 
Church in Community Life, Ohio State Univer- 
sity, September 5-8, 1967. 
ED 070 540 
An Evaluation Model for a Regional Educa- 
tional Service Agency: Construction in a 
Product Development Setting. 
ED 080 609// 


How to Start a Parent Cooperative Program. 

ED 069 393 
Minutes of the III General Assembly of the 
Standing Conference of Rectors and Vice- 
Chancellors of the European Universities, Sep- 
tember 2-9, 1964. 

ED 072 761 
Participative Goal-Setting: A Synthesis of In- 
dividual and Institutional Purpose. 

ED 067 073 
People Power for Health Services. 

ED 070 864 
Report of the Task Force on Computer Charg- 


ing. 

ED 069 263 
Safeguarding Our World Environment. The 
U.N. Conference on the Human Environment. 
Stockholm, June 1972. 

ED 080 431 
Student Teaching Cooperative Program. 

ED 074 035 
The Universities Europe. Evolution of the 
Standi Conference of Rectors and Vice- 





A Manual for Coordinators of Coop ve 


Education. 
ED 075 684 
Post-Secondary Cooperative Education Ab- 


stracts. 
ED 079 475 


The Professional Internship Exchange Program 


in Vocational Education, 1971-1972. 
ED 069 889 


Program Guide: A Guide for Development and 
Operation of a Secondary School Allied Health 
Career Program. 

ED 076 825 


Space Age Cooperative Education (Project 
SPACE). Final Report. 
ED 074 205 


Study of the Effectiveness of a Cooperative 
Education Program. 
ED 067 034 


Symposium on Part-Time Technical and Voca- 
tional Education. Noordwijk, Netherlands, 


March 29-April 3, 1971. 
ED 080 705 


Cooperative Extension Service 
Extension in the National Setting in the 70's. 
ED 066 642 


Cooperative Internship Program 


Final Report on the Second Year of the 
Cooperative Internship Program for Communi- 
ty College Instructors, 1970-71. 

ED 072 001 


Cooperative Planning 


1973 Consortium Directory. 
ED 077 359 
Alabama Consortium for the Development of 


Higher Education. Annual Report 1971-72. 
ED 078 806 


Considerations in the Implementation of Pro- 
gram Evaluation. 

ED 079 642 
Cooperative Day of Planning V. 

ED 068 644 


Cooperative Day of Planning VI. 

ED 068 645 
tal Workshop for 
ter County. Final 





AC tive Develop 
Career Education in | 
Report. 





ED 072 236 
Co-Op Step Teacher Education in Action at 
Saint Andrews Presbyterian College, Laurin- 
burg, North Carolina. 

ED 076 525 


Course Goals, General Introduction. An In- 
troduction to the Critique Drafts of the Course 
Goal Collections. 


Chancellors of the European Universities, 


1948-1962. 

ED 072 763 
The Western Washington State College Ciinical 
Program for Teacher Education at Seattle, 


Washington. 
ED 076 536 
Cooperative Programs 


1973 Consortium Directory. 

ED 077 359 
Alabama Consortium for the Development of 
Higher Education. Annual Report 1971-72. 

ED 078 806 
Case Studies of Cooperative Programs Between 


School and Industry. 
ED (068 708 


Consortia: A Challenge to Institutional Autono- 
my. 
ED 074 932 
Cooperative Educational Abstracting Service 
(CEAS). (Abstract Series No. 123-136, June 
1972) 

ED 071 701 
Cooperative Field Education Program (First 
Annual Report, FY July 1, 1971 - June 30, 
1972). 

ED 070 398 
A Cooperative Program in Teacher Education. 

ED 075 361 
Cooperative Vocational Education Programs. 

ED 070 853 
The Cooperative Vocational Program. Multi- 
Media and Simulated Cases for Pre-Service and 
In-Service Development of Teacher-Coordina- 
tors. Final Report. 

ED 068 676 
A Cooperative Vocational Rehabilitation Pro- 
gram Between a Public Agency, a State Univer- 
sity, and Organized Labor. Final Report. 

ED 074 293// 


Cooperative Work Experience Coordinators’ 


Manual. 
ED 068 678 


Co-Op Step Teacher Education in Action at 
Saint Andrews Presbyterian College, Laurin- 
burg, North Carolina. 

ED 076 525 


Cost Effectiveness of Selected Cooperative Vo- 
cational Education Programs as Compared with 
Vocational Programs Without a Cooperative 
Component. Final Report. 

ED 080 671 


The Development of African and Afro-Amer- 


ican Studies: A Consortium Approach. 
ED 077 437 





148 Subject Index 


Evaluation: Coordinated Vocational Academic 
Education (1969a1970 and 1970-1971). 

ED 068 665 
Handbook for Member Libraries (Revised Sep- 


tember 1972). 
ED 067 117 


A Handbook of Cooperative Programs for 
Oklahoma Vocational and Technical Educa- 
tion. 

ED 069 917 
Industry-Education Councils. A Handbook. 

ED 078 576 
The Integration of Learning and Earning: 
Cooperative Education and Nontraditional Stu- 
dy. 

: ED 080 100 
Inter-American Seminar on Integrated Informa- 
tion Services of Libraries, Archives and Docu- 
mentation Centers in Latin America and the 
Caribbean (SI/ABCD), (Washington, D.C.; 6- 
17 November, 1972). 

ED 069 313 


Interinstitutional Cooperation in California 
Higher Education. 

ED 072 756 
Learning Together. An Anthology of Features 
and Highlights from ‘“‘The Parent Cooperative.” 

ED 069 394// 

New England Regional Student Program 
Evaluation 1957-1972. 

ED 074 916 
NYC Summer/In-School Goes to Community 
College. Proven Program for Youth. Final Re- 
port. 

ED 076 739 
Resource Manual for the Development of 
Cooperative Vocational Education Programs 
under the Vocational Education Act of 1963, 
As Amended P. L. 90-576. 

ED 068 717 
Service-Learning as a Southern Strategy for In- 
novation in Undergraduate Education. 

ED 067 970 
Training Facilities for Cooperative Personnel in 
African Countries. 

ED 078 975// 

University of Tennessee--Clinch-Powell Student 
Teaching Project. 

ED 075 416 
Voluntary Cooperation for Effective Resource 
Allocation in Higher Education. 

ED 067 052 


Cooperatives 
Cooperatives, Principles and Practices. 

ED 078 301 
The Growth of Co-Operatives in Zambia 1914- 
71 

ED 078 292// 

How to Start a Parent Cooperative Program. 

ED 069 393 
Publicity. 

ED 069 396 
Teacher Hiring. 

ED 069 397 
Training Facilities for Cooperative Personnel in 


African Countries. 
ED 078 975// 


Cooperative Teaching 
Evaluation of the Scottwood Plan. 
ED 071 163 


Coordinate Indexes 
The Double-KWIC Coordinate Indexing 
Technique: Theory, Design, and Implementa- 
tion. 
ED 072 826 
Information Retrieval. 
ED 067 104 


Coordination 

Guidelines for an Administrative Design to 
Coordinate the Instructional Television Fixed 
Service Facilities of the Roman Catholic 
Dioceses in the United States. 

ED 066 886 
The Report to the President of the University 
of Missouri from the Task Force on State-Level 
Coordination and Governance of Higher Edu- 


cation. 
ED 067 981 


Coordinators 
Cooperative Work Experience Coordinators’ 


Manual. 
ED 068 678 


Copyrights 


Cable Television Service; Reconsideration of 
Report and Order. 


A Century of Copyright in the Library of Con- 


gress. 
ED 076 205 
Copyright Considerations in Educational 
Broadcasting. 
ED 070 316 
Copyrights for Machine Translations Con- 
sidered. 
ED 069 307// 
Educational Media and Copyright; A Position 
Paper for Educational Media Association of 


Canada. 
ED 074 756 


A Guide to Reference Sources on Copyright. 

ED 067 130 
Legal Restraints on Dissemination of Instruc- 
tional Materials by Educational Communica- 
tions Systems. 

ED 070 274 
Motion of Information Industry Association for 
Leave to File Brief Amicus Curiae and Brief of 
Information Industry Association Amicus Cu- 
riae [in the Case of Donald Goldstein et. al. v. 
State of California, in the Matter of State vs. 
Federal Copyright Infringement Remedies.] In 
the Supreme Court of the United States, Oc- 
tober Term, 1971. 

ED 068 106 
Performing Arts Management and Law. 
Volume I and Volume II. 

ED 079 925// 


Possible International Regulation on the Pro- 
tection of Translators. 
ED 067 126 
Protection of Computer Programs--A Dilemma. 
ED 067 127 
Public Lending Right; Report of the Working 
Party Appointed by the Paymaster General. 
ED 071 720// 
Report on the Desirability of Adopting an In- 
ternational Instrument for the Protection of 
Translators. 
ED 078 709 
Technology and Copyright: Annotated Bibliog- 
raphy and Source Materials. 
ED 072 658// 


The Universal Copyright Convention, as 
Revised at Paris on July 24, 1971, Together 
With Two Related Protocols; Hearing Before 
the Committee on Foreign Relations...Execu- 


tive G... 
ED 070 473 


Core Courses 


Preparing for Public Service Occupations: 
Common Core. Career Education Curriculum 


Guide. 
ED 079 547 


Core Curriculum 


Core Curriculum for Agriculture and Agribusi- 
ness on All Levels of Education. Final Report. 

ED 068 631 
The Core Experience: A Quantitative and 
Qualitative Analysis. 

ED 075 025 
A Core of Competence for Baccalaureate So- 
cial Welfare and Curricular Implications. 

ED 079 210 
Model Curricula for Vocational and Technical 
Teacher Education: Report No. IV. A Founda- 
tion for Performance-Based Instruction. Final 
Report. 

ED 067 509 


Socanic Coaching Manual. 
ED 074 219// 


Cornell University 


Development of a Long-Range Strategic Plan 
for a University Library; The Cornell Ex- 
perience: Chronicle and Evaluation of the First 


Year’s Effort. 
ED 077 S11 


Corporal Punishment 


Corporal Punishment in the Public Schools. 
The Use of Force in Controlling Student 
Behavior. ACLU Reports. 

ED 066 813 


Report of the Task Force on Corporal Punish- 


ment. 

ED 070 173 
Student Rights Litigation Packet. Revised Edi- 
tion. 


ED 071 403. 


ED 071 195 


Corporation for Public Broadcasting 
Financial Statistics of CPB-Qualified Public 
Radio Stations: Fiscal Year 1970. Advance 
Edition. 

ED 066 874 
Public B t -- The Next 
Step. 





ED 070 303 
Correctional Education 


Adult Basic Education in Corrections. 

ED 068 774 
Advisory Council Report: Project Newgate, 
Federal Youth Center, Ashland, Kentucky. 

ED 066 634 


Collection of Papers Prepared for 1970 Na- 
tional Seminars. Adult Basic Education in Cor- 


rections. 

ED 068 791 
Correctional Officer Training in Behavior 
Modification. Final Report (1970-1973). 

ED 079 575 
Curriculum Guide: Life Skills Course for Cor- 


rections. 
ED 070 845 


The Experimental Manpower Laboratory for 
Corrections. Progress Report on Phase Ill, June 
through August, 1972. 

ED 072 330 


Experimental Training Program in Adult Basic 
Education in Correctional Institutions. Final 


Report. 
ED 068 788 


Experimental Training Program in Adult Basic 
Education in Correcti Final Report Il. 

ED 068 789 
Experimental Training Program in Adult Basic 
Education in Corrections. National Advanced 
Training Seminar, October 22 to 27, 1971; Re- 
gional Basic Training Seminars, January 2 to 


May 18, 1972. 

ED 069 966 
Hardware and Software for Adult Basic Educa- 
tion in Corrections. 





ED 068 832 
Hardware and Software in Corrections Educa- 
tion. 

ED 068 743 
NewGate Model. 

ED 076 871 
NewGate. New Hope Through Education. 

ED 068 827 
Pilot Study of Four Selected Groups of 


Parolees, 1971. 
ED 072 328 


Statistical Study of Project Newgate Students, 
Ashland, Kentucky. 
ED 066 635 


Training Teachers for Correctional Institutions. 
ED 075 392 


Correctional Industries 


The Role of Correctional Industries--A Summa- 
ry Report. 
ED 075 666 
Correctional Rehabilitation 


Adult Basic Education in Corrections. 
ED 068 774 
Communicating with Youth: The Adolescent 
Offender and His Counselor. 
ED 068 848// 
Coordinated California Corrections: Field Ser- 
vices--Probation and Parole. Correctional 
System Study. Final Report. 
ED 067 471 
Coordinated California Corrections: The 
System. Correctional System Study. Final Re- 


port. 

ED 067 480 
Coordinated California Corrections: Institu- 
tions. Correctional System Study. Final Report. 

ED 067 481 
Development and Legal Regulation of Coercive 
Behavior Modification Techniques with Offen- 
ders. 

ED 075 739 
The Experimental Manpower Laboratory for 
Corrections: Phase I. Final Report (September 
1, 1968-March 1, 1970). 

ED 072 184// 


The Experimental Manpower Laboratory for 
Corrections. Progress Report on Phase Ill, June 
through August, 1972. 

ED 072 330 


Manpower and Training in the Field of Social 
Defe AC tary and Bibliography. 








ED 067 546 
A Manual for the Use of the Environmental 
Deprivation Scale (EDS) in Corrections: The 
Prediction of Criminal Behavior. 
‘ ED 068 834// 
The Professional Develop t of Correctional 
Personnel. An Action Research Report on 
Planned Change in the Military Justice System. 
ED 072 179 
A Quiet Revolution; Probation Subsidy. 
ED 075 741 
The Role of Correctional Industries--A Summa- 


ry Report. 

ED 075 666 
Selected Papers by Institute Faculty. Criminal 
Justice Monograph, Volume II, No. 1. 

ED 072 191 
Skills Conversion Project: Chapter 9, Security 
Systems and Criminal Justice. Final Report. 

ED 070 883// 

Third Annual Report of the Law Enforcement 
Assistance Administration (LEAA), Fiscal 


Year 1971. 
ED 072 215 
Training Teachers for Correctional Institutions. 
ED 075 392 





Corrective Institutions 
Adult Basic Education in Corrections: Training 


and Model Implementation. 
ED 068 773 


Collection of Papers Prepared for 1970 Na- 
tional Seminars. Adult Basic Education in Cor- 


rections. 
ED 068 791 
Coordinated California Corrections: Institu- 


tions. Correctional System Study. Final Report. 
ED 067 481 


Crime and Justice: American Style. 
ED 067 458 


Development and Legal Regulation of Coercive 
Behavior Modification Techniques with Offen- 


ders. 

ED 075 739 
Experimental Training Program in Adult Basic 
Education in Correctional Institutions. Final 


Report. 

ED 068 788 
Goals of Adult Basic Education in Corrections. 

D 068 790 

Instructional Guidelines. Welding. 

ED 078 216 
The Moral Atmosphere of the Prison. 

ED 078 311 
Perspectives on Prison Legal Services: Needs, 
Impact, and the Potential for Law School In- 


volvement. 

ED 076 092// 
Prisoners’ First Amendment Rights Within the 
Institution. Criminal Justice Monograph. 


Volume Ill, No. 3. 
ED 070 897 


A Quiet Revolution; Probation Subsidy. 
ED 075 741 
Redirection in Corrections through Adult Basic 


Education. 
ED 068 772 
The Role of Correctional Industries--A Summa- 


ry Report. 
ED 075 666 


Corrective Reading 
Corrective Reading in the High School Class- 


room. Perspectives in Reading. No. 6. 
ED 078 400 


Final Report of an Evaluation of the Corrective 
Reading Services in Non Public Schools, July 


1972. 
ED 075 548 


Correlation 
The Appropriateness of the Concept Mastery 
Test for Graduate Students. 

ED 078 015 


On the Assessment of Psychometric Adequacy 
in Correlation Matrices. 
ED 076 602 


Automated Sentence Completion Scoring. 

ED 069 672 
A Class of Tests for Multivariate Normality 
Based on Linear Functions of Order Statistics. 

D 067 406 

Cluster Analysis by Linear Contrasts. 

ED 069 693 
A Comparison on the Rasch Item Probability 
with Three Common Item Characteristics as 
Criteria for Item Selection. 

ED 068 516 


Convergent and Discriminant Validation of the 
French and Guilford-Zimmerman Spatial 
Orientation and Spatial Visualization Factors. 
ED 069 674 
Differential Relationship with Grade Criteria 


Subject Index 149 


Correspondence Study 
A Community Librarian’s Training Program; A 
Report on a New Mexico Program and 
Guidelines for Developing Training Programs 
Based Upon Correspondence Study and Adult 
a ti. bi bh iq 








for Predictors at Varying Levels of Fresh 
Grade Complexity. 
ED 075 S11 


Di ion Reduction Analysis. 





ED 073 165// 
An Empirical Investigation of Specified Viola- 
tions of the Assumptions Underlying Statistical 


Techniques. Final Report. 
ED 069 666 


Empirical Option Weighting with a Correction 


for Guessing. 
ED 073 132 


How Effective Are Your Tests? 
ED 078 027// 

The Incorrect Measurement of Components. 

ED 074 106 
An Index of Predictive Efficiency. 

ED 074 138 
The Interchangeability of Job Sample Tests and 
Job Knowledge Tests in Four Army Jobs. 

ED 073 130 
Interval Estimation of Correlation Coefficients 
from Explicitly Selected Samples. 

ED 074 091 
Intraclass Reliability Estimates: Testing Struc- 
tural Assumptions. 

ED 070 781// 

Introduction to Psychology and Leadership. 
Rank-Biserial Correlation as an Item Dis- 
crimination. 

ED 071 352 
Measures of Association. 

ED 069 788 
Patterns of Ability Factors among Four Ethnic 
Groups. Project Access Research Report No. 5. 

ED 068 526 
The Relationship between Student and Alumni 
Ratings of Teachers. 

ED 078 064 
The Relationship Between the Is of Identity 
and Attitude toward Disabled Persons Scales. 

ED 071 226 
A Study of the Effect of Proximally Autocorre- 
lated Error on Tests of Significance for the In- 
terrupted Time Series Quasi-Experimental 
Design. 

ED 067 401 
A Technique for the Investigation of Cultural 


Differences. 
ED 069 686 


Testing Whether a Disattenuated Correlation Is 
Perfect. 

ED 069 671 
Test Service Bulletin. 

ED 067 396 
The Three-Legged Coeffieicnt. 

ED 078 030// 

The Use of Correlates of Achievement in State- 
wide Assessment. 

ED 080 533 
A Validity Study of Environmental Manage- 


ment Concepts. 
ED 072 958 


Correspondence Courses 
Computer Assisted Lesson Service at USAFI: 
An Interim Report. 
ED 076 677 
Correspondence Courses Offered by Participat- 
ing Colleges and Universities (PC&U) through 
the United States Armed Forces Institute. 
ED 068 826 
An Exploratory Study of the College for High 
School Program of the Extramural Independent 
Study Center of the University of Kansas. 
ED 076 865 
Hydrologic Services Course. 
ED 074 373 
Isolated Apprenticeship Program. Final Report 
on Phase 2. 





ED 075 724// 


Correspondence Schools 


Correspondence Courses Offered by Participat- 
ing Colleges and Universities (PC&U) through 
the United States Armed Forces Institute. 

ED 068 826 
Institution Building and Evaluation. 

ED 078 298 


ED 080 132 
An Exploratory Study of Correspondence Stu- 


dents. 
ED 070 960 


Report of Assessment and Development--IN- 
CE’s Department of Correspondence Instruc- 


tion. 
ED 078 299 


Small §S Administrative 
Manual. 





ED 068 233 
in Corr Pp d 





Some Correlates of S 


Study. 
ED 070 952 


Cosmetic Prostheses 
The Selection of Students for Orthotic- 
Prosthetic Educational Programs. Final Report. 
ED 080 046 


Cosmetology 
Beauty Products and the Consumer. 
ED 079 263 
Instructional Materials for Cosmetology and 


rare ED 076 745 


The Related Science of Cosmetology. 
ED 072 245 


Cost Effectiveness 
Accountability. 
ED 067 040// 
An Analysis of Instructional Costs Per Student 


Credit Hour Fall Quarter 1971. 

ED 077 401 
An Analysis of the Process, Intent, Distribu- 
tion, and Effects of Priority Funding for Voca- 
tional and Technical Education in the State of 
Illinois. 

ED 079 525 
An Analysis of Vocational Program Costs. 

ED 075 597 
The Application of Cost-Benefit Analysis in 


Manpower Area. 
ED 069 890 


An Assessment of the Detroit Public Schools 
Construction Systems Program. 

ED 071 201 
Benefit-Cost Analysis and the Evaluation of 
Mental Retardation Programs. 

ED 075 960 
A Benefit-Cost Analysis of Vocational-Occupa- 
tional Training at Selected Illinois Junior Col- 
leges. 

ED 079 527 
Benefit-Cost Comparison of Vocational Educa- 
tion, Programs. Statewide Evaluation of Voca- 
tional-Technical Education in Florida, Volume 
rs 


ED 074 223 
Brief to the Committee on University Affairs. 
Estimates of Operating Grant Requirements for 


1970-71. 
ED 069 206 


Budgeting and Resource Allocation at Prin- 
ceton University. Report of a Demonstration 


Project. 
ED 070 404 


A Capsule Picture of Recommended Continu- 
ous Learning Year Cycling Plans That Can 
Lead to Economy and the Extension of Quality 


Education. 
ED 069 029 
Comparative Costs of Manpower Education: A 
Methodological Study. 
ED 072 214// 


A Comparison of the Costs of Building Ele- 
ments Related to Design Requirements for 
Selected University and Non-University 
Buildings in Ontario. Volume 4. 

ED 069 254 
Computer-Assisted Instructional Systems for 
Higher Education: Problems and Prospects. 

ED 072 636 


Conceptual Issues in Cost-Impact (Benefit) 
Analysis. 

ED 072 303 
The Continuous School Year. The Cranston 
Quadricycle Plan for a Continuous School 
Year. Project Pacesetter. 

ED 077 119 





150 Subject Index 


A Cost Analyses of the Five Public Colleges in 
Alberta 1970j71. Resource Allocations. Master 
Planning Monograph 8. 

ED 072 736 


A Cost Analysis Comparison of University 
Funded Faculty Facsimile Service and Faculty 
Journal Circulation Privileges. 

ED 069 315 
Cost Analysis of CATV Components. Final Re- 
port. 
ED 077 225 
The Cost Analysis of Instructional Develop- 
ment: Some Managerial Considerations. 

ED 070 261 
Cost Benefit Analysis: Non-Traditional Educa- 
tion for the Disadvantaged. A Report of the 
National Dissemination Project for the Com- 


munity Colleges. 
ED 080 109 


Cost-Benefit Study of the Foster Grandparent 
Program, FOSTER GRANDPARENT PRO- 
GRAM, ACTION. 
ED 076 888 
Cost Effectiveness Analysis in the Development 
of Mediated Instructional Modules. 
ED 075 935 
A Cost-Effectiveness Analysis of the Voca- 
tional Education Program in Puerto Rico. 
ED 073 303 
Cost Effectiveness of Selected Cooperative Vo- 
cational Education Programs as Compared with 
Vocational Programs Without a Cooperative 
Component. Final Report. 
ED 080 671 
Cost Efficiency and Effectiveness in the Detec- 
tion and Improvement of Learning Abilities. 
D 079 369 
Cost Finding Principles and Procedures. 
Preliminary Field Review Edition. Technical 
Report 26. 
ED 074 883 
The Cost of Cataloguing: Three Systems Com- 
pared. 
ED 071 707// 
The Cost of Instructional Radio and Television 
for Developing Countries. 
ED 077 213 
Costs and Potential Economies. 
ED 077 311 
Costs of Day Care: Proceedings of a 
Workshop. Volume 2: Appendix. Final Report: 
Part IV. 
ED 068 192 
Costs of Day Care. Volume |. Final Report: 
Part IV. 
ED 068 191 
The Costs of Information Retrieval Television. 
A Case Study in the Cost-Effectiveness of Edu- 
cational Media. 
ED 073 706// 
Cost Utility: An Aid to Decision Making. 
ED 074 623 
Cost Vs. Carnage in Automobile Design. 
ED 073 257 
Course Scheduling to Find the Minimum Cost 
Set of Facilities Required. 
ED 074 371// 
A Design for a National Day Care Cost-Effec- 
tiveness Experiment. Final Report. 
ED 068 164 
Developing Specifications for a Low-Cost Com- 
puter System for Secondary Schools. PREP 38. 
ED 071 458 
Development Project Low-Cost Comprehensive 
School in Lelystad, the Netherlands. 
ED 074 635 
The Distribution and Effects of Vocational and 
Technical Education Funding in Illinois in 
Fiscal Year 1972. 
ED 079 491 
Early Childhood Education: Perspectives on 
the Federal and Office of Education Roles. 
ED 066 621 
The Economics of Time in Learning. 
ED 070 275 
Educational Reform and Instructional Televi- 
sion in El Salvador: Costs, Benefits, and 
Payoffs. 
ED 074 714 
The Effectiveness of Manpower Training Pro- 
grams: A Review of Research on the Impact on 
the Poor. Studies in Public Welfare, Paper 
Number 3. 
ED 070 796 
The Effects of Year-Round Education on Costs 
and Public Support: The Economics and 
Politics of a Time Voucher. 


ED 075 931 
Electric Composition Cost Comparison. 

ED 067 853 
An Evaluation of the Demonstrations Being 
Conducted by the University of Illinois and the 
MITRE Corporation of Their Respective Com- 
puter Assisted Instructional Systems. Annual 


Report. 

ED 072 070 
The Evaluation of Unitary & Central Type Air- 
Conditioning Systems in Selected Florida 


Schools. 

ED 077 088 
FACTOR - FACTOR Il. Departmental Pro- 
gram and Model Documentation 71-3. 

ED 066 796 
A Feasibility Study: Remediation By Computer 
Within A  Computer-Managed Instruction 
Course In Junior High School Mathematics. 

ED 074 734 
Federal Youth Programs: A Discussion Paper, 
December 1972. 

ED 072 163 
Financial Support for Vocational Education in 
the Public Schools. Final Report. 

ED 069 927 
Florida Schoolhouse Systems Project. Second 
Phase Report. 

ED 070 163 
The Gresham Grade School District #4 Year- 
Round Plan. Community-School Planning and 
Implementation. 

ED 074 582 
Increasing the Effectiveness of Educational 
Demonstration Programs. A Report. 

ED 075 952// 

Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Cost Effectiveness. 

ED 071 331 
Introduction to Psychology and Leadership. 
Leadership Management Course; Application 
of PERT to Research and Development in Edu- 


cation. 

ED 071 335 
Introduction to Psychology and Leadership. 
Cost Effectiveness. 

ED 071 348 
Library Labor Cost Accounting System. 

ED 075 063 
Low-Income Labor Markets and Urban Man- 
power Programs: A Critical Assessment. 

ED 075 676 
A Management and Budget Control System for 
Educational Research and Evaluation Units. A 
Practitioner's Manual of Theory and Implemen- 
tation Procedures. 

ED 078 573// 
Managing Educational Costs. 
ED 074 585// 

A Master Plan for Unit Cost Studies Among 
Community Junior Colleges. 

ED 068 082 
Meeting Ontario’s Need for Educational Infor- 
mation: An Evaluation of the SDC/ERIC On- 
Line Bibliographic Search Service. 

ED 077 531 
Methods of Cost Reduction in Information 
Retrieval. 

ED 077 522 
The Mexican Telesecundaria: A Cost-Effective- 
ness Analysis. 

ED 076 059 
MODIA Applied in the Design and Cost Analy- 
sis of an Innovative Air Force Course. 

ED 077 214 
The New Student Housing at New College. 

ED 069 033 
New York State Advisory Council on Voca- 
tional Education First Annual Report, Fiscal 
Year 1970. 

ED 078 208 
Nurse Staffing Methodology, A Review and 
Critique of Selected Literature. 

ED 080 669 
PEAPOL I (Program Evaluation at the Per- 
formance Objective Level) Technical Manual. 

ED 072 221 
Perspectives on Simulation and Miniaturization. 

ED 066 910 
Planning School Desegregation: A Working 
Note. Final Report. 

ED 069 744 
Planning University Development. 

ED 077 310 
Preparing the Indirect Costs Case for Federal 


Grants and Contracts. 
ED 071 546 


Proceedings of the LARC Computer-Based 
Unit Cost Studies Institute (University of Tex- 
as, Austin, September 16-17, 1971). 

ED 077 533// 
Productivity in Education: Measuring and 


ig. P dings of NEA Committee on 
Educational Finance National Conference on 
School Finance (14th, Milwaukee, Wisconsin, 
March 28-30, 1971.) 





ED 070 169 
Program Budgeting and Educational Communi- 
cations Centers. 

ED 071 419 
Program Evaluation: Legislative Language and 
a User’s Guide to Selected Sources. 

ED 078 846 
“Project Management Controls with Systems.” 

ED 077 078 
Project to Develop a Cost Benefit Model for 
Vocational Programs at College of Alameda. 
Final Report. 





ED 072 774 
Rates of Return on University Education With 
Economies of Scale. 

ED 074 895 
Reading and Mathematics Instruction for Low- 
Achieving Students. A Report on Demonstra- 
tion Programs in Intensive Instruction in Read- 
ing and Mathematics, 1970-71. 

ED 067 428 
Realizing the Economy Objective Through a 
Rescheduled School Year. 

ED 069 027 
Reception Areas of Non-English Speaking Pu- 
pils: An Extension of Cost Analysis Data. 

ED 074 795 
Report on a Cost Study of Specific Technical 
Processing Activities of the California State 
University and Colleges Libraries. 

ED 073 779 


Report on the Vocational Education Effort in 
lowa, 1972. 

ED 075 671 
The Role of Telecommunications in the Re- 
gional Delivery of Education Services: A Study 
of the Potential Use of Instructional Television 
for Vocational Education in the Appalachian 
States. 

ED 078 177 
The Role of the Supervisor in Effective Person- 
nel Management: A Means of Improving Quali- 
ty and Reducing Costs. Supervisory Develop- 
ment Conference Series. Training Guide. 

ED 078 255 
The Role of Vocational Education in Improv- 
ing Skills and Earning Capacity in the State of 
Ohio: A Cost-Benefit Study. 

ED 067 448 
School Carpet: Guide to Selection and Care. 

ED 072 551 
A Simultaneous Equations Econometric Model 
of the Determinants of Vocational and Non- 
Vocational Spending and Enrollment. Final Re- 


port. 

ED 068 655 
Some Estimates for the Cost Effectiveness of 
Educational Inputs for Reading Performance of 
Disadvantaged Children in California Title I 
Projects. 

ED 068 616 
Special Funding Formula for State-Supported 
Upper-Level Institutions. 

ED 068 026 
Staff Study on Cost and Training Effectiveness 
of Proposed Training Systems. TAEG Report 1. 

ED 070 271 
The State of Knowledge Pertaining to Selection 
of Cost-Effective Training Methods and Media. 

ED 078 295 
A Study of the Applicability of Cost Effective- 
ness Techniques to Small Scale Instructional 
Systems. 

ED 067 878 
A Study on Linear Programming Applications 
for the Optimization of School Lunch Menus. 
Summation Report. 

ED 067 748 
Systems Analysis for Program Planning and 
Cost Effectiveness. (An Application). 

ED 074 100 
A Technical, User and Cost Comparison Study 
of Microfiche Duplicate Film Material. Final 
Report. 

ED 078 697 
Television Report Number 3. 

ED 066 912 
Time/Cost Study of a Bibliographic Search. 





ED 067 142 
Tivoli Brewery: A Feasibility Study. 

ED 074 634 
Trainable Mentally Retarded Staff Deployment 


Project. 

ED 070 229 
The Use of Selected Portions of Technical 
Documents as Sources of Index Terms and Ef- 
fect on Input Costs and Retrieval Effectiveness. 

ED 076 211 
Variables Related to Student Performance and 
Resource Allocation Decisions at the School 
District Level. A Survey of Research with 
Emphasis on the Policy Implications of the 
Findings. 

ED 071 181 


Costs 

45-15 and the Cost of Education. Summary. 

ED 070 150 
An Annotated Bibliography of Literature Relat- 
ing to the Costs and Benefits of Graduate Edu- 
cation. 

ED 069 200 
The Big Picture on Small Schools. 

ED 068 252 
Community Family Day Care Project. Final Re- 
port. 

ED 078 960 
Comparative Cost Study by Southeastern Re- 
gional Association of Physical Plant Adminis- 
trators of Universities and Colleges Standards 
Committee. 

ED 072 725 
Cost Analysis of CATV Components. Final Re- 
port. 

ED 077 225 
Costing Principles in Higher Education and 
Their Application (First Revision). 

ED 076 129 
Cost of Evaluating Faculty Performance at An- 
telope Valley Community College for the 1972- 
1973 School Year. 

ED 076 187 


Current Expenditures by Local Education 
Agencies for Free Public Elementary and 
Secondary Education, 1969-70. 

ED 073 561 
Do-It-Yourself Critical Path Method. 

ED 067 992 
Estimation of Teacher Leaving and Hiring 
Rates. Educational Planning Occasional Papers 
No. 7/72. 

ED 077 145 
Estimation of Teacher Salary Schedules. Edu- 
cational Planning Occasional Papers No. 6/72. 

ED 077 144// 

Financing Virginia’s Colleges: Current Operat- 
ing Income and Expenditures/1971-72. State- 
Controlled Colleges and Universities. 

ED 078 754 
Future Alternatives-Urbana-Cham- 
paign. 

ED 077 455 
Gemini 220: An Extended School Day and 
School Calendar as an Alternative to New Con- 
struction. A Feasibility Study. 

ED 079 830 


Instructional System Reproduction and Dis- 
tribution Costs. 
ED 078 683 


Pilot Universal Lunch Program. Hearing Before 
the Committee on Education and Labor, House 
of Representatives, Ninety-Second Congress, 
Second Session on H.R. 13452. 


Funding 


ED 078 524 
Public Television Station Projected Operations 
and Costs. 

ED 078 690 
Regional Comparative Unit Cost Studies for 
Maintenance and Operation of Physical Plants 
in Universities and Colleges in Central States 
Region and Rocky Mountain Region. 

ED 072 724 
School District Reorganization. Educational 
Management Review Series Number 12. 

ED 071 146 
The School Finance Reform Movement: Impli- 
cations for School Business Administration. 

070 194 

School Lunch Regulations. Hearing Before the 
Committee on Agriculture and Forestry, United 
States Senate. Ninety-Second Congress, First 
Session on the School Lunch Program for the 
1972 Fiscal Year as Proposed by the U.S. De- 
partment of Agriculture, August 10, 1971. 

ED 078 512 


A Study of Administrative Costs in Selected 
School Districts of lowa, Missouri, and South 
Dakota. 
ED 074 576// 

A Study on the Feasibility of Establishing a Na- 
tional Medical Dial Access Information 
Retrieval System. Final Report. 

ED 077 248 
Survey of Burglary and Vandalism Occurrence 
and Preventative Measures in Twenty-Five 
Large California School Districts. Summary Re- 
port. 

ED 077 104 
A Tabular Presentation of Student Credit Hour 
Enrollment, Full-Time Equivalent Faculty, and 
Cost of Instruction at the University of North 
Dakota First Semester 1971-72. 

ED 076 149 
Teacher Cost Models. Educational Planning 
Occasional Papers No. 5/72. 

ED 077 143// 

Unified Salary Schedule Analysis Program. 

ED 073 689 
The University of Illinois Placement and Profi- 
ciency System: Description and Results. 

ED 076 144 
Urban Cable Systems. 

ED 066 891 
Use of Incentives Project. Final Report. 

ED 072 542 
Who Pays for Adult Education in Kenya? 

ED 068 768 
Year-Round School Research. 

ED 070 149 
Year-Round Schools. Hearing Before the 
General Subcommittee on Education of the 
Committee on Education and Labor, House of 
Representatives, Ninety-Second Congress, 
Second Session on the Value of Year-Round 
Schools. (Washington, D. C., April 24, 1972.) 

ED 069 043 


Council for Cultural Cooperation 
Annual Report 1971, Council for Cultural Co- 
operation. 





ED 069 479 
Council for Cultural Co-Operation; Annual Re- 
port 1971. 
ED 070 256 
Council for Exceptional Children 
Council for Exceptional Children Selected 
Convention and Special Conference Papers In- 


dex. 
ED 078 613 
Council of Europe 


Council of Europe Information Bulletin 3/1972. 
ED 076 367 


Counseling 
Applications of the Theory of Work Adjust- 
ment to Rehabilitation and Counseling. Min- 


1 Rehabilitation: 





nesota Studi in 
XXX. 
ED 079 515// 


Beginning a Program for Pregnant School-Age 
Girls. Information Series #1. 
ED 070 184// 


Black Psychology. 
ED 075 542// 
Counseling and Psychotherapy; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 629. 
ED 074 683 


Counseling for Change: A New Perspective. 

ED 074 432 
{Counselor-Counselee Ratios in California Ju- 
nior Colleges 1972-1973.] 

ED 075 009 
Determining the Effects of Three Counselor 
Verbal Responses on Client Verbal Behavior. 

ED 073 386 
Differential Reinforcing Power of Restatement 
and Interpretation of Client Production of Af- 
fect. 

ED 074 425 
Drugs and the Coach. 

ED 075 400 
An Experimental Approach for the Personaliza- 
tion of a Teacher Education Program. Final 


Report. 

ED 079 273 
First Report of the Creativity Center. 

ED 066 921 
A Five County Vocational Skills Training Pro- 


gram for the Blind. Project Document. 
ED 073 579 


Subject Index 151 


t Youth. 

ED 068 870 
“Hey Wait a Minute, Let’s Look at the Data!” 
The Effects of Recording on Counselors and 
Clients. 


Group C ling with Deling 





ED 073 396 
Increasing Communication Skills in a Tradi- 
tional Master’s Degree Counseling Programs. 

ED 068 871 
A Reconceptualization of the Research 
Paradigm in Counseling Research. 

ED 074 409 
Research Report on the Oakland Public 
Schools Youth Opportunities Project: The Ex- 
perience of the First Year, 1964-65. 

ED 072 372 
Reverse Transfers: Students who Transfer from 
Four-Year Colleges to Two-Year Colleges. 

ED 075 018 
Special Programs Aimed at Reaching Children: 
S.P.A.R.C. Case Studies Il. 

ED 076 925 
The Training of “Third World” Students to 
Function as Counselors. 

ED 070 008 


Counseling Centers 

Counseling and Community Services Center for 
the Deaf. A Comprehensive Counseling and 
Community Services Center for Deaf Adults. 
Final Report. 

ED 078 232 
Facts About: College Mental Health. 

ED 077 371 
The Use of Anxiety Management Training in 
the Treatment of Generalized and Specific 
Anxieties. [and] Considerations in Setting Up 
A Full Service Desensitization Program. 

ED 075 737 


Counseling Effectiveness 

The Application of Promising Counseling Ap- 
proaches in Various Educational Settings. 

ED 067 562 
Attrition Prevention Through Counseling 
Among Community College Students; NOR- 
CAL Phase III. 

ED 075 012 
A Comparison of Systematic Desensitization 
and “‘Sensitization’’ Treatments for Reducing 
Counselor Anxiety. 

ED 068 886 
Counseling and the Minority Group Student. 

ED 067 598 
Counseling: Bridging the Gap Between Reality 
and Expectations. A Report of the National 
Dissemination Project for the Community Col- 
leges. 

ED 077 487 
Counseling for Change: A New Perspective. 

ED 074 432 
Counseling Mature Women from Differing Cul- 
tures. 

ED 067 574 
Counseling the Disadvantaged Caucasian: A 
Statistically Significant Improvement. 

ED 066 697 
Determining the Effects of Three Counselor 
Verbal Responses on Client Verbal Behavior. 

ED 073 386 
Differential Reinforcing Power of Restatement 
and Interpretation of Client Production of Af- 
fect. 

ED 074 425 
Effect of Information on Students’ Perceptions 
of Counseling and Their Willingness to Seek 
Help. 

ED 074 396 
Evaluating Counselor Effectiveness Fact or Fal- 
lacy--Counselors Relate Equally Well to All 
Students. 

ED 078 331 
Facilitating Career Development Through 
Decision-Making: A Pilot Study. 

ED 079 663 
Impact: The Magazine for Innovation and 
Change in the Helping Professions, Volume 2, 
Number 3. 

ED 075 763 
Impact: The Magazine for Innovations and 
Change in the Helping Professions. Volume 2, 
Numbers 4-5. 

ED 078 343 
Monitor-Modeling Supervision in Practicum. 

ED 067 588 
SCORE: Service Corps of Retired Executives. 
Counselor’s Guidebook. One Part of ACTION. 

ED 070 944 





152 Subject Index 


Special Programs Aimed at Reaching Children: 


S.P.A.R.C. Case Studies Il. 
ED 076 925 


Steps Toward Outcome Criteria in Counseling 


and Psychotherapy. 
ED 070 010 


Toward a New Criterion For Evaluation of 


Guidance Programs. 
ED 078 309 


Use of Counselor Discriminative Stimuli as An 
Intervention in Effezting Change in Client Out- 


comes. 
ED 075 732 
Utilization of Para-Professional C lors. 
Final Project Report. 
ED 080 105 





Counseling Goals 
Counseling for Change: A New Perspective. 
ED 074 432 
Dimensions of Counseling Intervention. Techni- 
cal Report Number I. 
ED 070 969 
Problem Solving Project, Phases I and II. 
ED 068 864 
A Training Method to Teach Paraprofessionals 


Peer Counseling. 
ED 068 874 


Counseling Instructional Programs 
The Discrimination Model: A_ Practical 
Paradigm for the Demonstration of Accounta- 
bility. 
ED 074 389 
The Effect of T-Group Experience on Partici- 
pant’s Level of Personal Functioning. 
ED 076 902 


Counseling Programs 
Basic Requirements for an Adequate Pupil Per- 
sonnel Program. 
ED 074 574// 
The Cleveland State University and Cuyahoga 
Community College 1970-1971  Instructor- 
Counselor Program. Director's Evaluation Re- 
port. 
ED 077 915 
Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 2. 
ED 072 394 
Communique: Resources for Practicing Coun- 
selors, Vol. 2, No. 6. 
ED 075 764 
Communique: Resources for Practicing Coun- 
selors, Vol 2, No. 7. 
ED 075 765 
Communique: Resources for Practicing Coun- 
selors, Vol. 2, No. 8. 
ED 075 766 
Computer-Generated Assessment Reports in 
Personalized Teacher Education Programs. 
ED 074 090 
A Counseling Approach to Improvement of 
Reading. 
ED 074 402 
Counseling: Bridging the Gap Between Reality 
and Expectations. A Report of the National 
Dissemination Project for the Community Col- 
leges. 
ED 077 487 
Counselor Ideas in Action. 
ED 070 988 
Counselor Ratings of Male and Female Clients. 
ED 071 597 
Cross-Cultural Counseling: Bridge Between 
Desegregation and Integration. A Study Rela- 
tive to Group Counseling and its Impact on 
Students and Faculty. 
ED 074 417 
Effects of Two Experiential Approaches on At- 
titudes Toward Growth Groups. 
ED 074 428 
Guidance for Urban Disadvantaged Youth. 
ED 070 872// 
Health Counseling for the Overweight 
Adolescent Girl. 
ED 073 375 
The Impact of Social Skill Training on the Af- 
fective Perceptions of Elementary School Chil- 
dren. 
ED 074 166 
Instructor Guide for Federal Income Tax Impli- 
cations of Civil Service Retirement. A Unit for 
Federal Employee Pre-retirement Counseling 
Seminar. 
ED 079 594 


Intensive Rehabilitation Efforts Toward Total 
Family Members in Two Characteristically Dif- 
ferent Model City Areas. Final Report. 

ED 078 122 
Some Non-Academic Aspects of International 
Education. 

ED 067 572 
Staying in School: An Evaluation of a Program 
to Prevent School Dropouts. Final Report. 

ED 076 751// 


Counseling Services 
Advising Offices Overseas-Closing the Informa- 
tion Gap. 
ED 066 699 
The Application of Promising Counseling Ap- 
proaches in Various Educational Settings. 
ED 067 562 
Case Studies in Practical Career Guidance, 
Number 8: Employability Development Team 
Cleveland Public Schools, Cleveland, Ohio. 
ED 078 337 
Communicating with Youth: The Adolescent 
Offender and His Counselor. 
ED 068 848// 
Communique: Resources for Practicing Coun- 
selors, Vol. 2, No. 6. 
ED 075 764 
Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 10. 
ED 078 345 
Consulting for Improved Self Perceptions of 
Elementary School Children. 
ED 067 564 
{Counselor-Counselee Ratios in California Ju- 
nior Colleges 1972-1973.] 
ED 075 009 
Counselor Ideas in Action. 
ED 070 988 
Effect of Information on Students’ Perceptions 
of Counseling and Their Willingness to Seek 
Help. 
ED 074 396 
Evaluation of the Effectiveness of Pre- and 
Post-Enrollment Services to Job Corps Enrol- 
lees. Final Report. 
ED 075 593// 
Extending Guidance and Counseling Services 
for the Mentally Handicapped. 
ED 070 017 
Group Systematic Desensitization of Test Anx- 
iety. 
ED 074 406 
Mental Health Consultation & Reinforcement 
Principles in Teacher Consultation. 
ED 069 799 
A New Eclectic Model for the Redirection of 
Evaluation Efforts. 
ED 075 086 
NewGate. New Hope Through Education. 
ED 068 827 
Rehabilitation Research Kaleidoscope. 
Research Series, Number 5. 
ED 080 653// 
Runaway Youths: Families in Conflict. 
ED 079 630 


Counseling Theories 

Adlerian Counseling for Parent Education. 

ED 079 660 
Determining the Effects of Three Counselor 
Verbal Responses on Client Verbal Behavior. 

ED 073 386 
Transactional Analysis: A Theoretical Position 
as an Aid in Parent Counseling. 

ED 068 854 
Use of Counselor Discriminative Stimuli as An 
Intervention in Effecting Change in Client Out- 


comes. 
ED 075 732 


Counselor Attitudes 
The Association Between Local School Ad- 
ministrators’ and Counselors’ Attitudes Toward 
Vocational Education and Students’ Participa- 
tion in an Area Vocational-Technical School. 
ED 069 913 
The Association Between Local School Ad- 
ministrators’ and Counselors’ Attitudes Toward 
Vocational Education and Selected Charac- 
teristics of Their Students Attending a Voca- 
tional-Technical School. 
ED 073 259// 
Development of a Follow-Up Questionnaire for 


Community College Graduates. Final Report. 
ED 077 494 


The Dichotomy Between the Actual and the 

Perceived Role of the Elementary Guidance 
Counselor in the State of Massachusetts. 

ED 068 868 

The Responses of Counselors to Behaviors As- 

ted with Ind d and Achievement 





in Male and Female Clients. 


ED 071 008 
Transactional Analysis: A Theoretical Position 
as an Aid in Parent Counseling. 

ED 068 854 


Counselor Characteristics 

The Application of Promising Counseling Ap- 
proaches in Various Educational Settings. 

ED 067 562 
Counseling: Bridging the Gap Between Reality 
and Expectations. A Report of the National 
Dissemination Project for the Community Col- 
leges. 

ED 077 487 
An Investigation of Vocational Counselor Ef- 
fectiveness and Its Relationship to Selected 
Background and Personal Characteristics. Final 


Report. 

ED 074 232 
The Responses of Counselors to Behaviors As- 
sociated with Independence and Achievement 


in Male and Female Clients. 
ED 071 008 


Counselor Client Ratio 
{Counselor-Counselee Ratios in California Ju- 
nior Colleges 1972-1973.] 
ED 075 009 


Counselor Educators 

Communication Skills Training. 

ED 075 749 
Critical Concerns in Counselor Education. 

ED 066 690 
The Discrimination Model: A_ Practical 
Paradigm for the Demonstration of Accounta- 
bility. 

ED 074 389 
Introduction to Vocational Rehabilitation Ser- 
vices: An Outline for a Course of Study. 

ED 078 313 


New Dimensions in Training Rehabilitation 


Facility Personnel. Special Report 1. 
ED 070 386 


Counselor Evaluation 
The Effect of Audio and Video Recording on 
Clients. Research Report 2-72. 
ED 068 064 


Elementary School Guidance: Demonstration 
and Evaluation. 

ED 072 371 
An Investigation of Vocational Counselor Ef- 
fectiveness and Its Relationship to Selected 
Background and Personal Characteristics. Final 
Report. 

ED 074 232 
Objective Ratings of Monitor-Modeling Super- 
vision in Practicum. 

ED 071 005 
Steps Toward Outcome Criteria in Counseling 
and Psychotherapy. 

ED 070 010 


Counselor Functions 
Accountability from the Point of View of a 
Chief Administrator. 
ED 079 336 
Dimensi of C ling Intervention. Techni- 
cal Report Number I. 





ED 070 969 
A Role Change Strategy: Decentralized Coun- 
seling. 

ED 070 009 
The Search for Talent. 

ED 078 033// 

Simulated Administration of a Regular 
Guidance Operation (SARGO). 

ED 069 993 


Counselor Performance 

A Comparison of Systematic Desensitization 
and “Sensitization” Treatments for Reducing 
Counselor Anxiety. 

ED 068 886 
The Discrimination Model: A_ Practical 
Paradigm for the Demonstration of Accounta- 
bility. 

ED 074 389 
Monitor-Modeling Supervision in Practicum. 

ED 067 588 





Objective Ratings of Monitor-Modeling Super- 
vision in Practicum. 

ED 071 005 
A Reconceptualization of the Research 
Paradigm in Counseling Research. 

ED 074 409 


ED 075 754 

Status of Industrial Arts in Colorado as Per- 

ceived by Junior High Principals, Industrial 
Arts Teachers, and Counselors. 

ED 076 783// 

Survey Study of Selected Illinois Vocational 

Educati Personnel: Qualifications, Needs, 





A Study of the Relationship between C 
Confrontation and Selected Personality Varia- 
bles. 

ED 069 797 
Transactional Analysis: A Theoretical Position 
as an Aid in Parent Counseling. 

ED 068 854 
The Use of Cases in the Evaluation of Three 
Counseling Approaches with Elementary 
School Children. 

ED 073 404 
Use of Counselor Discriminative Stimuli as An 
Intervention in Effecting Change in Client Out- 
comes. 

ED 075 732 


Counselor Role 


The Clinician as Teacher of Interpersonal 
Skills. Let’s Give Away What We've Got. 

ED 073 398 
Communique: Resources for Practicing Coun- 
selors, Vol. 2, No. 6. 

ED 075 764 
Communique: Resources for Practicing Coun- 
selors, Volume 2 Number 9. 

ED 078 344 
Counseling and the Minority Group Student. 

ED 067 598 
Counselor Perceptions of Sexual Attitudes of 
Female University Students. 

ED 079 631 
Counselors in Special Education. 
ED 072 583 
Critical Concerns in C lor Educati 





ED 066 690 
The Dichotomy Between the Actual and the 
Perceived Role of the Elementary Guidance 
Counselor in the State of Massachusetts. 

ED 068 868 
Dimensions of Counseling Intervention. Techni- 
cal Report Number I. 

ED 070 969 
The Ethnic Student: Academic and Social 
Problems. 

ED 070 798 
The Future Roles of the Rehabilitation Coun- 
selor. 

ED 079 623 
Project Women: In a Man’s World of Work: A 
Guide for School Counselors. 

ED 074 216 
A Role Change Strategy: Decentralized Coun- 


seling. 
ED 070 009 


Counselors 


Basic Requirements for an Adequate Pupil Per- 
sonnel Program. 
ED 074 574// 
Career Guidance. 
ED 076 757// 

Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 3. 

ED 072 395 
Communique: Resources for Practicing Coun- 
selors, Vol. 2, No. 6. 

ED 075 764 
Communique: Resources for Practicing Coun- 
selors, Vol 2, No. 7. 

ED 075 765 
Communique: Resources for Practicing Coun- 
selors, Vol. 2, No. 8. 

ED 075 766 
[Counselor-Counselee Ratios in California Ju- 
nior Colleges 1972-1973.} 

ED 075 009 
Counselors in Special Education. 
ED 072 583 


1 Ed 





Critical Concerns in C 

ED 066 690 
Differential Reinforcing Power of Restatement 
and Interpretation of Client Production of Af- 


fect. 

ED 074 425 
Ethnic Characteristics as Factors in Social 
Modeling. 

ED 072 883 
Extending Guidance and Counseling Services 
for the Mentally Handicapped. 

ED 070 017 
The School Counselor as Collaborative-Con- 
sultant. 


Trends, and Implications. Final Report. 

ED 079 524 
Teachers with Ideas--In Action. A Report of 
Mini-Grant Projects Approved in 1971. 

ED 068 666 
Utilization of Para-Professional Counselors. 
Final Project Report. 

ED 080 105 


Counselor Selection 


Counselor Education: A Program in Functional 
Humanism. 

ED 075 422 
New Selection and Training Procedures for 
Counselor Training Programs. 

ED 073 401 


Counselor Training 


Career Guidance Training. 

ED 066 671 
The Clinician as Teacher of Interpersonal 
Skills. Let’s Give Away What We've Got. 

ED 073 398 
Communication Skills Training. 

ED 075 749 
A Comparison of Systematic Desensitization 
and “Sensitization” Treatments for Reducing 
Counselor Anxiety. 

ED 068 886 
Counselor Characteristics and Attitudes: Impli- 

i for the Selection and Training of Effec- 

tive Counselors. 





ED 076 913 
Counselor Education: A Program in Functional 
Humanism. 

ED 075 422 
Critical Concerns in Counselor Education. 

ED 066 690 
Determining the Effects of Three Counselor 
Verbal Responses on Client Verbal Behavior. 

ED 073 386 
Differential Reinforcing Power of Restatement 
and Interpretation of Client Production of Af- 
fect. 

ED 074 425 
The Discrimination Model: A_ Practical 
Paradigm for the Demonstration of Accounta- 
bility. 

ED 074 389 
The Effect of T-Group Experience on Partici- 
pant’s Level of Personal Functioning. 

ED 076 902 
Functions of the Small Consultation Group in 
Teaching Employment Counseling Skills. 

ED 067 575 
Increasing Communication Skills in a Tradi- 
tional Master’s Degree Counseling Programs. 

ED 068 871 
Introduction to Vocational Rehabilitation Ser- 
vices: An Outline for a Course of Study. 

ED 078 313 
Monitor-Modeling Supervision in Practicum. 

ED 067 588 
New Dimensions in Training Rehabilitation 
Facility Personnel. Special Report 1. 

ED 070 386 
New Selection and Training Procedures for 
Counselor Training Programs. 

ED 073 401 
Objective Ratings of Monitor-Modeling Super- 
vision in Practicum. 

ED 071 005 
{Peer Counseling.] 

ED 079 653 
Prospectus of the Prescriptive Teaching, and 
Diagnostic - Prescriptive Teaching Training 
Programs Area of Special Education. 

ED 076 511 
A Role Change Strategy: Decentralized Coun- 
seling. 

ED 070 009 
Simulated Administration of a Regular 
Guidance Operation (SARGO). 

ED 069 993 
The Training of “Third World’ Students to 
Function as Counselors. 

ED 070 008 
Tufts University Summer Guidance Institute. 
Final Report (July 17-28, 1972). 


ED 073 265 
Cc l 





Utilization of Para-Professional 
Final Project Report. 


Subject Index 153 


ED 080 105 


Counteradvertising 
Counterads: Broadcasting and the First Amend- 


ment. 
ED 072 502 


Counter Culture 
Educator Response to the Counter Culture. 
ED 969 587 
The Political Lefton Campus and In Society: 
The Active Decades. Final Report. 
ED 071 988 


Counterproposals 
Counterproposals for School Boards in Teacher 
Negotiations. A Comprehensive Response to 
the Demands of Teacher Organizations to 
Balance the Power at the Bargaining Table. 
ED 072 515// 


County Programs 

Administrative Needs for Career Education. 

ED 072 292 
Analysis of Factors Associated with Present 
and Future Program Emphasis of Florida 
Cooperative Extension Service. The Findings 
from Extension Studies. 

ED 069 936 
Arizona Basic Economic and Manpower Data. 

ED 072 240 
Florida Migrant Health Project. Fifth Annual 
Progress Report, 1967-1968. 

ED 071 827 
Florida Migrant Health Project. Sixth Annual 
Progress Report, 1968-1969. 

ED 071 828 
Idea Exchange: Innovative Programs in Cook 
County Suburban Schools. Winter 1973. 

ED 077 556 
Intensive Vocational Services in Guidance, 
Counseling, Placement, and Follow-Up. Final 
Report. 

ED 070 855 
Migrant Health Program. [New Jersey] 1970 
Annual Report. 

ED 071 826 
A Quiet Revolution; Probation Subsidy. 

ED 075 741 
Some Principles and Procedures Useful in 
Planning County Extension Programs. A 
Research Summary of a Graduate Study. 

ED 078 282 


County School Systems 
The Advantage Center Information Guide. 
ED 079 961 
Desegregation - September 1972. 
ED 076 253 
Equalizing Multi-School Curriculum by 
Technology. 
ED 079 964 
Vocational-Technical Education: A Plan for 
Monroe County, Florida. 
ED 080 700 


Course Content 

Algebra: Level II, Unit 8, Lesson 1; Powers and 
Roots: Lesson 2; Geometry: Lesson 3; Number 
Series: Lesson 4. Advanced General Education 
Program. A High School Self-Study Program. 

ED 070 908 
Analysis of Skills Needed by Graduates of As- 
sociate Degree Insurance Major. Final Report. 

ED 075 616 
Apparel Manufacturing (Course Outline), Ex- 
citing Careers in Apparel Manufacturing: 
9377.01. 

ED 078 304 
Apparel Manufacturing (Course Outline), Sec- 
tion Work - Pocket Setting: 9377.05. 

ED 078 305 
Apparel Manufacturing (Course Outline), In- 
dustrial Single Needle Machines and Machine 
Practice: 9377.02. 

ED 078 306 
Atomic Structure and Valence: Level Hl, Unit 
10, Lesson 1; Chemical Bonding: Lesson 2; 
The Table of Elements: Lesson 3; Electrolysis: 
Lesson 4. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 070 916 
Business Education Curriculum Guides for the 
70's. 

ED 072 201 
Case Studies in Practical Career Guidance, 
Number 2: Career Development Center Troy 
High School, Fullerton, California. 

ED 076 928 





154 Subject Index 


Introducti to Psychology and Leadership. 





Classical Civilization, English, Social Studi 
5114.67. 
ED 068 949 
The Consumer and Transportation. 
ED 068 802 
Course Description. Economic Analysis 
Course. 
ED 073 648// 
Difficult Words to Spell: Level Ill, Unit 4, Les- 
son 1; Sentences and Their Parts: Lesson 2; 
Adjectives and Adverbs: Lesson 3; Compara- 
tive Forms: Lesson 4; Spelling ie and ei Words: 
Lesson 5; Using Negatives Correctly: Lesson 6; 
Using Prepositions and Prepositional Phrases: 
Lesson 7; Spelling - ance and ence Words: Les- 
son 8; Subject and Object Pronouns: Lesson 9; 
Possessive and Reflexive Pronouns: Lesson 10; 
Possessive and Plural Nouns. 
ED 070 913 
Effective Business Letters, Business Education: 
$128.41. 
ED 068 943 
English for the Business World: 5110.15b. 
ED 068 942 
Fire Science Curriculum Guide. 
ED 080 732 
Free Enterprise and Government Regulation: 
Level Ill, Unit 1, Lesson 1; Social Legislation: 
Lesson 2; Taxes: Lesson 3. Advanced General 
Education Program. A High School Self-Study 
Program. 
ED 070 910 
Free Trade and Tariffs: Level Ill, Unit 2, Les- 
son 1; Capitalism, Communism, Socialism: Les- 
son 2; Nationalism vs. Internationalism: Lesson 
3. Advanced General Education Program. A 
High School Self-Study Program. 
ED 070 911 
Grass Roots Project Evaluation. 
: ED 078 079 
The Gregg/McGraw-Hill Curriculum Guide for 
Office Education. 
ED 080 779// 
The Gregg/McGraw-Hill Program Planning 
Guide for Health Occupations Education. 
ED 080 777// 
The Gregg/McGraw-Hill Program Planning 
Guide for Distributive Education. 
ED 080 778// 
Identification of Common Content in Courses 
Offered by Various Vocational Services at the 
Secondary Level. Final Report. 
ED 075 622 
Instructional Strategy and Media Selection Ra- 
tionale. Economic Analysis Course. 
ED 073 650// 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Sequencing Ra- 
tionale. 
ED 071 332 
Introduction to Psychology and Leadership. 
Leadership Management Course; Course 
Development Model for Phase I. 
ED 071 334 
Introduction to Psychology and Leadership. In- 
structor Guide. 
ED 071 338 
Introduction to Psychology and Leadership. 
Part One; Overview of Leadership. Content 
Outline, Terminal and Enabling Objectives. 
D 071 356 
Introduction to Psychology and Leadership. 
Part Two; Individual Behavior. Content Out- 
line, Terminal and Enabling Objectives. 
ED 071 357 
Introduction to Psychology and Leadership. 
Part Three; Group Dynamics. Content Outline, 
Terminal and Enabling Objectives. 
ED 071 358 
Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Content Outline, Terminal and Enabling Objec- 
tives. 
ED 071 359 
Introduction to Psychology and Leadership. 
Part Five; Military Management. Content Out- 
line, Terminal and Enabling Objectives. 
ED 071 360 
Introduction to Psychology and Leadership. 
Part Six; Authority and Responsibility. Content 
Outline, Terminal and Enabling Objectives. 
ED 071 361 
Introduction to Psychology and Leadership. 
Part Eight; Senior-Subordinate Relationships. 
Content Outline, Terminal and Enabling Objec- 
tives. 
ED 071 363 


Part Nine; Morale and Esprit De Corps. Con- 
tent Outline, Terminal and Enabling Objec- 
tives. 

ED 071 364 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Content Outline, Terminal 
and Enabling Objectives. 

ED 071 365 
Introduction to Psychology and Leadership. 
Part Eleven; Personnel Evaluation. Content 
Outline, Terminal and Enabling Objectives. 

ED 071 366 
Introduction to Psychology and Leadership. 
Part Twelve; Applied Leadership. Content Out- 
line, Terminal and Enabling Objectives. 

ED 071 367 


Junior Secondary School: English 8, English 9, 
English 10. 

ED 067 675 
Leader’s Guide for Essentials of Supervision. A 
Basic Management Course for Effective Super- 
vision. 

ED 078 257 
Life Functions and Cells: Level Il, Unit 7, Les- 
son 1; Cell Structure: Lesson 2; Tissues, Or- 
gans, Systems: Lesson 3; Growth and Nutrition: 
Lesson 4; Metabolism: Lesson 5. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 907 
Micro Chart For Concept Area One. Economic 
Analysis Course. 

ED 073 651// 

Oral Interpretation in the Secondary School, 
MSA Curriculum Guide 7. x 

ED 069 003 
Parent Education in the Adult Education Pro- 


gram. 

ED 069 951 
Plants and Photosynthesis: Level Ill, Unit 3, 
Lesson 1; The Human Digestive System: Les- 
son 2; Functions of the Blood: Lesson 3; 
Human Circulation and Respiration: Lesson 4; 
Reproduction of a Single Cell: Lesson 5; 
Reproduction by Male and Female Cells: Les- 
son 6; The Human Reproductive System: Les- 
son 7; Genetics and Heredity: Lesson 8; The 
Nervous System: Lesson 9; The Glandular 
System: Lesson 10. Advanced General Educa- 
tion Program. A High School Self-Study Pro- 
gram. 

ED 070 912 
Project Interface: A Systems Model for Ele- 
mentary School Curriculum Evolution and 
Teacher Education. 

ED 079 238 
Senior Secondary School English 1966: English 
11 


ED 067 676 
Senior Secondary School English 1967: English 
12. 

ED 067 677 
Senior Secondary School English: English 
Literature 12 (Revised). 

ED 067 678 
Sitting Safely, Home and Family Education: 
6755.01. 

ED 069 412 
Speed, Acceleration, and Velocity: Level Il, 
Unit 9, Lesson 1; Force, Mass, and Distance: 
Lesson 2; Types of Motion and Rest: Lesson 3; 
Electricity and Magnetism: Lesson 4; Electri- 
cal, Magnetic, and Gravitational Fields: Lesson 
5; The Conservation and Conversion of Matter 
and Energy: Lesson 6; Simple Machines and 
Work: Lesson 7; Gas Laws: Lesson 8; Princi- 
ples of Heat Engines: Lesson 9; Sound and 
Sound Waves: Lesson 10; Light Waves and 
Particles: Lesson 11; Program. A High 

ED 070 909 
Spelling Endings Added to e: Level Ill, Unit 5, 
Lesson 1; Capitalization: Lesson 2; Question 
Marks and Exclamation Points: Lesson 3; 
Quotation Marks: Lesson 4; Spelling Double 
Letter Demons: Lesson 5; Colons and Dashes: 
Lesson 6; Punctuating Series with Commas and 
Semicolons: Lesson 7; More Confusing Word 
Pairs: Lesson 8; Separating Sentence Parts with 
Punctuation: Lesson 9; Other Uses for Commas 
and Semicolons. 

ED 070 914 
Spelling More Endings: Level Ill, Unit 6, Les- 
son 1; Matching Sentence Parts: Lesson 2; 
Using the Right Sent Cc tives: Lesson 
3; More Ways to Make Sentences Effective: 
Lesson 4; Last of the Confusing Word Pairs: 





Lesson 5. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 070 915 
Structure and Freedom: A Manual for Commu- 
nication Arts 3-6. 

ED 066 766 
A Study of Content Develop t in Selected 
Secondary Biology Classes. 





ED 079 088// 
A Study to Determine the Degree of Agree- 
ment on the Content and Objectives for 
Preparation in Communication for Business 
Students at the Collegiate Level. 
ED 070 115// 

Teaching for Employability. 

ED 075 621 
Teaching Syntax in Elementary and _ Inter- 
mediate Russian Courses. 

ED 077 284 
What to Look for In Narrative Writing: Level 
Il, Unit 6, Lesson 1; Interpreting Figurative 
Writing: Lesson 2; Keeping Track of the Sub- 
ject in Writing: Lesson 3; Reading Literature 
for Understanding: Lesson 4. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 906 
Words that Paint Pictures: Level Il, Unit 5, 
Lesson 1; Devices Used in Literature: Lesson 
2; The Meaning of Literary Devices: Lesson 3; 
Periods and Levels of Writing: Lesson 4; Quali- 
ties of Good and Bad Writing: Lesson 5. Ad- 
vanced General Education Program. A High 
School Self-Study Program. 

ED 070 905 


Course Descriptions 

Anthropology for the Schools: An Analysis of 
Selected Anthropology Curriculum Projects 
and Units with Content Ratings by Professional 
Anthropologists. 

ED 067 328 
Atlanta Public Schools Latin Guide. 

ED 071 535 
The Black Novelist in America, English, Con- 
temporary Literature: 5114.57. 

ED 078 443 
Case Studies in Practical Career Guidance, 
Number 3: Career and Educational Planning 
Program Pioneer Senior High School, San Jose, 


California. 

ED 078 332 
Catalog of Courses and Conferences, 1972- 
1973. 

ED 069 961 
Computer Technology Program (REACT). 
Technical Report. 

ED 070 320 
Consulting for Black Enterprise...A Challenge 
to the Business Establishment. 

ED 072 750 
Consulting for Black Enterprise...Experiences 
During the Second Year. Volume Il. 

ED 072 749 
Contemporary Topics in Science: A Kit for 
Survival. 

ED 080 318 
Course Catalogue, 1972-1973,  abor Relations 
Training Center. 

ED 072 359 
Course Economic Analysis 
Course. 


Description. 


ED 073 648// 
Cuentos de ayer y de hoy (Stories of Yesterday 
and Today), Spanish-S: 7509.02. 
ED 071 494 
Cuentos y fabulas (Stories and Fables), 
Spanish-S: 7509.13. 
ED 071 500 
A Curriculum Guide for the Mid-Alabama 
Adult and Vocational Education Demonstra- 


tion Center. 

ED 066 651 
Data Element Dictionary: Course. Second Edi- 
tion. 

ED 071 637 
Development of a Self-Instructional Course in 
Engineering Statics. Final Report. 

ED 072 977 
Education for Death, or Death Becomes Less a 
Stranger. 

ED 073 378 
Education in Information Science: The Applied 
Disciplines in a Systems-Oriented Curriculum. 

ED 072 828 
Face to Face, Spanish-S: 7509.34. 

ED 071 498 





Fiesta, Spanish-S: 7509.73. 
ED 071 495 
Free Speech Yearbook: 1970. 
ED 067 718 
Great Writers of Spain I (Nineteenth Century): 
.26 


7506 

ED 071 497 
Guide Book. 1973 Edition. 

ED 070 276 
A Handbook for University-Community Discus- 
sion of Urban Problems. A Model for Urban 
Study Programs Involving College Students and 
Community Adults. 

ED 069 957 
Hydrologic Services Course. 

ED 074 373 
The Impact of the German on American Cul- 
ture. 

ED 073 721 
Individualized Instruction at Levels I and II. 

ED 074 825 
Instructional Associate: A Suggested Associate 
Degree Curriculum. 

ED 073 756 
Language and Culture, English as a Secona 
Language: 5110.14. 

ED 071 499 
Large - Small or Mini Group Instruction in En- 
glish, 8th and 9th Grades. 

ED 074 518 
Learning and Teaching About Death and Dy- 


ing. 

ED 075 728 
A Nongraded Phase Elective Senior High En- 
glish Curriculum. 

ED 074 512 


Proceedings of the Speech Communication As- 
sociation Summer Conference: Mini Courses in 
Speech Communication (7th, Chicago, July 8- 


10, 1971). 

ED 070 132 
A Progress Report of Econ 12: Design and 
Evaluation of a 12th Grade Course in the Prin- 
ciples of Economics. 

ED 067 354 
Scientific Glassblowing Technology: A Sug- 
gested Two-Year Post High School Curriculum. 

2 246 

Self-Paced Physics, Course Materials. 

ED 075 236 
Self-Paced Physics, Documentation Report, 
Course Description 5.1; Course Objectives 
5.2.1; Course Structure and Sequence 5.2.2. 

ED 075 256 
A Status Report of Aviation and Aerospace 
Education in California. 

ED 076 363 
Technical Education: Offerings of 2-Year Cam- 
puses: 1973-74 Ohio Guide to Programs and 
Training. A Report on Career Technologies for 
High School Graduates. 

ED 077 499 
That Extra Dollar in Later Life. Four Courses 
of Study. 

ED 069 952 
Two Years of Experience in Teaching an Un- 
dergraduate Course on World Peace. 

ED 071 956 
What People Do - What People Did, English as 
a Second Language: 5110.04. 

ED 071 496 


Women in Literature, English, World Litera- 
ture: 5114.301. 
ED 078 440 


Course Evaluation 
Communications Programs in the Public Junior 
Colleges of the United States. 

ED 079 722// 
A Comparison of Cognitive and Attitudinal 
Outcomes of Two Methods of Teaching Social 
Foundations of Education Classes. 

ED 073 133 


A Comparison of Two Approaches in Factor 
Studies of Student Ratings of Courses and In- 


structors. 
ED 076 639 
Correlates of Student Preference Ratings. 
ED 076 696 
Course Evaluation at New College 1971-72. 
ED 068 033 
Course Evaluation Schedule, Form B. Manual. 
ED 076 615 
The Development and Evaluation of a Model 
for Teaching Science in the Elementary School. 
ED 072 936// 
Dimensions of Teacher Credibility and Faculty- 
Course Evaluation. 


ED 073 493 
Economics Course Evaluation. 
ED 073 664// 
Evaluati by Students for University-Wide 
Comparative Purposes. 





ED 076 660 
Evaluation be Students to Identify General In- 
str 





ED 076 166 
An Evaluation of a Modular System of Typing, 
y School, 1972. 

ED 077 989 

Evaluation of Courses Taken by NUC Em- 
ployees from June 1971 to May 1972. 

ED 068 749 
Evaluation of Experiences with the Use of “- 
Healthy, That’s Me.”’ Volume II: Appendices. 

ED 068 184 
An Evaluation of the Audio Workbook System. 
R & D Report. 





ED 074 076 
An Evaluation of the National Safety Council's 
Defensive Driving Course in Selected States. 
Final Report. 
ED 075 653// 
Follow-Up Evaluation of a Computer Assisted 
Instruction Course on the Early Identification 
of Handicapped Children. 
ED 077 868 





Illinois Course E Q 
(CEQ) Results Interpretation Manual Form 66 
and Form 3 

ED 080 081 
Individualized Education: Reading Courses at 
New College - 1971-72. 

ED 074 926 
Individualized Instruction in Sociology: Myth 
and Fact. 

ED 068 090 
“Individualized Science” Field Test Findings 
and Recommendations, the Hooke Unit. Ap- 


pendix A. 
ED 074 146// 

The “Inside/Out” Evaluation; The First Five 
Programs. Part I. 

ED 070 250 
The “Inside/Out” Evaluation; The First Five 
Programs. Part Il. 

ED 070 251 
The Interpretation of Student Performance on 
Evaluative Tests. 

ED 080 313 
Introduction to Psychology and Leadership. An 
Analysis and Evaluation of Instructional 
Methodology for a Multimedia Course in 
Leadership, Psychology and Management. 

ED 071 344 
Managing Chemistry Instruction by Objectives-- 
A Case History. 

ED 068 093 
Measure for Measure. Classroom Practices in 
Teaching English, 1972-1973. 

ED 068 972 


A Method for Generating and Evaluating 
Course or Departmental Objectives. 
ED 079 323 
Occupational Program Evaluation. An 1.0.C.P. 
Activity Manual 4: One of Five Manuals for 
Local Planning and Evaluation. 
ED 078 212// 
Patterns of Enquiry: Textual Analysis of a 
Classroom Discussion Unit on Bee Feeding 


Behaviour. 
ED 080 319 
Preliminary Evaluation Plan. Economic Analy- 
sis Course. 
ED 073 653// 
Preliminary Outline of [Evaluation Plan. 
Economic Analysis Course. 
ED 073 652// 
Preliminary Validation Report for Multi-Media 
ics Course. E ic Analysis Course. 
ED 073 663// 
Proposed Evaluation Design for Los Angeles 
City College’s Auto-Tutorial Programs and 
Learning Resources Center. 





ED 070 440 
A Reassessment of College Students’ Instruc- 
E 


tional E and 

ED 067 092 
A Report on the Evaluation of Pilot English 
Selective Courses in the Mt. Diablo Unified 
School District. 





ED 078 438 
“Student Evaluation of an Experimental Course 
Cc. A taA Via Cc 4, T 7 bt ” 





ED 078 814 


Subject Index 155 


A Study of the Validity of Self-Reported Mea- 
sures of Academic Growth. 

ED 074 080 
Teacher Folklore and the Sensitivity of a 
Course Evaluation Questionnaire (Revised). 

ED 076 146 
Training Program on Utilization of Closed-Cir- 
cuit Television in the Community Colleges of 
Kentucky. Director's Evaluation Report. 

ED 070 296 
Validation Report. Economic Analysis Course. 

ED 073 662// 


Course Evaluation Schedule 
Course Evaluation Schedule, Form B. Manual. 
ED 076 615 


Course Instructor Evaluation Form 
Factor Analysis of an Instructor Rating Scale. 
ED 079 324 


Course Objectives 
Course Goals, General Introduction. An In- 
troduction to the Critique Drafts of the Course 
Goal Collections. 
ED 073 552 
Course Goals in Art, Grades K-12. Critique 
Draft. 
ED 073 555 
Course Goals in Health Education, Grades K- 
12. Critique Draft. 
ED 073 557 
Course Goals in Mathematics, Grades K-12. 
Critique Draft. 
ED 073 553 
Course Goals in Music, Grades K-12. Critique 
Draft. 
\ ED 073 556 
Course Goals in Physical Education, Grades K- 
12. Critique Draft. 
ED 073 554 
Course Goals in Social Science, Grades K-12. 
Critique Draft. 
ED 073 558 
ping V ional Instruction. 
ED 069 876// 
Develop t and Eval of Course Goals 
in Mathematics, Social Studies, Art, Music, 
Healtn, and Physical Education for Grades K- 
12. Final Report. 








ED 073 551 
Educational Objectives. 

ED 077 776 
Electronics 7-12 [Instructional Objectives 
Exchange]. 

ED 068 278// 

English Mini-Course Journalism (Preliminary, 
Unedited Version). 

ED 071 085 
How to Individualize Your Classroom Instruc- 
tion by Using Performance Objectives. 

ED 074 032 
Instructional Objectives for a Junior College 
Course in Human Anatomy-Physiology. 

ED 067 076 
Instructional Objectives for a Junior College 
Course in Physical Geology. 

ED 067 081 
Instructional Objectives for a Junior College 
Course in Principles of Accounting. 

ED 067 082 
Instructional Objectives for Junior College 
Courses in Journalism: Newswriting and Re- 
porting; and Advanced Newswriting. 

ED 067 079 
Instructional Objectives for Junior College 
Courses in Nursing: Medical Surgical Nursing I; 
and Obstetrics Nursing. 

ED 067 080 
Instructional Objectives for Junior College 
Courses in Vocational Nursing: Principles of 
Patient Care; and Maternity Nursing. 

ED 067 086 
Instructional Objectives for Junior College 
Courses in Economics: Principles of 
Macroeconomics and Principles of 
Microeconomics. 

ED 067 087 
Instructional Objectives in Economics 
Teaching: Philosophy, Effect, and Extent of 
Use. 

ED 078 824 
Practice What You Teach - An Attempt 
Towards Individualized Instruction. 

ED 079 243 
Revised Listing of Objectives, Appendix 1. 

ED 075 257 





156 Subject Index 


Self-Paced Physics, Documentation Report, 
Course Description 5.1; Course Objectives 
5.2.1; Course Structure and Sequence 5.2.2. 


ED 075 256 
1 Objectives for 


c fi nati of Ed ti 


System Evaluation. 





ED 073 088 
in a Principles Course of 
Economic Analysis to Self Discovered Items. 

ED 067 350 

A Study to Determine the Degree of Agree- 

ment on the Content and Objectives for 

Preparation in Communication for Business 
Students at the Collegiate Level. 

ED 070 115// 


Teaching Language Arts Skills to Disad- 
vantaged Children. 


Stud t Ap ——e 





ED 072 454 

Teaching Practices in Introductory Physics 
Courses in Selected Oklahoma Colleges. 

ED 077 668// 


Course Organization 
The Consumer and Transportation. 
ED 068 802 
Developing Vocational Instruction. 
ED 069 876// 
Development of New Materials to Improve the 
Training of Students in Data Analysis. Final 
Report. 
ED 068 355 
English Mini-Course Journalism (Preliminary, 
Unedited Version). 
ED 071 085 
Excellence in Teacher Education Entry. Col- 
lege of Mount St. Joseph Inter-Disciplinary Ap- 
proach to Teacher Preparation. 
ED 075 411 
Individualizing Instruction and Guaranteeing 
Learning. 
ED 067 900// 
An_ Integrated Preprofessional Individually 
Paced Instruction Curriculum. 
ED 076 432 
An Investigation in Elementary Science Cur- 
riculum, Employing A C t Ss 
Approach. 





ED 072 916 
Measurement of Affective Behavior Changes in 
Students in an Innovative Engineering Course. 
Final Report. 

ED 073 948 
Oral Communication. Bulletin 721. 

ED 067 706 
A Performance-Based Plan for Evaluation of 
Student Progress. 

ED 076 522 
Self-Paced Physics, Course Materials. 

ED 075 236 
Self-Paced Physics, Documentation Report, 
Course Description 5.1; Course Objectives 
5.2.1; Course Structure and Sequence 5.2.2. 

ED 075 256 
A System Approach for a Disciplined Organiza- 
tion of a Social Foundations of Education 


Course. 
ED 076 448 


Courses 
Environmental Science. An Experimental Pro- 


gramme for Primary Teachers. 

ED 070 637 
ye of an Introductory College Course 
in Envir ental Studies. Final Report. 

ED 067 280 
Evaluation of a University Course in the En- 
vironment. Final Report. 





ED 067 279 
Federacion de Universidades Privadas de 
America Central y Panama: Boletin Estadistico 
(Federation of Private Universities of Central 
America and Panama: Statistical Bulletin). 

ED 067 910 
Focused Flexibility in a Secondary School: A 
Description and Analysis. 

ED 073 564 
The Guide to the Ecology Box. 

ED 070 643// 

The Role of Protestant Churches, Jewish 
Synagogues, and the Roman Catholic Church 
in the American Adult Education Movement. 
Background Paper Number One. 

ED 070 917 
Supplement to Agency Training Centers for 
Government Employees and Off-Campus Study 
Centers for Government Employees. 

ED 068 824 
Tuning In, Speech: 5114.108. 


ED 068 950 


Coursewriter III 
Design and Evaluation of a CAI Program in 
Chemical Equilibrium. Technical Report 
Number 8. 
ED 073 613 


Court Cases 
Busing: A Moral Issue. Fastback Series, No. 7. 
ED 073 565// 
Busing, Taxes, and Desegregation. Special 
Monograph No. 4. Management Series. 
ED 073 535// 
The Case Against Parochiaid. 
ED 071 185 
Classification Materials. 
ED 073 545 
A Continuing Summary of Pending and 
Completed Litigation Regarding the Education 
of Handicapped Children. 
ED 067 779 


A Continuing Sunimary of Pending and 
Completed Litigation Regarding the Education 
of Handicapped Children. Number 6. 

ED 072 586 
Corporal Punishment in the Public Schools. 
The Use of Force in Controlling Student 
Behavior. ACLU Reports. 

ED 066 813 
Court Action for Migrants. 

ED 077 608 
The Courts, the Schools, and the Dollar. 

ED 066 830 
Financing Public Education: More Than One 
View. NASSP Special Paper. 

ED 067 764 
Frontiers of School Law. 

ED 078 527// 

Inequality in School Financing: The Role of the 
Law. Clearinghouse Publication No. 39. 

ED 072 523 
Legal Change for the Handicapped through 
Litigation. 

ED 073 612 
Restructuring School Finance. Legal and 
Financial Implications of the Serrano Case for 
the State of Oregon. 

ED 074 606 
San Antonio v. Rodriguez. Analysis and Projec- 
tion. 

ED 078 532 
School Finance Reform: A Bibliography. 

ED 070 147 
Student Fees. 

ED 067 744 
Supreme Court of the United States: Barbara 
Susan Papish v. The Board of Curators of the 
University of Missouri et al. 

ED 080 071 
Supreme Court of the United States Syllabus: 
San Antonio Independent School District Et. 
Al. v. Rodriguez Et. Al. Appeal from the 
United States District Court for the Western 
District of Texas. No. 71-1332, Argued Oc- 
tober 12, 1972 -- Decided March 21, 1973. 

ED 073 568 
A Talk on Sex Discrimination. 

ED 067 772 
The Teacher and Workmen’s Compensation 
Laws. A Study of Court Cases. 

ED 078 540// 

The Teacher’s Day in Court: Review of 1969. 
An Annual Compilation. School Law Series. 

ED 070 152 
The Teacher’s Day in Court: Review of 1971. 

ED 067 765 
Title I Litigation Materials. A Litigation Packet 
for Title I of the El tary and S y 
Education Act. Revised Edition. 

ED 067 755 





Court Litigation 
1971 Supplement to Mass Communication 
Law; Cases and Comment. 


ED 069 119// 
The Colleges and the Courts - A Peacetime 


Perspective. 
ED 074 927 


Compulsory Disclosure by Newsmen: The Im- 
plications of the Legal Heritage for the Con- 
temporary Situation. 

ED 079 766 


Education and Politics: A Shotgun Wedding. 
Position Paper. 

ED 075 161 
Forensic Psychology in Disability Adjudication: 


A Decade of Experience. Vocational Experts in 
the Bureau of Hearings and Appeals. 


ED 073 397 
Free Speech Yearbook: 1970. 

ED 067 718 
Homosexuality: An Educational Confrontation. 

ED 076 655 
Legal Change for the Handicapped through 
Litigation. 

ED 073 612 
Major Legal Aspects of Sex Education. 

ED 070 972 
Prisoners’ First Amendment Rights Within the 
Institution. Criminal Justice Monograph. 
Volume Ill, No. 3. 

ED 070 897 
School Finance Reform: A Directory of Or- 
ganizations. 

ED 070 142 
The Selling of the Compromise--1971, or Cable 
Television Goes to the City. 

ED 077 049 
Supreme Court of the United States: Barbara 
Susan Papish v. The Board of Curators of the 
University of Missouri et al. 

ED 080 071 
Taxing Those They Found Here. An Examina- 
tion of the Tax Exempt Status of the American 


Indian. ae 
: ED 075 108// 
Title I Litigation Materials. A Litigation Packet 
for Title I of the Elementary and Secondary 
Education Act. Revised Edition. 
ED 067 755 


Courts 
Communication, Law, and Justice. 
ED 070 122 
Studying Trial Variables through Videotaped 


Trials. 
ED 071 133 
Craftsmen 


Home Crafts Days at Mountain Empire Com- 
munity College Bridge Generation Gap in 
Mountain Youth’s Search for Identity. 
ED 078 839 
Negro Construction Craftsmen in a Southern 
Labor Market. Final Report. 
ED 074 296// 


Cranfield Project 
Cranfield Conference on Information Retrieval. 
ED 069 285// 


CREATE 
Computer-Based Instruction in Accounting 
Using the CREATE System. 
ED 071 269// 


Creative Ability 
Basic Abilities Required for Understanding and 
Creation in the Arts. Final Report. 
ED 071 989 
Compensatory Education Versus Education 
Based Upon Creative Positives. 
ED 076 726 
An Experimental Comparison of Two Ap- 
proaches to Teaching Industrial Arts Design. 
ED 076 764// 
The Interdependence of Creative Attitude and 
Creative Ability. 
ED 075 515 
Relationships of Creativity, Reading Com- 
prehension, Intelligence, and Response to a 
Literature Selection for Fourth Grade Inner- 


City Children. 
ED 072 434// 


Teacher Behavior Related to Pupil Creativity 
and A t Strategem. 





ED 076 704 
Creative Activities 


Characteristics of Creativity. 

ED 080 171 
Composition C-D [Grades 3 and 4]; Teacher's 
Guide. 

ED 075 853 
Creative Teaching of the Language Arts in the 
El tary School. S d Edition. 

ED 077 012// 

Creativity. What Research Says to the Teacher, 


Series, No. 28. 
ED 078 435 





Deschool Primer Number Four. 
ED 070 247// 
Evaluation of the Scottwood Plan. 
ED 071 163 
Facilitating the Creative Functioning of Disad- 
vantaged Young Black Children. 
ED 079 730// 





Migrant Education Program: A Handbook for 


the Teaching of Selected Concepts. 
ED 079 003 


Plays and Programs for Boys and Girls. A Col- 
lection of Thirty Royalty-Free One-Act Plays 
for Young Players. 

ED 068 956// 


Storyteller. 
ED 074 510// 


Summer Journal. 
ED 071 076// 


Creative Art 
Arts and Crafts for Outdoors. 
ED 080 264 


Creative Mosaics, Art Education: 6683.14. 
ED 072 999 


Focus on Godard. 
ED 067 656// 


Innovations in Television. 

ED 067 855 
Outdoor Art Activities, Grade Level K-12. En- 
vironmental Education Series, Bulletin No. 


247-K. 
ED 075 225 


Creative Development 
A Case Methodology for the Study of the 
Drawing Process and the Drawing Series. Final 


Report. 

ED 075 274 
Characteristics of Creativity. 

ED 080 171 
Divergent Production in Montessori Children. 

ED 080 212 
Idea Logistics and Dynamics. Final Report. 

ED 076 481 


Creative Dramatics 
Creative Dramatics Handbook. 
ED 077 018 


[Essays on Teaching Drama.] 
ED 071 129 


Group Theatre. 

ED 071 102// 
A History of the Children’s Theatre Associa- 
tion of Baltimore, Maryland from 1943-1966. 

ED 067 682// 
Needles, Burrs, and Bibliographies: Study 
Resources: Technological Change, Human 
Values, and the Humanities. 

ED 072 456 


Toward a Humanistic Theatre. 

ED 069 007 
Using Creative Dramatics to Improve the En- 
glish Language Skills of Mexican-American 
Students. Final Report. 

ED 077 023 


Creative Expression 
Critical Reading Develops Early. 
ED 079 691 


Vicarious Influences on Children’s Creative 
Behavior. 
ED 075 089 


Videospace. 
ED 067 856 


Creative Reading 
The Study of a Taxonomy of Literature and 
Specific Arts upon Aspects of Functional and 

Creative Reading. 
ED 078 404// 


Creative Teaching 
Adventures in Communication: Language Arts 


Methods. 
ED 076 994// 
Creative Teaching of the Language Arts in the 


Elementary School. Second Edition. 
ED 077 012// 


English as Exploration: A Personalized Ap- 
proach to Teaching 1! English 1 and 2 English 
1, 


ED 068 978 


Is Creativity in the Eye of the Beholder? 
ED 069 198 


The Whole Word Catalog. 
ED 072 451// 


Creative Thinking 


Basic Components of Cognitive Structure. Final 


Report. 
ED 072 418 
Classroom Ideas for Encouraging Thinking and 
Feeling: A Total Creativity Program for In- 
dividualizing and Humanizing the Learning 
Process, Volume Five. 
ED 070 245// 


Creativity and the Prepared Mind. 
ED 077 809 
Creativity in Communication with Young Chil- 
dren. 
ED 073 835 
Development of Provisional Criteria for the 
Study of Scientific Creativity. 
ED 076 709 
Dyadic Interaction in Creative Thinking and 
Problem Solving. 
ED 076 408 
Facilitating the Creative Functioning of Disad- 
vantaged Young Black Children. 
ED 079 730// 
Lateral Thinking; Creativity Step by Step. 
ED 075 989// 
Media Resource Book: A Total Creativity Pro- 
gram for Individualizing and Humanizing the 
Learning Process. Volume Four. 
ED 070 244// 
Nurturing Individual Potential. 
ED 073 405 
A Program for Training Creative Thinking: 
Inner City Evaluation. Report From the Task 
and Training Variables in Human Problem 
Solving and Creative Thinking Project. 
ED 070 809 


Creative Writing 


Comedies and Mysteries for Young Actors. A 
Collection of One-Act Royalty-Free Plays for 


Teen-agers. 
ED 068 955// 
Composition C-D [Grades 3 and 4]; Teacher’s 


Guide. 

ED 075 853 
(Composition: Grade 6; Teacher’s Guide. ] 

D 075 855 

[Composition: Grade Five; Teacher's Guide. ] 

ED 075 854 
Craft So Hard to Learn: Conversations with 
Poets and Novelists about the Teaching of 


Writing. 
ED 070 086// 
Creative Writing: Informal Prose, English: 


5111.38. 
ED 068 963 
Creative Writing: Short Stories--English, Crea- 
tive Writing. 511.36. 
ED 066 750 
Give Birth to Brightness. A Thematic Study in 
Neo-Black Literature. 
ED 067 658// 
A Handful of ‘“‘Nothings,”” and Also Some 
Other Poems: Literature Curriculum, Levels C- 
D [Grades Three and Four]; Teacher’s Guide. 
ED 075 847 
An Investigation of Whether Feedback About 
“Originality” of Story Writing is Associated 
with Increased Originality in Subsequent 
Writings of Fifth-Grade Students. 
ED 070 095// 
Let’s Write a Script. 
ED 074 701// 
Papers Delivered at the Junior/Senior College 
English Workshop (Hinds Junior College, 
February 5, 1972) and the Workshop for En- 
glish Teachers (University of Mississippi, 
February 12, 1972) and a Research Paper Out- 


line. 
ED 068 945 
Pass the Poetry, Please! Using Poetry in Pre- 
Kindergarten-Six Classrooms. 
ED 074 495// 


The School Literary Magazine. 
ED 070 104 

Understanding Children Writing. 

ED 078 432// 
The Whole Word Catalog. 

ED 072 451// 
The Writer on His Own. 

ED 070 090// 
Writing for Children and Teen-agers. 

ED 066 772// 
Writing without Teachers. 

ED 078 431// 


Creativity 


Ability and Creativity in Mathematics. Mathe- 
matics Education Reports. 
ED 077 730 


Adventures in Communication: Language Arts 
Methods. 
ED 076 994// 

Characteristics of Creativity. 

ED 080 171 
Creativity: A Positive of Young Children. 
(Paper and Abstract Bibliography). 

ED 076 264 


Subject Index 157 


Creativity: Concepts and Explorations. 
ED 


077 937 
Creativity of Adults in Light of Piagetian 


Theory. 
ED 076 313// 


Creativity. What Research Says to the Teacher, 


Series, No. 28. 
ED 078 435 


Dyadic Interaction in Creative Thinking and 
Problem Solving. 
ED 076 408 
Encouraging Creative Potential: A Total 
Creativity Program for Individualizing and Hu- 
manizing the Learning Process. Volume Two. 
ED 070 242// 
Experiences in Visual Thinking. 
ED 073 690// 
An Eye More Fantastical: Frank Barron. 
Research Monograph No. 3. 
ED 075 311 


First Report of the Creativity Center. 

ED 066 921 
Fluency, Flexibility, and Originality as a Func- 
tion of Group Size. 

ED 075 195 


Gifted and Creativity Research; A Selective 
Bibliography. Exceptional Child Bibliography 


Series No. 639. 
ED 069 073 
Identifying and Measuring Creative Potential: 
Part of A Total Creativity Program for In- 
dividualizing and Humanizing the Learning 
Process. Volume One. 
ED 069 108// 


Instructor's Manual; A Total Creativity Pro- 
gram for Individualizing and Humanizing the 


Learning Process. 
ED 070 241// 


Investigation of a Creativity Dimension. 
ED 078 019 
Is Creativity in the Eye of the Beholder? 
ED 069 198 
It’s Only a Movie. 
ED 074 703// 
Media Resource Book: A Total Creativity Pro- 
gram for Individualizing and Humanizing the 
Learning Process. Volume Four. 
ED 070 244// 
Multivariate Analysis of the Relationship 
between Creativity and Intelligence. 
ED 076 684 
New English, New Imperatives. 
ED 073 479 
Non-Cognitive Development of Mentally Re- 
tarded Children. 
ED 075 452// 
Problem Solving and Creativity; In Individuals 


and Groups. 

ED 067 813// 
A Reader in Speech Communication. 

ED 069 100// 
Scoring Categories and Administration Instruc- 
tions (Appendix of a Complete Manual for the 
Draw-A-Classroom Test). 

ED 068 537 


A Study of the Relationship Between the Ver- 
bal Interaction of Elementary Science Teachers 
With Their Students and Students’ Creativity. 
ED 070 $91// 
Teacher Behavior Related to Pupil Creativity 


and A t Strateg 
ED 076 704 
Teacher's Workbook: A Total Creativity Pro- 
gram for Individualizing and Humanizing the 
Learning Process. Volume Three. 
ED 070 243// 
Videospace and Image Experience. 
ED 073 701 





Creativity Research 
Basic Components of Cognitive Structure. Final 


Report. 
ED 072 418 
Creative Teaching of the Language Arts in the 


Elementary School. Second Edition. 
ED 077 012// 


Creativity and the Operant Control of the 
Alpha Rhythm. 
ED 076 919 


Creativity and the Prepared Mind. 
ED 077 809 


Creativity: Concepts and Explorations. 

ED 077 937 
An Eye More Fantastical: Frank Barron. 
Research Monograph No. 3. 

ED 075 311 
First Report of the Creativity Center. 

ED 066 921 





158 Subject Index 


Investigation of a Creativity Dimension. 
ED 078 019 


The Psychology of Creativity: A Bibliography 


up to 1970. 
ED 073 842 
Reading for the Gifted and the Creative Stu- 


dent. 
ED 070 044 


Creativity Tests 
Creativity: Concepts and Explorations. 
ED 077 937 
Development of Provisional Criteria for the 
Study of Scientific Creativity. 
ED 076 709 


Divergent Production in Montessori Children. 
ED 080 212 
Effects of Models of Creative Performance on 
Ability to Formulate Hypotheses. 
ED 073 123 


Family Background Factors and Originality in 
Children. 
ED 080 187 
Identifying and Measuring Creative Potential: 
Part of A Total Creativity Program for In- 
dividualizing and Humanizing the Learning 
Process. Volume One. 
ED 069 108// 


The Interdependence of Creative Attitude and 
Creative Ability. 
ED 075 515 
What Kind of Person Are You? Instrument. 
Appendix D. 
ED 073 149// 


Credentials 

Data Processing at North Carolina Department 
of Public Instruction Division of Teacher Cer- 
tification. 

ED 066 791 
Performance-Based Teacher Certification: A 
Survey of The States. 

ED 070 753 


Credibility 
Man-Machine Communication: Computer 
Credibility for French and English Canadians. 
ED 078 457 


Credit (Finance) 
Credit and the Consumer: One of a Series for 
Expanded Program in Consumer Education. 
ED 075 559 
Financing Pennsylvania School Buildings. 
ED 067 745 
Indians’ Problems in Acquiring Development 
Capital. Four Corners Agriculture and Forestry 
Development Study. Special Report No. 11. 
ED 068 258 


Credit Courses 
Report of the Committee on Transfer of Credit 
from Technical Education Centers. 
ED 068 018 
Report of the Lakota Higher Education Center. 
ED 077 611 


Credit No Credit Grading 

Evaluation of Student Performance in the 
Health Professions. 

ED 077 418 
Pass/Fail Grading: Summary and Tentative 
Conclusions. 

ED 080 073 
Pass/No Credit Survey. 

ED 077 905 


Creoles 
Black-White Speech Relationships. Urban Lan- 
guage Series No. 7. 
ED 079 735// 
Comments on the Socio-Historical Background 
to Pidginization and Creolization. 
ED 071 471 


Crew Leaders 
The Migrant Papers. Behavorial Science Work- 
ing Paper. 
ED 077 635 


Crime 

Campus Law Enforcement. 

ED 069 221 
Crime and Justice: American Style. 

ED 067 458 
Crime, Commitment and the Responsive 
Bystander. 

ED 076 923 
Differential Association and Marijuana Use. 

ED 078 323 
NewGate. New Hope Through Education. 


ED 068 827 


Criminal Justice 


Expenditure and Employment Data for the 
Criminal Justice System, 1969-70. 
ED 067 478 


Criminal Records 


The Closed Door: The Effect of a Criminal 
Record on Employment with State and Local 


Public Agencies. 
ED 079 530 


Criminals 


The Closed Door: The Effect of a Criminal 
Record on Employment with State and Local 
Public Agencies. 

ED 079 530 


Crime, Commitment and the Responsive 
Bystander. 


ED 076 923 
Descriptive Study of Aircraft Hijacking. 
Criminal Justice Monograph, Volume III, No. 
3. 


ED 073 315 
Criminology 


Differential Association and Marijuana Use. 

ED 078 323 
The Relationship Between Primary and Secon- 
dary Literature in the Social Sciences: A Study 
of Secondary Literature in Criminology. 

ED 072 815 


Crisis Therapy 
Adolescents in Crisis: Children’s Perception of 
Parental Behavior. 
ED 068 876 


{Peer Counseling. ] 

ED 079 653 
Schizophrenia and Crisis Theory. 

ED 067 600 


Criteria 
Some Comments on the Verbs of Motion in 
Russian. 
ED 074 861 
State of California Migrant Services Program. 
}. 


[1970 
ED 070 565 


Criterion Referenced Tests 
Amount of Training, Age of Subject, and Per- 
severation in Reversal Learning. Final Report. 
ED 072 112 
An Application of Criterion Referenced Test- 


ing. 

ED 074 154 
Application of NAEP Writing Assessment 
Procedures in Montgomery County, Maryland. 
Summary. 

ED 074 079 
Application of the National Assessment of Edu- 
cational Progress Philosophy in San Bernardino 
City Unified School District. 

ED 078 091 


Assessing for Teaching with Young Children. 

ED 072 084 
A Classical Test-Theory Approach to Criterion- 
Referenced Tests. 

ED 069 624 
A Comparison of Traditional Item Analysis 
Selection Procedures with Those Recom- 
mended for Tests Designed to Measure 
Achievement Following Performance Oriented 
Instruction. 

ED 069 728 
Criterion-Referenced Measurement: An An- 
notated Bibliography. 

ED 068 531 
Criterion-Referenced Measurement. 

ED 073 143 
Criterion-Referenced Student Evaluation 
Systems. 

ED 079 378 
Criterion-Referenced Test Development - A 
Contractual Agreement between the Public 
Schools of the District of Columbia and a 
Commercial Test Publisher. 

ED 078 047// 

The Development and Experimental Analysis 
of a Self-Instructional Program in Graphical 


Kinematics. 
ED 078 080 
The Development and Management of Banks 


of Performance Based Test Items. 
ED 072 099 


The Development of a Criterion-Referenced 


Test of Mathematics. 
ED 078 049// 


Development of a Piagetian-Based Written 
Test: A Criterion-Referenced Approach. 

ED 079 325 
The Development of Criterion-Referenced 
Tests in Reading. 

ED 078 048// 

Differential Relationship with Grade Criteria 
for Predictors at Varying Levels of Freshman 
Grade Complexity. 

ED 075 Si1 
The Effect on One’s Own Performance of 
Evaluating Peers. 

ED 076 642 
Interaction of Abilities and Anxiety with 
Availability of Objectives and/or Test Items on 
Computer-based Task Performance. 

ED 071 412 
An Interim Report of Results of the Pilot As- 
sessment of Reading Literacy. 

ED 079 704 
Introduction to Psychology and Leadership. 
Part One; Overview of Leadership. Progress 
Check. Test Item Pool. Segments I & II. 

ED 071 306 
Introduction to Psychology and Leadership. 
Part Two; Individual Behavior: Progress Check. 
Test Item Pool. Segments I, Il, Ill, IV & V, 
Volume I. 

ED 071 307 
Introduction to Psychology and Leadership. 
Part Two; Individual Behavior. Progress Check. 
Test Item Pool. Segments VI, VII, VII & IX, 
Volume II. 

ED 071 308 
Introduction to Psychology and Leadership. 
Part Three; Group Dynamics. Progress Check. 
Test Item Pool. Segments I, Il, Ill, IV & V. 

ED 071 309 
Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Progress Check. Test Item Pool. Segments I, Il, 
Wl, 1V, V, Vi & Vil. 

ED 071 310 


Introduction to Psychology and Leadership. 
Part Five; Military Management. Progress 
Check. Test Item Pool. Segments I, Hl, Ill, IV & 
V, Volume I. 

ED 071 311 
Introduction to Psychology and Leadership. 
Part Five; Military Management. Progress 
Check. Test Item Pool. Segments VI, VII, VIII, 
IX & X, Volume II. 

ED 071 312 


Introduction to Psychology and Leadership. 
Part Six; Authority and Responsibility. Progress 
Check. Test Item Pool. Segments I, Il, Ill & IV 

ED 071 313 
Introduction to Psychology and Leadership. 
Part Seven; Leadership Behavior and Style. 
Progress Check. Test Item Pool. Segments I, Il, 
Hl, Iv & V. 

ED 071 314 
Introduction to Psychology and Leadership. 
Part Eight; Senior-Subordinate Relationships. 
Progress Check . Test Item Pool. Segments I, 
i, U1, 1V, V & VI. 

ED 071 315 


Introduction to Psychology and Leadership. 
Part Nine; Morale and Esprit De Corps. 
Progress Check. Test Item Pool. Segments I & 
Il. 


ED 071 316 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Progress Check. Test Item 
Pool. Segments I & Il. 

ED 071 317 
Introduction to Psychology and Leadership. 
Part Eleven; Personnel Evaluation. Progress 
Check. Test Item Pool. Segments I, Il, & III. 

ED 071 318 
Introduction to Psychology and Leadership. 
Part Twelve; Applied Leadership. Progress 
Check. Test Item Pool. Segments I, Il, Il & IV. 

ED 071 319 

The Issue of Item and Test Variance for 
Criterion-Referenced Tests. 

ED 079 402 
Item Selection for Criterion-Referenced Tests. 

ED 074 147 
Massachusetts Application of National Assess- 
ment Items in Citizenship and Science. 

ED 075 490 
Of Measurement and Mistakes. 

ED 078 020 
Measuring Social Studies Achievement: 
Criterion-Referenced versus Norm-Referenced 
Tests for the Classroom Teacher. 

ED 078 072 





A New Approach to the Education of the Dis- 


advantaged. 

ED 074 198 
Norm Referenced and Criterion Referenced 
Tests from a Publisher's Point of View. 

ED 069 787 
Ongoing Evaluation of Educational Programs. 

ED 069 725 
OVIS--A Non-Predictive Device. 

ED 069 712 
A Review of Testing and Decision-Making 
Procedures for Selected Individualized Instruc- 


tional Programs. 
ED 080 592 


Special Report on Criterion-Referenced Test 
Development, Mid-Atlantic Region Interstate 
Project 1972-73. 

ED 078 046 


Toward an Integration of Theory and Method 
for Criterion-Referenced Tests. 

ED 072 117 
Using Group Performance to Interpret In- 
dividual Responses to Criterion-Referenced 
Tests. 

ED 076 658 
Using Item Data for Evaluating Criterion 
Reference Measures with an Empirical In- 
vestigation of Index Consistency. 

ED 073 125 


Validation of a Test Battery for Youth-Work 
Training Program Enrollees. Research 
Memorandum. 

ED 069 730 
Validation of Curriculum in Vocational-Techni- 
cal Education. 

ED 070 866 


Critical Incidents Method 

An Attribution Theory Analysis of Interracial 
Conflict in Job Settings. Illinois Studies of the 
Economically Disadvantaged, Technical Report 


Number 11. 

ED 073 192 
Some Reactions to Employing Blacks. Illinois 
Studies of the Economically Disadvantaged, 
Technical Report Number 10. 

ED 073 191 


Critical Path Method 
An Empirical Comparison of Two Path Coeffi- 


cient Estimates. 
ED 074 148 


Errata to the Werts-Linn Comments on Boyle’s 
“Path Analysis and Ordinal Data.” 
ED 070 778// 


Critical Reading 
Aspects of Reading. 
ED 074 478 


Comprehension in Reading. An Annotated 
Bibliography. 
ED 074 480 


Critical Reading: A Broader View; An An- 
notated Bibliography. 
ED 076 966 


Critical Reading Develops Early. 
ED 079 691 


Critical Reading: Theme 8, Reading. 
ED 078 387 


Developing Comprehension Including Critical 


Reading. 

ED 079 666 
Developing Comprehension Skills in the High 
School Student. 

ED 073 435 


A Factor-Analytic Study of Critical Read- 
ing/Thinking, Influenceability, and Related Fac- 


tors. 
ED 066 729// 
Four Dallas Schools of Expression, 1908 


through 1930. 
ED 075 875 


Gleaming Significant Facts from Passages: 


Theme 5, Reading. 
ED 078 360 


Intellectual Factors Related to the Reading 
Process: Cognitive Skills. 
ED 078 375 


Junior College Reading Programs. Highlights of 
the 1967 Pre-Convention Institutes. 
ED 071 069 


Smuggling Language into the Teaching of 


Reading. 

ED 072 403// 
A Study in Critical Listening Using Eight to 
Ten Year Olds in an Analysis of Commercial 
Propaganda Emanating from Television. 

ED 076 944// 


Survey of the Mass Media: Curriculum Guide 
for Stow Senior High School 1971-1972. 
ED 067 696// 

Teaching Critical Reading at the Primary 
Level. Reading Aids Series. 

ED 075 790 
Teaching Reading Skills through the 
Newspaper. Reading Aids Series. 

ED 072 407 


Critical Thinking 


The Beginning Teacher Can Foster Critical 
Thinking. 

ED 075 390 
Cc ptually Based Develop t of Individual- 
ized Materials for Critical Thinking Based on 
Logical Inference. 





ED 079 728// 
The Construction and Evaluation of a Test of 
Critical Thinking Ability, Grades 7-8. 
ED 075 181// 
Critical Reading: A Broader View; An An- 
notated Bibliography. 
ED 076 966 
Critical Reading Develops Early. 
ED 079 691 
Educational and Per A Propaganda 
Analysis of English Language Textbooks Used 
in New York City Academis High Schools. 
ED 072 463// 
The Effect of a Process-Oriented Curriculum 
on Advancing Higher Levels of Thought 
Processes in High Potential Students. 
ED 069 467// 
A Factor-Analytic Study of Critical Read- 
ing/Thinking, Influenceability, and Related Fac- 


tors. 

ED 066 729// 
Harmonizing Questions and Activities Used by 
Teachers with the Level of Cognitive Behavior 
Expected of Pupils. Social Studies for the Ele- 
mentary School. Proficiency Module #2. 

ED 073 989 

Propaganda. Social Studies, Language Arts: 
6470.06. 





ED 079 224 
Quantity, Quality, and Variety of Pupil Respon- 
ses during an Open-Communication Structured 
Group Directed Reading-Thinking Activity and 
a Closed Communication Structured Group 
Directed Reading Activity. 

ED 071 053 
A Study in Developing Critical Thinking 
through a Text in Elementary School Social 


Studies. 
ED 079 718// 


A Study of the Behavioral Outcomes Related 
to Science Processes of Ninth Grade BSCS Stu- 


dents. 
ED 070 618// 
The Theme Approach for Reading Literature 


Critically. 
ED 075 767 


Cross Age Teaching 
Cross-Age Teaching in the Social Studies. 
Profiles of Promise 4. 
ED 077 806 
A Description of Charles Dickens Annex, 
1971-72. 
ED 074 610 
The Effectiveness of a Cross-Age Tutoring 
Design in Teaching Remedial Reading in the 
Secondary Schools. 
ED 066 731// 


Evaluation of the Youth Tutoring Youth Pro- 
gram, Summer 1972. Research and Develop- 
ment Report, Volume 6, Number 10. 

ED 075 560 
Final Report of High Schoo! Homework Helper 
Program. Summer 1972. 

ED 075 549 


Innovations in the Public Schools of Santa 
Clara County, Spring 1972. 

ED 067 752 
Learning Through Tutoring: Low-Achieving 
Childern as Tutors. 

ED 070 029 


Project 88: Parent Participation in the Elemen- 
tary School. 
ED 071 751 


Resident Tutor Project. Title I Fund, Fund 
Number 58-7: 1971-72 Evaluation. 

ED 078 107 
Students Helping Students Program, 1971-72. 
Final Report. 

ED 074 473 
Tips for Tutors. 


Subject Index 159 


ED 075 396 
Tutors in the Vanguard System. 
ED 075 528 


Cross Cultural Attitude Inventory 
The Cross-Cultural Attitude Inventory: A Re- 

port on Item Analysis and Stability. 
ED 073 885 


Cross Cultural Studies 

Adaptation Mode and Behavior of Urban 
Anglo American and Rural Mexican Children. 

ED 076 248 
An Analysis of the Role of the International 
Farm Youth Exchange Program in Cross-Cul- 
tural Communication. 

ED 066 633 
Asia: A Guide to Basic Books. 

ED 080 393 
Asian-African Pupil Resource Project. Final 
Program Report. 

ED 080 434 
Asian Studies: Experimental Course of Study, 
11th or 12th Year Elective. 

ED 070 684 
The Aspect of Culture through the Teaching of 
Bahasa Indonesia. 

ED 071 523 


Assessment of Dental Needs in a Multicultural 
Population. 
ED 071 790 
Aztecas Del Norte: The Chicanos of Aztlan. 
ED 080 224// 
Non-Formal Education. 


Bibliographies in 
Education’ in 


Number 1: Non-Formal 
Anthropological Perspective. 
ED 068 428 
Bilingual Attitudes Towards Authority: A 
Canadian Study. 
ED 072 480 
Brotherhood Through Education: A Guide for 
Teachers of American Indians. 
ED 075 154// 


Centralized Negotiations of Salaries of Profes- 
sional Staff in Education. 

ED 078 560 
Communities Around the World. Contrasting 
Communities. Teacher’s Resource Unit. 

ED 073 967 
Communities Around the World. Teacher’s 
Guide to Grade Three. 

ED 073 968 
A Comparative Study of the Academic 
Achievements of Secondary Age Students of 
the United States and the British Isles. 

ED 069 599 
A Comparison Between Mexican-American and 
South American Students: A Cross-Cultural 
Study. 

ED 079 010 
A Comparison of Beliefs and Disbeliefs and 
Reference Category Characteristics as 
Directive Factors of Social Action in Five Cul- 
tures. 

ED 068 247 
A Content Analytic Study of “People’s Daily” 
in Its Socialization Process: A Case in Cross- 
Cultural Communication. 

ED 072 491 
Coping Styles and Achievement: A Cross-Na- 
tional Study of School Children. Volume Ill of 
VII Volumes. Parental Views of Themselves 
and Their Children in Eight Countries. 

ED 067 607 
Coping Styles and Achievement: A Cross-Na- 
tional Study of School Children: Volume V of 
VII Volumes (5A and 5B): A Replication 
Study of Coping in Eight Countries. 

ED 078 342 
Crisis and Change in Teacher Education. Inter- 
naticnal Perspectives on Theory and Practice. 

ED 080 490 
Cross-Cultural and Longitudinal Comparisons 
of Cognitive, Perceptual and Personality Mea- 
sures in Mexico and the United States. 

ED 079 183 
The Cross-Cultural Attitude Inventory: A Re- 
port on Item Analysis and Stability. 

ED 073 885 
Cross-Cultural Perspectives on Early Develop- 


ment. 

ED 073 855 
Cross-Cultural Scaling Studies in the Develop- 
ment of Probabilistic Teaching Performance 
Criteria Anchored to Utility and Time Scales. 

ED 068 523 
Cross-Cultural Study of Cognitive Development 
on the Pine Ridge Indian Reservation: The Pine 
Ridge Research Bulletin No. 11, 1970. 





160 Subject Index 


ED 070 541 
A Cross-Cultural Study of Environmental In- 
and M ical Aptitude in Several 


Indian Groups. 

ED 069 454// 
Cultural Conflict and Integration in the Andes: 
Final Report to the National Endowment for 
the Humanities. 





ED 072 677 
Culture and Civilization: A Bibliography for 
Teachers of Foreign Languages (1953-1971). 

ED 070 333 
Designing Culturally Sensitive Curriculum 
Materials for Canadian Schools. Indian-Metis. 

ED 075 301 
The Development of Empathy in Chinese and 
American Children Between Three and Six 
Years of Age: A Cross-Cultural Study. 

ED 078 952 
Dimensions in Cross-Cultural Instruction. 

ED 078 489 
The Dimensions of International Education in 
New York State. 

ED 073 014 


Families Around the World. The Algonquin 
Family of New England. Teacher's Resource 


Unit. 

ED 073 969 
Families Around the World. The Colonial 
Family of Boston. Teacher’s Resource Unit. 

ED 073 972 
Families Around the World. The Hausa Family 
in Northern Nigeria. Teacher’s Resource Unit. 

ED 073 971 
Families Around the World. The Japanese 
Family. Teacher's Resource Unit. 

ED 073 970 
Familistic Attitudes and Marriage Role Expec- 
tations of American Indian and White 
Adolescents. 

ED 077 633 
Family Authority Structures and the Disposi- 
tion to Inform on Peers among Urban Children 
in West Germany and Israel. 

ED 076 918 
The Family of Man. A Social Studies Program. 
The Rationale and Overview. Project Social 
Studies. 

ED 068 377 
Final Report: Time-Sharing Computer Applica- 
tions in Undergraduate Anthropology at Dart- 
mouth College. 

ED 078 767 
French-African Cultures: A Resource Unit. 

ED 076 071 
French Teaching Aids. 

ED 066 963 
Friendship Patterns in Multi-Cultural Group: 
International Communication at the Personal 
Level. 

ED 069 012 
The Good Man, Good Life, and Good Society, 
Social Studies, Language Arts: 6448.17. 

ED 073 962 
Intercultural Studies Information Service. 
Volume !, Number 2. 

ED 075 299 
Introducing Asian Studies in El tary Edu- 
cation: China and India. Service Center Papers 
on Asian Studies Number 3 





ED 068 427 
An Introduction to Asian Music. 

ED 080 391 
An Introduction to the Dance of India, China, 
Korea, Japan. 

ED 080 392 
Linkages of Mexico and the United States. 
Study Based on Modified Probability Samples 
of Rural Michigan, the U.S. General Public, 
Spanish-speaking Latinos of the Southwestern 
United States, Urban Mexico, and Rural Mex- 
ico. 

ED 075 124 
Meeting Another Culture Through Language: 
Spanish. 

ED 071 517 
Meeting Another Culture through Language: 


French. 

ED 074 820 
Metropolitan-Nonmetropolitan Differences in 
the Role Models of Negro Youth. 

ED 072 891 


Minority Attitudes and Opinions That Have Im- 
pacts on Administration of Minority-Oriented 


Programs. 

ED 076 282 
Moving Outward: Intercultural Education. 

ED 067 343 


“Outline” of Intercultural Communication. 

ED 077 066 
Primitive Societies, Social Studies: 6478.02. 

ED 073 000 
Social Studies: Grade 9: Asian and African 
Culture Studies. 

ED 067 348 
Sociolinguistics in Cross-Cultural Analysis. 

ED 076 988// 

Spanish American Customs, Culture and Per- 
sonality. 

ED 069 196 
The Structure of Mechanical Aptitude in 
Several Cultural Environments. 

ED 067 181 


Survey of Bibliographies and Reference Works 
on Asia, Africa, Latin America, and Russia and 
East Europe and Compilation of Bibliographies 
on East Asia, South Asia, and Africa South of 
the Sahara for Undergraduate Libraries. Final 


Report. 

ED 070 722 
A Swedish Approach to International Commu- 
nication. 

ED 078 481 


Territorial Decentration and Geographic 


Learning. sii iii Sas 


Tribes and Nations: Emerging Africa, Social 
Studies: 6478.04. 
ED 071 978 
Types of Schooling for Developing Nations. 
Occasional Paper of the International and 
De P t Educati sate; 
D 070 700 
United States History: From ‘ssmeniaes to 
Society. Teacher’s Guide, Grade Six. Project 


Social Studies. 

ED 068 383 
United States History: From Community to 
Society. Unit One: Indian America Before 
White Settlement. Grade Six. Project Social 


Studies. 

ED 068 384 
United States History: From Community to 
Society. Unit Two: Spanish and French Settle- 
ment of North America. Grade Six. Project So- 


cial Studies. 

ED 068 385 
United States History: From Community to 
Society. Unit Three: The English Settlement of 
North America. Grade Six. Project Social Stu- 


dies. 

ED 068 386 
United States History: From Community to 
Society. Unit Four: Revolutionary America. 
Grade Six. Project Social Studies. 

ED 068 387 


United States History: From Community to 
Society. Unit Five: National Expansion. Grade 
Six. Project Social Studies. 








ED 068 388 
United States History: From Community to 
Society. Unit Six: Civil War and Reconstruc- 
tion. Grade Six. Project Social Studies. 

ED 068 389 
United States History: From Community to 
Society. Unit Seven: The Completion of Na- 
tional Expansion. Grade Six. Project Social Stu- 


dies. 

ED 068 390 
Value Preferences of Preadolescents in Port- 
land, Oregon, and Vancouver, B.C.: A Cross 


Cultural Study. 
ED 073 016 


The Value System--A False Prophet for Inter- 
cultural Communication. 
ED 070 121 
World Cultures. Curriculum Resource Guide. 
ED 073 015 


Cross Cultural Training 
The Bilingual - Education Program 
of the Institute of American Studies, Trinity 
College. 





ED 079 275 
A Cultural Self-Awareness Approach to Im- 
proving Intercultural Communication Skills. 

ED 079 213 
Establishment of an International University: 
Report of the United Nations Panel of Experts 
and the Director-General’s Proposals in This 


Connexion. 

ED 067 041 
Evaluation Report of Format for Development 
of In-Service Training for Child Serving Sub- 


Professionals. 
ED 066 700 


Integrating Culture in Indonesian Language 
Teaching: An Inevitability, But How Much? 
ED 073 723 
International Equivalences in Access to Higher 
Education. 
ED 077 348// 
A Leadership Training Program: Using Cross- 
Cultural Experiences. 
ED 080 028// 
Level of Abstracticn of Disagreements as a 
Determinant of Cross-Cultural Interpersonal 
Perception. Illinois Studies of the Economically 
Disadvantaged, Technical Report Number 13. 
ED 072 148 
Linear vs. Branching Structures in the Presen- 
tation of Acculturative Materials. Illinois Stu- 
dies of the Economically Disadvantaged, 
Technical Report Number 18. 
ED 073 218 


Mahjetahwin (“‘The Beginning”). A Cross-Cul- 
tural Program. 
: ED 071 810 
Readings in Intercultural Communication, 
Volume Il. 
ED 068 424 
Report of the Programme and External Rela- 


tions Commission. Part II. 
ED 067 042 


Supervisor Training Programs on Minority Em- 
ployment: Suggested C pts and P. d 
Illinois Studies of the Economically Disad- 
vantaged, Technical Report Number 16. 

ED 073 193 
Teaching Cross-Cultural Understanding. 

ED 067 956 





Cross Level Grouping 
A Study of the Effectiveness of Cross-Level 
Grouping of Middle School Underachievers for 
Reading Instruction. 
ED 072 410// 


Cross validation 
Application of a New Psychometric Method to 
an Old Tried and Untrue Experimental Design 
to Improve the Validity of a Tailor-Made Scor- 


ing Key. 
ED 079 334 
Cross-Validation. 
ED 079 346 
Crow Indians 
An Evaluation of the Crow 4-H Program. A 
y Int 





ED 075 148 
School Readi and Achie t of Crow 
Indian Children, First Through Fourth Grades, 
at Pryor, Montana. 





ED 079 004// 


Cuba 
Adult Education as Part of Life-Long Educa- 


tion. 

ED 074 330 
Cuban Acquisitions and Bibliography. 
Proceedings and Working Papers of an Interna- 
tional Conference Held at the Library of Con- 
gress, April 13-15, 1970. 

ED 070 709 


Cuban Rural Education: A New Strategy for 
Revolutionary Development. 
ED 071 808 


Cueing System 
An Experimental Comparison of Certain Cue- 
ing Systems in Group Problem-Solving. 
ED 072 497 


Cues 

The Cue Value of Adult Expectancy. 

ED 073 394 
Effectiveness of Acoustic and Conceptual 
Retrieval Cues in Memory for Words at Two 
Grade Levels. Technical Report No. 220. 

ED 070 065 
The Generation of Cues Based on a Maneuver 
Analysis. Technical Report. 

ED 079 566// 


Labels and Children’s Perception of Faces. 
ED 075 078 


Cuisenaire Rods 
Cuisenaire Daily Calendar of a Primary One 


Teacher. How-I-Did-It. 
ED 069 522 


Cultural Activities 
De Todo un Poco (A Little of Everything). 
ED 066 972 





Cultural Awareness 
The American: His Heritage, Rights, Responsi- 
bilities: An Introduction to the Social Sciences 
and Humanities. Volume |. 
ED 070 701// 


Assessing Knowledge of Cultures. 

ED 075 125 
Children’s Social Learning: Implications of 
Research and Expert Study. 

ED 075 071 


In the Course of Discovery: West Indian Im- 
migrants in Toronto Schools. 
ED 067 312// 


A Cultural Self-Awareness Approach to Im- 
proving Intercultural Communication Skills. 

ED 079 213 
Cultural Studies in Indian Education. Position 


Paper. 

ED 078 978 
Ethics and Concepts of Cultural Therapy. 

ED 069 379 
Films of a Changing World: A Critical Interna- 


tional Guide. 

ED 068 431// 
Final Evaluation Report for the Santa Clara 
County Bilingual/Bicultural Education Project 
(Spanish Dame School Project). 

ED 067 197 

Foxfire 2: Ghost Stories, Spring Wild Plant 
Foods, Spinning and Weaving, Midwifing, Buri- 
al Customs, Corn Shuckin’s, Wagon Making 
and More Affairs of Plain Living. 

ED 075 147// 
Indian Adult Education and the Voluntary Sec- 


tor. 
ED 072 333 


The Indian in the Classroom: Readings for the 


Teacher with Indian Students. 
ED 076 301// 
Indians of New Mexico. 
ED 080 229 
The Inner City Teacher Education Program. 
ED 067 378 


Instructional Objectives Exchange. Anthropolo- 


gy. Grades 4-6. 
ED 072 985// 
Intercultural Communication: A Reader. 
ED 067 719// 
Intercultural Communication Research: Where 
Do We Go from Here? 
ED 074 556 


The Intercultural Imperative. 

ED 077 824 
Intercultural Understanding: The Problem and 
a Process. Social Studies for the Elementary 
School. Proficiency Module #7. 

ED 073 983 


Introducing Asian Studies in Elementary Edu- 
cation: China and India. Service Center Papers 
on Asian Studies Number 3. 





ED 068 427 
Look to the Mountain Top. 
ED 076 280// 
Main Street School and Regional Reception 
Centres: A Comparison of “Graduates.” 
ED 069 159 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Oc- 


tober 1972. 

ED 073 716 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), Au- 


gust 1972. 
ED 073 718 


Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of Bilingualism/Biculturalism), July 


1972. 

ED 073 719 
Materiales en Marcha para el Esfuerzo Bilin- 
gue--Bicultural (Materials on the March for the 
Promotion of _ Bilingualism/Biculturalism), 
December 1972. 

ED 073 726 
Mirror Image; The Influence of the Daguerreo- 
type on American Society. 

ED 067 880// 


Modifying Classroom Behavior: An Experiment 
Utilizing Black *Analysts’ with Black Children. 
ED 072 380 
Moving Outward: Intercultural Education. 
ED 067 343 
Mucho Gusto en Conocerte (Happy to Meet 


You). 
ED 066 988 


Multicultural Curriculum Training with Pre- 
Student Teachers in Language Arts. 
ED 071 072// 
Outline of a General Theory of Culture 
Change. 
ED 079 749 
The People of Dade County. Social Studies: 


6470.12. 

ED 079 220 
Pop Culture. 

ED 075 980// 
Portuguese in Transition. 
ED 067 311// 

Program of In-Service Education for Teachers. 
Hispanic Urban Center Evaluation Report. 

ED 067 184 
Readings in Intercultural Communication, 
Volume II. 

ED 068 424 
Studies in English to Speakers of Other Lan- 
guages and Standard English to Speakers of 
Non-Standard Dialect. Monograph No. 14. 

ED 068 984 
A Swedish Approach to International Commu- 
nication. 

ED 078 481 
Teacher Corps, A Model for Training 
Teachers. Position Paper. 

ED 075 134 


Cultural Background 


The American Indian Reader: Education. 

ED 076 298// 
Appalachia: The Right to Read. 

ED 071 038 

Aztecas Del Norte: The Chicanos of Aztlan. 

ED 080 224// 
A Bibliography for Chicano History. 

ED 077 637// 
Bibliography on Hispano America History and 


Culture. 

ED 080 270 
Bibliography on the Native American Ex- 
perience. 

ED 080 271 
The Change in Self-Image of Oglala Sioux 
Ninth Grade Students Through the Develop- 
ment and Testing of an Indian Culture Curricu- 
lum. Final Report. 

ED 067 172 


The Chicana: A Bibliographic Study. 
ED 076 305 
The Chicano Migrant Child. 
ED 072 900 
Chicanos. Our Background and Our Pride. 
ED 080 231// 
Chinese Immigrants and China: An Introduc- 
tion to the Multi-Media Package on China. 
ED 077 778 
In the Course of Discovery: West Indian Im- 
migrants in Toronto Schools. 
ED 067 312// 
Ehanni Ohunkakan. Curriculum Materials 


Resource Unit. 
ED 073 860// 


Fundamental Laws of the State: The Spanish 
Constitution. 
ED 071 501 


Greek Immigrants and Greece: An Introduction 
to the Multi-Media Package on Greece. 

ED 077 779 
History and Acculturation of the Dakota Indi- 
ans. 

ED 077 627 
The History of the Education of the Alaskan 
Eskimo. 

ED 076 292 
Humanism in Black Culture. 

ED 076 736 
I am Joaquin. Yo Soy Joaquin. An Epic Poem 
with a Chronology of People and Events in 
Mexican and Mexican American History. 

ED 075 122// 

Italian Immigrants and Italy: An Introduction to 
the Multi-Media Package on Italy. 

ED 067 332 
Language Backgrounds and Achievement in 
Toronto Schools. 





ED 078 698 
New Problems, Old Resources: Continuity in 
Southern Culture. 

ED 071 804 


The Northern Eskimos of Alaska. A Source 


Book. 
ED 075 144 


The Poor: A Culture of Poverty or a Poverty of 


Culture? 
ED 072 168// 


Subject Index 161 


Rio Grande Wetbacks: Mexican Migrant Wor- 
kers. 
ED 071 800// 

Sample Examination Questions. Grade 7 Social 
Studies: Our Cultural Heritage; Grade 8 Social 
Studies: United States History. 

ED 076 482 
Selected Materials on the Chicano. 

ED 073 869 
Significant Literature by and about Native 
Americans. 

ED 071 837 
The Transmission of Cultural Heritages: The 
Case of the Irish and the Italians. 

ED 068 604 
Vocational Interests of Black College Women. 

ED 075 731 
Welcome to the Land of the Navajo. A Book 
of Information about the Navajo Indians. Third 
Edition, 1972. 

ED 068 262 


Cultural Centers 
Museums, Imagination and Education. 
ED 077 828// 

Research and Cultural Studies Development 
Section: Functional Statement. 

ED 078 979 
Southeast Asian Ministers of Education Or- 
ganization, Regional English Language Centre, 
Singapore: Program of Activities, 1972-1976. 

ED 080007 


Cultural Context 

Alcoholism in Employment: Bibliography and 
References, With Selected Annotations. 

ED 080 683 
Career, Culture and Consciousness: A Study of 
the Social and Theoretical Bases of Career 
Education. 

ED 074 304 
Spanish-Speaking Students and Standardized 
Tests. 

ED 080 594 
Steps to an Ecology of Mind. 

ED 067 821// 

The Value System--A False Prophet for Inter- 
cultural Communication. 

ED 070 121 


Cultural Differences 

An Attribution Theory Analysis of Interracial 
Conflict in Job Settings. Illinois Studies of the 
Economically Disadvantaged, Technical Report 
Number 11. 

ED 073 192 
Black Communication Research: A Problem in 
Intercultural Communication. 

ED 075 857 
Communicating With the So-Called Disad- 
vantaged -- Can We Find a Common Ground? 

ED 069 947 
A Comparison of the Experiences of Indians 
and Negroes in American Society. 

ED 067 210 
Conference Report on “Aqui Se Habla 
Espanol:"’ A Conference on the Role of Educa- 
tional Institutions in Solving Problems Related 
to the Identity, Status and Future of Spanish- 
Speaking Peoples of the United States. 

ED 071 514 
Culture Differences and Social Class in the 
Negro Community. Illinois Studies of the 
Economically Disadvantaged, Technical Report 
Number 1. 

ED 072 144 
Culture Shock and the Transfer Teacher. 

ED 070 744 
Current Status of Laboratory Studies. 

ED 069 450 
The Education of the Culturally Different: A 
Multi-Cultural Approach. A Handbook for 
Educators. 

ED 075 142 
Guidance for Urban Disadvantaged Youth. 

ED 070 872// 

Individualization of Instruction: The American 
Indian Student. Education Monograph No. 7. 

ED 075 116 
Job Perceptions Among Black and White 
Adolescents and the Hardcore Unemployed. Il- 
linois Studies of the Economically Disad- 
vantaged, Technical Report Number 7. 

ED 073 190 


Language and Cultural Diversity in American 
Education. 


ED 070 323// 


Language Differences: Do They Interfere? 
ED 076 968 





162 Subject Index 


A Look at Minority Education Today with Im- 
plications for the Teaching of English. 
ED 067 927 
Practices of Low-Income Families in Feeding 
Infants and Small Children, With Particular At- 
tention to Cultural Subgroups. 
ED 075 564 


Some Cultural and Linguistic Background In- 
formation for a Beginning Teacher on the 
Navajo Reservation. 

ED 071 505 
Speech Communication Education and the 
American Indian: Challenges and Contrasts. 

ED 070 118 
A Technique for the Investigation of Cultural 
Differences. 

ED 069 686 
The Testing of Bicultural Children. 

ED 077 977 
The Use of the Miller Analogies Test as a 
Screening Device for Mexican-American Grad- 
uate Students. 

ED 071 789 
Value Conflicts as a Cause for Drop Outs. 

ED 073 899 


Cultural Disadvantagement 
An Evaluation of a Pilot Program in Reading 
for Culturally Disadvantaged First Grade Stu- 
dents. 
ED 073 439// 


Cultural Education 

African Studies in French for the Elementary 
Grades: Phase II of a Twinned Classroom Ap- 
proach to the Teaching of French in the Ele- 
mentary Grades. Volume II, Tapescripts and 
Essays. 

ED 066 993 
African Studies in French for the Elementary 
Grades: Phase II of a Twinned Classroom Ap- 
proach to the Teaching of French in the Ele- 
mentary Grades. Volume I, Technical Report. 

ED 066 994 
An Annotated Bibliography of Young People’s 
Books on American Indians. Indian Education 
Curriculum Bulletin No. 12. 

ED 070 547 
Asian-African Pupil Resource Project. Final 
Program Report. 

ED 080 434 
The Aspect of Culture through the Teaching of 
Bahasa Indonesia. 

ED 071 523 
Atlanta Public Schools French Guide. 

ED 071 515 
Audiovision for Information and Entertain- 
ment. Television, New Broadcasting 
Techniques and Cultural Development. 

ED 074 775 
Black Studies in Retrospect: A Report on the 
Danforth Foundation’s Program of Postgradu- 
ate Black Studies Feliowships. 

ED 077 319 
Crisis and Change in Teacher Education. Inter- 
national Perspectives on Theory and Practice. 

ED 080 490 
Cultural Diplomacy and its Presentation in In- 
ternational Affairs Textbooks, 1945-1971. A 
Study of the Treatment Accorded International 
Education and Cultural Relations in 171 Text- 
books on International Relations, Foreign Pol- 
icy, and International Organization. 

ED 076 454 
Cultural Enrichment Program. Saint Martin 
Parish. End of Project Report. 

ED 079 218 


Cultural Identity: An Approach to Preventing 
Delinquency Among Chicanos. 

ED 075 136 
A Cultural Self-Awareness Approach to Im- 
proving Intercultural Communication Skills. 

D 079 213 

Culture and Civilization: A Bibliography for 
Teachers of Foreign Languages (1953-1971). 

ED 070 333 
Culture in Southeast Asian Language Classes. 

ED 071 531 
The Development of African and Afro-Amer- 
ican Studies: A Consortium Approach. 

ED 077 437 
The Dimensions of International Education in 
New York State. 

ED 073 014 
Education for the American Indians. Summary 


Report. 

ED 080 281 
E.I.L. Czech: An Audio-Lingual Course with 
Correlated Tapes, Volume I. 


ED 080 001 
{E.1.L.] Swedish: Basic Audio-lingual Course 
with Correlated Tapes, Volum 1. 

ED 080 002 


English Mini-Course World Literature (Prelimi- 
nary, Unedited Version). 
ED 071 086 


Fiesta, Spanish-S: 7509.73. 

ED 071 495 
France in America. 

ED 074 840 
French-African Cultures: A Resource Unit. 

ED 076 071 
The French Revolution. 

ED 073 720 
The Good Man, Good Life, and Good Society, 
Social Studies, Language Arts: 6448.17. 

ED 073 962 
How Does a Native American Deal with 
Society? 

ED 073 898 
Humanities, Religion, and the Arts Tomorrow. 

ED 074 492// 

The Impact of the German on American Cul- 


ture. 

ED 073 721 
Influencia India en el Folklor Mexicano (The 
Indian Influence on Mexican Folklore). 

ED 078 708 
Instructor’s Manual to Accompany The Popu- 
lar Culture Explosion: Experiencing Mass 


Media. 
ED 069 115// 

An Integrated Approach, through Linguistic 
and Cross-Cultural Exercises, to Advanced 
Conversation. 

ED 077 269 
Interaction Language - Culture. 

ED 071 508 
Intercultural Understanding: The Problem and 
a Process. Social Studies for the Elementary 
School. Proficiency Module #7. 

ED 073 983 


Introducing Literature of the Minorities. 

ED 074 501 
Language and Culture, English as a Second 
Language: 5110.14. 

ED 071 499 


Learning Laboratories for Unemployed, Out-of- 
School Youth: Cultural Realization and 
Development of an Adequate Self-Concept. 

ED 070 928 
Man in Society. 

ED 075 312 
Mass Media and the Popular Arts. 

ED 069 121// 

Meeting Another Culture Through Language: 
Spanish. 

ED 071 517 
Meeting Another Culture through Language: 
French. 

ED 074 820 
Mexican Americans in Higher Education. 

ED 077 618 
Moving Outward: Intercultural Education. 

ED 067 343 


ED 075 305 


Multi-Ethnic Micro-Units. 


Pragmalinguistics. 
ED 077 297 
A Review of Indian Education in North Amer- 


ica. 
ED 068 257 
The Role of Ethnic Studies in Educational 


Equality. 
ED 079 188 
The Significance of Black Literature in the 
Language Arts Program of a Predominantly 
Black Junior High School. 
ED 071 090// 


A Swedish Approach to International Commu- 


nication. 

ED 078 481 
Systems for Multicultural Education Planning 
Framework. Volume 1, Volume 2, and Summa- 


ry. 

ED 072 143 
TESL: Antidote for Truancy? 

ED 070 346 
Towards An Interdisciplinary Core Curriculum 
in Afro-American Studies. 

ED 074 953 


Validating Performance Models for Re-Educat- 
ing Certified Urban Teachers in Multicultural 
Dimensions. Final Report. 

ED 072 162 


Video-Taping Dialogs, with Commentary to 
Teach Cultural Elements. 


ED 069 191 
What People Do - What People Did, English as 
a Second Language: 5110.04. 

ED 071 496 


Cultural Enrichment 
Bilingual/Bicultural Preschool Education Pro- 
gram: Montessori Design, 1972-73. 
ED 072 697 
Cultural Enrichment Program. Saint Martin 
Parish. End of Project Report. 





ED 079 218 
Czech Basic Course: Songs of Czechoslovakia. 

ED 066 946 
Huntington’s PACE Project. Final Evaluation 
Report. 

ED 078 447 
Israel Education Abstracts. A Selected Bibliog- 
raphy of Current and Past Literature on 
Materials on the Philosophy, Policy, and Prac- 
tice of Education in Israel. Volume 7, 1972 
(Special Enlarged Edition) on Advantaging the 
Disadvantaged in Israeli Education. 

ED 075 521 
Plan Nacional de Desarrollo y Seguridad 1971- 
1975 (National Plan for Development and 
Security, 1971-1975). 

ED 067 916 


Report of the Aesthetic Educati Center 

(American Educational Theatre Association 

Convention, Chicago, Illinois, August, 1971). 
ED 077 035 





Cultural Enrichment Program 
Cultural Enrichment Program. Saint Martin 
Parish. End of Project Report. 
ED 079 218 


Cultural Environment 
Apartheid; Its Effects on Education, Science, 
Culture and Information. 
ED 069 112// 


Characteristics of Local Organizations and Ser- 
vice Agencies Conductive to Development: 
With Special Reference to Farmers’ Organiza- 
tions. 
ED 072 901 
Definitions and Strategies of Rural Develop- 
ment: A Search for Coherence and Congruity. 
ED 072 896 
Indian Tribes of America. 
ED 071 825// 
The Information Explosion. 
ED 069 124// 
Is Today Tomorrow? A Synergistic Collage of 
Alternative Futures. 
ED 072 651// 


Mother Directed Achievement of Children in 
Two Cultures. 

ED 069 376 
The Role of Communications in Indian Life. 


Position Paper. 
ED 075 135 
Steps to an Ecology of Mind. 


ED 067 821// 
The Structure of Mechanical Aptitude in 
Several Cultural Environments. 





ED 067 181 


Cultural Events 
Pop Culture in America. 
ED 066 908// 


Cultural Exchange 

Fifty Years of International Debate 1922-1972. 

ED 071 130 
Ninth Annual Report of the Advisory Commis- 
sion on International Educational and Cultural 
Affairs. 

ED 080 428 
Open Doors 1972. Report on International 
Exchange. 

ED 077 449// 

A Swedish Approach to International Commu- 
nication. 

ED 078 481 


Cultural Factors 

An Adlerian Approach to Measuring Change in 
College Freshmen. 

ED 074 431 
Blue Ridge: An Appalachian Community in 
Transition. 

ED 076 297 
Broadening the Concept of Career Education. 

ED 068 595 
A Comparison of Vocational and Non-Voca- 
tional High School Dropouts and Retainers. 

ED 068 715 





The Concept of Culture. An _ Introductory 
Resource Unit in World Cultures. 
ED 072 983 


Conseil de la Cooperation Culturelle et Fonds 
Culturel. Rapport Annuel 1972. (Council for 
Cultural Co-operation and Cultural Fund. An- 
nual Report 1972.) 

ED 080 528 


Council for Cultural Co-Operation and Cultural 
Fund. Annual Report 1972. 
ED 080 527 
Cross-Cultural and Longitudinal Comparisons 
of Cognitive, Perceptual and Personality Mea- 
sures in Mexico and the United States. 
ED 079 183 
Cultural Indicators: The Social Reality of 
Television Drama. 
ED 079 390 
The Culture of Poverty: A Critique. 
ED 068 606// 
The Development and Validation of Test In- 
struments to Measure Observation and Com- 
parison in Junior High School Science. 
ED 077 647// 
Drug Failure: The Theoretical Position of the 
Drop-Out. 
ED 079 646 
Education in Isolated Rural Areas. 
ED 077 626 
Ethnic Values and Language Learning. 
ED 074 859 
Focus on Minorities. 
ED 080 639 
Forces Affecting Educational Decisions. 
ED 074 636 
Human Relations in the Classroom. An An- 
notated Bibliography: Supplement 2. ERIC- 
IRCD Urban Disadvantated Series, Number 33, 
June 1973. 
ED 079 437 
Human Relations Perspectives on Motivation: 
A Critical Appraisal. 
ED 072 369 
Indian Education, 1969. Part 2--Appendix. 
Hearings Before the Subcommittee on Indian 
Education of the Committee on Labor and 
Public Welfare, United States Senate, Ninety- 
First Congress, First Session on Policy, Or- 
ganization, Administration, and New Legisla- 
tion Concerning the American Indians. 
ED 068 209 
The Indian in the Classroom: Readings for the 
Teacher with Indian Students. 
ED 076 301// 
Level of Abstraction of Disagreements as a 
Determinant of Cross-Cultural Interpersonal 
Perception. Illinois Studies of the Economically 
Disadvantaged, Technical Report Number 13. 
ED 072 148 
Multi-Cultural Administrator Training and Cul- 
tural Change. 
ED 075 899 
Poverty and Life Satisfaction: A Rural-Urban 


Comparison. 

ED 073 889 
Predicting the Future: Studies on the Growth 
of the Intellect. 

ED 068 168 


Proceedings of the Conference of the Amer- 
ican Country Life Association, Inc. (46th, lowa 
State University, Ames, July 11-12). Achieving 
Quality Life in the Countryside. 

ED 071 781 


Readings on Child Behavior and Development. 
Third Edition. 
ED 071 74i1// 

Rural Poverty in Three Eastern South Dakota 
Counties. 

ED 080 222 
Some Cultural and Linguistic Background In- 
formation for a Beginning Teacher on the 
Navajo Reservation. 

ED 071 505 
The Spanish Texans. 

ED 068 234// 

A Study of English Vocabulary Comparing 
Eskimo and Caucasian Children. Final Report. 

ED 072 705 
A Study of Mexican American Cultural 
Characteristics as Perceived by Members of 
100 Impoverished Mexican American Families 
and its Educational Implications. 

ED 076 271 
Theoretical Construct of the Ideal School 
System for American Indians... Kindergarten 


Through Life. 
ED 073 900 


Validating Performance Models for Re-Educat- 
ing Certified Urban Teachers in Multicultural 
Dimensions. Final Report. 

ED 072 162 


Cultural Images 


The American Film Heritage; Impressions from 
the American Film Institute Archives. 
ED 069 117// 
Cultural Indicators: The Social Reality of 
Television Drama. 
ED 079 390 
Pop Culture. 
ED 075 980// 
Social Interaction and Stereotypic Responses to 
Homosexuals. 
ED 070 976 


Cultural Interrelationships 


A Bilingual Approach: Education for Un- 
derstanding. Leadership Report. 

ED 075 106 
Coping Styles and Achievement: A Cross-Na- 
tional Study of School Children: Volume V of 
VII Volumes (SA and 5B): A Replication 
Study of Coping in Eight Countries. 

ED 078 342 
Cross-Cultural Counseling: Bridge Between 
Desegregation and Integration. A Study Rela- 
tive to Group Counseling and its Impact on 
Students and Faculty. 

ED 074 417 
Ethnicity: Science, Being, and Educational Op- 
portunity. 

ED 080 402 
Indian Americans: Unity and Diversity. Ethnic 
Groups in American Life Series. 

ED 069 464// 
Intercultural Communication: A Reader. 
ED 067 719// 

“Outline” of Intercultural Communication. 

ED 077 066 
Problems of Advocacy. 

ED 067 584 


Cultural Isolation 

Hearings before the Civil Rights Oversight Sub- 
committee (Subcommittee No. 4) of the Com- 
mittee on the Judiciary House of Representa- 
tives. Ninety-Second Congress: Second Session 
on Reports of the U. S. Commission on Civil 
Rights on the Education of the Spanish Speak- 
ing. 

ED 067 513 
Mexican-American Self-Concept and Educa- 
tional Achievement: The Effects of Ethnic 
Isolation and Socio-Economic Deprivation. 

ED 075 126 


Culturally Disadvantaged 

The Attitudinal Changes Produced By Intensive 
Art-Related Experiences for Culturally 
Deprived Students and the Resultant Effects on 
Participating Student Teachers and Classroom 
Teachers. Final Report. 

ED 069 836 
Classroom Practices in Teaching English--1965- 
66: A Third Report of the NCTE Committee to 
Report Promising Practices in the Teaching of 
English. 

ED 076 996 
The Culturally Disadvantaged: A Field Ex- 
perience Guide. Materials/One. 

ED 080 497 
Culture Shock: What Problems in Accultura- 
tion Can Occur in a New Society? 

ED 066 987 
The Disadvantaged and Library Effectiveness. 

ED 068 109// 

The Effects of Games on Motivational Aspects 
of Teacher-Pupil Interaction. Final Report 
20.3. 

ED 069 078 
Follow Through Program Sponsors. 

ED 080 494 
Library Service to the Disadvantaged. 

ED 069 820// 

Maternal Attitudes of a Negro Culturally 
Deprived Population. 

ED 072 124 
Media and the Disadvantaged. Instructional 
Technology as the Equalizer for Disadvantaged 
Students. 

ED 076 061 
Reading for Children Without--Our Disad- 
vantaged Youth. Reading Aids Series, No. 3. 

ED 072 436 
Teacher Education for the Culturally Different. 
Appendix C of a Final Report. 


Subject Index 163 


ED 072 207 
They Can Learn English. 
ED 079 745// 
Training Institute for Staff Members of School 
Systems with Multi-Cultural Schools. 
ED 073 058 


Cultural Pluralism 

Bilingual Attitudes Towards Authority: A 
Canadian Study. 

ED 072 480 
Dimensions in Cross-Cultural Instruction. 

ED 078 489 
Elementary Education in the Northwest Terri- 
tories: A Handbook for Curriculum Develop- 
ment. 

ED 073 473 
The Intercultural Imperative. 

ED 077 824 
International Education and Alternatives for 
Educational Development. 


ED 070 711 

Listen to Me: Report of the Ninth Annual 

NEA-CHR Conference, “Implementing Cul- 
tural Diversity in Instructional Programs”. 

ED 071 924// 

New Mexico and Cultural Pluralism. 

E 


D 067 194 
Planning Education for a Plural Society. Fun- 
d tals of Educational Planning-16. 

ED 070 135 





The Rediscovery of Diversity. 

ED 068 602 
Saturday Children’s Programming in San Fran- 
cisco, California. An Analysis of the Presenta- 
tion of Racial and Cultural Groups on Three 
Network Affiliated San Francisco Television 
Stations. 

ED 071 440 
Studies in English to Speakers of Other Lan- 
guages and Standard English to Speakers of 
Non-Standard Dialect. Monograph No. 14. 

ED 068 984 
A Study of El tary and S dary Social 
Studies Textbooks: Part 1, The Textbook Re- 
port; Part II, The Textbook Reviews. 

ED 077 788 

Populations: Five 





Teaching Multi-Cultural 
Heritages. 
ED 074 177// 
Towards Better Children's Television. 
ED 071 439 


Cultural Traits 

Status Projections of Lower Social Strata Pre- 
Adolescents: A Focus on Some Intervening So- 
cial Psychological Factors. 

ED 071 796 
The Transmission of Cultural Heritages: The 
Case of the Irish and the Italians. 

ED 068 604 
The Value Orientation Test: An Exploration of 
the Culture of Poverty Thesis Using a New 
Projective Instrument. Center Research and 
Development Report No. 15. 

ED 080 723 
Videotape Recording of Narcotic Addicts in 
Group Therapy: The Analysis of Communica- 
tional and Interactive Behavior. 

ED 069 571 


Culture 
The Aztecs Bibliography. 
ED 069 462 
The Concept of Culture. An Introductory 
Resource Unit in World Cultures. 
ED 072 983 
Criticism and Culture: Papers Presented at the 
Annual Meeting of the Midwest Modern Lan- 
guage Assn. (St. Louis, October 23-25, 1969). 
ED 077 013// 
The Dig: A Study in Archaeology. Profiles of 
Promise 6. 
ED 080 399 
Imnigrants and Their Education. 
ED 067 934 
Minorities in the United States: Guide to 
Resources. 
ED 080 133 
Native American Teacher Corps Conference 
(Denver, Colorado, April 26-29, 1973). Posi- 
tion Papers, Volume 2. 
ED 078 994 
6478.02. 
ED 073 000 
Report of Programme Commission III (Social 
Sci H ities and Culture). 
ED 077 796 
World Cultures. Curriculum Resource Guide. 


ieties, Social Studi 





Primitive $ 








164 Subject Index 
ED 073 015 


Culture Conflict 
The Agent of Change: The Agent of Conflict. 
ED 073 336 
Communication and Identity. 
ED 072 496// 
Contracultural Language Codes: The Language 


of Survival. 

ED 071 114 
Culture Shock and the Transfer Teacher. 

ED 070 744 
Culture Shock: What Problems in Accultura- 


tion Can Occur in a New Society? 
ED 066 987 


An Economic Model of Interpersonal Commu- 


nication. 

ED 077 053 
I am Joaquin. Yo Soy Joaquin. An Epic Poem 
with a Chronology of People and Events in 


Mexican and Mexican American History. 
ED 075 122// 


Labeling the Deviant Act: Toward a General 
Theory of Deviant Behavior. 
ED 070 987 


Level of Abstraction of Disagreements as a 
Determinant of Cross-Cultural Interpersonal 
Perception. Illinois Studies of the Economically 
Disadvantaged, Technical Report Number 13. 
ED 072 148 
Minority Migrants in the Urban Community. 
Mexican-American and Negro Adjustment to 
Industrial Society. 
ED 080 636// 


New Canadian Activities: Summary of 
Teachers’ Responses to a Questionnaire. 

ED 069 160 
Readings in Intercultural Communication, 


Volume Il. 
ED 068 424 


Culture Contact 
The Inner City Teacher Education Program. 
ED 067 378 
Intercultural Communication Research: Where 


Do We Go from Here? 
ED 074 556 


Culture Free Tests 

Cross-Cultural Study of Cognitive Development 
on the Pine Ridge Indian Reservation: The Pine 
Ridge Research Bulletin No. 11, 1970. 

ED 070 541 
How Biased Are Culture-Loaded Tests? 

ED 080 644 
IQ Testing and Minority School Children: Im- 
peratives for Change. 

ED 078 006 


Is Culture-Fairness Objective or Subjective? 

ED 080 601 
Nonverbal and Culture Fair Performance Pre- 
diction Procedures: I. Background, Test 
Development, and Initial Results. 

ED 069 726 
The Problem of the Match and Mis-Match in 
Testing Black Children. 

ED 073 131 


Culturing Techniques 
Growing Plants Without Soil for Experimental 


Use. 
ED 077 678 


Curiosity 
The Effects of Stimulating State Epistemic Cu- 
riosity on State Anxiety and Performance in a 
Complex Computer-Assisted Learning Task. 
ED 070 281 


Current Events 
Current Domestic Problems, Social Studies: 


6416.18. 
ED 073 003 


Resources, Number 42. Some Highlights of 
1972. 
ED 076 368 


Curriculum 

20th Century Algebra in High School. 

ED 077 708 
Algebra Ip, Mathematics: 5215.11. 

ED 067 296 
Algebra 1Q, Mathematics: 5215.12. 

ED 067 283 
Algebra 1s, Mathematics: 5215.14. 

ED 067 284 
The Algorithmic Approach to Curriculum Con- 
struction in Mathematics: A Field Approach. 

ED 079 051// 

The American Indian Reader: Education. 


ED 076 298// 


Annual Newsletter 1971-72. 
ED 071 871 


Arithmetic and Algebra in the Schools: Recom- 


mendations for a Return to Reality. 
ED 073 939// 


Bilingual/Bicultural Education Models. Final 


Report. 
ED 080 261// 


Calculus 2, Mathematics: 5297.42. 
ED 067 286 


The Changing Curriculum: Mathematics. 

ED 072 975 
Computer Innovations in Education, I. The Use 
of Computers in Mathematics Education 
Resource Series. 

ED 077 731 


Consumer Math 2, Mathematics. 5285.22. 

ED 067 287 
Consumer Math 3, Mathematics: 5285.23. 

ED 067 288 
Consumer Math 4, Mathematics: 5285.24. 

ED 067 289 


Contemporary Topics in Science: A Kit for 


Survival. 
ED 080 318 
Content Areas Sampled by Objectives- 
Referenced Items. Appendix B. 
ED 080 $72// 


The Context of Biological Education: The Case 


for Change. 
ED 068 323// 
Council for Cultural Co-Operation; Annual Re- 


port 1971. 
ED 070 256 
C P Structures 1, Mathematics: 5210.21. 
ED 067 285 
Curriculum and the Cultural Revolution. A 
Book of Essays and Readings. 
ED 078 564// 


Curriculum Handbook for School Executives. 
ED 078 562 

Curriculum Papers 7, Science for General Edu- 

cation: For the First Two Years and the Early 


School Leaver. 
ED 069 542// 


Developing and Evaluating “Patterns”. 

ED 077 686 
Developing Mathematical Processes: Prototypic 
Tryout of Materials for First Grade Children, 
Huegel School 1968-69, Madison, Wisconsin. 


Working Paper 61. 
ED 067 223 


The Development and Evaluation of a Text in 
the Topology of the Plane for Secondary 


Teachers. 

ED 080 300// 
Differential Relationship with Grade Criteria 
for Predictors at Varying Levels of Freshman 


Grade Complexity. 

ED 075 511 
Double-S Decimals, Mathematics: 5211.20. 

ED 067 290 
Double-S Fractions, Mathematics: 5211.15. 

ED 067 291 
Double-S Number Theory, Mathematics: 


§211.09. 
ED 067 292 
Education for American Indians: A Book of 


Readings. 

ED 080 278// 
Education for Rural Life. Educational Docu- 
mentation and Information. Bulletin of the In- 
ternational Bureau of Education, Year 46, No. 
183, 2nd Quarter, 1972. 

ED 077 631// 


Effective Business Letters, Business Education: 


$128.41. 
ED 068 943 
Effects of an Experimental Course for Ninth 
Grade Science-Shy on Their Attitudes Toward 
Science and Scientists. 
ED 079 096// 


Elementary Mathematics: A Handbook for 


Teachers. 
ED 075 234 


Elementary School Mathematics, A Parents’ 


Guide. 
ED 076 384 
tal Rada ti . 





Environment and Envir 

Conceptual Issues and Curriculum Implications. 

D 068 371 

Establishing the LINC Program, A Manual for 
Administrators and Instructors. 

ED 069 477// 


European Curriculum Studies No. 3: Biology. 
ED 070 652 


Faculty Views of Curriculum and Instruction: 


A Research Report. 

ED 077 367 
Film Packages, Math and Science, Volume V, 
Project “Interweave”, End of Project Report. 

ED 080 331// 

Final Evaluation Report, Exemplary Middle 
School Mathematics. 

ED 077 767 


General Math 10-12 [Instructional Objectives 


Exchange]. 
ED 067 240// 


Health Education, Grades 7-12. 
ED 070 768 


ED 069 233 
A History and Overview of Metrication and Its 
Impact on Education. 


Higher Education in Virginia. 


ED 068 330 

The Identification and Analysis of Selected 

Factors Contributing to High Achievement in 
Elementary Science. 

ED 069 466// 


Individually Prescribed Instruction Program 
(Mathematics), Disadvantaged Pupil Program 
Funds, Fund Number 97-19, 1971-72 Evalua- 


tion. 

ED 077 700 
Integrated Career Development Curriculum: 
Curriculum Statement. 

ED 071 787 


I.P.P.E.S. Master Objectives Bank, Mathe- 


matics Instructional Topic Catalog. 
ED 077 735 


I.P.P.E.S. Master Objectives Bank, Mathe- 
matics (K-6) Catalog. 
ED 077 736 


Leader Behavior of Biology Teachers and Prin- 
cipals and its Relationship with Present Biology 
Curriculum Practices. 

ED 069 472// 


Learning Activities Packages, Earth Science 
and Life Science. 
ED 068 277 


Learning Activity Package, Algebra. 
ED 069 504 


Learning Activity Package, Pre-Algebra. 
ED 069 503 


Math and Science 1967-68, Volume II, Project 


“Interweave”, End of Project Report. 
ED 080 330// 


Mathematics 7-8 Handbook, 1973 Reprint. 
ED 079 115 


Mathematics Courses for the Seventh Year and 
Eighth Year, 1973 Reprint. 
ED 079 114 


Mathematics K-6: A Recommended Program. 
ED 067 238 
Mathematics Objectives, Level 6 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development]. 
ED 067 237 


Mathematics Objectives, Level 7 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development). 

ED 069 500 


Mathematics Objectives, Level 8 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development]. 

ED 067 258 


Math Structures 2, Mathematics: 5211.22. 
ED 067 293 


Modern Algebra, Mathematics: 5293.36. 
ED 067 294 


Modern Elementary Science Curricula and Stu- 
dent Achievement. 
ED 077 760// 


Modern Mathematics and Your Child. 
DG 067 266 


Modes of Values Thinking in Curriculum. 
ED 077 131 


New Dimensions in Learning: A Multidiscipli- 
nary Approach. 
ED 073 393 


New Trends in Physics Teaching, Volume Ii, 


1970. 
ED 068 327// 


The Ninety Six Story. 
ED 069 502 


A Ninth Grade Piagetian Mathematics Curricu- 


lum. 
ED 076 371// 
Nuffield Combined Science, Teachers’ Guide 


Il. 

ED 069 $57// 
Oakton Community College Curriculum Re- 
port. 





ED 080 104 
Off-Reservation Boarding School Project 
(ORBS Project). Research and Evaluation Re- 


port No. 11. 
ED 068 237 
Off-Reservation Boarding School Project 


(ORBS Project). 
ED 070 556 


Patterns in Mathematics: 5212.65. 
ED 067 295 


Piaget’s Conception of Structure: Implications 


for Curriculum. 

ED 076 315// 
Pilot Project on New Approaches and 
Techniques in Biology Teaching in Africa. 

ED 068 318 

A Practical Course in Biology. 

ED 076 329// 
A Process-Concep Approach for 
Junior College General Education Science In- 
struction. 


tual Sch 





ED 068 269// 

Programmed Math Continuum, Level One, Al- 
gebra, Handbook. 

ED 075 200 


A Project To Improve the Administration and 
Management of the Curriculum in Kentucky. 


Final Report. 

ED 066 803 
Properties of Numeration Systems. Mathe- 
matics Series No. 1. 

ED 076 402 


Reactions of Atoms and Molecules, Science 
(Experimental): 5316.02. 

ED 070 597 
Research on Computers in Mathematics Educa- 
tion, IV. The Use of Computers in Mathe- 
matics Education Resource Series. 

ED 077 734 
Review and Responses: Supplement to a Search 
for Valid Content for Curriculum Courses (Er- 
ic: ED 040 129). 

ED 080 452 


Science Education in Africa. 
ED 076 338// 
Science Education K-12, Administrator’s 


Planning Guide. 

ED 076 355 
Science Education Newsletter, Number 20. 

ED 076 360 
Science Topics for Third and Fourth Year 


Non-S.C.E. Courses. 
ED 069 546 


Secondary School Mathematics Curriculum Im- 


provement Study Information Bulletin 7. 
ED 077 720 


Secondary Schools Curriculum Guide, Science, 
Grades 7-9, Levels 1-16. 
ED 077 737 


Secondary Schools Curriculum Guide, Science, 


Grades 10-12, Levels 17-33. 
ED 077 738 


Secondary Schools Curriculum Guide, Mathe- 
matics, Grades 7-9, Levels 1-86. 
ED 077 739 


Secondary Schools Curriculum Guide, Mathe- 
matics, Grades 10-12, Levels 87-112. 
ED 077 740 


Six Crucial Issues in Education. 
ED 077 072 


The Slow Learner in Mathematics. NCTM 
Yearbook 35. 
ED 071 870 


Space for Learning: A Pre-School Environment 
for Very Little Money. 
ED 069 342 


Staff Utilization for Continuous Progress Edu- 
cation. Math. .. A K-8 Scope and Sequence. 
ED 077 769 
A Study in Public School Accountability 
Through the Application of Multiple Regres- 
sion to Selected Variables. 
ED 077 748// 


A Study of the Required Mathematics Content 
Courses for Undergraduate Elementary 


Teachers in the United States. 
ED 073 917 


A System of Instruction for Career Mathe- 


matics. 

ED 079 108 
A Teacher’s Approach to Adjusting Instruction 
in Elementary School Mathematics to Varied 


Ability Groups. 
ED 068 315 


Teaching School Physics. A UNESCO Source 
Book. 


ED 067 259// 
Teaching Secondary School Mathematics. 


ED 077 709 
Toward a Theory of Sequencing: Study 3-1: 
Curriculum Hierarchies and the Structure of 
Intelligence: A Strategy of Organizing Instruc- 
tional Objectives into Mathematical Systems 
Employing Basic Piagetian Constructs. 
ED 076 342// 
$219.11. 
ED 067 297 
$219.12. 
ED 067 298 
Typing Manuscripts and Reports. Typing 13. 
ED 070 769 
Undergraduate Education in the Sci for 
Students in Agriculture and Natura! Resources. 
Summary of Proceedings of Regional Con- 


ferences. 
ED 073 933 
Understanding and Support of Science on the 
Part of Clergy, Seminarians, and Youth of the 
Lutheran Church-Missouri Synod. 
ED 076 311// 


Unit: Australians Past and Present, Inspection 
Pack, National Trial Print. 





Trig try 1, Mathemati 


Tri try 2, Mathemati 








ED 067 274// 
Unit: Indicating Acidity, Inspection Pack, Na- 


tional Trial Print. 

ED 068 352// 
Unit: Made to Measure, Inspection Pack, Na- 
tional Trial Print. 

ED 067 260// 


Unit: Micro-Organisms and Man, Inspection 
Pack, National Trial Print. 
ED 067 261// 


Unit: Systems, Inspection Pack, National Trial 
Print. 

ED 067 275// 
The Use of Computers in Mathematics Educa- 
tion: Bibliography, III. The Use of Computers 
in Mathematics Education Resource Series. 

ED 077 733 

Wisconsin Statewide A t Math ti 
An Exemplary Mathematics Program Grades 
K-8 and a Hierarchy of Student Behavioral Ob- 
jectives K-8. 





ED 069 475 

You Are An Environment: Teaching/Learning 
Environmental Attitudes. 

ED 068 341// 


Curriculum Design 
Additional Test Items for Concept Areas Il and 
Ill. Economic Analysis Course. 
ED 073 658// 


American Frontiers in Literature: The Evolu- 
tion of a Curriculum. 
ED 072 462// 


An Analysis of the Colorado College Plan. 

ED 078 761 
Business Occupational Profiles in an Agricul- 
tural Economy. An Investigation to Determine 
the Knowledge, Skills, and Attitudes Essential 
to Satisfactory Performance at the Job Entry 
Level as Office and Administrative or Manage- 
ment Trainee Personnel in Rural-Urban Areas. 

ED 079 543 


Career-Centered Curriculum Workshop Hand- 


book. 
ED 076 798 


Career Development in Nevada. 
ED 078 207 


Career Education: A Curriculum Design and 


Instructional Objectives Catalog. 
ED 080 763 


Ciclo Basico Polivalente (Basic Comprehensive 
Courses of Study). 
ED 067 912 


A Clinical Approach to Relevancy in Educa- 


tion Methods Courses. 
ED 076 583 


A Comprehensive Careers Cluster Curriculum 
Model. Health Occupations Cluster Curriculum 
Project and Health-Care Aide Curriculum Pro- 


ject. 
ED 069 867 
Computer Managed Instructional System. 
Economic Analysis Course. 
ED 073 665// 


Concentrated Study: A Pedagogic Innovation 


Observed. 

ED 078 749// 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Region XIII Bilingual Educa- 


tion. 
ED 074 870 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education Project for 
Navajo. 


Subject Index 165 


ED 074 871 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Elementary Education 
Program. 

ED 074 872 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingualism in an Open School 


Education Program. 
ED 074 873 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: Compton El tary Bilingual 
Education Plan. 





ED 074 874 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Las Cruces Elementary School 
Bilingual Project. 

ED 074 875 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: The Lorain City Bilingual Edu- 
cation Program. 

ED 074 876 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Pomona Bilingual Leadership 


Program. 
ED 074 877 


Content Analysis Schedule for Bilingual Educa- 
tion Programs: The North Country Bilingual 
Project. 

ED 074 878 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Colorado City Center to Aid 
Bilingual Education. 

ED 074 879 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Bilingual Education in a Con- 
sortium. 

ED 074 881 
Content Analysis Schedule for Bilingual Educa- 
tion Programs: Adaptations of Bilingual Educa- 


tion. 
ED 074 882 


tion for the Prof 





Continuing Ed 
ED 076 878 
Course Development Model; Manpower Re- 
port. Economic Analysis Course. 
ED 073 667// 
Course Segment A.4 Documentation. 
Economic Analysis Course. 
ED 073 654// 
Course Segment IV; Instructors Guide and 
Materials Economic Analysis Course. 
ED 073 655// 
Creative Synthesis: Designing a Junior High 
School Science Program. 
ED 080 353 


A Critical Analysis of Three Case Examples of 
H ities Education Programs for Adults. 

ED 071 087// 
The Current Status of the Humanities in the 
Curriculum of the Public Schools of Colorado. 

ED 079 721// 
A Curriculum Designed for a Career Explora- 
tion Program in the Distributive Occupations 
for the Tenth Grade Secondary Student. Final 
Report. 





ED 070 844 
Curriculum Design -- the Problem of Specifying 


Intended Learning Outcomes. 
ED 078 542 


Curriculum Focus: Occupations and the World 
of Work. Information Series 5. 
ED 072 262 


Curriculum Legislation and Decision-Making 
for the Instructional Level. 
ED 073 544 


A Design for Social Education in the Open 


Curriculum. 
ED 073 958// 


Designs for the Preparation of Vocational and 
Technical Teachers of Socioeconomically Dis- 
advantaged Youth. Final Report. 

ED 068 623 


Developing a Native American Studies Pro- 


gram. 
ED 075 133 


Doing the Media: A Portfolio of Activities and 


Resources. 
ED 069 111// 


An Educational Response to the Urban Chal- 
lenge. Urban Development Assistant Project. 


Final Report. 
ED 076 190 


Emerging Paradigms: A Problem of Choice for 


Social Studies Educators. 
ED 068 419 


Engineering Programs of Tomorrow: The Role 
of Agricultural Engineering. 
ED G78 198// 





166 Subject Index 


Engincering Related Technology: A Laboratory 
and Curriculum Design for the Newly Emerg- 
ing Technology of Pollution-Corrosion Mea- 
surement and Control. Final Report. 

ED 072 234 
Evaluation of Non-Traditional Instruction in 
Southeastern Alaska Indian School. 

ED 078 081 
Final Validation Report. Economic Analysis 


Course. 

ED 073 666// 
The First Five-Year Plan for Population Educa- 
tion with a Bibliography for Population Center 


Libraries. 
ED 074 058 
Further Education: Chapter III, Section 4. 
ED 069 970 
Helping Students Think and Value: Strategies 
for Teaching the Social Studies. 
ED 070 707// 


The Heman Street Preschool 1971-72: Report. 
ED 070 512 
Individualization of Instruction: The American 
Indian Student. Education Monograph No. 7. 
ED 075 116 
Influences in Curriculum Change. 
ED 072 536 
Instruction in the Cooperative Extension Ser- 


vice. 

ED 070 963 
Integrated Career Development Curriculum 
(ICDC) Instructional Statement. 

ED 071 818 


An Interdisciplinary Approach: An English-So- 
cial Studies-Art-Music Seminar, Senior High 


School. 

ED 066 768 
Introduction to Psychology and Leadership. 
Design and Operational Characteristics of an 
Individualized Course Development Model. 
Final Report; Part Two, Volume One. 

ED 071 276 
Introduction to Psychology and Leadership. 
Design and Operational Characteristics of an 
Individualized Course Development Model. 
Final Report; Part Two, Volume Two. 

ED 071 277 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Course Descrip- 


tion. 

ED 071 329 
Introduction to rh gy and _Leadership. 
Design Specificati 
Specifications for Pte and Course Design 
System Management and Evaluation 
Procedures. 





ED 071 347 
Issues and Concerns in Early Childhood. 
ED 077 570 
Junior High School Science: A Manual for 
Teachers. A Search for Structure. Grade 7. 
ED 072 042 
Library Technical Assistant: A Suggested Two- 
Year Post-High School Curriculum. 
ED 080 758 
Media Selections, _Macro- Sequence Chart, and 
Course Sched ic Analysis Course. 
ED 073 656// 
Middle School Curriculum Guide. 
ED 076 754// 
Milwaukee Bilingual Education Program, 1971 
- 1972. Evaluation Report. 
ED 072 077 


Mini-Versus Traditional: An Experimental 
Study of High School Social Studies Curricula. 

ED 076 471 
A Model for the Implementation of the Ele- 
mentary School Curriculum through Bilingual 


Education. 

ED 066 934 
A Model of Individualized Instruction for the 
Clinical Laboratory Occupations. The UCLA 
Allied Health Professions Project. 

ED 069 897 


Modes of Values Thinking in Curriculum. 

ED 077 131 
MODIA Applied in the Design and Cost Analy- 
sis of an Innovative Air Force Course. 

ED 077 214 
Needed: A Strategy for Housing Manag t 
Training. No. 2. Final Report. 

ED 069 974// 


Nevada Master Plan: Providing for Improved 
Educational Opportunities. Report of a Study. 
ED 079 822 
A New Kit of Tools for Designing Instruction. 
ED 080 447 
A New Look at the Broadcast Curricula. 











ED 072 473 
A Non-Graded Phased Elective English Cur- 
riculum; O. L. Smith Junior High School Su- 
perior English Program. 

ED 078 430 


Off-Campus Education: An Inquiry. 
ED 080 052 


The Performance-Based Curriculum. 
ED 077 118 


Phase I Report. Economic Analysis Course. 
ED 073 657// 
Plan of Operation for an Individualized System 


of El 

ED 066 784 
Politics of Local Control: Ramah Navajo Com- 
munity Forms a School. 

ED 076 269 


Economic Analysis 





Preliminary Tryouts. 


Course. 
ED 073 659// 


Principles of Student-Centered High-School 
English Teaching. 
ED 067 684// 


The Problem of “Student Achievement” in 
Research on Teacher Effects. 

ED 077 876 
Project Scarlett: A Demonstration Middle 


School Career Exploration Project. 
ED 072 011 


Report on Social Education in Rapidly Chang- 


ing Society. 

ED 069 955 
Review and Responses: Supplement to a Search 
for Valid Content for Curriculum Courses (Er- 
ic: ED 040 129). 

ED 080 452 


Statistical Study of Project Newgate Students, 
Ashland, Kentucky. 
ED 066 635 


Status Study of High School Speech Education 


in Texas. 

ED 079 794 
Strategies for Curriculum Development in 
Southeast Asia. A Seminar. Final Report. 

ED 078 574 
Structuring the Knowledge of Man’s Practices. 

ED 067 477 
Suggestions for Job and Curriculum Ladders in 
Health Center Ambulatory Care: A Pilot Test 
of the Health Services Mobility Study 
Methodology. 

ED 070 852 


Teacher’s Handbook for a _ Functional 
Behavior-Based Curriculum; Communicable 
Models and Guides for Classroom Use. 

ED 067 854// 


Tests. Economic Analysis Course. 

ED 073 669// 
On the Training of Radio and Communications 
Engineers in the Decades of the Immediate Fu- 


ture. 
ED 076 362// 
Typing Manuscripts and Reports. Typing 13. 
ED 070 769 
Undertaking Program Comparisons in Curricu- 


lum Evaluation. 

ED 078 090 
Uses of Written Tests in the Basic Course. 

ED 077 056 
Value Problems and Curriculum Decisions. 

ED 075 926 
Work in Progress -- Toward Mosaic Patterns 


for Community College English Programs. 
ED 071 647 


Curriculum Development 
Accident Investigation Technician Instructor 
Training Institute. Final Report. 
ED 069 848 


Achievement and Promise: Current Impact and 
Future Prospects of African and Afro-Amer- 


ican Studies. 
ED 078 778 
Achievement Expectations: A Survey of Profes- 


sional Opinions. 

ED 067 761 
Adapting Curriculums to Local Needs. 

ED 070 867 
An Administrative History of El Salvador's 
Educational Reform. Research Report Number 
8. 


ED 070 255 
Administrator’s Handbook for Art Education. 

ED 072 993 
Advanced Placement European History: A New 


Approach. 
ED 070 717 


The AIR Career Education Curriculum 
Development Project. 
ED 072 259 


Alcohol and Alcohol Safety: A Curriculum 
Manual for Junior High Level. Volume I of II. 
ED 076 899 
Alpha Project. Townsight Canada. Project 
Canada West. 
ED 073 955 


American Frontiers in Literature: The Evolu- 
tion of a Curriculum. 
ED 072 462// 


An Analytical Study of the Preparation of 
Community College Physics Teachers. 
ED 077 669// 

Annotated Bibliography on Career Education. 

ED 073 324 
Application of the National Assessment of Edu- 
cational Progress Philosophy in San Bernardino 
City Unified School District. 

ED 078 091 


An Appraisal of the First Year and Recom- 
mended Activities and Strategies of the Na- 
tional Advisory and Review Committee. Public 
Service Occupations Curriculum Project. 

ED 078 127 
An App h to C Education for 
Adults. 





ED 079 596 
Art Education Program at Kutztown State Col- 
lege. 


ED 076 534 
The Assistant Principal. A Collection of ERIC 
D tR 





ED 073 563 
Audio Visual Tutorial Development at the Mil- 


waukee Area Technical College. 
ED 074 770 


Basic Experiences - Direct and Indirect - for 
Integrating Theory and Practice in Teacher 
Education. Final Report of the Third Sub-Re- 
gional Workshop on Teacher Education. 

ED 072 016 


Battelle Research Outlook, Volume 2 Number 


2. The Schools: Organizing for Change. 
ED 073 905 


Behavioral Objectives: Language and Litera- 
ture, Grades K-12. 
ED 079 763 


Bilingual Education in a Binational School: A 
Study of Equal Language Maintenance through 
Free Alternation. 

ED 077 274// 


Biology Curriculum, Munster Senior High 


School. 
ED 080 321 
A Blueprint for the Education of the Mexican 


American. 
ED 076 294 
Bureau of Social Studies Education Newsletter. 


Volume 1, Number 3. 
ED 077 835 


Canadian Environmental Concerns: Winnipeg, 
Manitoba. Progress Report. Project Canada 


West. 
ED 071 944 
Canadian Urban Dynamics Project. Project 


Canada West. 
ED 071 947 


Can the Volkshochschulen of Today Answer 
the Requirements of Adult Education for 


Tomorrow? 
ED 070 940 


The Canurgo Report (Canadian Urban Govern- 
ment). Project Canada West. 
ED 072 989 


Cardinal Principles Report: An Educational 
Classic. 

ED 073 079 
Career Centered Curriculum Workshop Hand- 
book. 

ED 073 296 
Career Education: A Maturing Concept. 
Second Interim Report of the K-12 Project in 
Career Development and Bridging the Gap 
Between School and Work, Watertown, South 


Dakota. 

ED 069 932 
Career Education: An Annotated Bibliography 
for Teachers and Curriculum Developers. 

ED 073 297 


Career Education for Gifted and Talented Stu- 


dents. 
ED 079 905 


Careers and College Students. 
ED 074 393 





Careers Oriented Relevant Education 


(C.O.R.E.). Final Report. 
ED 079 485 


CCAF: A Lesson in Space Age Curriculum 
Development. 
ED 075 011 


A Challenge to Social Work Education: Inclu- 
sion of Content on Ethnic and Racial Minori- 
ties in the Curriculum. Social Work Education 
for Economically Disadvantaged Groups in 
Texas. Occasional Paper. 

ED 077 817 


The Change in Self-Image of Oglala Sioux 
Ninth Grade Students Through the Develop- 
ment and Testing of an Indian Culture Curricu- 
lum. Final Report. 

ED 067 172 


The Changing College Curriculum-Issues and 
Implications. Instructional Systems in Higher 
Education-Specifications for Individualization. 
ED 077 353 
The Changing Primary School. Teachers Speak 
on Adapting New Ways. 
ED 066 754// 


Chicano Educational Priorities: Mindongo, 


Hash, or Potpourri. 

ED 071 814 
A Chicano Perspective on Social Work Cur- 
ticulum Development. Social Work Education 
for Economically Disadvantaged Groups in 
Texas. An Occasional Paper of the Consortium 
of Texas Schools of Social Work. 

ED 072 892 


Chicano Studies and Rio Hondo College. 

ED 077 483 
Classroom Practices in Teaching English--1965- 
66: A Third Report of the NCTE Committee to 
Report Promising Practices in the Teaching of 


English. 

ED 076 996 
College Adapter Program Curriculum Design. 
Manpower Education Monograph Series, 


Volume Il. 
ED 074 182 
Commonwealth CAI , Consortium. E.S.E.A., 


Title Il. 

ED 076 045 
Commonwealth CAI Consortium, E.S.E.A., 
Title Il. 

ED 076 047 
Commonwealth CAI Consortium, E.S.E.A., 
Title Il. 

ED 076 048 
Compensatory Education. 

ED 074 179// 

Comprehensive School in Finland. Goals and 
an Outline for a Curriculum. 

ED 079 178 


Computer-Assisted Instruction Project. Project 


REFLECT. Final Report. 
ED 066 876 


Conference on Career Development and Pro- 


gram Articulation in Health. Final Report. 
ED 079 501 


Conference Proceedings: Community Dialog in 
Career Education Part I (San Jose, California, 


July 14, 1972). 
ED 074 238 
The Content of Arithmetic Included in a 


Modern Elementary Mathematics Program. 
ED 070 656 


Continuous Progress Program Inservice Materi- 


als. 
ED 077 914 


The Continuous School Year. The Cranston 
Quadricycle Plan for a Continuous School 
Year. Project Pacesetter. 

ED 077 119 


Coping with Conflict and Change in Our 
Global Society. Report of a Summer 1972 


ee ED 070 718 


Core Curriculum for Agriculture and Agribusi- 
ness on All Levels of Education. Final Report. 

ED 068 631 
A Core of Competence for Baccalaureate So- 
cial Welfare and Curricular Implications. 

ED 079 210 
Course Evaluation at New College 1971-72. 

ED 068 033 
Course Goals, General Introduction. An In- 
troduction to the Critique Drafts of the Course 


Goal Collections. 
ED 073 552 


Course Goals in Art, Grades K-12. Critique 
Draft. 
ED 073 555 


Course Goals in Health Education, Grades K- 
12. Critique Draft. 
ED 073 557 


Course Goals in Mathematics, Grades K-12. 
Critique Draft. 
ED 073 553 


Course Goals in Music, Grades K-12. Critique 
Draft. 

ED 073 556 
Course Goals in Physical Education, Grades K- 


12. Critique Draft. 
ED 073 554 


Course Goals in Social Science, Grades K-12. 
Critique Draft. 
ED 073 558 


Course Projections and Staffing Needs for the 
New Hiram College Curriculum. 

ED 067 070 
Current Trends in Secondary School Social 
Studies. 

ED 079 167// 

Curricular Decision Making in Selected School 
Systems. 

ED 075 914 
Curriculum Adaptation in Urban Affairs. 

ED 077 468 
Curriculum Change: Direction and Process. 

ED 072 535 
A Curriculum Designed for a Career Explora- 
tion Program in the Distributive Occupations 
for the Tenth Grade Secondary Student. Final 
Report. 

ED 070 844 
Curriculum Design -- the Problem of Specifying 
Intended Learning Outcomes. 

ED 078 542 
Curriculum Development Program, Summer 
1972. 

ED 070 431 
The Curriculum Development Project for the 
Medical Laboratory Technology Program at 
Miami-Dade Junior College, Miami, Florida. 
Final Report. 

ED 074 233 
Curriculum Development. Report of a Planning 
Conference for the NIE Planning Unit 
(Washington, D.C., December 17-18, 1971). 

ED 072 560 
A Curriculum for Psychological Development: 
Learning Psychology by Doing Psychology. 

ED 072 362 
A Curriculum Manifesto. Curriculum Bulletin. 
Volume 26, Number 314. 

ED 071 193 
Curriculum Materials 1973. 

ED 075 356 
Curriculum Materials in Career Education for 
the Disadvantaged. Appendix D of a Final Re- 
port. 

ED 072 208 
Curriculum Planning for Compensatory Educa- 
tion--a Suggested Procedure. Schools Council 
Pamphlet Number 5. 

ED 067 425// 


Curriculum Research and Development in the 
Humanities and Social Studies. 
ED 067 360 


A Curriculum to Assist Parents to Become Ad- 
vocates for Improved Title I, ESEA Programs 
and Other Related Programs. 

ED 074 180 
Decision Making at the Institutional Level. 

ED 074 619 
Democratization and Curriculum Renewal: An 
Exploratory Interdisciplinary Framework for 
Cooperative Educational Planning. 

ED 075 922 
A Descriptive Overview of the Cluster-Based 
Occupational Curriculum Development Model 
(CBOCDM). 

ED 073 252 


Designing Culturally Sensitive Curriculum 

Materials for Canadian Schools. Indian-Metis. 
ED 075 301 

tal Education Pro- 





Developing an Envi 
gram, K-12. 
ED 071 867 


Developmental Economic Education Program 
(DEEP), Product Development Report Number 
16. 


ED 067 319 
A Developmental Program of Occupational 
Education. Final Report. 

ED 080 679 


The Development and Evaluation of a Model 
for Teaching Science in the Elementary School. 
ED 072 936// 


Subject Index 167 


Development and Evaluation of Course Goals 
in Mathematics, Social Studies, Art, Music, 
Health, and Physical Education for Grades K- 
12. Final Report. 
ED 073 551 
Development and Pilot Test of a Career- 
Oriented, Peer-Instructional Model in the Of- 
fice Cluster of Business Occupations. Final Re- 
port. 
ED 075 603 
The Development of a Modular-Flexible 
Schedule Model and Its Utilization in Building 
a New Secondary School Physics Curriculum. 
ED 070 590// 
Development of a Secondary School Physics 
Program: Harvard Project Physics. Volume 1, 
Text and Appendices. Final Report. 
ED 071 874// 
Development of a Secondary School Physics 
Program: Harvard Project Physics. Volume 2, 
More Appendices. Final Report. 
ED 071 875// 
Development of a Vocational Education Cur- 
riculum for the High School Educable Mentally 
Retarded. Final Report. Summary. 
"=D 070 898 
Development of Modular Courses in Voca- 
tional Curriculum to Facilitate Individualized 
Scheduling to Meet the Occupational Objec- 
tives of Each Student. 
ED 073 234 
Development of the Fort Benning Dependents’ 
Schools Multi-Ethnic Curriculum Guide and 
Human Relations Workshop; Post-Workshop 
Evaluation. 
ED 073 180 
Development of Two Models for Improvement 
of a Combat Information Center Watch Officer 
Course: A_ Proposal for Implementation. 
Research Memo. (Final). 
ED 074 700// 
The Development of Vocational Orientation 
Packets for Use by Teachers in the Elementary 
Schools. (May 1, 1971-June 30, 1972). Final 


Report. 
ED 070 851 


The Development of Word Processing and Its 
Implications for the Business Education Profes- 


sion. 
ED 068 648 


Dilemma of Choice: Revolution in English Cur- 


ricula, 1958-1968. 
ED 078 407// 


Early Childhood Education. PREP-37. 
ED 067 516 
Economic Education Experiences of Enterpris- 


ing Teachers. Volume 10. 
ED 076 484// 


Economics in the Business Curriculum. 
ED 080 725// 
Educating for International Understanding: A 


Role for Community Colleges. 
ED 075 015 


Educational Development at Michigan State 
University. Report Number 4. 





ED 067 027 
Educational Development at Michigan State 
University. 

ED 067 030 
Educational Research and Development Unit 
Graduate School of Industrial Administration, 
Carnegie-Mellon University. Third Annual Re- 


port. 

ED 077 467 
Education for Better Living. A Study of the Ef- 
fectiveness of the Pine Ridge Educational Pro- 


gram. 

ED 077 614 
Education in the Middle Years. The First Re- 
port from the Schools Council Middle Years of 
Schooling Project. 

ED 070 677// 

The Education of the American Indian Pupils 
in Classes for the Mentally Retarded. 

ED 078 984 
Effective Academic Change is Possible: An Ex- 
ample at Hiram College. 

ED 078 760 
Ekistics. A Guide for the Development of an 
Interdisciplinary Environmentai Education Cur- 
riculum. 

ED 076 438 
An Empirical Study of a Methodology for the 
Revision of Syst tically Designed Educa- 
tional Materials. 





ED 067 877 





168 Subject Index 


English Guide: A Process for English Language 


Curriculum Building. 
ED 071 084 


An Environmental Approach to Art for Grades 
7-9. 

ED 080 289 
Environmental Studies. The Construction of an 


‘A’ Level Syllabus. 

ED 070 635 
Equalizing Multi-School Curriculum by 
Technology. 

ED 079 964 


Establishing Guideli for Career Education 
K-12: A Summer Project, 1972. 





ED 079 539 
Establishment of Process Variables for Forma- 
tive Curriculum Workshop Evaluation. 

ED 073 316// 

Ethnic Studies in Elementary Schools and 
Secondary Schools in New York. 

ED 075 558 
An Evaluation of a Curriculum for Primary 
Group Children Based on Cognitive-Develop- 
mental Theory of Moral Reasoning. 

ED 077 565 
Evaluation of a Goal-Focused Educational Pro- 
gram in Social Work. 

ED 074 136 
Evaluation of Instructional Programs. A Study. 

ED 066 788 
Evaluation of Vocational Education Projects, 
1971-1972. 

ED 072 223 
The Evergreen State College Bulletin 1972-73 
and Catalog Supplement 1972-73. 

ED 071 605 
An Experimental Curriculum Designed to 
Modify Children’s Sex Role Perceptions and 
Aspiration Levels. 

ED 078 899 
An Experimental Curriculum in the English 
Language Arts, Grades One Through Six. Final 
Report. 

ED 678 446 
An Experimental Study of the Effects of 
Teacher Participation in a Curriculum En- 
gineering Task on a Dimension of Curriculum 
Implementation. 

ED 076 538 
Explorations Into Variations On a Theme: 
Minorities and the Core Dimensions of Prac- 
ticum Instruction in Social Work Education. 
Social Work Education for Economically Dis- 
advantaged Groups in Texas. 

ED 079 171 
The Factors Affecting the Structural Growth of 
a City. Second Annual Report. Project Canada 
West. 

ED 072 987 
The Feasibility of Teaching Science via a 


Socio-Historical Approach. 
ED 070 619// 


Final Report of Title IIl--State Project No. 17- 
412-70-431, Male-Oriented Program for Boys-- 
1969-1972, Shoreline Public Schools No. 412, 
and Final Evaluation Summary of 1971 and 
1972. 

ED 079 654 
Foreign Curriculum Consultant Program for 
American Schools, Colleges, and State Depart- 
ments of Education: 1973-74. 

ED 071 536 
French in the Primary School: Field Report 
No. 2. 

ED 070 336 
The Gary, Indiana Public School Curriculum, 
1940-1970: A Local History. Final Report. 

ED 075 940 
General Principles of international Collabora- 
tion in Mathematical Education. 

ED 069 483 
Guidance and the Precess of Schooling: Con- 
siderations of Considerations of Curriculum 
and Career Education. 

ED 078 318 
A Guide for the Development of Career Edu- 
cation. 

ED 073 253 
A Guide for the Management of Special Edu- 
cation Programs. 2.C Education and Counsel- 
ing. Newday Operations Guide for Drug De- 
pendent Minor Programs. 

ED 077 150 
Guidelines for Career Awareness. 

ED 074 265 


Guidelines for Curriculum Development--En- 
vir tal Education K-12. Part I, Concepts, 
Ideas, Objectives and Principles. 





ED 068 325 
Guidelines for the Pursuit of Full Humanity in 


a Secondary English Program. 
ED 078 411// 
Handbook for Directors of Continuing Educa- 
tion. 
ED 079 607 
Handbook on the Development and Use of 
Protocol Materials for Teacher Education. 
ED 077 830 
Higher Education as a Field of Study. 
ED 076 110 
High School Geography Project. Legacy for the 
Seventies. An Analysis of the High School 
Geography Project in Relation to New 
Developments in Geographic Education World- 
wide. 
ED 068 374// 
Hiram College: New Curriculum Program. 
Final Report. 
ED 078 799 


c d Sch 1 A 





History in English 
Review of Practice and A Programme for 
Develop t: The Schools Council Project in 
History 13-16 at the University of Leeds. Occa- 
sional Paper #73-2. 

ED 080 415 


tal Approach 








Human Sci A Develop 
to Adolescent Education. 
ED 079 107// 
Identify in a Canadian Urban Community. A 
Process Report of the Brunskill Subproject. 
Project Canada West. 
ED 073 956 


Implementing Curriculum Change. Educational 
Management Review Series Number 20. 

ED 079 816 
Improving Instruction through Tailored Cur- 
riculum Development Programs. 

ED 076 519 
Indian/Metis Project. Project Canada West. 

ED 071 948 
Individualized Chemistry: A Program Designed 
to Personalize Instruction. 

ED 079 059// 


Individualizing Instruction and Guaranteeing 
Learning. 
ED 067 900// 

Influences in Curriculum Change. 

ED 072 536 
Inner City Project: Student Initiated Research 
into Problems of the Inner City. Project 
Canada West. Annual Report. 

ED 071 949 


Innovations and Teaching Today's Undergradu- 
ates. 

ED 076 138 
An Innovative Academic Plan for an Upper 
Level University. 

ED 068 023 
Institutional Methods for Developing Talent in 
Black College Students: The Thirteen-College 
Curriculum Program. 

ED 067 066 
An Instructional Systems Approach or FAA 
Student Centered Training. 

ED 066 879 
Integrated Curriculum in Methods Courses. 

ED 075 363 
The Integrated Day in an American School: A 
Curriculum Report for the Year 1968-69. 

ED 068 156// 

Integrated Shop Program Third Year Evalua- 
tion. Final Report. 

ED 072 309 
The Interaction of Three Levels of Aptitude 
Determined by a Teach-Test Procedure with 
Two Treatments Related to Area. Report from 
the Project on Development of Instructional 
Programs: Analysis of Mathematics Instruction. 

ED 071 761 
An Interactive Network for the Introduction of 
Innovations in Education: Organization, Train- 
ing, Operation, and Impact. 

ED 075 913 


Interdependence in an Urban Setting. (Second 
Annual Report). Project Canada West. 
ED 073 954 
Intermodal Transportation Careers: A Guide 
for Development of Educational Programs for 
Transportation Careers from Grade Ten 
Through Two Years of Post High School Edu- 
cation. A Report of a Workshop. 
ED 072 287// 





Internal Working D ic Analy- 


sis Course. 

ED 073 647// 
Interrelating Selected Aspects of Home 
Economics and Physical Education for a Health 
Program in the Middle School at the Sixth 


Grade Level. 

ED 068 640// 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Course Descrip- 


tion. 

ED 071 329 
Introduction to Psychology and Leadership. 
Leadership Course; Research and Evaluation 


Plans, Part I. 
ED 071 330 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Cost Effectiveness. 
071 331 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Sequencing Ra- 


tionale. 

ED 071 332 
Introduction to Psychology and Leadership. 
Leadership Course; Phase I, Course Strategy. 

ED 071 333 
Introduction to Psychology and Leadership. 
Leadership Management Course; Course 
Development Model for Phase I. 

ED 071 334 
Introduction to Psychology and Leadership. 
Typological Analysis of Student Characteristics: 


Preliminary Report. 
ED 071 336 


Introduction to Psychology and Leadership. 
Specifications of Research Test Items. 

ED 071 337 
Introduction to Psychology and Leadership. In- 
structor Guide. 

ED 071 338 


Introduction to Psychology and Leadership. 
Answer and Confirmation Sheets. 

ED 071 340 
Introduction to Psychology and Leadership. 
Research and Evaluation Plans; Part II. 

ED 071 342 
Introduction to Psychology and Leadership. 
Report of Phase II Research Findings. The 
Design and Methodology for Research on the 
Interaction of Media, Conditions of Instruction, 
and Student Characteristics for a Multimedia 
Course in Leadership, Psychology and Manage- 
ment. Part I: Conditions of Instruction. 

ED 071 345 
Introduction to Psychology and Leadership. 
Design Specifications D t Including 
Specifications for Product and Course Design 
System Management and Evaluation 
Procedures. 





ED 071 347 
Introduction to Psychology and Leadership. An 
Analysis and Evaluation of Instructional 
Methodology for a Multimedia Course in 
Leadership, Psychology, and Management. 
Phase Ill, Evaluation Report. 

ED 071 349 


Introduction to Psychology and Leadership. 
Report of Phase III Research Findings: For a 
Multimedia Course in Leadership, Psychology 
and Management. 

ED 071 350 
Introduction to Psychology and Leadership. 
Management Design: Procedures for Adminis- 
tration of a Multimedia, Individualized Course 
in Leadership, Psychology and Management. 

ED 071 351 
Introduction to Psychology and Leadership. A 
Behavioral Approach to Instructional Design 
and Media Selection. 

ED 071 355 
An Investigation in Elementary Science Cur- 
riculum, Employing ptual Sch 
Approach. 





ED 072 916 
An Investigation of the Relationships Among 
Selected Attitudinal-Per lity Characteristics 
and Success of Teachers in Installing an In- 
novative Elementary Science Curriculum. 
ED 070 567// 
Invitational Conference on Testing Problems 
(New York, October 28, 1967). 
ED 080 541 





Iterim Report-Summer Institute. 

ED 075 279 
A Junior High School Industrial Technology 
Demonstration Program The World of Con- 
struction, 1969-1970. Final Report. 

ED 075 661 





Knowledge, Skills, and Thought Processing of 
the Battalion Commander and Principal Staff 


Officers. 

ED 068 778 
Learning Activity Packages. 
ED 073 063 
Learning More About Learning. Papers from 
the Third ASCD (Association for Supervision 
and Curriculum Development) Research In- 


stitute. 

ED 072 429 
Logical Operations Instruction in the 
Preschool. Interim Progress Report - Hatch 
Research Project 142-1769, March, 1973. 

ED 078 912 
A Look at External Degree Structures. 

ED 068 070 
A Look at Minority Education Today with Im- 
plications for the Teaching of English. 

ED 067 927 


Macro Content and Operational Systems Flow 


Chart. 
ED 073 649// 

A Man for Tomorrow's World. 

ED 072 533 
Manpower Research on the Utilization of Bac- 
calaureate Social Workers: Implications for 
Education. Volume II. 

ED 067 984 


Materials, Ideas, and Questions to Serve as a 
Basis for Preparing a Position Paper Regarding 
the Development and Implementation of In- 
structional Programs in Environmental Educa- 


tion (K-12). 

ED 076 412 
Materials & Methods In Adult Education. 

ED 067 545// 

Measure and Find Out. 

ED 076 339 
Meeker Schools ICDC [Integrated Career 
Development Curriculum] Implementation 


Case Study. 

ED 079 008 
Michigan Education A iation, Division of 
Minority Affairs, Annual Report, August 1972. 

ED 069 446 
Minnesota Metropolitan State College: A New 
Institution for New Students. 

ED 068 021 


Model Curricula for Vocational and Technical 
Teacher Education: Report No. IV. A Founda- 
tion for Performance-Based Instruction. Final 


Report. 

ED 067 509 
Model Curricula for Vocational and Technical 
Teacher Education: Report No. V. General Ob- 


jectives, Set Il. 
ED 069 845 


A Model for Preschool-Primary Teacher Edu- 
cation. 





ED 069 605 
A Model Plan for a Career Education Curricu- 
lum Laboratory. Final Report. 

ED 079 553 


The MODIA Questionnaire for Curriculum 


Analysis. 

ED 074 738 
Multiple Activities Program: An Evaluation. 
ESEA Title I, September 1971 to August 1972. 

ED 076 732 
The Nature of the Curriculum for the Eighties 
and Onwards. Report on a Workshop Held at 
the Reinhardswaldschule (Kassel, Germany, 


June 29-July 4, 1970). 

ED 080 503 
New Approaches to Undergraduate Education. 

ED 077 374 
New Vistas for the Community College. 
Revised Edition. 

ED 070 978 


The Non-Course: Innovation in the Undergrad- 
uate Curriculum. 
ED 068 006 


A Non-Graded Phased Elective English Cur- 
riculum; O. L. Smith Junior High School Su- 
perior English Program. 

ED 078 430 


The Northern Eskimos of Alaska. A Source 


Book. 
ED 075 144 





Nutrition Education Guide. 
ED 068 281 


Oakton Community College Curriculum Re- 


port. 

ED 080 104 
Objectives for Career Education at the Elemen- 
tary Education Level. 

ED 078 137 


Occupational Analysis: Hospital Radiologic 
Technologist. The UCLA Allied Health Profes- 


sions Project. 

ED 069 902 
Occupational Analysis: Medical Office 
Assistant. The UCLA Allied Health Professions 
Project. 

ED 069 903 
Occupational Analysis: Nursing Unit Adminis- 
tration (Ward Administration). Interim Report. 
The UCLA Allied Health Professions Project. 

ED 069 898 
Occupational Analysis of Social Service in 
Medical Care Facilities. The UCLA Allied 
Health Professions Project. 


ED 069 899 
Occupational Therapy Job Descriptions. 
Develop t of O 





e pational Therapy Job 
Descriptions and Curricula through Task Anai- 
ysis. Report Number One. 

ED 078 170 


Oklahoma in the World: Guide to the Improve- 
ment of the Teaching of Modern Foreign Lan- 


guages. 

ED 074 843 
Open Schools for Children. 

ED 069 035 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part Two of Three Parts 
- Development). Final Report. 

ED 066 842 


Organizational and Technical Aspects of Edu- 
cational Change. 
ED 071 160 


Outline of a General Theory of Culture 


Change. 
ED 079 749 


An Overview of MODIA: A Method of Desig- 
ning Instructional Alternatives for Air Force 
Training. 

ED 074 739 
Papers On a Career Education Curriculum. 

ED 080 786 
A Paper Tiger in an Academic Jungle. 

ED 073 725 
Penn Women’s Studies Planners Summer Pro- 
ject Report. A Descriptive Analysis of the 
Results of a National Survey. 

ED 071 620 
People and Politics. Senior Division. 

ED 068 420 
A Performance-Based Plan for Evaluation of 
Student Progress. 

ED 076 522 


Population and Family Education. Report of an 
Asian Regional Workshop. 
ED 068 328 


Portal Schools Project, First Year Report. 

ED 067 734 
Possible Restructuring of the College Entrance 
Examination Board’s American History and So- 
cial Studies Achievement Test: The Changing 
Relationship in the Secondary Schools Between 
American History and the Social Studies. 

ED 070 715 
Precis of the Academic Plan. 

ED 068 024 
[Preliminary Report of the Educational Pro- 
gram at Oberlin College.) 

ED 068 013 


The Preparation of Dissemination Media for 
it about Religion in Public Education. 
Project Final Report. 

ED 080 417 


Primary Test of Economic Understanding. Ex- 
aminer's Manual. Revised Edition. 
ED 080 396// 

Probleme Der CurriculumForSchung Im Ele- 
mentarbereich Aus Der Anglo-Amerikanischen 
Sicht. (Problems in Curriculum Development 
in the Elementary School from the Anglo- 
American Model). 

ED 068 179 
Procedural Manual for Task Analysis and Cur- 
riculum Guide Development. Development of 
Occupational Therapy Job Decriptions and 
Curricula Through Task Analysis. Report 
Number Three. 

ED 078 173 


Proceeding of Conference on Multi-Ethnic 
Curriculum and the Changing Role of the 


Teacher. 
ED 074 159 
Proceedings: National Conference on Bilingual 
Education (Austin, Texas, April 14-15, 1972). 
ED 080 282 


Subject Index 169 


Process Education: The New Direction for Ele- 
mentary-S dary School 





ED 067 728// 

Professional Preparation of the Elementary 
School Physical Education Teacher. 

ED 077 908 
A Program for the Creation of a Biotechnical 
Curriculum. Annual Report. 

ED 078 823 
A Progress Report of Econ 12: Design and 
Evaluation of a 12th Grade Course in the Prin- 
ciples of Economics. 

ED 067 354 
Project Canada West. Kistu’Pewin, Volume I, 
Number 2. 

ED 068 394 
Project FICSS (Focus on Inner City Social Stu- 
dies). Final Report. 

ED 070 693 
Project Five to Nine. Project Canada West. 

ED 072 990 
Project Interface: A Systems Model for Ele- 
mentary School Curriculum Evolution and 


Teacher Education. 
ED 079 238 


Project Media Now--A Bold Look at New Cur- 


ricula. 
ED 074 500 


Project People of Peoria: Career Awareness 
and Exploration. 

ED 068 684 
Project PROBE. Final Program Report. 

ED 079 242 
Project Scarlett: A Demonstration Middle 
School Career Exploration Project. 

ED 072 011 
A Project To Improve the Administration and 
Management of the Curriculum in Kentucky. 
Final Report. 

ED 066 803 
Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated Grades | through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experiences Relevant to 
General Education. Final Report. 

ED 080 682 
Prologue to the Women Studies Program, 
University of Pittsburgh. 

ED 074 890 


Proposal for a Department of Women’s Studies 
at the University of Pennsylvania. 
ED 070 414 
Proposal for Quality Education. 
ED 069 456 
A Rationale for Building a Comprehensive 
Science Program for Inner-City Education. 
ED 069 485// 
Reactions and Reason, An_ Introductory 
Chemistry Module. ([Student’s Text and 
Teacher's Guide.] 
ED 076 406// 
Reading: Process and Program. 
ED 072 431 
Recommendation for Enhancing the Educa- 
tional Process for Hispano Students in the 
Denver Public Schools. 
ED 069 455 


Reform in Graduate Education. 

ED 067 014 
The Rehabilitation Specialist Program. A Re- 
port of a Demonstration Project for The 
Development of a Training Course for Housing 
Rehabilitation Specialists. 

ED 080 115 
The Relationship of Curriculum to School Dis- 
trict Organization. 

ED 074 570// 

Relevance in the Curriculum. Ontario Associa- 
tion for Curriculum Development Annual Con- 
ference (21st, Toronto, Ontario, November 9- 


11, 1972). 

ED 077 125 
The Reorganized Teacher Education Program 
at the College of Emporia. 

ED 074 041 
Report of Assessment and Development--IN- 
CE’s Department of Correspondence Instruc- 
tion. 

ED 078 299 
Report of the ad hoc Committee on Women 
Studies, College of Arts and Sciences. 

ED 070 415 
Report of the New York State Commission on 
the Quality, Cost and Financing of Elementary 
and Secondary Education. Volume 2. 

ED 069 841// 

A Report of the Sullivan County Festival of the 
Arts, 1968 to 1971. 





170 Subject Index 


ED 080 433 
Report on an Individualized Reading Skills and 
Social Science Program in Progress. 

ED 069 654 
{Report on the Summer Institute on the 
Teaching of Humanities at Miles College in 
1969.} 

ED 068 011 
Research and Curriculum Development for an 
Exploratory Work Experience Program--10th 
Grade. Final Report and Appendices. 

ED 070 856 
Research Procedures for Comprehensive Edu- 
cational Planning: Curriculum and Instructional 


Practices. 

ED 077 085 
A Resource Guide for Teaching Chicano Stu- 
dies in Junior and Senior High Schools. 

ED 080 223// 

Resources for Performance-Based Education. 

ED 076 555 
Review and Analysis of Instructional Per- 
formance Objectives in Vocational Education 


Curriculum. 

ED 080 668 
Review and Responses: Supplement to a Search 
for Valid Content for Curriculum Courses (Er- 
ic: ED 040 129). 

ED 080 452 


A Review of British Science Curriculum Pro- 
jects, Implications for Curriculum Developers. 

ED 076 427 
A Review of Curriculum Development for 
Library Technicians in Junior Colleges. 

ED 071 653 
Revised Instructional Modules for Senior High 
Social Studies. 

ED 073 973 
Science Education News, December 1972: 
Trends in Science Education. 

ED 072 964 
Secondary Schooi Mathematics Curriculum Im- 
provement Study Information Bulletin 7. 

ED 077 720 
Selected Comparisons of Teacher and Curricu- 
lum Characteristics Related to Educational In- 
novation for the Great Plains. 

ED 074 571// 


Self-Paced Physics, Documentation Report, 
Final Report 5.0. 
ED 075 254 


Self-Paced Physics, Documentation Report, 
Management System Report 5.4a. 

ED 075 255 
Self-Paced Physics, Documentation Report, 
Revision Process Documentation 5.5. 

ED 075 259 
Self Study Report: Department of Agricultural 
Information, North Carolina State University. 

ED 066 646 
Short Courses in the Social Studies. 

ED 080 444 
Social Aspects and Considerations of Career 


Education. 

ED 072 273 
The Social Studies Curriculum and Stan- 
dardized Achievement Tests. 

ED 073 124 


Social Studies Curriculum: Pressures, Problems 
and Prospects. 
ED 079 176// 

Social Studies: Grade 12: Advanced Economics 
(One Semester). 

ED 079 185 
Social Studies Guidelines, K-12. 

ED 079 202 
Social Work Education Project. Final Report. 

ED 067 978 
Sourcebook for Environmental Education. 

ED 079 103// 

South Central Kansas Elementary Math- 
Science Project - SOCKEMS 71. 

ED 076 331 
Staff Utilization for Continuous Progress Edu- 
cation. Science K-8 Scope and 
Sequence. 

ED 077 770 
Starting Point for Curricular Change. A 
Predisposition and Suitability Measure for 
Client Groups. 

ED 075 915 
Statewide Conference on Migrant Education 
(State University College in Geneseo, New 
York, July 8, 1971). 

ED 069 460 
In Step with the States. A Comparison of State 
and Indian Service Educational Objectives and 
Methods. 


ED 077 615 
Strategies for Curriculum Development in 
Southeast Asia. A Seminar. Final Report. 

ED 078 574 
A Strategy for Curriculum Development in 
Teacher Education. 

ED 075 397 


A Study of Current Practices in Technical Vo- 
cational Curriculum Development in Communi- 
ty Colleges of the Western States. 

ED 068 660// 


A Study of Desired Student Involvement in 
Five Selected Areas of Decision Making in 
High Schools in Maryland School Systems. 

ED 075 748 
A Study of the Clinical Laboratory Occupa- 
tions. The UCLA Allied Health Professions 


Project. 

ED 069 904 
A Study of the Effects of the Installation of a 
Curriculum Engineering System. 

ED 075 499 


Styles of Curriculum Development. A Report 
of an International Conf Monticello, Il- 
linois, September 19-23, 1971). 





ED 077 122 
A Summary and Evaluation of Project PROBE: 
A Planning Grant. 

ED 079 200 
A Summary of Findings and Recommendations 
for Curriculum Development Needs Assess- 
ment of the Educable Mentally Retarded in 
Baker, Bradford and Union Counties. 

ED 079 880 
Supervision of Student Teachers: A New Con- 
cept. 


ED 074 029 
Rd ti. 





A Survey of Existing C 
Practices in New Jersey Schools. 

ED 067 507 
A Survey of Practices in Hospital Pharmacies. 
The UCLA Allied Health Professions Project. 

ED 069 900 
Systems Approach to Teacher Training and 
Curriculum Development: The Case of 
Developing Countries. 

ED 066 831 


Systems for Multicultural Education Planning 
Framework. Volume 1, Volume 2, and Summa- 


ry. 
ED 072 143 
A Systems Procedure Manual for Conducting a 
Needs Assessment. 
ED 079 879 


Teacher Inservice Training for Career Educa- 
tion Projects in Mississippi. Final Report (June 
1, 1971-June 30, 1972). 

ED 073 290 


{Teacher Preparation Program.] 
ED 074 039 


Teacher Resource Bibliography for Marketing 
and Distribution and Distributive Education, 


1968-1971. 

ED 079 474 
Teacher Sensitivity to Curricular Forces. 

ED 075 394 
Teaching About Basic Legal Concepts in the 
Junior High School. 

ED 080 432 


Teaching About Latin America. 

ED 071 962 
Teaching Envir tal Studies in the Primary 
and Middle School. 





ED 072 967// 

Teaching Methods and Materials Centre, 
University of Papua and New Guinea: Annual 
Report, 1971. 

ED 071 483 
Teaching Modern Languages Across the Ability 
Range: CILT Reports and Papers 8. 

ED 070 335 
Teaching Sclected Geometry Topics Via a 
Computer System. 

ED 078 666 


A Tentative Framework for Developing Com- 
prehensive K-12 Career Education. Career 
Education, K-12--The World of Work. 

ED 067 503 
Tentative Plans for a Suggested Revision for 
Social Studies, Division I. 

ED 068 418 


Third Annual Report to the Governor and the 
Legislature, Utah State Board of Higher Educa- 
tion, 1971-1972. 

ED 076 107 


Thirteen-College Curriculum Program. 
ED 067 068 


This Is TCCP. 


ED 071 583 
The ‘‘Three Plus"’ System. 

ED 066 797 
Towards Devolution in the Control of Educa- 
tion on a Native Reserve in Alberta: The Hob- 
bema Curriculum Story. 

ED 071 829 


On the Training of Radio and Communications 
Engineers in the Decades of the Immediate Fu- 


ture. 
ED 076 362// 
Training Paraprofessionals for the Deaf. The 
Planning and Developing of a Training Pro- 
gram to Provide Increased Services to the Deaf 
in Occupational Development. 
ED 076 791 


A Training Program for Supervisors for Evolve- 
ment of Skills in Curriculum Development and 


Evaluation. Final Report. 
ED 071 166 


Translating a Theoretical Curriculum Model 


into Instructional Decision Making. 

ED 078 935 
Trends in Teacher Education. Number 12, 
Trends in the Ruralization of Primary School 
Curriculum in the Seventies and the Role of 
Teacher Education Institutions in Asian Coun- 


tries. 
ED 075 118 
Two-Way Mirror. Anthropologists and Educa- 
tors Observe Themselves and Each Other. 
ED 080 395// 
Undergraduate Social Work Education for 
Practice: A Report on Curriculum Content and 


Issues. 

ED 074 894 
Urbanization as Seen Through Canadian 
Writings. Project Canada West. 

ED 072 988 


Validation of Curriculum in Vocational-Techni- 


cal Education. 
ED 070 866 


Variable Modular Scheduling. Effective Use of 
School Time, Plant, and Personnel. New 
Directions in Education. 

ED 071 200// 


Vocational Education Curriculum Guide for 
the High School E.M.R.: A Field Test Copy. 
Research Monograph Number 11, Volume 2. 
ED 070 901 
A Vocational Technical Institute Developmen- 
tal Program for Commercial Fisheries. Final 


Report. 

ED 068 087 
Western Regional Conference on Testing 
Problems (8th, Los Angeles, California, May |, 
1959). Measurement Implications of Recent 
Curriculum Developments. 

ED 079 419 


Wholeness in Learning: A Curriculum Guide 
for Foreign Language Programs in the Middle 


Grades. 

ED 076 068 
Women in the Work Force: Development and 
Field Testing of Curriculum Materials. Final 


Report. 
ED 072 175 
A World Curriculum for United States Schools. 
ED 075 284 
The York County Board of Education: A Study 
in Innovation. Profiles in Practical Education 
a 


No 
ED 069 031// 


Curriculum Enrichment 

Cultural Enrichment Program. Saint Martin 
Parish. End of Project Report. 

ED 079 218 
An Experimental Study of the Effects of 
Teacher Participation in a Curriculum En- 
gineering Task on a Dimension of Curriculum 
Implementation. 

ED 076 538 


Innovative Projects in Distributive Education. 
ED 073 274 
Where the Learning Is. 
ED 079 651 


Curriculum Evaluation 
Analysis of Skills Needed by Graduates of As- 
sociate Degree Insurance Major. Final Report. 
ED 075 616 
Anthropology for the Schools: An Analysis of 
Selected Anthropology Curriculum Projects 
and Units with Content Ratings by Professional 
Anthropologists. 
ED 067 328 





Carnegie-Mellon University Social Studies Cur- 
riculum Project. A New History of the United 
States: An Inquiry Approach. 

ED 067 308 


Carnegie-Mellon University Social Studies Cur- 
riculum Project. Introduction to the Behavioral 
Sciences: An Inquiry Approach. 

ED 068 375// 


Computer-Assisted Instruction Project. Project 


REFLECT. Final Report. 
ED 066 876 


Course Goals, General Introduction. An In- 
troduction to the Critique Drafts of the Course 
Goal Collections. 

ED 073 552 


A Critical Analysis of Three Case Examples of 


Humanities Education Programs for Adults. 
ED 071 087// 


Critical Components of Flight Instruction as 


An Evaluative Study of Auto Mechanics and 
Aut tive Technology Programs and Curricu- 
la. Final Report. 





ED 079 469 
An Experimental Curriculum in the English 
Language Arts, Grades One Through Six. Final 


Report. 

ED 078 446 
An Experimental Study of the Effects of 
Teacher Participation in a Curriculum En- 
gineering Task on a Dimension of Curriculum 
Implementation. 

ED 076 538 
Final Report of the Evaluation of the Directed 
Learning Program of the Hempstead Public 
Schools, pstead, N.Y., During its Third 
Year, 1971-1972. ESEA Title I. 





ED 072 134 
A Formative Evaluation of ME NOW, Life 
Sci for the Educable Mentally Han- 





Perceived by Instructor Pilots and Student 
Pilots. 
ED 079 567// 
Cultural Enrichment Program. Saint Martin 
Parish. End of Project Report. 
ED 079 218 
The Current Status of the Humanities in the 
Curriculum of the Public Schools of Colorado. 
ED 079 721// 
Curriculum Materials Analysis. Educational 
Research Council of America: Concepts and 
Inquiry. Communities at Home and Abroad: 
American Communities, Grade 2. 
ED 071 926// 
Developing and Evaluating ‘‘Patterns”’. 
ED 077 686 
The Development and Application of a Struc- 
tured Procedure for the In-Context Evaluation 
of Instructional Materials. 
ED 068 491 


Development of a Secondary School Physics 
Program: Harvard Project Physics. Volume 1, 
Text and Appendices. Final Report. 

ED 071 874// 
Develop tofaS dary School Physics 
Program: Harvard Project Physics. Volume 2, 
More Appendices. Final Report. 





ED 071 875// 
Development of Two Models for Improvement 
of a Combat Information Center Watch Officer 
Course: A _ Proposal for Implementation. 
Research Memo. (Final). 

ED 074 700// 
The Dynamics of English Instruction: Grades 7- 
12. 

ED 075 816// 
The Effectiveness of a Uniform Traffic School 
Curriculum for Negligent Drivers. Highway 
Research Final Report. 

ED 070 859// 


Effects of a Less Prescriptive, Student-Cen- 
tered College Curriculum on Satisfaction, At- 
titudes and Achievement. 

ED 069 798 
English Guide: A Process for English Language 
Curriculum Building. 

ED 071 084 
Evaluation and Implementation of the Concep- 
tual Skills Program. 

ED 073 845 
Evaluation in the Social Studies: A Critical 
Review of the Literature. 

ED 071 946 
Evaluation Model for Career Programs. Final 
Report. 

ED 072 775 
An Evaluation of a Curriculum for Primary 
Group Children Based on Cognitive-Develop- 
mental Theory of Moral Reasoning. 

ED 077 565 
Evaluation of a Goal-Focused Educational Pro- 
gram in Social Work. 

ED 074 136 
Evaluation of an Environmental Science 
Laboratory Curriculum. 

ED 077 757// 

Evaluation of Electronic Data Processing Cur- 
ricula in the Dearborn Public Schools. 

ED 071 429 
Evaluation of Experiences with the Use of “*- 
Healthy, That’s Me”, Volume I. 

ED 073 822 
Evaluation Reconsidered. A Position Paper and 
Supporting Documents on Evaluating Change 
and Changing Evaluation. 

ED 080 453 


dicapped, Intermediate Grades (11-13 years). 
Final Report. 
ED 071 263 


Graduating Seniors Look Back at Their Fresh- 


man Year in College. 

ED 067 067 
Handbook on the Development and Use of 
Protocol Materials for Teacher Education. 

ED 077 830 
High School Geography Project. Legacy for the 
Seventies. An Analysis of the High School 
Geography Project in Relation to New 
Developments in Geographic Education World- 


wide. 
ED 068 374// 
Implementing Curriculum Change. Educational 
Management Review Series Number 20. 
ED 079 816 
In-Service Education Based on Program 
Evaluation: An Assessment of the Immediate 
Perceived Benefits Resulting from an Evalua- 


tive Process. 
ED 074 074 
An _ Instrument for Assessing Elementary 


Science Curriculum Projects. 
ED 080 358 


Integrated Shop Program Third Year Evalua- 


tion. Final Report. 
ED 072 309 


Intra-Urban Unit: ETS Evaluation Report, 
Limited Field Trials. High School Geography 


Project. 

ED 069 583 
Measurement of Affective Behavior Changes in 
Students in an Innovative Engineering Course. 


Final Report. 
ED 073 948 


A Model of Curriculum Evaluation Applied to 
a University Baccalaureate Program. 

ED 079 327 
The Paracollege Image: A Study of Students’ 
Attitudes. 

ED 069 229 
The Perceptions of a Selected Group of High 
School Seniors Toward Their Secondary En- 


glish Program. 

ED 078 408// 
Professional Competence Core: An_ Inter- 
disciplinary Curriculum for Undergraduates-- 


Evaluation Package. Final Report. 
ED 072 764 


A Progress Report on a Plan for Curriculum 


Assessment in American Samoa. 
ED 074 200 


Public Supported Instruction in Animal Science 
in Iowa. 

ED 069 853// 
Recommended English Language Arts Curricu- 
lum Guides K-12 and Criteria for Planning and 


Evaluation. 

ED 067 630 
Research and Evaluation in the El Salvador 
Project of Educational Reform: Some Prelimi- 
nary Research Findings from the First School 


Year, 1969. 
ED 067 894 


Review and Analysis of Instructional Per- 
formance Objectives in Vocational Education 


Curriculum. 

ED 080 668 
The Review of and Reaction to Selected 
Anthropology Projects by Professional 
Anthropologists. 
ED 071 983 
Educati 





The Science and 
Backg ds and Sci 





Attitudes of Young 


Subject Index 171 


Teachers in Elementary Schools Operated by 
Congregations of the Lutheran Church-Missou- 
ri Synod. 
ED 076 318// 
Science [Education K-12, Administrator's 
Planning Guide. 
ED 076 355 
A Social Studies Curriculum for a Modern 
World. The Marin Social Studies Project. Final 
Report. 
ED 070 708 
Some Questions and Answers about Planning 
Phase-Elective Programs in English. 
ED 073 455 
The Student as Godfather? The Impact of Stu- 
dent Ratings on Academia. 
ED 079 338 
A Study of Current Practices in Technical Vo- 
cational Curriculum Development in Communi- 
ty Colleges of the Western States. 
ED 068 660// 
Teacher Sensitivity to Curricular Forces. 
ED 075 394 
Texas Education Product Study. Digest of Final 
Report. 
ED 080 734 
Texas Education Product Study, Volume 1. 
Final Report. 
ED 080 735 
Texas Education Product Study, Volume 2. 
Final Report. 
ED 080 736 
Texas Education Product Study, Volume 3. 
Final Report. 
ED 080 737 
Toward More Active Learning. 
ED 067 069 
Using Non-Participant Observation in Curricu- 
lum Assessment: A Case Example. 
ED 075 295 
Vocational Education and Guidance: A System 
for the Seventies. 
ED 068 657// 
What Is Humanistic Education? 
ED 076 556// 
The World of Manufacturing, 1970-71. A Ju- 
nior High School Industrial Technology Exem- 
plary Program. Final Report. 
ED 068 690 


Curriculum Guides 

The 1970-71 Revision of the Five-Year Master 
Plan for Inservice Teacher Education. 

ED 079 262 
Activities for the Early Development of Per- 
ceptual Skills. 

ED 072 853 
Advanced Biology [Sahuarita High School 
Career Curriculum Project.] 

ED 080 372 
Advanced Botany (Sahuarita High School 
Career Curriculum Project}. 

ED 080 376 
Advanced Competitive Forensics, Speech: 
5115.130 

ED 068 953 
Advanced Oral Interpretation of Literature, 
English, Speech: 5114.109 

ED 071 070 
The AIR-BAVTE Career Education Curricu- 
lum for Grades K-9. Summary Information. 

ED 080 717 
Alcohol and Alcohol Safety: A Curriculum 
Manual for Elementary Level. Volume | of Il. 

ED 072 382 
Alcohol and Alcohol Safety: A Curriculum 
Manual for Senior High Level. Volume I of II. 

ED 072 383 
Alcohol and Alcohol Safety: A Curriculum 
Manual for Junior High Level. Volume I of Il. 

ED 076 899 
Alcohol and Alcohol Safety. Volume II of Il. A 
Curriculum Manual for Elementary Level. A 
Teacher's Activities Guide. 

ED 072 384 
Alternatives for Man and _ Environment, 


Revised Curriculum. 
ED 071 856 
Anatomy External [Sahuarita High School 


Career Curriculum Project]. 
ED 080 374 


Animals from the Outside In, Science (Experi- 
mental): 5314.01. 
ED 079 138 


Area Fish and Game Ecology [Sahuarita High 
School Career Curriculum Project.] 
ED 080 377 





172 Subject Index 


Art for South Dakota Schools. 
ED 076 594 


Atlanta Public Schools German Guide. 
ED 073 714 


Atlanta Public Schools Latin Guide. 
ED 071 535 


Atlanta Public Schools Russian Guide. 

ED 073 713 
Atlanta Public Schools Spanish Guide. 

ED 073 712 
Basic Training Programme for Library Techni- 


cians in Mexico. 
ED 077 526 


Bear Creek, Alabama - Teachers’ Workshop in 
Environmental Education (Hodges, Alabama, 
June 14-18, 1971). 

ED 077 695 


Becoming an Adult. Home and Family Educa- 
tion: 6763.05. 
ED 068 881 


A Beginner’s Approach to Science with Lines, 
Games and Charts. 

ED 071 766 
Behind the Curtain, English, Drama: 5113.50. 

ED 078 441 
Biology, epee and Higher Grades, Syl- 

and S Question Papers. 
ED 076 350// 

Biology (Sahuarita High School Career Cur- 
riculum Project. ] 

ED 080 371 


A Black Curriculum for Early Childhood Edu- 
cation: Teaching Units. 





ED 069 374 
Botany [Sahuarita High School Career Curricu- 
lum Project.} 

ED 080 375 
Brotherhood Through Education: A Guide for 
Teachers of American Indians. 

ED 075 154// 

Business Education Curriculum Guides for the 
70's. 

ED 072 201 
Career Education for Leisure Occupations: 
Curriculum Guidelines for Recreation, 
Hospitality, and Tourism. 

ED 079 538 
Career — and Curriculum Guide: Housing 
M . Resident Selection and Occupan- 
cy Trainee, presen Security Aide, Resident 
Security Officer, Security Officer Il, Communi- 
ty Security Aide. Instructor’s Manual. 

ED 079 598 
Career Ladder and Curriculum Guide. Entry 
Position: Code Enforcement Aide, _ Level 
Position: Code Enf Pp , Goal 
Position: Code Enforcement Inspector ut "Entry 
Position: Zoning Inspector Aide, Mid-Level 
Position: Zoning Inspector I, Goal Position: 
Zoning Inspector II. Instructor's Manual. 

ED 079 599 
Career Motivation: Curriculum Guide for 
Grades K-6. Ohio’s Career Continuum. 

ED 075 641 
Catalysts: A General Eclectic Handbook. 

ED 073 470 
Chemistry, Ordinary and Higher Grades, Syl- 
labuses and Notes. 








ED 076 351// 
Chemistry [Sahuarita High School Career Cur- 
riculum Project}. 

ED 080 378 
cl Com tion: A Flexible Teacher 
Training Program in Interpersonal Communica- 
tion. 





ED 079 793 
College Adapter Program Curriculum Design. 
Manpower Education Monograph Series, 
Volume Il. 

ED 074 182 
Communication Department Courses of Study: 
Non-Graded Mini Courses, Grades 10, 11, 12. 

ED 074 550 
Communication Skills: Reading-English, Levels 
3 and 4. 

ED 070 083 
Communication: Speaking and Listening; A 
Communication Skills Curriculum and Inter- 
disciplinary Resource Guide for Junior High 


Schools. 

ED 079 769 
Communication/Speech. 

ED 074 538// 

Composition C-D [Grades 3 and 4]; Teacher's 
Guide. 

ED 075 853 
[Composition: Grade 6; Teacher's Guide.] 

ED 075 855 


{Composition: Grade Five; Teacher’s Guide.] 

D 075 854 
Computer Assisted Remedial Education: Early 
Identification of Handi Children. Syl- 
labus. 





ED 076 050 
Concepts of Music for the Young Child. 
ED 071 771 
A Conceptual Scheme for Population-Environ- 
ment Studies. Experimental Edition. 
ED 071 842// 
Consumer Education for High Schools. 
ED 068 675// 
The Consumer Looks at His Automobile In- 
surance. 
ED 068 845 
A Continuous Learning and Developmental 
Reading Program. Elementary Curriculum 
Guide. 
ED 072 044// 
Cooperative Business Education - 7725 (Rein- 
forcing Knowledge of Grammar): Department 
48 - Course 7725.08. 
ED 068 940 
Counting. 
ED 077 689 
A Course of Study in English for Grade Seven. 
ED 068 917 
A Course of Study in English for Grade Eight. 
ED 068 918 
A Course of Study in English for Grade Nine. 
ED 068 919 
A Course of Study in English for Grade Ten. 
ED 068 920 
A Course of Study in English for Grade Eleven. 
ED 068 921 
A Course of Study in English for Grade 
Twelve. 
ED 068 922 
Creative Writing: Informal Prose, English: 


$111.38. 
ED 068 963 


A Curriculum Activities Guide to Population 


and Envir 

ED 080 349 
A Curriculum Activities Guide to Solid Waste 
and Environmental Studies. 





ED 080 348 
Curriculum for the Intellectually Disabled 
Trainable. 

ED 069 079 
Curriculum Guide for Adult Education 
Teachers. 

ED 073 356 
Curriculum Guide for Exceptional Learners, 
English-Reading: 7-8. 

ED 074 503 
Curriculum Guide for Interpreter Training. 

ED 074 656 
Curriculum Guide for Latin, Grades VI-XII. 

ED 069 169 
Curriculum Guide for Non-English Speakers, 


Grades 9-10. 
ED 071 521 


A Curriculum Guide for Teachers of Educable 
Mentally Handicapped. 
ED 079 881 


Curriculum Guide for Teachers of Trainable 
Mentally Retarded Children. 

ED 067 805 
Curriculum Guide for the Language Arts: Kin- 
dergarten - Grade 6. 

ED 068 957 


A Curriculum Guide for the Mid-Alabama 
Adult and Vocati ti Demonstra- 
tion Center. 





ED 066 651 
Curriculum Guide for the Trainable Mentally 
Retarded in Primary, Intermediate and Secon- 
dary Curricula. 

ED 072 568 


Curriculum Guide Functional Level A Excep- 
tional Child Program. 
ED 074 657 


Curriculum Guide Functional Level B Excep- 
tional Child Program. 

ED 075 976 
Curriculum Guide: Human _ Relations in 
Management. Instructor’s Manual: I, Student 


Workbook: Il 

ED 079 600 
Curriculum Guide in Occupational Preparation 
for the Disadvantaged and Handicapped. 

ED 069 084 
Curriculum Guide: Life Skills Course for Cor- 


rections. 
ED 070 845 
Curriculum Materials 1973. 


ED 075 356 
Debate in the Secondary School, MSA Curricu- 


lum Guide 4. 
ED 069 000 


Desert Biology [Sahuarita High School Career 


Curriculum Project. ] 
ED 080 373 


A Developmental Language Program. 
ED 079 904 
Development of a Performance Based Teacher 


Education Curriculum. Final Report. 
ED 079 283 





Development of the Fort B g D 
Schools Multi-Ethnic Curriculum Guide and 
Human Relations Workshop; Post-Workshop 


Evaluation. 

ED 073 180 
Di ion in the S dary School, MSA Cur- 
riculum Guide 5. 





ED 069 001 
Distributive Education | - 8726 (Communica- 
tion Skills Relating to Marketing and Distribu- 
tion), Department 48: 8726.03. 

ED 067 691 


Drama Curriculum: Levels C-D [Grades Three 
and Four], Teacher’s Guides; Supplementary 
Material: The Hammer of Thor and The 
Squire’s Bride, Rumplestiltskin and The Indian 
Cinderella, The Fool of The World and The 
Flying Ship, Two Neighbors and The Magic 
Drum, Deucalion and The Flood, and The 
Contest. 
ED 075 851 
Drama Curriculum--V and VI [Grades Five and 
Six], Teacher's Guides; Supplementary Materi- 
als: The Magic Drum, The Squire’s Bride, The 
Fool of the World and The Flying Ship; The 
Cat Who Walked by Himself, The Story of 
Keesh. 
ED 075 852 
Dramatic Arts in the Secondary School, MSA 
Curriculum Guide 6. 
ED 069 002 
The Dynamics of English Instruction: Grades 7- 
12. 
ED 075 816// 
Early Childhood Education. 
ED 069 361// 
Economic Education Curriculum Guide: K-12. 
ED 080 681 
Education for American Indians. [Set]. 
ED 080 276// 
Education of Children Aged One to Three: A 
Curriculum Manual. 
ED 072 872// 
Effective Speech Communication: Theory in 
Action. 
ED 070 111// 
Elementary Education in the Northwest Terri- 
tories: A Handbook for Curriculum Develop- 
ment. 
ED 073 473 
Elementary Environmental Education. 
ED 080 368 
Elementary Mathematics: A Handbook for 
Teachers. 
ED 075 234 
Elementary Mathematics, Grades 1-6. 
ED 069 622// 
Elementary School Curriculum Guide. 
ED 076 753// 
Elementary Science Curriculum and Resource 
Guide 1969. 
ED 068 465 
English 7-8: Modern Media of Communication. 
ED 075 884 
English as Exploration: A Personalized Ap- 
proach to Teaching | English 1 and 2 English 
a. 


ED 068 978 
English Curriculum Grades 9-12. 

ED 073 472 
English Department Midi Course Curriculum 
for Juniors and Seniors at Norton High School. 

D 074 490 

English Guide: A Process for English Language 
Curriculum Building. 

ED 071 084 
The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Ele- 
mentary Level. 

ED 074 487 
The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Junior 


High Level. 
ED 074 488 





The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Senior 


High Level. 
ED 074 489 
English Language Arts: Composition Section, 


K-12. 

ED 078 426 
English Language Arts Curriculum Guide, In- 
termediate Elementary Level: Grade 4. 

ED 079 751 
English Language Arts Curriculum Guide, In- 
termediate Elementary Level: Grade 5. 

ED 079 752 
English Language Arts Curriculum Guide, In- 
termediate Elementary Level; Grade 6. 

ED 079 753 
English Language Arts Curriculum Guide, Ju- 
nior High Level: Grade 7 

ED 079 754 
English Language Arts Curriculum Guide, Ju- 
nior High Level: Grade 8. 

ED 079 755 
English Language Arts Grades 1-2-3 Curricu- 
lum Guide, Book One. 

ED 079 750 


English Language Arts: Language Section K- 
12, Experimental Edition. 
ED 074 515 


English Language Arts: Literature Section K- 
12, Experimental Edition. 

ED 078 427 
An English Program for Junior and Senior High 
Schools (Grades 7-12). 

ED 072 455 
Environmental Activities, K-12 Environmental 
Education Program, Summer Workshop 1972. 

ED 079 068 
Environmental Education Curriculum Guide 
for Intermediate Social Studies. 

ED 080 367 
Environmental Studies. The Construction of an 
*A’ Level Syllabus. 

ED 070 635 
Evaluation of Experiences with the Use of “- 
Healthy, That’s Me”, Volume I. 

ED 073 822 
Facing Life, English: 5113.30. 

ED 067 702 
{Field Learning Activities}. 

ED 080 366 
Fifth Grade: Winter and Spring Curriculum 
Guide. 

ED 068 368 
Final Expenditure Report. 

ED 080 355 
Fire Science Curriculum Guide. 

ED 080 732 
Florida Agricultural Migrant Right-to-Read 
Program: A Suggested Set of Objectives. 

ED 068 904 
Fourth Grade: Late Fall and Early Spring Cur- 
riculum Guide. 

ED 068 367 
The French Revolution. 

ED 073 720 
General Science [Sahuarita High School Career 
Curriculum Project.]} 

ED 080 370 
Geometry. 

ED 077 688 
German Syllabus: Objectives of the Five-Year 
Course in German. 

ED 072 684 


Giants in Art, Visual Arts Education, Social 


Studies: 6677.08. 
ED 071 970 


The Gregg/McGraw-Hill Curriculum Guide for 
Office Education. 
ED 080 779// 


The Gregg/McGraw-Hill Program Planning 
Guide for Health Occupations Education. 
ED 080 777// 
The Gregg/McGraw-Hill Program Planning 
Guide for Distributive Education. 
ED 080 778// 
A Guide for the Teacher of the Trainable Men- 
tally Handicapped. 
ED 074 667 
Guidelines for the English Program in the Mid- 
dle School and in the Junior High School. Cur- 
riculum Bulletin No. 57. 
ED 077 017 
A Guide to Concept Teaching, United States 
History, Grade 9. (From Reconstruction to the 


Present). 
ED 068 464 


A Guide to the Integration of Career Develop- 
ment Into Curriculum of Joint School District 
8, Shawano, Wisconsin. Grades K-5. 

ED 080 759 
Handbook for Vocational Programs for the 


Handicapped. 
ED 080 760 


HANDS-ON, Career Exploration for Bright 
Students. 

ED 073 575 
Head Start Curriculum Guide. 

ED 069 362 
Health Education, Grades 7-12. 

ED 070 768 
High School Curriculum Guide. 

ED 076 755// 

id I tigation and Re- 





Highway Traffic A 
porting: Course Guide. 

ED 073 326 
The History of Black Americans: A Study 
Guide and Curriculum Outline. 

ED 076 734// 

Home Economics Guide for Visually Han- 
dicapped Students. A Five County Vocational 
Skills Training Program for the Blind. 

ED 073 578 
How Does Your Organic Garden Grow? 

ED 077 717// 

Human Services Occupations in the Two-Year 
College: A Handbook. 

ED 071 651 
Hydrologic Services Course. 

ED 074 373 
Idaho Curriculum Guide in Mathematics K-12. 

ED 071 878 
Identify and Assist the Development of High 
Risk Preschool Children. 

ED 073 833 
An Imaginary Trip to Spain. 

ED 074 839 
Independent History Studies. Minority Groups: 
The Negro. 





ED 068 467 
Industrial Arts in the Elementary School Pro- 
gram: Motivation for Learning in Kindergarten 


to Grade 4. 
ED 068 685// 
Instructional Associate: A Suggested Associate 
Degree Curriculum. 
ED 073 756 
Integrated Surface Mining and Reclamation 
Techniques: A Curriculum for Training Surface 
Mining Personnel. 
= 076 782 


Ind 





Integrating Culture in ri 
Teaching: An Inevitability, But How Mack? 

ED 073 723 
Integrating Language Study With Literature 
and Composition Toward an Integrated Lan- 


guage Arts Program. 
ED 072 043 


Interdisciplinary Drug Education for Alabama 


Schools (IDEAS), Bulletin No. 11. 
ED 070 641 
Introduction to Leadership Development. 


Reserve Officers Training Corps Manual. 

ED 068 784 
Introduction to Plays, English: 5112.44. 

ED 068 935 
Introduction to Psychology and Leadership. 
Depth Core Syllabus. 

ED 071 341 


Introducti 0 Vocational Rehabilitation Ser- 
vices: An Ounme for a Course of Study. 
ED 078 313 


Investigating Career Opportunities. Curriculum 
Gui 


uide. 
ED 072 308 
Investigating Variation, Teacher’s Edition. Pro- 
bing the Natural World/3. 
ED 072 953// 


LP.P.E.S. Master Objectives Bank, Science In- 
structional Topic Catalog. 





ED 079 076 
I.P.P.E.S. Master Objectives Bank, Science (K- 
6) Catalog. 

ED 079 077 
Junior High School Science: A Manual for 
Teachers. A Search for Structure. Grade 7. 

ED 072 042 
Language Arts; A Curriculum Guide, Levels: 
Kindergarten through Twelve. 

ED 074 509 
Language Arts Curriculum. 

ED 079 758 
Language Arts Curriculum Guide. 

ED 077 878 


Subject Index 173 


The Language-Training Curriculum. 
ED 078 887 
Large - Small or Mini Group Instruction in En- 
glish, 8th and 9th Grades. 
ED 074 518 
Learning about Mass Communication. 
ED 078 449 
Learning and Teaching About Death and Dy- 
ing. 
ED 075 728 
Legends and Heroes of the American West, 
Language Arts: 5113.95. 
ED 068 934 
Manual for Preparation of Proposals for Exter- 
nal Degree Programs. 
ED 068 069 
Manual of Sentence Patterns for Teaching En- 
glish as a Second Language. 
ED 076 079 
Manual on Training of Statistical Personnel at 
the Primary and Intermediate Levels. 
ED 076 435 
Matching. 
ED 077 685 
Mathematics Courses for the Seventh Year and 
Eighth Year, 1973 Reprint. 
ED 079 114 
Mathematics K-6: A Recommended Program. 
ED 067 238 
Mathematics. Learning Individualized for 
Canadians (LINC). 
ED 068 807// 
Me and My Environment. Unit I: Exploring My 
Environment. 
ED 071 264 
Me and My Environment. Unit III: Energy 
Relationships in My Environment. 
ED 071 266 
Me and My Environment. Unit Il: Me as a 
Habitat. 
ED 071 265 
Me and My Environment. Unit IV: Transfer 
and Cycling of Materials in My Environment. 
ED 071 267 
Measuring Electricity: Individualized Teacher 
Preparation. 
ED 072 949// 
Meeting Another Culture Through Language: 
Spanish. 
ED 071 517 
Microbiology, Science (Experimental): 
314.17. 
ED 079 140 
Middle School Curriculum Guide. 
ED 076 754// 
Minority Groups in America, English: 5112.47. 
ED 068 975 
Murray State University - Teachers’ Workshop 
in Environmental Education (Youth Station, 
Land Between the Lakes, August 8-14, 1971). 
ED 077 696 
Murray State University - Teachers’ Workshop 
in Environmental Education (Audubon State 
Park, Henderson, Kentucky, June 19-23, 
1972). 
ED 077 697 
Murray State University - Teachers’ Workshop 
in Environmental Education (Youth Station, 
Land Between the Lakes, August 7-12, 1972). 
ED 077 698 
Music Curriculum Guide. K-6. 
ED 070 767 
The New You, Home and Family Education: 
6763.06. 
ED 070 002 
Nongraded Quarter Selectives: Mini-Guidelines 
for Mini-Courses. 
ED 072 438 
Northern Colorado Outdoor Nature Center 
Project, Poudre School District R-1!, Fort Col- 
lins, Colorado. Final Report. 
ED 077 610 
The Novel, Language Arts, English, World 
Literature: 5114.56. 
ED 068 965 
Nutrition in Today’s Education--As A School 
Nurse Sees It. 
ED 079 633 
Occupational Therapy Curriculum Guides 
ert cad Through a Task Analysis Procedure. 
of Therapy Job 





P Occ 
Descriptions and Curricula Through Task Anal- 
ysis. Report Number Two. 


ED 078 171 
Operation Drug Prevention: A Curriculum 


Guide K-12. 
ED 068 335 


Oral Decision-Making, Speech: 5114.111. 





174 Subject Index 


ED 068 952 
Oral Interpretation in the Secondary School, 
MSA Curriculum Guide 7. 
ED 069 003 
In Orbit, Teacher's Edition. Probing the Natu- 
ral World/3. 
ED 072 954// 
Orientation to Public Service Occupations: 
Career Education Curriculum Guide. 
ED 079 552 
Our National Heritage. 
ED 068 468// 
An Outline for Teaching Conservation in Ele- 
mentary Schools. 
ED 067 225 
Patterns. 
ED 077 690 
Performance Objectives for Educable Mentally 
Handicapped (K-12). 
ED 077 158 
Performance Objectives for Trainable Mentally 
Handicapped (K-12). 
ED 077 156 
Physical Science-Supplement: Project Oriented. 
ED 075 441 
Physics, Ordinary and Higher Grades, Syl- 
labuses and Notes. 
ED 076 352// 


Planning for Change. 

ED 069 621 
Planning for Change: A Course in Urban 
Politics and Neighborhood Planning for the 
Fourth and Fifth Grades in New York City's 
Public Schools. Teacher’s Manual. 

ED 069 623 
Possible Content Areas for Implementation of 
the Basic Life Functions Instructional Program 


Model. 

ED 075 965 
Power in Perception for the Young Child: A 
Comprehensive Program for the Development 
of Pre-Reading Visual Perceptual Skills. 

ED 067 162// 

Preparing for Public Service Occupations: Edu- 
cational Services. Career Education Curriculum 
Guide. 

ED 079 546 
Preparing for Public Service Occupations: 
Common Core. Career Education Curriculum 
Guide. 

ED 079 547 
Preparing for Public Service Occupations: So- 
cial and Economic Services. Career Education 
Curriculum Guide. 

ED 079 548 
Preparing for Public Service Occupations: 
Public Safety, Corrections, and Judicial Ser- 
vices. Career Education Curriculum Guide. 

ED 079 549 
Proceedings of the Speech Communication As- 
sociation Summer Conference: Mini Courses in 
Speech Communication (7th, Chicago, July 8- 


10, 1971). 

ED 070 132 
A Program for Students with Learning Difficul- 
ties. Social Studies; Ten, Eleven, and Twelve. 

ED 075 442 
Programmed Math Continuum, Level One, Al- 
gebra, Handbook. 

ED 075 200 
Project You: 6470.42. 

ED 070 970 
Radio, Television, and Film in the Secondary 
School, MSA Curriculum Guide 8. 

ED 069 004 
Reading Curriculum, Tentative. 1972. 

ED 068 902 
Reading Language Arts Curriculum Guide, 


Grades 1-2-3, Book Two. 

ED 079 711 
Recommended Curriculum Guide for Ninth 
Grade Course in Power and Transportation 


Technology. sale alee 


Recommended English Language Arts Curricu- 
lum Guides K-12 and Criteria for Planning and 


Evaluation. 
ED 067 630 


Research in Developing a Program in Basic 
Vocational Studies. Final Report. 
ED 072 235 


A Resource Bulletin for Home Economics. 
Grade 9. 
ED 075 443 
Resources for Career Development. 
ED 079 621 
Resources for Creative Preschool Teaching. 
ED 071 739// 


Resources for the Teaching of English, Grades 


8-12. Volumes I and II. 
ED 072 459 


Revised Instructional Modules for Senior High 


Social Studies. 
ED 073 973 


Road Signs to Writing: Language Curriculum, 
Grades V-VI; Teacher's Guide. 
ED 075 841 


Science Education K-12, Administrator’s 
Planning Guide. 

ED 076 355 

Scientific Glassblowing Technology: A Sug- 

gested Two-Year Post High School Curriculum. 

072 246 

Secondary Schools Curriculum Guide, Science, 


Grades 7-9, Levels 1-16. 

ED 077 737 
Secondary Schools Curriculum Guide, Science, 
Grades 10-12, Levels 17-33. 

ED 077 738 
Secondary Schools Curriculum Guide: English, 


Grades 7-12, Levels 1-14. 
ED 079 768 


Self-Earth Ethic (SEE), A Life-Centered K-12 
Curriculum Guide for Environmental Educa- 


tion, Level One. 
ED 070 602// 
Seventh Grade Interdisciplinary Packet 
(Science-Social Studies). 
ED 070 766 


Shadow Geometry Project. 
ED 077 687 


Sitting Safely, Home and Family Education: 


6755.01. 
ED 069 412 


Sixth Grade: Fall and Winter Curriculum 


Guide. 
ED 068 310 


Smoking and Health. A Guide for School Ac- 


tion Grades 1-12. 

ED 068 314 
Social Sciences: Curriculum Guide for 
Teaching Gifted Students Social Sciences in 


Grades Seven Through Nine. 
ED 074 679 


Special Education Curriculum for Junior and 
Senior High School. 
ED 068 466 


Speech 7 through 12. 
ED 072 041 


Speech Activities in the Elementary School, 


MSA Curriculum Guide 1. 
ED 068 997 


Speech and Drama in the Intermediate School, 
MSA Curriculum Guide 2. 
ED 068 998 


Speech Communication in the High School, 
MSA Curriculum Guide 3. 
ED 068 999 


Speech Communication in the Secondary 


School. 
ED 074 546// 


Spoken English Curriculum Guide (B-12) for 


Intermountain School, Brigham City, Utah. 
ED 077 262 


Staff Utilization for Continuous Progress Edu- 


cation. Math. .. A K-8 Scope and Sequence. 
ED 077 769 


Staff Utilization for Continuous Progress Edu- 
cation. Science . . . A K-8 Scope and 


Sequence. 
ED 077 770 
Strand III - Mental Health for Grades K-3. Spe- 


cial Edition for Evaluation and Discussion. 
ED 070 994 


Strand Ill, Mental Health: Health Curriculum 
Materials for Grades 4, 5, 6. 
ED 072 377 


Strand I - Physical Health; Dental Health for 
Grades K-3. Special Edition for Evaluation and 


Discussion. 

ED 070 989 
Strand I - Physical Health; Dental Health for 
Grades 4-6. Special Edition for Evaluation and 


Discussion. 
ED 070 990 
Strand I - Physical Health; Dental Health for 


Grades 7, 8, 9. 
ED 070 991 
Strand I - Physical Health; Disease Prevention 
and Control for Grades 10, 11, and 12. Special 
ion and Di i 


Edition for Evaluat 

ED 070 992 
Strand I - Physical Health; Disease Prevention 
and Control for Grades 4-6. 





ED 072 365 


Strand I - Physical Health; Disease Prevention 


and Control for Grades 7, 8, and 9. 
ED 072 366 


Strand I - Physical Health; Health Status for 
Grades K-3. Special Edition for Evaluation and 


Discussion. 

ED 070 993 
Strand I, Physical Health: Health Status. Health 
Curriculum Materials for Grades 4-6. 

ED 072 376 
Strand I: Physical Health. Sensory Perception 
for Grades K-3. 

ED 075 435 
Strand I: Physical Health. Sensory Perception. 
Health Curriculum Materials Grades 4, 5, 6. 

ED 075 436 
Strand I: Physical Health. Sensory Perception. 
Health Curriculum Materials Grades 7, 8, 9. 

ED 075 437 
Strand IV Environmental and Community 
Health, Ecology and Epidemiology of Health, 
Grades 10, 11, and 12. 


ED 077 723 
Strand IV Environmental and Community 
Health, Ecology and Health, Grades 7, 8, and 
>»: 


ED 077 724 
Strand IV Environmental and Community 
Health, Environmental and Public Health, 


Grades K-3. 

ED 077 725 
Strand IV _ Environmental and Community 
Health, Environmental and Public Health, 
Grades 7, 8, and 9. 

ED 077 726 


Strand IV Environmental and Community 


Health, World Health, Grades 4-6. 

ED 077 727 
Strand IV Environmental and Community 
Health, World Health, Grades 7, 8, and 9. 

ED 077 728 
Strand IV Environmental and Community 
Health, World Health, Grades 10, 11, and 12. 

ED 077 729 
Survey of the Mass Media: Curriculum Guide 
for Stow Senior High School 1971-1972. 

ED 067 696// 


Syllabi for Instruction in Agricultural 


Meteorology. i ieioaien 


Symbology, English, Vocabulary: 5114.69. 
ED 068 964 

Tabulation. 

ED 069 619// 
On the Teaching of the Course ‘‘Scientific In- 
formation” at the N. K. Krupskaya Leningrad 
State Institute of Culture. 

ED 071 713// 


Third Year Math [Sahuarita High School 


Career Curriculum Project}. 
ED 080 363 


Total Envir t Education: An Open Design 
to Real Life Learning Experiences. 

ED 071 868 
Training for Child Care: Suggested Content for 
Minimum Training Requirements. 

ED 073 844 
Training of Hydrometeorological Personnel. 

ED 070 609 
Unified Science Approach K-12, Proficiency 
Levels 1-6. 





ED 079 054 
Unified Science Approach K-12, Proficiency 


Levels 7-12. 

ED 079 055 
Unified Science Approach K-12, Proficiency 
Levels 13-21 and Semester Courses. 

ED 079 056 
Variation in Language: Language Curriculum 
V [Grade Five]; Teacher's Guide. 

ED 075 839 


Education: Homemaking, 





Vocational C 


Grades 6-8. 
ED 080 747 


Well-Being, Teacher’s Edition. Probing the 
Natural World/3. 
ED 072 956// 


What Is This Thing Called Theatre? English, 
Drama: 5112.53. 
ED 078 442 


What's Up?, Teacher’s Edition. Probing the 
Natural World/3. 
ED 072 955// 


Wholeness in Learning: A Curriculum Guide 
for Foreign Language Programs in the Middle 


Grades. 
ED 076 068 





Why You're You, Teacher’s Edition. Probing 
the Natural World/3. 
ED 072 951// 


Woodworking Guide for Visually Handicapped 
Students. A Five County Vocational Skills 
Training Program for the Blind. 

ED 073 577 


Writing for the Reader, Journalism, English: 
$113.65 

ED 068 966 
Year-Round Sensory Activities. 

ED 071 772 


Your STAND on Health: 7391.01. 
ED 069 995 


Curriculum Legislation 
Curriculum Legislation and Decision-Making 
for the Instructional Level. 
ED 073 544 


Curriculum Planning 
A ing for Teaching with Young Children. 
ED 072 084 
The Callaway Gardens Conference on Building 
a Multiyear, Multidisciplinary, High School 
Science Program. Final Report. 





ED 068 295 
Creative Synthesis: Designing a Junior High 
School Science Program. 

ED 080 353 


Curriculum Change: Direction and Process. 

ED 072 535 
Curriculum Development. Report of a Planning 
Conference for the NIE Planning Unit 
(Washington, D.C., December 17-18, 1971). 

ED 072 560 
Curriculum Planning for Compensatory Educa- 
tion--a Suggested Procedure. Schools Council 
Pamphlet Number 5. 

ED 067 425// 


Decision Making at the Institutional Level. 
ED 074 619 


Developmental Economic Education Program 
(DEEP), Product Development Report Number 


16. 
ED 067 319 
Engineering Programs of Tomorrow: The Role 
of Agricultural Engineering. 
ED 078 198// 


English Guide: A Process for English Language 
Curriculum Building. 
ED 071 084 


The Gary, Indiana Public School Curriculum, 
1940-1970: A Local History. Final Report. 

ED 075 940 
Implementing Curriculum Change. Educational 
Management Review Series Number 20. 

ED 079 816 
Inquiry Processes in the Social Sciences. 

ED 080 413 
Local Curriculum Exchange Project. 

ED 078 881 
A Man for Tomorrow’s World. 

ED 072 533 
Organization and Proceedings of the New River 
Articulation Conference (New River Communi- 


ty College, Dublin, Virginia, April 28, May 5, 


May 12, 1973). 
ED 077 485 


Pedagogical Frames and the Teaching Process. 
A Report From An Empirical Curriculum Pro- 


ject. 
ED 077 888 
Planning the Primary Schoo! Curriculum in 
Developing Countries. 
ED 077 630// 


Practical Action Programs in Education: 
Highlights of the Third National Conference on 
General Systems Education 

ED 070 690// 


Program Development: Identification and For- 
mulation of Desirable Educational Goals. 

ED 078 588 
Report on the February 1971 Version of the 
Wisconsin Basic Prereading Skill Test. 

ED 069 339 
The School of the Future -- Now. 

ED 072 534 
Sci Educati K-12, Administrator’s 
Planning Guide. 





ED 076 355 
Some Questions and Answers about Planning 
Phase-Elective Programs in English. 
ED 073 455 


ental Ed 


Sourcebook for Envi 





ED 079 103// 
Student Choice: A Theoretical Analysis of 
Higher Education With Some _ Empirical 
Evidence Considered. 


ED 074 973// 

A Study of the Effects of the Installation of a 
Curriculum Engineering System. 

ED 075 499 
Television and Social Studies: Synergy and 
Symbiosis. 

ED 079 215 
A Tentative Framework for Developing Com- 
prehensive K-|]2 Career Education. Career 
Education, K-12--The World of Work. 

ED 067 503 
On Writing Behavioral Objectives for English. 

ED 072 465 


Curriculum Problems 


Adapting Curriculums to Local Needs. 

ED 070 867 
The Three-Year B.A.: A Wavering Idea. 

ED 070 434 


Curriculum Research 

An Analysis of Social Conflict in Social Studies 
Textbooks. Final Report. 

ED 076 493 
An Analysis of Three Elementary Science Pro- 
grams in the Design of a Competency-Based 
Pre-Service Elementary Science Education Pro- 
gram. 

ED 071 848// 

An Appraisal of the First Year and Recom- 
mended Activities and Strategies of the Na- 
tional Advisory and Review Committee. Public 
Service Occupations Curriculum Project. 

ED 078 127 
Change in Selected Characteristics of Students 
Between Ninth and Twelfth Grade as Related 
to High School Curriculum. 

ED 078 329 


A Comparative Study of the Effects of a Tradi- 
tional Social Studies Curriculum at the Sixth 
Grade Level and “Man: A Course of Study”. 


Final Report. 
ED 071 987 


A Comparison of the Effects of Organizers on 
the Learning of Structured Anthropology 
Materials in the Third Grade. 

ED 073 041 


Curriculum Development. Report of a Planning 
Conference for the NIE Planning Unit 
(Washington, D.C., December 17-18, 1971). 

ED 072 560 
Curriculum Materials 1973. 

ED 075 356 
A Determination of Instructional Commonali- 
ties in Agricultural Occupations in the Fargo, 
West Fargo, North Dakota, Metropolitan Area. 
Report of the Research Study. 

ED 080 783 


Educational Trends, Innovations, Technology, 
Multi-Media, Taxonomies of Learning, Librari- 
anship: A_ Bibliographical Checklist, 1965- 


1971. 
ED 067 132 


The Effect of Mathematics Curriculum Materi- 
als on the Perceived Behavior of Urban Junior 


High School Teachers of Low Achievers. 
ED 071 860// 


The Effects of an Inquiry-Oriented Curriculum 
in Science on a Child's Achievement in 
Selected Academic Areas. 

ED 075 171// 


The Effects of the Position of Organizers on 
the Learning of Structured Anthropology 
Materials in Grades Three and Six. Final Re- 


port. 

ED 069 597 
The Effects of the Position of Organizers to 
Facilitate Learning of Structured Anthropology 


Materials in the Sixth Grade. 
ED 073 040 


The Effects on Achievement of Using the 
Forced Inf ial P Mode in an Inter- 
mediate Grade Population-Geography Unit. 

ED 075 317 


Elements of American Industry Taught in Ele- 
mentary Schools. 
ED 079 503// 


An Experimental Study of the Effects of 
Teacher Participation in a Curriculum En- 
gineering Task on a Dimension of Curriculum 


Implementation. 
ED 076 538 


A Guide for the Development of Career Edu- 
cation. 





ED 073 253 
Integrated Shop Program Third Year Evalua- 
tion. Final Report. 

ED 072 309 


Subject Index 175 


International Studies Education in Secondary 
Social Studies Classes: A Report on a Survey of 
Colorado Secondary Schools, July 1971. 

ED 080 394 
Junior College Journalism in Alabama, Present 
and Future. With a Related Survey of Journal- 
ism Education in Alabama Senior Colleges and 
Universities. 

ED 069 272 
Mini-Versus Traditional: An Experimental 
Study of High School Social Studies Curricula. 

ED 076 471 
The Nature of the Curriculum for the Eighties 
and Onwards. Report on a Workshop Held at 
the Reinhardswaldschule (Kassel, Germany, 
June 29-July 4, 1970). 

ED 080 503 
Needed Research in Business Education. 

ED 078 157 
The Ninth Grade Characteristics of Students 
Entering Different Tenth Grade Curricula: 
VDS Altoona Sample. 

ED 078 325 
Planned Variation: An Evaluation of an 
Evaluative Research Study. 

ED 077 568 
Planning Literary Instruction: A Discussion of 
the Curricular Objectives for the Teaching of 
Literature in the Swedish Comprehensive 
School and a Rationale for Objective- 
Procedure-Criterion Units. 

ED 070 105 


Project Interface: A Systems Model for Ele- 
mentary School Curriculum Evolution and 
Teacher Education. 

ED 079 238 
Report on 4-1-4 Evaluation Research. 

ED 077 317 
A Report on Indian Education: (A) In-Depth 
Study of Nine Indian Families; (B) Memory 
and Reasoning in Native Children: An Effort at 
Improvement Through the Teaching of Cogni- 
tive Strategies. 

ED 071 812 


A Review of British Science Curriculum Pro- 
jects, Implications for Curriculum Developers. 

ED 076 427 
A Social Studies Curriculum for a Modern 
World. The Marin Social Studies Project. Final 
Report. 

ED 070 708 
Social Studies for Behavioral Change. A Book 
of Readings in the New Social Studies. 

ED 073 975 
The Status of World History Instruction in 
American Secondary Schools. 

ED 072 984 
A Study of Curricula Innovations in Trade and 
Industrial Arts, Distributive and Business Edu- 
cation in Jefferson, Orleans, and St. Bernard 
Parish Public Schools. 

ED 080 757 
A Study of the Attitudes of Prospective Ele- 
mentary School Teachers Toward Biological 
Science. 

ED 067 221// 

A Survey of Associate of Arts and Associate of 
Science Degree Programs in 13 Western States. 

ED 077 493 
Teaching E ics in Elementary Schools: 
Comparing Program vs. Non-Program Students 
and the Effect of Teacher Acquaintance with 
Instructional Materials. 





ED 075 293 

Two-Way Mirror. Anthropologists and Educa- 
tors Observe Themselves and Each Other. 

ED 080 395// 


Value Problems and Curriculum Decisions. 
ED 075 926 
Vocational-Technical Component of the 
Preservice Curriculum for Community College 
Administrators. 
ED 073 323// 


What Is a Normative Basis for Curriculum 


Research? 
ED 075 917 


Where is Early Childhood Going? 
ED 073 826 


Custodial Employees 
School Custodial Services: Exemplary Stan- 

dards and Practices. 
ED 070 205 


Custodial Mentally Handicapped 
Evaluating the Sensory-Motor 
Behavior in the Profoundly Retarded. 

ED 073 591 


Bases of 
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A Task Force Approach to Serving Profoundly 
Retarded Children and Their Parents. 
ED 075 966 


Custodian Training 
School Custodial Services: Exemplary Stan- 

dards and Practices. 
ED 070 205 


Cutting Scores 

Airplane Stewardess (air trans.) 352.878-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 068 564 
Asparagus Sorter (agric., can. & preserv.; 
whole tr.) 529.687 (8-04.10)--Technical Re- 
port on Development of USES Aptitude Test 
Battery. 

ED 069 769 
Assembler (elec. equip.) 826.884, Assembler, 
Electrical (elec. equip.) 826.884--Technical 
Report on Development of USTES Aptitude 
Test Battery. 

ED 069 647 
Assembler, Accessories (elec. equip.; elec- 
tronics) 729.887--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 068 545 
Assembler, Electrical Accessories I 7-00.921-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 072 064 


Assembler, Medical and Surgical Supplies (inst. 
& app.) 719.885-014; Medical and Surgical 
Supplies Assembler (inst. & app.) 719.885- 
022--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 059 
Assembler, Microwave Tube (electronics) 
725.884--Technical Report on Development of 
USES Test Battery. 

ED 067 408 
Assembler, Oil Filters (auto mfg.) 739.887-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 644 
Assembler, Small Products (any ind.) 739.887- 
034--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 643 
Blown Plastic Container Machine Operator 
(fabric. plastic prod.) 556.885--Technical Re- 
port on Development of USES Aptitude Test 
Battery. 

ED 067 412 
Body Maker Feeder (tinware) 616.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 628 
Book-and-Game-Line Attendant (print. & 
pub.) 920.887--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 415 
Cable Assembler (wirework) 709.884--Techni- 
cal Report on Development of USES Aptitude 


Test Battery. 

ED 068 539 
Cannery Mechanic (can. and _preserv.) 
638.281-022--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 626 
Carder (dental equip.) 712.887; Assembler 
(dental equip.) 712.887--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 068 542 
Card Tender (asbestos prod.; textile) 6-19.031- 
-Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 070 772 


Chemical and Metallurgical Technology- 
Technical Institute Training 008.--- and 011. --- 
--Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 773 
Chemical Operator (chem.) Ill 559.782-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 775 
Claim Adjuster (insurance) 1-57.40--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 069 


Coding Clerk (clerical) 219.388--Technical Re- 
port on Development of USES Aptitude Test 
Battery. 

ED 068 541 
Coin-Vending-Machine Collector (bus. ser.) 
292.483--Technical Report on Development of 
USES Aptitude Test Battery. 


ED 067 413 
Cook, Short Order (Hotel & rest.) 314.381-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 636 


Correction Officer (gov. ser.) 372.868--Techni- 
cal Report on Development of USTES Ap- 
titude Test Battery. 

ED 072 051 


Corrugator Operator (paper goods) 643.782-- 
Technical Report on Development of USES 


Test Battery. 
ED 067 411 


Counselor (profess. and kin.) 11 045.108-010-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 638 


Cross-Validation of the General Aptitude Test 
Battery and Development of a Weighted Appli- 
cation Blank for Computer Technology Trainee 


828.XX. 

ED 068 546 
Customer-Engineering Specialist (office mach.) 
828.281--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 648 


Department Head-Buyer (ret. tr.) 299.138-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 551 


Development of USES Aptitude Test Battery 
for Manager, Beauty Shop (per. ser.)-187.168. 
ED 078 069 
Development of USES Aptitude Test Battery 
for Covering-Machine Operator (textile)- 
681.885-030. Technical Report. 
ED 078 070 


Diesel Mechanic (any ind.) 625.281--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 068 554 
Dietary Aid (hotel & rest.; medical ser.) 
317.877-010--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 068 567 
Doffer (textile) 6-19.166--Technical Report on 
Standardization of the General Aptitude Test 


Battery. 

ED 070 771 
Electro-Mechanical Assembly Curriculum 
70XX; 72XX--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 068 557 
Electronics Foreman (electronics) 5-92.621 
(726.134)--Technical Report on Development 
of USES Aptitude Test Battery. 

ED 069 649 


Engineer (water trans.) 197.130--Technical Re- 
port on Development of USTES Aptitude Test 


Battery. 

ED 069 633 
Engineering Aid (press. & kin.) I] 019.281-- 
Technical Report on USTES Aptitude Test 
Battery. 

ED 069 768 
Envelope-Machine Set-Up Man (paper goods) 
641.780--Technical Report on Development of 
USES Test Battery. 

ED 067 410 


Experimental Assembler (any ind.) 6-78.642-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 069 777 


Farm Hand, Dairy (agric.) 1 411.884--Techni- 
cal Report on Development of USES Aptitude 


Test Battery. 

ED 068 547 
Flexographic Press Man (print. & pub.) I 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 766 


Food-Service Supervisor (hotel and rest.) 
319.138-010--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 627 
Forester Aid (gov. ser.) 441.384--Technical 
Report on Development of USTES Aptitude 


Test Battery. 

ED 069 625 
Fourdrinier-Machine Tender (paper & pulp, 
wallboard) 539.782; Back Tender, Paper 
Machine (paper & pulp) 534.782--Technical 
Report on Development of USTES Aptitude 


Test Battery. 

ED 068 559 
Garment Looper (knit goods) 6-14.410-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 


ED 072 065 
Garment Packer (any ind.) 9-68.30--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 072 061 
Glass Blower, Laboratory Apparatus (inst. & 
app.) 4-65.440--Technical Report on Stan- 
dardization of the General Aptitude Test Bat- 


tery. 
ED 072 048 
Hand Sewer, Shoes (boot and shoe) 788.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 
ED 072 049 


Heat Treater (heat treat.) I 504.782-026 and Il 
$04.782-030--Technical Report on Develop- 
ment of USTES Aptitude Test Batteries. 

ED 067 416 
Hose Maker (rubber goods) 752.781-010-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 645 


Hospital-Admitting Clerk (medical ser.) 
237.368--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 409 


Illustrator (profess. & kin.) 141.081--Technical 
Report on Development of USTES Aptitude 


Test Battery. 

ED 068 566 
Inspector (dental equip.) 712.887; Inspector, 
Plastic (dental equip.) 712.687--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 068 543 
Inspector, Assemblies and Installations (aircraft 
mfg.) 806.381--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 419 
Inspector, Mechanical and Electrical (elec. 
equip.) 6-99.435--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 069 652 
Insulation Worker (const.) 863.884--Technical 
Report on Development of USTES Aptitude 


Test Battery. 
ED 068 563 
Intercom Serviceman (any Ind.) 5-83.418-- 


Technical Report on Standardization of the 
General Aptitude Test Battery. 





ED 072 066 
Knitting-Machine Operator (knit goods) 4- 
14.061--Technical Report. 

ED 069 780 


Lather (const.) 842.781-010--Technical Report 
on Development of USTES Aptitude Test Bat- 
tery. 

ED 069 770 
Lemon Picker (agric.) 404.887-018--Technical 
Report on Development of USES Aptitude Test 
Battery. 

ED 072 054 
Levers-Lace-Machine Operator (tex. prod., n. 
e. c.) 683.782--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 420 
Loader (can. & preserv.) 8-04.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 070 775 


Machine Operator, Mass Mailing (clerical) 
234.885 (1-25.411)--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 069 771 
Machinery Erector (engine & turbine; mach. 
mfg.) 638.281--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 632 
Maintenance Man, Building (any ind.) 5- 
83.611--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 053 


Manager, Restaurant or Coffee Shop (hotel & 
rest.) 187.168--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 068 556 
Meat Cutter (ret. tr.; whole. tr.) 316.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 052 


Mine-Machinery Mechanic (mining & quarry- 
ing) 620.281-078--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 069 642 
Model Maker (aircraft mfg.) I 693.381-- 
Technical Report on Development of. USTES 
Aptitude Test Battery. 

ED 069 635 





Molded-Goods  Inspector-Trimmer (rubber 
goods) 759.687--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 
ED 069 630 

Multi-Moulding Unit Operator (dental equip.) 
712.884; Heater Operator (dental equip.) 
712.884--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 068 549 
Napkin Packager (paper goods) 920.885-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 767 


Occupational Therapist (medical ser.) 079.128- 
-Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 055 


Offset-Duplicating-Machine Operator (clerical) 
207.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 058 
Offset-Web-Press Man (print. & pub.), 4- 
48.033--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 650 


Operating Engineer (const.) II 859.883-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 072 046 
Packager, Machine (any ind.) 920.885--Techni- 
cal Report on Development of USTES Ap- 
titude Test Battery. 

ED 068 565 
Packer (Glass Mfg.) 8-65.01--Technical Report 
on Standardization of the General Aptitude 
Test Battery. 

ED 072 063 
Painter Automobile (auto serv.) 845.781-- 
Technical Report on Development of USES 
Aptitude Test Batteries. 

ED 067 417 
Pants Presser (any ind.) 363.782--Technical 
Report on Development of USES Aptitude Test 
Battery. 

ED 068 540 
Parking Enforcement Officer (gov. ser.) 
375.588--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 068 568 
Part Programer, Numerical Control (mach. 
shop) 11 007.187--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 068 562 
Photograph Finisher (any ind.) I 976.886-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 631 
Photo-Offset Lithography (print. & pub.) 97-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 772 
Physical Therapist (medical ser.) 079.378-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 050 


Plaster Trimmer (dental equip.) 712.887; In- 
serter (dental equip.) 712.884--Technical Re- 
port on Development of USTES Aptitude Test 


Battery. 

ED 068 561 
Polisher (jewelry) 700.887--Technical Report 
on Development of USES Aptitude Test Bat- 
tery. 

ED 068 555 
Precision Lens Grinder (optical goods) 5- 
08.071--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 778 
Printer-Slotter Operator (paper goods) 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 764 


Printing Curricula 65XX; 97XX--Technical Re- 
port on Development of USES Aptitude Test 
Battery. 
ED 068 552 
ducti Mech Tin Cans (tinware) 
619. 380--Technical Report on Development of 
USTES Aptitude Test Battery. 
ED 069 765 


Programmer, Detail, Graphic Arts (clerical) 
219.388--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 637 


Quality Control Worker (can. & preserv.) 
529.387--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 422 





Radiation Monitor (profess. & kin.) 199.187-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 553 
Refrigeration and Heating Mechanic (any ind.) 
637.251-010--Technical Report on Develop- 
ment on USTES Aptitude Test Battery. 

ED 068 544 
Rewinder Operator (paper goods) 640.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 068 560 
Room Clerk (hotel and rest.) 1-07.60--Techni- 
cal Report on Standardization of the General 
Aptitude Test Battery. 

ED 069 776 
Screw-Machine Set-Up Operator, Jobbing 
(mach. shop) 604.380-028--Technical Report 
on Development of USTES Aptitude Test Bat- 
tery. 

ED 069 640 
Set-Up Man, Sheet Metal (any ind.) 616.380-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 067 421 
Sewage-Plant Operator (any ind.), Water- 
Treatment-Plant Operator (waterworks) 
954.782; Sewage-Plant Operator (sanitary ser.), 
Waste-Treatment-Plant Operator (sanitary ser.) 
955.782, I 955.782--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 776 
Spooler Operator, Automatic (textile) 689.886- 
-Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 558 
Stati y §& (any ind.) 950.782-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 072 057 


Steam-Power-Plant Operator (light, heat & 
power) 952.782-040--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 774 
Structural-Steel Lay-Out Man (any ind.) 
809.381-030--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 072 047 
Surveyor (profess. & kin.) 0-64.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 070 773 


Taper (const.) 842.884--Technical Report on 
Development of USES Aptitude Test Battery. 
ED 072 062 
Teacher Aid, Elementary School (education) 
099.368--Technical Report on Development of 
USES Aptitude Test Battery. 
ED 067 414 


Technician, Automated Equipment (office 
mach.) 823.281--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 651 
Telephone Ad Taker (print. & pub.) 249.368-- 
Technical Report on USES Aptitude Test Bat- 
tery. 





: ED 068 548 
Traffic Device Maintainer (gov. ser.) 869.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 550 
Transportation Agent (air trans.) 912.368-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 774 
Tricot-Knitting-Machine Operator (knit goods) 
685.885--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 629 
Tube-Machine Operator (elec. equip.) 7- 
00.216--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 779 
Twister-Tender (asbestos prod; glass mfg.; 
synthetic fibers; textile) 681.885--Technical 
Report on Development of USTES Aptitude 


Test Battery. 

ED 069 639 
Various Occupations in the Iron and Steel In- 
dustry. Technical Report on Development of 
USTES Aptitude Test Batteries. 

ED 072 056 
V-Belt Wrapper (rubber goods) 690.885-438-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 646 


Subject Index 177 


Vending-Machine Repairman (bus. ser.; coin 
mach.) 639.381--Technical Report on Develop- 
ment on USES Aptitude Test Battery. 

ED 067 418 
Venetian Blind Assembler 6-39.551--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 068 
Weighing Station Operator (gov. ser.) 0- 
95.906--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 072 067 
Welder, Production Line (welding) 812.884- 
018--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 634 
Yarn Service Trainee (synthetic fibers) 
929.887--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 641 
Yarn Winder (any ind.) 6-19.117--Technical 
Report on Development of USES Aptitude Test 


Battery. 
ED 072 060 


Cuyahoga Community College 
Analysis of the 1972 Summer Session. 
ED 080 114 


Cybernetics 

On Access to Knowledge in the Social Sciences 
and Humanities, From the Viewpoint of 
Cybernetics and Information Science. 

ED 075 046 
Biofeedback: An Operational Definition and 
Control of Dissonance. 

ED 072 482 
Computer Generated Ability Complements as 
an Alternative to Continuous Hierarchy Posi- 
tions: A Cybernetic Model of School Adminis- 
tration. 

ED 076 671 
Cybernation, Systems, and the Teaching of En- 
glish: The Dilemma of Control. 

ED 067 689 
An Epistemic Based Information-Communica- 
tion Model for Management of Communication 
Disorders. 

ED 078 460 
A Future of Communication Theory: Systems 
Theory. 

ED 070 129 
A Hierarchic System for Information Usage. 

ED 074 557 
Impact of Cybernetics on Information Science, 
and Vice Versa. 

ED 075 047 
Impact of the Cybernetic Law of Requisite 
Variety on a Theory of Information Science. 

ED 073 777 
Is Today Tomorrow? A Synergistic Collage of 
Alternative Futures. 

ED 072 651// 

Needles, Burrs, and Bibliographies: Study 
Resources: Technological Change, Human 
Values, and the Humanities. 

ED 072 456 
Needles, Burrs, and Bibliographies; Study 
Resources: Technological Change, Human 
Values, and the Humanities. 

ED 072 457 
Recasting Communication Theory and 
Research: A Cybernetic Approach. 

ED 074 536 
Recoding Numerics to Geometrics for Complex 
Discrimination Tasks; A Feasibility Study of 


Coding Strategy. 
ED 079 800 


Study of Man-Machine Communications 
Systems for the Handicapped. Volume III. Final 


Report. 

ED 070 222 
Study of Man-Machine Communications 
Systems for Disabled Persons (The Han- 


dicapped). Volume IV. Final Report. 
ED 070 223 


Cyrillic Alphabet 


The Transliteration of Modern Russian for En- 


glish-Language Publications. 
ED 077 283// 


Czech 
Czech Basic Course: Advanced Phase (Air 
Force), Lessons 1-23 and Supplementary 


Materials. 
ED 066 947 





178 Subject Index 
Czech Basic Course: Czech Grammar, Volume 


1. 
ED 067 904 
Czech Basic Course: Czech Grammar, Volume 


i. 

ED 067 906 
Czech Basic Course: Folklore. 

ED 066 941 
Czech Basic Course: Songs of Czechoslovakia. 

ED 066 946 
E.LL. Czech: An Audio-Lingual Course with 
Correlated Tapes, Volume I. 

ED 080 001 


Slovak-English Phraseological Dictiona- 
ry/Slovensko-Anglicky Frazeologicky Slovnik. 
ED 071 516// 
Textbook for Beginning Czech. 
ED 070 332 


Czechoslovakia 
The Czech Crisis and International Broadcast- 
ing in Perspective. 
ED 071 139 
Extended Day-Care Attendance and First 
Grade School Performance. 
ED 078 947 


Dade County 
Cultural and Economic Mediation Among 
Spanish Speaking Migrant Farm Workers in 
Dade County, Florida. 
ED 080 219 


Desegregation - September 1972. 

ED 076 253 
Human Relations. 

ED 067 344 
lll Annual Dade County Social Studies Fair. 
Profiles of Promise 3. 

ED 077 805 
Supplementary Catalog of Resources for Inclu- 
sion of Negro History and Culture in the Dade 
County Curriculum Preliminary Edition. 

ED 069 559 


Daguerreotypes 
Mirror Image; The Influence of the Daguerreo- 


type on American Society. 
ED 067 880// 


Daily Living Skills 
Basic Life Functions Instructional Program 
Model. Field Copy. 


ED 075 964 
Curriculum for the Intellectually Disabled 
Trainable. 

ED 069 079 
Home Economics Guide for Visually Han- 
dicapped Students. A Five County Vocational 
Skills Training Program for the Blind. 

ED 073 578 
Possible Content Areas for Implementation of 
the Basic Life Functions Instructional Program 


Model. 
ED 075 965 


Toilet Training the Retarded Child. 

ED 074 660 
Toward the Development and Implementation 
of an Empirically Based Public School Program 
for Trainable Mentally Retarded and Severely 
Emotionally Disturbed Students. Part Il. 

ED 072 580 


Dairymen 
The Comparison of Telelecture and Regular 
Lecture in the Transfer of Knowledge to 


Adults. 

ED 070 946 
Factors Associated with Tennessee County Ex- 
tension Agent Dairy Educational Program Ef- 
fectiveness. A Research Summary Graduate 


Study. 

ED 073 361 
Farm Hand, Dairy (agric.) 1 411.884--Techni- 
cal Report on Development of USES Aptitude 
Test Battery. 

ED 068 547 
Motivations of Macon County, Tennessee, 
Manufacturing Milk Producers. A Research 
Summary of a Graduate Study. 

ED 073 357 


Some Factors Influencing Dairy Practice Adop- 
tion by Grade A Milk Producers in Selected 
Tennessee Counties. A Research Summary of a 


Graduate Study. 
ED 076 867 


Dakotas 
History and Acculturation of the Dakota Indi- 
ans. 


ED 077 627 


Dale Chall Readability Formula 
A Readability Analysis of Reading Materials 
Used in Adult Basic Education. 
ED 067 627 


Dallas Public Library 
The Dallas Public Library Independent Study 


Project. 

ED 068 121 
The Dallas Public Library Independent Study 
Project: [Two Presentations}. 

ED 068 122 


Evaluator’s Report to the National Interest 
Council: March 1 and September 15, 1972. 

ED 068 124 
Report to the National Interest Council: March 
7 and September 15, 1972. 

ED 068 123 


Report to the National Interest Council: March 


8, 1973. 
ED 073 790 


Dance 
The Development of Guidelines for Classifying 
and Writing Abstracts of Dance Research. 
ED 070 706 
Graduate Education in Health Education, 
Physical Education, Recreation Education, 
Safety Education, and Dance. Report of a Na- 


tional Conference. 
ED 077 907 


An Introduction to the Dance of India, China, 


Korea, Japan. 
ED 080 392 


Research in Dance Il. 
ED 079 284 


Danforth ——— Program 
Black Studies in Retr t: A Report on the 
Danforth Foundation’ 8 Program of Postgradu- 
ate Black Studies Fellowships. 
ED 077 319 





Dari 
Conversational Dari: An Introductory Course 
in Dari (=Farsi=Persian) As Spoken in 


Afghanistan. 
ED 067 955 


A Short Course in Conversational Dari. 
ED 069 168 


Data 


Data On Selected Students In Adult Basic Edu- 
cation Programs, 1971-72. Interim poe 

068 797 
Developing Community Service and Oeuteie 
Education Programs in California Higher Edu- 
cation Institutions. An Evaluation of the Title I 
(HEA, 1965) Program in California, 1966- 


1971. 

ED 069 944 
The Development of a Model State Data Anal- 
ysis Plan (SDAP). (Phase I.) Part I: Overview 


and Detailed Developmental Process. 
ED 072 538 


The Development of a Model State Data Anal- 
ysis Plan (SDAP). (Phase I.) Part Il: The 
Model I SDAP. 

ED 072 539 


The Development of a Model State Data Anal- 
ysis Plan (SDAP). (Phase I.) Part Ill: The 
SDAP Data Compendium. 

ED 072 540 


Development of New Materials to Improve the 
Training of Students in Data Analysis. Final 


Report. 
ED 068 355 


Educational Statistics. 
ED 073 142 


Errata to the Werts-Linn Comments on Boyle’s 


“Path Analysis and Ordinal Data.” 
ED 070 778// 


An Evaluation of Accountability Programs in 


Colorado. 
ED 076 663 
Evaluation Study of Job Development in Stan- 
dard Metropolitan Statistical Areas, Volume Il 
of Il. Final Report. 
ED 076 841// 


Evaluation System Model for the Basic Func- 
tions of Vocational Education in California: A 

Based Evaluation System for Voca- 
tional Education. 





ED 075 667 

Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
ry Teachers. Volume VIII: Statistical Appendix. 
ED 073 104// 

Four Indices for Investigating Inter-Observer 
Accuracy of Observational Instruments. 
ED 079 322 

Full-Scale Implementation of a Process Evalua- 
tion System for Programs of the National 
Center for the Improvement of Educational 





Data Collection with Low-l p 


dents. 
ED 068 762 
An Information System for Educational 
Management, Vol 3: Data Requirements for 
Evaluation; A Review of Educational Research. 
068 115 
The Perversion of Education into Data Trans- 
mission: The Communications Overload in the 
Modern Educational System. 
ED 073 006 


Utilizing Manpower and Follow-Up Data: A 
Perspective for Local Vocational Planning. 
ED 080 658 


Data Analysis 
The Acceptability of Regression Solutions: 
Another Look at Computational Accuracy. 
ED 073 164 
An Alternative Analysis for the Situational At- 


titudes Scale. 
ED 072 104 
Analysis of Data from the North Carolina 
Statewide Assessment of Educational Progress. 
ED 076 690 


An Analysis of Personality Data Using Rasch 
Measurement Model. 
ED 070 770 


BLS Handbook of Methods for Surveys and 


Studies. 

ED 067 505 
Career Patterns. A Descriptive Analysis of Vo- 
cational-Technical Education at Montgomery 
Community College, 1971-1972. 

ED 071 657 


Clinical Impressions of Communal Child Rear- 


ing. 

. ED 070 518 
The Comparability Question: Potential Uses 
and Misuses of Data. 

ED 079 377 


{Computer Program PEDAGE -- MARKTF- 


M7-F4.} 
ED 077 969 


Correlates of Student Preference Ratings. 
ED 076 696 


Syst Volune 1: Summary. 


ED 067 522 
Further Development of Arkansas Higher Edu- 


cation. 

ED 078 832 
Geometric Interpretations of Some 
Psychophysical Results. 

ED 079 357 
Hypothetical Concepts, Intervening Constructs, 
and Observed Data in Program Evaluation. 

ED 078 004 
An Information Analysis of 2-, 3-, and 4-Word 
Verbal Discrimination Learning. 

ED 070 524 


The Integration of Survey Research and Field 
Work: Contributions to Data Collection. 

ED 077 971 
The Interrupted Time Series as Quasi-Experi- 
ment: Three Tests of Significance. A Fortran 
Program for the CDC 3400 Computer. 

ED 067 400 
LISREL: A General Computer Program for 
Estimating a Linear Structural Equation System 
Involving Multiple Indicators of Unmeasured 
Variables. 

ED 073 122 
Live Versus Televised Observations of Social 


Rehavi hy 
in P. 





ED 071 735 
Methodological Issues in Naturalistic Observa- 
tion: Some Problems and Solutions for Field 
Research. Final Report. 

ED 071 749 
A Methodological Note on Contextual Effects 
Studies in Education. 

ED 069 806 
Missing at Random: What Does it Mean? Draft. 

ED 075 486 
Missing Data Problems for Two Samples on a 
Dichotomous Variable. 

ED 068 535 


Performance Indicators Workbook: Edition I, 

for Calculating School District Performance in 

Elementary School Reading and Arithmetic. 
ED 080 591 





Predicting Who Will Withdraw During Their 
First Semester of Attendance at Miami-Dade 
Junior College, South Campus. 

ED 078 830 


A Problem in the Aggregation of Student Data 
to the Level of School. Working Draft. 

ED 076 645 
The Quantification of Subjective Data for 
Evaluation of Affective Experiences. 

ED 078 073 
Secondary Evaluations. 

ED 073 138 
Social Studi Application Units. Course Il, 
Teachers. Computer-Oriented Curriculum. 
REACT (Relevant Educational Applications of 
Computer Technology). 





ED 075 272 
State Educational Assessment Programs. 1973 


Revision. 

ED 080 582 
A Study of the Effect of Proximally Autocorre- 
lated Error on Tests of Significance for the In- 
terrupted Time Series Quasi-Experimental 
Design. 

ED 067 401 
Unequal Cell Frequencies in Analysis of Vari- 
ance: A Review and Extension of Methodology 
for Multiple Missing Observations. 

ED 074 085 


Data Bases 


An Aggregate Data Archive for the Russian 
Area Studies Center, Louisiana State Universi- 
ty. Final Report. 

ED 074 015 


Available Data Banks for Library and Informa- 
tion Services. 
ED 076 219// 
Bibliography of the Computer in Environmen- 
tal Design. Volumes One and Two. 
ED 077 080// 
A Cataloguing System for Machine Readable 
Data Bases. 
ED 071 678 
Computer Programs. A Systems Approach to 
Placement and Follow-Up: A Computer Model. 
ED 080 768 
Data Archives for the Social Sciences: Pur- 
poses, Operations and Problems. 
ED 078 886// 
Defense Documentation Center Referral Data 


Bank Directory. 
ED 077 965 


The Development of a Model State Data Anal- 
ysis Plan (SDAP). (Phase I.) Part III: The 
SDAP Data Compendium. 

ED 072 540 


Editing Manual for Use with the National Task 
Bank. 

ED 078 226 
The Employment Impact of the Des Moines 
Occupational Upgrading Project and Model Ci- 
ties High School Equivalency Project: Project 
Year One Evaluation. 

ED 072 285 


An Evaluation of Results and Effectiveness of 
Job Banks: Volume I, Parts I and II. 

ED 069 912 
GANDALF: A General Alpha-Numeric Direct 
Access Library Facility. 

ED 074 759 


Handling of Varied Data Bases in an Informa- 
tion Center Environment. 

ED 067 143 
International Demographic Data Director. A 
Computerized Information Retrieval System for 
Demographic and Family Planning Data. 

ED 076 396 
Listing of Schools Constructed with a Building 
System. Building Systems Information 
Clearinghouse Special Report Number Two. 

ED 071 205 
Major Events Leading to Establishment of The 
National Task Bank. 

ED 078 225 


Management Information System Project. 

ED 072 528 
Managing the ERIC Data Base. (Technical and 
Managerial Considerations in Operating a 
Computerized Information Processing Center in 
Support of a Multi-Disciplinary Network.) 

ED 069 303 
Meeting Ontario's Need for Educational Infor- 
mation: An Evaluation of the SDC/ERIC On- 
Line Bibliographic Search Service. 

ED 077 531 


National Serials Data Program; Phase I, Final 
Report. 

ED 076 220 
National Task Bank. Tasks in Social Welfare 
and Rehabilitation Services, Administration, 
Money Payments. 

ED 078 224 


The Project TALENT Data Bank: A Hand- 


book. 
ED 072 103 


Subject Index 179 


Information System for Educational Manage- 
ment, Vol. 2: Data Requirements for Ac- 
countability. 
ED 068 114 
The Integration of Survey Research and Field 
Work: Contributions to Data Collection. 
ED 077 971 
and Analysis 


International Data Archive 


Center. I. International Relations Archive. I. 
Voluntary International Coordination. Ill. At- 
tach ry 





Student Residence IL ti and A iated 
Census Data. Interim Report. 
ED 078 816 


Survey of Commercially Available Computer- 


Readable Bibliographic Data Bases. 
ED 072 811 


The Use of ERIC Tapes in Scandinavia, 
Searching With Thesaurus Terms in Natural 


Language. 
ED 072 794 


Data Collection 
The ACE Office of Research: Its Purposes and 


Activities. 
ED 068 530 


The Beverly Hills Community Looks at its 
Schools. Appendix Il. 

ED 072 074// 
BLS Handbook of Methods for Surveys and 


Studies. 
ED 067 505 


Characteristics of Wisconsin Dairy Operators 
by Adopter Category: Is Rogers Correct? 

ED 070 953 
The Comparability Question: Potential Uses 


and Misuses of Data. 
ED 079 377 


A Compilation of Preschool Children’s Word 


Frequency Counts. 
ED 074 083 


Data Collection with Low-Income Respon- 
dents. 

ED 068 762 
Data Comparability in Higher Education. 

ED 078 776 
Data Element Dictionary Research Related 


Elements Section. 
ED 076 126 


Disadvantaged Children and Their First School 
Experiences: ETS-Head Start Longitudinal Stu- 
dy: Structure and Development of Cognitive 
Competencies and Styles Prior to School Entry. 

ED 068 522 
Early Childhood Planning in the States: A 
Handbook for Gathering Data and Assessing 


Needs. 

ED 076 227 
Educational Resources Information Center 
(ERIC) File Partition Study: Final Report. 

ED 067 520 
The Effects of Observer Bias in Field-Experi- 


mental Settings. Final Report. 
ED 078 086 


The Effects of Reward in Large-Scale Data 
Gathering. 

ED 076 382 
Establishment of a Comprehensive Data System 
for Occupational Training in Kentucky--Phase 


I, Final Report. 
ED 075 647 


Evaluation of Selected Two-Year College Cer- 


tificate and Diploma Programs. Project Report. 
ED 078 825 





Forum I: Information Systems. 

ED 067 098 
Full-Scale Implementation of a Process Evalua- 
tion System for Programs of the National 
Center for the Improvement of Educational 
Systems. Volune 1: Summary. 

ED 067 522 


Graduate Questionnaire, Evening Students 
Questionnaire, [and] Non-Returning Students 


Questionnaire. 
ED 077 500 


Guidelines for Planning and Implementing a 
Comprehensive Community Environmental In- 


ventory. 

ED 067 233 
Implementation of Head Start Planned Varia- 
tion Testing and Data Collection Effort. Final 
Report. 

ED 070 532 
Incorporating Survey Feedback in OD Inter- 
ventions. A CASEA Occasional Paper. 

ED 075 890 


ED 068 397// 
Investigation of the Effects of Parent Participa- 
tion in Head Start. Appendices to the Final 


Technical Report. 

ED 080 218 
Kentucky Educational Needs Assessment Study 
Outline. Phase Il: Condensed Report. 

ED 077 940 
National Inventory of Library Statistics Prac- 
tices, Volume II; Agency Profiles and In- 
dividual Site Descriptions. Final Report. 

ED 069 311 
National Inventory of Library Statistics Prac- 
tices. Volume I, Data Collection on the Na- 
tional, State, and Local Levels. 

ED 075 032 
National Survey of Library Services to the Ag- 
ing. Final Report. 

ED 067 521 
An NIE Strategy Paper. 

ED 067 518 
Occupational Outlook: Montgomery and Prince 
Georges Counties. A Forecast of Training 
Requirements for Occupations Which Will 
Hold Promise in the Next Five Years. 

ED 069 277 
Overview Snapshot Observational Technique 
(OSOT): Administration Manual Experimental 
Research Form. 

ED 069 425 
Preprimary Enrollment, October 1971. 

ED 070 535 
Project TALENT: Period Covered by Report, | 
June 1972 - 31 August 1972. Technical 
Progress Report No. 5. 

ED 073 126 
Public Opinion Toward Day Care. Final Re- 
port: Part VI. 

ED 068 194 
Pupil Progress Record-Keeping. 

ED 072 008 
Quantifying Human Performance Reliability. 

ED 079 349 
Quantitative Information on Teacher Training. 

ED 080 471 
Questionnaire Items Soliciting School Related 
Alienation from 10,000 Senior High Pupils. 

ED 074 093// 
Questionnaire to Parents. 
ED 074 121// 

Raw Data Collected in This Study. Appendix 
B. 


ED 069 669// 

Report on the February 1971 Version of the 
Wisconsin Basic Prereading Skill Test. 

ED 069 339 
Selected Characteristics of Persons and Fami- 
lies of Mexican, Puerto Rican, and Other 
Spanish Origin: March 1972. (Advance Data 
from March 1972 Sample Survey.) Population 
Characteristics: Current Population Reports. 

ED 070 546 
Statewide Assessment: Methods and Concerns. 

ED 074 072 
Statistical Collection Simplified within the Pur- 
due General Library. Part I. 

ED 068 112 
Student Reactions to College. Directions. Ap- 


pendix C. 
ED 072 101// 


A Voice-Radio Method for Collecting Human 
Factors Data. 

ED 079 350 
The Way to Relevance and Accountability in 


Education. 
ED 080 617 


What Is National Assessment? 
ED 067 394 


Data Processing 
ADAPSO Computer Services Industry Directo- 
ry of Members, 1972-1973. 
ED 071 380// 
The AEDS Large School System Survey. Re- 


port of Findings. 
ED 073 679 





180 Subject Index 





Automatic Data Pr g Eq t; Report 
of the Committee on Government Operations 
on H.R. 4845. 
ED 067 108 
Automatic Data Processing; Hearing Before a 
Subcommittee of the Committee on Govern- 
ment Operations...Ninety-Second Congress, 
First Session, May 20, 1971. 
ED 067 109 
The Classroom Information and Computing 
Service. 
ED 069 291// 
Clinic on Library Applications of Data 
Processing, 1972. Proceedings: Applications of 
On-Line Computers to Library Problems. 
ED 072 825// 
Computer Based Instructional Design: Identify- 
ing Requirements. 
ED 077 200 
[Computer Program PEDAGE -- SLEXTF-M2- 
F4.] 
ED 077 980 
Data Processing at North Carolina Department 
of Public Instruction Division of Teacher Cer- 
tification. 
ED 066 791 
A Generalized Management Information 
System for Computer Facilities at Educational 
Institutions. 
ED 066 798// 
Handbook of Methods for Information Systems 
Analysts and Designers. Volume I - Basic 
Handbook and Appendix I. Final Technical Re- 
port. 
ED 069 287// 
Handbook of Methods for Information Systems 
Analysts and Designers. Volume II - Appendix 
Il TRACE. Final Technical Report. 
ED 069 288// 
Introduction to Psychology and Leadership. 
Leadership Management Course Computer 
Programs and Specifications. 
ED 071 353 
Introduction to Teleprocessing. 
ED 067 819// 
Mathematical Foundations for Measuring Infor- 
mation Transfer and Flow. 
ED 068 138// 
Natural Resource Information System. Volume 
I. Overall Description. 
ED 073 907// 
Natural Resource Information System. Remote 
Sensing Studies. 
ED 073 909// 
RAMA -- Recursive Attendance Monitoring 
and Analysis. 
ED 075 957 
SLIP: A Symmetric List Processing Language 
in PL-I. 
ED 066 878 
Supply and Demand in ARENA: An Analysis 
of the Relation of Characteristics of Children 
Registered with ARENA and the Charac- 
teristics Acceptable to Families Registered. 
ED 068 171 
A Systems Approach to Placement and Follow- 
Up: A Computer Modcl. 
ED 080 769 
The Theoretical Principles of the Organization 
of Information Systems. 
ED 068 142// 
UHTSS Library Management Yesterday, 
Today, and Tomorrow. 
ED 069 289// 


Data Processing Occupations 
Business Data Processing Occupational Per- 


formance Survey. Interim Report. 
ED 078 125 


Data Sheets 
The 1971 Student Census Project Question- 
naire. Appendix A. 
ED 074 117// 

The Development of Revised Field Reader 
Evaluation Forms for Educational Research 
and Development Proposals. Final Report. 

ED 080 612 
A Sclected List of Educational Material Availa- 
ble from Commerce and Industry. 

ED 076 826 
Wechsler Scales Complementary Sheet. 

ED 079 341 


Dating (Social) 
What Teenagers Want to Know. 
ED 080 146// 


Davis Monthan Air Force Base 


Davis-Monthan Air Force Base Summer Youth 
Program, 1972. 
ED 074 230 


Day Camp Programs 

Basic Steps in Planning Outdoor Education 
Day-Camping Programs. A Definitive State- 
ment to Assist Teachers Involved in Day- 
Camping Programs. 

ED 075 139 
School Camping Program. Disadvantaged Pupil 
Program Fund, Fund Number 97-8: 1971-1972 
Evaluation. 

ED 078 104 


Day Care Programs 

1972 Sodus [New York] Migrant Summer Pro- 
gram. 

ED 071 833 
Alabama Day-Care Needs and Day-Care 
Resources. Final Report. 

ED 070 514 
Alternative Federal Day Care Strategies for the 
1970's: Summary Report. Final Report: Part I. 

ED 068 187 
Assessing Teacher Behaviors with Infants in 
Day Care. 

ED 075 505 
Bibliography Supplement for December 1971. 
Volume 3. Final Report: Part X. 

ED 068 201 
Bibliography Suppl t for September, Oc- 
tober, and November 1971. Volume 2. Final 
Report. Part X. 





ED 068 200 
Challenges in Day Care Expansion. Final Re- 
port: Part V. 

ED 068 193 
Child Care is Everybody’s Baby: A Com- 
prehensive Report of Child Care Services, Past, 
Present, and Future at M.I.T. Final Child Care 
Proposals as Accepted by M.I.T. 

ED 071 777 
Child Care Programs: Estimation of Impacts 
and Evaluation of Alternative Federal Strate- 
gies. Volume 2: Appendixes. Final Report: Part 
Il. 


ED 068 188 
Child Development: Day Care. 8. Serving Chil- 
dren with Special Needs. 

ED 068 185 
Community Family Day Care Project. Final Re- 
port. 

ED 078 960 
A Comparison of Provisions in State and 
Federal Standards for Institutional Day Care. 

ED 078 950 
A Comparison of Three Types of Day Care and 
Nursery School-Home Care. 

ED 078 910 
Costs of Day Care: Proceedings of a 
Workshop. Volume 2: Appendix. Final Report: 
Part IV. 

ED 068 192 
Costs of Day Care. Volume 1. Final Report: 
Part IV. 

ED 068 191 
Day Care: An Abstract Bibliography (Supple- 
ment #1). 

ED 069 402 
Day Care: An Annotated Bibliography. Volume 
I. Final Report: Part X. 

ED 068 199 
Day Care and Intervention Programs for In- 
fants. 

ED 080 173// 

Day Care Facts. 

ED 075 631 
Day Care in Vermont (Excerpts from the In- 
troduction and the Executive Summary). 

ED 078 956 
Day Care Survey 1970-71. 

ED 078 953 
Demonstration: Male Workers in Day Care. 
Demonstration Project Progress Report. 

ED 072 873 
A Demonstration Project: ““‘The Good Life’’ for 
Infants and Toddlers. 

ED 067 148 
A Design for a National Day Care Cost-Effec- 
tiveness Experiment. Final Report. 

ED 068 164 
Development of a Day Care Center for Young 
Children: Syracuse University Children's 
Center. 

ED 067 152 


The Development of a Prototype Infant, 
Preschool and Child Day Care Center in 
Metropolitan Toronto. Year I Progress Report: 
Program Development. 
ED 072 855 
The Duke of York Day Care Project. 
ED 067 167 
Early Childhood Education: Perspectives on 
the Federal and Office of Education Roles. 
D 066 621 
The Educational Day Care Consultation Pro- 
gram. 
ED 067 157 
Effects of Early Day Care Experience on Sub- 
sequent Observed Program Behaviors. 
ED 068 149 
Evaluating Children’s Progress: A Rating Scale 
for Children in Day Care. 
ED 078 949 
Evaluation of the Office of Economic Opportu- 
nity Child Development Center. 
ED 080 168 
Existing Day Care Legislation. Final Report: 
Part III. 
ED 068 190 
Extended Day-Care Attendance and First 
Grade School Performance. 
ED 078 947 
A Feasibility Study for a Comprehensive Com- 
petency-Based Training and _ Certification 
System for Child Care Personnel in the Com- 
monwealth of Pennsylvania. Annotated Bibliog- 
raphy. Appendix A. Final Report. 
ED 072 014 
Federal Funds for Day Care Projects. 
ED 070 850 
Guidelines for Observation and Assessment: An 
Approach to Evaluating the Learning Environ- 
ment of a Day Care Center. 
ED 080 172 
Help! A Handbook for Child Care Workers. 
ED 073 821 
How to Operate Your Day Care Program. 
ED 069 382// 
Major Aspects of Day Care: Statements and 
Articles. 
ED 078 890 
Measurements of Impacts of Child Care Pro- 
grams. Volume 3. Final Report: Part Il. 
ED 068 189 
Migrant Education. A Consultant Report, State 
of Minnesota Department of Education, Title I, 
El tary and S$ dary Educati Act, 
Migrant Amendment Annual Evaluation Report 
(BOB 51-RO-719). Summer of 1972. 
ED 071 807 








New Forces Shaping Child Care. 

ED 067 158 
Open the Door...See the People. A Descriptive 
Report of the Second Year of the Community 
Family Day Care Project. 

ED 071 737 
Proceedings of the Governor's Working Con- 
ference on Day Care (November 22-23, 1971). 

ED 068 710 
Public Opinion Toward Day Care. Final Re- 
port: Part VI. 

ED 068 194 
Research and Demonstration Program of Day 
Care Services for M.I.T. Employees. Interim 
Report. 

ED 071 776 
A Review of the Present Status and Future 
Needs in Day Care Research. A Working 
Paper. 

ED 075 673// 
Rights of Children, 1972: Hearing before the 
Subcommittee on Children and Youth of the 
Committee on Labor and Public Welfare. 
United States Senate Ninety-Second Congress. 
Part 2: Appendix - Selected Readings on Child 
Abuse and Day Care. 
ED 071 740// 

Southeastern Day Care Project Rating Forms. 

ED 078 943 
Study of Child Care Activities in the District of 
Columbia. 

ED 068 172 
A Survey of State Day Care Licensing Require- 
ments. 

ED 078 955 
Types of Day Care and Parents’ Preferences. 
Final Report: Part VII. 

ED 068 195 
The Woman Question in Child Care (A Posi- 
tion Paper). 

ED 078 957 





Zoning for Day Care (from Models for Day 
Care Licensing). 
ED 078 954 


Day Care Services 
Alabama Day-Care Needs and Day-Care 
Resources. Final Report. 
ED 070 514 


Alternative Federal Day Care Strategies for the 
1970's: Summary Report. Final Report: Part I. 
D 068 187 
Alternative Federal Day Care Strategies for the 
1970's. (Excerpts from the Final Report). 
ED 080 135 


Bibliography Supplement for December 1971. 
Volume 3. Final Report: Part X. 
ED 068 201 


Bibliography Supplement for September, Oc- 
tober, and November 1971. Volume 2. Final 
Report. Part X. 

ED 068 200 
The Birth and Growth of the Tompkins County 
Day Care and Child Development Council Inc. 

ED 071 746 
Challenges in Day Care Expansion. Final Re- 
port: Part V. 

ED 068 193 
Costs of Day Care: Proceedings of a 
Workshop. Volume 2: Appendix. Final Report: 
Part IV. 

ED 068 192 
Costs of Day Care. Volume 1. Final Report: 
Part IV. 

ED 068 191 
Day Care: An Annotated Bibliography. Volume 
I, Final Report: Part X. 

ED 068 199 
Day Care Licensing Study Summary Report on 
Phase I: State and Local Day Care Licensing 
Requirements. 

ED 069 328 
Day Care Survey, 1970: Community Profiles. 

ED 068 |52 
A Demonstration Project: ‘The Good Life” for 
Infants and Toddlers. 

ED 067 148 
Differences Between Highly Satisfied and Not 
Highly Satisfied Clients of Day Care Centers. 

ED 068 165 
Family Day Care as Observed in Licensed 
Homes in Montgomery County, Maryland. 

D 071 756 

Family Day Care Mothers: What “They” Want 
in Training Programs. 

ED 071 745 
Family Day Care West: A Working Con- 
ference. 

ED 070 511 
A Feasibility Study for a Comprehensive Com- 
petency-Based Training and _ Certification 
System for Child Care Personnel in the Com- 
monwealth of Pennsylvania. Annotated Bibliog- 
raphy. Appendix A. Final Report. 

ED 072 014 
Final Report: Part I - Alternative Federal Day 
Care Strategies for the 1970’s. Summary Re- 


port. 

EP 068 153 
Future Trends Affecting Day Care and 
Preschool Education. Final Report: Part VIII. 

ED 068 196 
Licensing Your Community Child Care Center. 

ED 069 364 
Major Aspects of Day Care: Statements and 
Articles. 

ED 078 890 
Manual for Evaluating Day Care Centers. 

ED 068 i81// 

The Next Step in the Struggle for Comprehen- 
sive Child Care. 

ED 076 252 
The Office for Children: A New Approach to 
the Development of Children’s Services in Mas- 
sachusetts. 

ED 078 894 
Proceedings of the Governor’s Working Con- 
ference on Day Care (November 22-23, 1971). 

ED 068 710 
Public Opinion Toward Day Care. Final Re- 
port: Part VI. 

ED 068 194 
Report on the Atkinson College Child Care 
Planning Survey. 

ED 078 944 
Research and Demonstration Program of Day 
Care Services for M.I.T. Employees. Interim 
Report. 


ED 071 776 
A Review of the Present Status and Future 
Needs in Day Care Research. A Working 


Paper. 
ED 075 673// 

Some Aspects of the Effects of Day Care on 
Infants’ Emotional and Personality Develop- 
ment. 

ED 067 166 
So You're Going to Run a Day Care Service! 

ED 069 351 
Spotlight on Day Care. Proceedings of the Na- 
tional Conference on Day Care Services 
(Washington, D.C., May 13-15, 1965). 

ED 073 825 
Study of Child Care Activities in the District of 
Columbia. 

ED 068 172 
A Study of Day Care’s Effect on the Labor 
Force Participation of Low-Income Mothers. 
Working Papers. 

ED 080 627 
Survey of Child Care Among Women Working 
in Industry in Arkansas and a Day Care Pro- 
gram for These Women. Final Report. 

ED 075 587// 

Types of Day Care and Parents’ Preferences. 
Final Report: Part VII. 

ED 068 195 
What Is Good Day Care? 

ED 069 392 
Who Thrives in Group Day Care? Assessment 
of Child-Rearing Environments: An Ecological 
Approach. Part 2 of Final Report. 

ED 076 229 


Dayton 
Informing the Public About Alternative Op- 
tions for Financing the Public Schools. Final 
Progress Report. 
ED 074 638 


Deaf 
Communication -- Some Unanswered Questions 
and Some Unquestioned Answers. Occasional 
Paper #10. 
ED 079 912 
Counseling and Community Services Center for 
the Deaf. A Comprehensive Counseling and 
Community Services Center for Deaf Adults. 
Final Report. 
ED 078 232 
Curriculum Guide for Interpreter Training. 
ED 074 656 
Deaf Leadership Training for Community In- 
teraction. A Manual for “‘Grassroots’’ Leader- 
ship. 
ED 073 364 
Deafness and Mental Retardation. 
ED 067 788 
An Employment Analysis of Deaf Workers in 
Texas. 
ED 069 888 
Habilitation of Deaf Young Adults. Final Re- 
port. A Vocational Rehabilitation Program for 
the Deaf in a Comprehensive Vocational Facili- 
ty, August 1, 1965 to July 31, 1970. 
ED 078 217// 
Sesame and You--A Teacher's Helper. 
ED 079 892 
A Study of Comprehension of Compressed 
Deaf Speech. 
ED 075 856 
A Survey of Cognition in Handicapped Chil- 
dren. Technical Report No. 197. 
ED 072 599 
Utilization of Sesame Street Materials with a 
Deaf Population. Final Report. 
ED 079 894 
The Vocationa| Rehabilitation of Deaf People. 
ED 075 642 
Workshop on Evaluation and Recommenda- 
tions Relating to the National Conference for 
Coordinating Vocational Rehabilitation and 
Educational Services for Deaf People. 
ED 074 356 


Deaf Blind 
evelop t and D ration of Communi- 
cation Systems for the Blind and Deaf/Blind. 
Braille Communication Terminals and Tactile 
Paging Systems. Final Report. 





ED 074 663 
Diagnosjs and Evaluation of Deaf-Blind Chil- 
dren, Report of Workshop Proceedings 
(Denver, Colorado, February, 17-18, 1971). 

ED 072 569 
Environmental Programming for the Deaf- 
Blind. 


Subject Index 181 


ED 069 057 
A Handbook for Parents of Deaf-Blind Chil- 
dren. 

ED 067 803 
Literature on the Deaf-Blind -- An Annotated 
Bibliography. 


ED 072 579 
Multiply Handicapped; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 614. 


ED 072 589 
Proceedings of the National Symposium for 
Deaf-Blind (Asilomar, Pacific Grove, Califor- 
nia, July 7-10, 1972). 

ED 071 258 
Proceedings of the Special Study Institute for 
Teachers of Deaf-Blind Multihandicapped. 

ED 077 159 
Two-Year Study of Northwest Regional Cen- 
ter’s Summer Sessions for Preschool, Rubella, 
Deaf-Blind Children. Final Report. 

ED 072 575 


Deaf Children 
Computer-Assisted Instruction for the Deaf at 
Stanford University. Annual Report. 
ED 072 641 


Deaf Education 

Computer-Assisted Instruction for the Deaf at 
Stanford University. Annual Report. 

ED 072 641 
An Employment Analysis of Deaf Workers in 
Texas. 

ED 069 888 
Reading Instruction and Technical Retraining 
in the Community College for Disadvantaged 
Adults. 

ED 073 436 
Training Paraprofessionals for the Deaf. The 
Planning and Developing of a Training Pro- 
gram to Provide Increased Services to the Deaf 
in Occupational Development. 

ED 076 791 
Understanding Math - Part I. 

ED 072 980 
Understanding Math - Part Il. 

ED 072 981 
Understanding Math - Teachers Guide. 

ED 072 982 
Workshop on Evaluation and Recommenda- 
tions Relating to the National Conference for 
Coordinating Vocational Rehabilitation and 
Educational Services for Deaf People. 

ED 074 356 


Deaf Interpreting 
Curriculum Guide for Interpreter Training. 
ED 074 656 


Deaf Research 
Effective Vocational Guidance of the Adult 
Deaf. The Oregon Vocational Research Project 
June 1, 1966-August 31, 1970. Final Report 
ED 078 231 
An Employment Analysis of Deaf Workers in 
Texas. 
ED 069 888 


Death 

Children’s Experience with Death. 

ED 076 237 
Communication During Grief. 

ED 077 041 
Education for Death, or Death Becomes Less a 
Stranger. 

ED 073 378 
Grief Reactions Among University Students. 
Research Report 5-72. 

ED 068 063 
Inter-American Investigation of Mortality in 
Childhood: California Study. Final Report. 

ED 068 174 
Learning and Teaching About Death and Dy- 
ing. 

ED 075 728 
Preventive Therapy with Siblings of a Dying 
Child. 

ED 080 194 


Debate 

The 1972 Campaign for the United States 
Senate in North Carolina: Debate or Educa- 
tional Television. 

ED 074 548 
Debate in the Secondary School, MSA Curricu- 
lum Guide 4. 

ED 069 000 
ERIC First Analysis: 1973-74 National High 
School Debate Resolutions. 





182 Subject Index 


ED 073 S15 
Fifty Ycars of International Debate 1922-1972. 

ED 071 130 
The High School Forensic Program: Resources 
for School and Community. 

ED 079 781 


A Multi-Dimensional Evaluation Procedure for 
Intercollegiate Debate. 
ED 072 503 


National High School Debate Topic (1973-74) 
(What Should Be the Role of the Federal 
Government in Extending Public Assistance to 
All Americans Living in Poverty): Primary 


Resources. 
ED 073 516// 

Preliminary Round Power-Matching: A Curious 
Double-Standard. 

ED 071 108 
A Reconsideration of Goals. 

ED 079 792 
Stipulated Definitions and Common Sense. 

ED 077 055 


Debate Tournament Management 
A Multi-Dimensional Evaluation Procedure for 


Intercollegiate Debate. 
ED 072 503 


Preliminary Round Power-Matching: A Curious 


Double-Standard. 
ED 071 108 


Decentralization 

{Alum Rock Voucher Project. Information 
Packet.] 

ED 073 546 
The Decentralized Administrative Concept. A 
Report to the Board of Trustees. 

ED 066 818 
Decentralized Decision Making Toward Educa- 
tional Goals. 

ED 078 586 
Decentralizing the “Future Planning’’ of Public 
Education. Project SIMU School: Santa Clara 
County Component. 

ED 079 859 
The Ecology of the Public Schools: An Inquiry 
Into Community Control. Series on Decen- 
tralization and the Urban Crisis. 

ED 069 833// 

Examples of New Student Personnel Programs 
Created to Meet the Needs of Diversified Com- 
munity College Student Bodies. 

ED 079 664 
Participative Management -- Decentralized 
Decision Making: Working Models. A Mono- 
graph. 

ED 073 542 
The Politics of School Decentralization. Lex- 
ington Books Politics of Education Series. 

ED 078 113// 

Significant Developments in Local School 
Systems. Ontario’s Educative Society Series, 


Volume Six. 
ED 076 442// 


Decentralized Library Systems 
A Directory of Reference and Research Libra- 
ry Resources Systems in New York State. 
ED 069 314 


Decentralized School Design 
Process Analysis of Non-Graded Rural Schools 
in Sweden. Outline of an Evaluation Project. 
ED 072 885 
Seven Schools. A Story of Community Action 
for Better Education by the Young Great 
Society Building Foundation. 
ED 067 735// 


Decimal Fractions 
Activities with Decimals, Mathematics (Experi- 

mental): 5212.75. 
ED 079 123 


Decision Making 

The Academic Department Game. 

ED 078 740 
Academic Politics, Morale, and Invoivement: 
Preliminary Findings of the Stanford Project on 
Academic Governance. 

ED 071 625 
Accountability and the Schools: Being Respon- 
sible or Being Responsible To? 

ED 073 541 


The Application of a Model for the Evaluation 
of Educational Products. 

ED 080 606 
Approaches to Studying Elementary and 
Secondary Educational Systems. Working 
Draft. 


ED 075 897 
The Area Superintendent: An In-Basket Simu- 


lation Exercise. 
ED 079 807// 

Assessing Knowledge of Cultures. 

ED 075 125 
An Assessment of a Survey Feedback-Problem 
Solving-Collective Decision Intervention in 
Schools. Final Report. 

ED 074 602 


Axioms for Lexicographic Preferences. 
ED 072 807// 
Backtrack Programming: A Computer-Based 
Approach to Group Problem Solving. 
ED 078 452 
Cable Television: A Summary Overview for 
Local Decisionmaking. 
ED 074 779// 
Can a School Really Be Administered Through 
Participatory Management? 
ED 077 094 
A Career Development Workshop for Emo- 


tionally Disadvantaged Students. 

ED 072 367 
Case Studies in Practical Career Guidance, 
Number 2: Career Development Center Troy 
High School, Fullerton, California. 

ED 076 928 
Chairman’s Introduction to Program on SIGI, 


for APGA, San Diego. 
ED 077 215 


Changes in School Management’s Needs for 


Evaluation Information. 
ED 074 094 


Commerce Supervisory Course: Discussion 
Guide. Duties and Responsibilities of a Super- 


visor. 
ED 067 528 


Communication and Decision-Making Behavior 
of IEC (Information, Education, and Communi- 
cation) Administrators in the Philippines and 


Malaysia. 
ED 079 773 


Communique: Resources for Practicing Coun- 


selors, Vol 2, No. 7. 
ED 075 765 


Community Involvement in Decision-Making. 
ED 066 816 

The Computer: An Administrative Dilemma. 
ED 069 116 

The Computer and the School. The Results of 


a Case Study. 
ED 071 206 


Conducting In-Basket Simulation. A Handbook 


for Workshop Leaders. 
ED 078 536// 


Cooling or Coping? School-Community Ten- 


sions. 
ED 070 199 


The Cost Analysis of Instructional Develop- 


ment: Some Managerial Considerations. 
ED 070 261 


Cost Utility: An Aid to Decision Making. 
ED 074 623 


Curricular Decision Making in Selected School 


Systems. 
ED 075 914 


Curriculum Legislation and Decision-Making 
for the Instructional Level. 

ED 073 544 
The Decentralized Administrative Concept. A 


Report to the Board of Trustees. 
ED 066 818 


Decentralized Decision Making Toward Educa- 


tional Goals. 
ED 078 586 


Decision-Making and Vocational Development. 
Guidance Monograph Series. 
ED 067 502// 


Decision Making at the Institutional Level. 
ED 074 619 
Decision-Making in the Planning and Imple- 
mentation of Instruction in Adult Basic Educa- 
tion. Research to Practice Series. 
ED 079 588// 


Decision, Planning and Budgeting. 
ED 076 100 


University Library. Supplement to Final Re- 


port. 

ED 071 727 
Director’s Annual Report 1971-1972. 

ED 069 235 
A Di ion of Preliminary Findings for the 
Evaluation of the New Approach Method 


(NAM). The First Fifty Graduates. 
ED 069 436 


Educational Planning and Decisi Making: 
The Use of Decision and Control Analysis. 

D 078 769 
Educational Planning with Organizational 
Development (OD): A People Involving Ap- 
proach to Systematic Planning. A Working 


Paper. 
ED 071 189 
Education for the People: Guidelines for Total 
Community Participation in Forming and 
Strengthening the Future of Public Elementary 
and Secondary Education in California. 
Volumes | and 2 [Companion Volumes]. 
ED 066 822// 
The Effect of Organizational Environment on 
Perceived Power and Climate: A Laboratory 


Study. 

ED 069 960 
Effects of Representative Status and Decision 
Style on Cooperation in the Prisoner's Dilem- 
ma. 











ED 077 986 
The Effects of Time Limit on Correctness of 
Decision and Member Satisfaction in Decision- 
Making Group Discussions. 

ED 074 535 


ESEA - Title Ill: Pre-School Language 
Develop t. K-3 Develop tal 1 


Reading Learning Centers. Final Project 
Evaluation Report, 1971-72. 
ED 070 527 


Facilitating Career Development Through 
Decision-Making: A Pilot Study. 





ED 079 663 
Forms of Campus Governance: Joint Participa- 
tion, Separate Jurisdictions and Collective Bar- 
gaining. 
ED 076 085 
FORSTRAN: A Case in Force Structure Analy- 


sis. 
ED 066 814// 


A Generalized Conceptual Development for 


the Analysis and Flow of Information. 
ED 071 684 


Governance and Decision-Making at Ever- 


green. 
ED 071 614 


Graduate Education in California. 

ED 076 123 
Grass Roots Project Evaluation. 

ED 078 079 
Handbook of Organization Development in 


Schools. 
ED 071 167// 

How Can We Make the Administrative Team 
Concept Come Alive? 

ED 077 097 
Implementation of NCHEMS Planning and 
Management Tools at California State Universi- 
ty, Fullerton. 

ED 077 428 
The Influence of Professional Reference 
Groups on Decisions of Preservice Teachers. 

ED 068 440 
Information Needs of Local Administrators of 
Vocational Education. Final Report. 

ED 074 221 
An Information System for Educational 
Management, Vol. 6: An In-Service Training 


Program. 

ED 068 117 
Information Technology - Its Impact on Deci- 
sion-Making. 

ED 070 455 
Inside the Management Team. A Study of 
Management Team Patterns of School Or- 
ganizations Including the Role of the Superin- 
tendent, Decisionmaking and the Professional 





A Decision Process for Developing St 2 


of Instruction. 
ED 067 367// 
Delineation of MISOE’s Static Space. 
ED 068 647 
A Design for Social Education in the Open 


Curriculum. 
ED 073 958// 


The Development of a Management System for 
Effective Decision Making and Planning in a 


Welfare of Administrators. Research Mono- 


graph No. |. 

ED 075 923// 
Institutional Research: A Comprehensive 
Bibliography. 

ED 071 541// 


Institutional Research: A Review of Literature 


to 1972. 
ED 077 476 





Learning Through Student Activities. New 
Directions: New Dimensions Series. 

ED 072 537 
Lexicographic Orders, Utilities and Decision 


Rules: A Survey. 
ED 072 808// 


Life Career. School Job Catalog, Instructor's 
Manual, Spinner and Scoring Booklet, and 


Game Materials. 
ED 069 930// 
The Management Team from a Principal's 
Point of View. 
ED 079 817 
Methodological Advances in Political Gaming: 
The One-Person Computer Interactive, Quasi- 


Rigid Rule Game. 
ED 074 693// 


MISOE in Motion. 

ED 068 646 
A Model for Intake Decisions in Child Welfare. 

ED 075 085 
A New Eclectic Model for the Redirection of 
Evaluation Efforts. 

ED 075 086 
Participative Decision Making and Perceptions 
of Organization: Refinement and Test of a 
Decisional Deviation Index. 

ED 075 904 


Participative Management -- Decentralized 
Decision Making: Working Models. A Mono- 
graph. 

ED 073 542 
Perspectives of School Desegregation in the 
Southeast. 

ED 075 460// 

Policies for Better Advisory Committees. Edu- 
cational Policies Development Kit. 

ED 067 751 
Political Strategies in Northern School 
Desegregation. 

ED 080 633// 

Power Structures and Rural Development. 

ED 068 253 
The Principal as Decision-Maker: Can Anyone 
Agree? Oregon School Study Council Bulletin, 
Volume 14, Number 7. 

ED 079 846 
Problem Solving Behavior of Teenagers: An In- 
dicator for Classroom Management. 

ED 068 862 
The Profile of a School and Measurement of a 
Multi-School Organization Change Program. 

ED 076 697 
Program Documents: A Report of Program 
Decision-Making. 

ED 070 178 
Program Evaluation as an Administrative Con- 
cept. 

ED 076 646 
Project ADMIRE: Assistance for Decision 
Making Through Information Retrieval in Edu- 
cation. End of Budget Period Report. 

ED 066 820 
{Proposed Changes in the Faculty By-Laws of 
Dickinson College.] 

ED 070 371 
Qualititive and Quantitative Allocations of Pro- 
gram Funds in a Non-Profit Institution. 

ED 071 197 
Research and Administering for Change. A 


Case Study. 

ED 079 813 
Risk Management and Retention. 

ED 070 198 
The School Board President. Guidelines for 
Better Board Meetings. 

ED 074 616 
Second Survey of High School Students’ Needs 
for Labor Market Information in Career Deci- 


sion-Making. 

ED 080 742 
The Shafter Cow. 

ED 077 095 
Shared Decision Making Report. 

ED 077 107 
Significant Relationships Between Types of 
Trustee Boards and Their Decision Patterns in 
Public Four-Year Colleges and Universities. 

ED 077 419 
Student Participation in Decision Makirg in 
Graduate Schools of Social Work in Higher 


Education. 
ED 068 007// 
Student Participation in High School Decisions. 
A Study of Students and Teachers in Fourteen 
Urban High Schools. Summary and Excerpts. 
ED 073 017 


Studies in Curriculum Decision Making: A 
Conflict Theory Approach. Final Report. 

ED 070 030 
A Study of Desired Student Involvement in 
Five Selected Areas of Decision Making in 
High Schools in Maryland School Systems. 

ED 075 748 
A Suggested Procedure: An Approach to Local 
Authorization of Cable Television. 

ED 071 395 
Survey Feedback and Problem Solving with 
Complementary Collective Decision Structures. 

ED 079 852 
Systems Models and Programs for Higher Edu- 
cation. A Catalogue. 

ED 077 386 
Teacher Autonomy and Teacher Decision 
Making. Bibliographies in Education No. 34. 

ED 077 864 
Teacher Education at Cardinal Stritch College. 

ED 073 112 
Television and Technology in University 
Teaching. A Report to the Committee on 
University Affairs, and the Committee of Pre- 
sidents of Universities of Ontario. 

ED 071 430 
Texas Community Junior College Research 
1972-1973. Second Annual Report. 

ED 080 106 
Theory into Practice: Problems of Rational Pol- 
icy-Making in a World Where the Null 
Hypothesis Dominates. 

ED 080 419 
Time Spent in Committee Meetings. 

ED 068 050 
Transactional Processes in Ford Training and 
Placement Program. 

ED 079 620 
A Workshop Kit for Stimulating Involvement in 
the Development of Teacher Education Cen- 


ters. 
ED 068 446 


Decision Making Skills 
The Academic Department Game. 
ED 078 740 
Chairman’s Introduction to Program on SIGI, 
for APGA, San Diego. 
ED 077 215 
Communications and Decision Making. Instruc- 
tor’s Guide for an Adult Course. 
ED 074 352 
Computer Aided Instruction in Teaching The- 
matic Mapping. 
ED 079 997 
A Conceptual Model of the World of Work. 
ED 078 194 
Guide and_ Student 


Deciding (Leader's 


Booklet). 
ED 071 931// 

Educational Planning and Decision Making: 
The Use of Decision and Control Analysis. 

ED 078 769 
Orientation and Credibility: Implications for a 
Causal Relationship. 

ED 071 137 
Planning and Social Systems: Organizations as 
a Special Case. A CRUSK-ISR Working Paper. 

ED 075 894 
Proceedings of the California Conference on 
Consumer Education (Ist, Sacramento, Califor- 
nia, March 3, 1972). 

ED 072 242 
Recruitment in Adult Basic Education. 
Research to Practice Series. 

ED 079 584// 

Speech Communication in the High School, 
MSA Curriculum Guide 3. 

ED 068 999 
Studying Trial Variables through Videotaped 
Trials. 

ED 071 133 
Teacher Autonomy and Teacher Decision 
Making. Bibliographies in Education No. 34. 

ED 077 864 
A Workshop Kit for Stimulating Involvement in 
the Development of Teacher Education Cen- 


ters. 
ED 068 446 


Decisions 
Life Career. School Job Catalog, Instructor’s 
Manual, Spinner and Scoring Booklet, and 


Game Maiterials. 
ED 069 930// 


Decision Theory Approach 
An Index of Predictive Efficiency. 
ED 074 138 


Subject Index 183 


Decoding (Reading) 
An Analysis of Oral Reading Behavior of 
Reflective and Impulsive Beginning Readers. 
ED 078 376 
Analysis of the Reading Comprehension 
Process: The Development and Utilization of 
an Assessment Technique and the Preliminary 
Exploration of Individual Differences in Per- 
ceiving Syntactic Complexities. Final Report. 
ED 066 726 
Current Basic Research in Beginning Reading. 
ED 074 444 
Intensive Reading Instructional Teams (IRIT), 
1971-1972. 
ED 066 707 
Minicourse 18: Main Field Test Report. 
ED 066 710 
Novel Word Decoding in Kindergarteners as a 
Function of Decoding Strategy and Segmenta- 
tion-Blending Training Form. 
ED 067 647 
Phonics and the Teaching of Reading. 
ED 078 368// 
Phonics, Linguistics, and Reading. 
ED 068 894// 
Phonological and Semantic Components of 
Words in Beginning Reading. 
ED 078 385 
A Project to Evaluate the Effectiveness of Pre- 
Phonic Training Between Kindergarten and 
First Grade Levels (Project PEEP). Final Re- 
port. 
ED 066 711 
A Psycholinguistic Analysis of Oral Reading 
Miscues Generated During the Reading of 
Varying Portions of Text by Selected Readers 
from Grades Two, Four, Six, and Eight; A 
Descriptive Study. 
ED 067 618// 
Teacher Behavior and Pupil Performance Re- 
lated to a Training Program for In-Service and 
Preservice Teachers Based Upon Minicourse 
Eighteen: “Teaching Reading as Decoding.” 
ED 071 034 
Teaching Decoding Skills in Reading. 
ED 066 708 
Teaching Reading by Use of a Syllabary. 
ED 075 803 
Theoretically Based Studies of Patterns of 
Miscues in Oral Reading Performance. Final 
Report. 
ED 079 708 
Visual Imagery for Letters and Words. Final 
Report. 
ED 079 715 
Word Attack Skills, “Making Phonics Reasona- 
ble.” 
ED 066 709 


Deductive Methods 
The Maryland Refutation Proof Procedure. 
ED 072 817 
Spatial Imagery and Linguistic Processes in 
Deductive Reasoning in the Mentally Retarded 
Child. Final Report. 
ED 069 052 


Deep Structure 
Black English: Two Viewpoints. 
ED 080 O11 


Defense Mechanisms 
Defense Mechanisms: A Bibliography. 
ED 067 578 


Defensive Driving Courses 
An Evaluation of the National Safety Council’s 
Defensive Driving Course in Selected States. 
Final Report. 
ED 075 653// 


Definitions 
Accountability Defined. Evaluating Teachers 
for Outcome Accountability. 
ED 068 495 
Concepts of Reading Comprehension and Their 
Representation in Current Secondary Reading 
Professional Textbooks, Instructional Materials 


and Tests. 
ED 078 397 


Conceptual Analysis in Social Studies 


Research. 
ED 075 297 


Data Element Dictionary Research Related 


Elements Section. 
ED 076 126 


Dictionary of Language and Linguistics. 
ED 071 082// 


Double-Speak in America. 





184 Subject Index 


ED 079 739// 
Glossary of Terms Frequently Used in Air Pol- 


lution. 
ED 077 692 


Is Culture-Fairness Objective or Subjective? 

ED 080 601 
Methodology for the Sequencing of Instances 
in Classroom Concept Teaching. 

ED 073 702 


Office of Education Instructional Codes, Titles 
and Definitions for Use in Distributive Educa- 
tion. 

ED 075 629 
Piaget: Dictionary of Terms [Original Title: 
Dictionaire D’Epistemologie Genetique]. 

ED 074 468// 

Power Structures and Rural Development. 

ED 068 253 
A Search for Quality in Education. 

ED 074 569// 

A Sociological View of “Development.” 

ED 072 352 
Stipulated Definitions and Common Sense. 

ED 077 055 
The Study and Measurement of Values and At- 
titudes. 

ED 079 618 
Written Statements of Operational Definitions-- 
Career Education. 

ED 072 272 


Degree Requirements 

Changing Patterns for Undergraduate Educa- 
tion. 

ED 070 378 
The External Degree Project. 

ED 067 055 
External Degrees: An Initial Report. 

ED 069 234 
General Studies: A Trend in Higher Education 
in the Seventies. 

ED 076 134 
Graduate Programs and Faculty in Reading. 

ED 076 931 
How Long in the Mill? 

ED 077 380 
An Inventory of Non-Traditional Instructional 
Activities. 

ED 077 477 
Language and Area Studies: A Contribution to 
the Debate. 

ED 071 513 
Methods of Establishing Equivalences Between 
Degrees and Diplomas. 

ED 080 036 
New Approaches to Undergraduate Education. 

ED 077 374 
Nontraditional Innovations in Higher Education 
Classified by Mode of Operation. 

ED 069 217 
{Proposals for Change in the Educational Pro- 
gram at Oberlin College. ]} 

ED 068 014 
Recommendations for the Preparation of 
Teachers for AACTE and NCATE. 

ED 080 499 
Regents External Degree Associate in Applied 
Science in Nursing. 

ED 074 938 
The Regents External Degree. Handbook of In- 
formation for Candidates. 

ED 068 034 
Report of the Task Force to Explore Feasibility 
of a Three-Year Baccalaureate Program. 
Established March 1, 1972. 

ED 074 944 
Report on Time-Shortened Degree Program. 

ED 076 097 
A Study of the Foreign Language Requirement 
for the Doctor of Philosophy Degree in the 
Biological and the Physical Sciences. 

ED 079 021// 

A Survey of Associate of Arts and Associate of 
Science Degree Programs in 13 Western States. 

ED 077 493 
The Three-Year B.A.: A Wavering Idea. 

ED 070 434 
The Three-Year B.A. Who Will Choose It? 
Who Will Benefit? 

ED 077 426 


Degrees (Titles) 
Advanced Degree Output and Productivity in 
the South, 1965-66 and 1968-69. 
ED 078 737 
Comparability of Degrees and Diplomas in In- 
ternational Law. 
ED 077 392// 


Criteria and Guidelines for the Establishment 
and Impl ion of A iate Degree Pro- 
grams in Four-Year Institutions. 
ED 077 361// 
Danger: Will External Degrees Reincarnate 
Bogus Degree Mills? A Challenge to State and 
National Agencies. 
ED 067 966 


Degree Plans of Entering Freshmen at Univer- 
sity of South Carolina. 





ED 077 462 
Degrees Conferred by North Carolina Senior 
Colleges and Universities, 1971-72. 

ED 070 421 
Degrees Conferred Virginia Public and Private 
Institutions of Higher Education, 1971-72. 

ED 077 345 
The Doctor of Arts Degree in Washington--An 


Attitudinal Survey. 
ED 068 045 


Earned Degrees Conferred: 1969-70 Summary 


Data. 
ED 074 986 


Educational Training and Careers of Ph.D. 
Holders: An Exploratory Empirical Study. 
Planning Paper 27. 

ED 068 053 


Fact Book for the State University System of 
Florida, 1973. 

ED 078 804 
The First Three Years of Appraisal of Gradu- 
ate Programmes. 

ED 071 556 
Hiring Junior College Faculty: Operational Pri- 
orities. Social and Academic Pressures Add 
New Demands. 

ED 071 654 
A List of Institutions Offering Degrees in 
Oceanography. 

ED 068 364 
Long Term Educational Attainment in the 
United States. 

ED 077 452 
The Master's Degree. 

ED 078 752 
A Matter of Degree: The Setting for Contem- 
porary Master’s Programs. 

ED 071 623 
Status of the Doctor of Arts Degree. 

ED 071 554 
University of Georgia Output Programs with 


HEGIS Crossclassification. 
ED 076 131 


Delaware 

An Occupational Vocational Education Model 
for the State of Delaware. (October 1, 1971- 
September 30, 1972). Interim Report. 

ED 075 686 
A Training Program for Supervisors for Evolve- 
ment of Skills in Curriculum Development and 
Evaluation. Final Report. 

ED 071 166 
Vocational-Technical Education Needs in Kent 


County. 
ED 073 352// 


Delinquency 
Communicating with Youth: The Adolescent 
Offender and His Counselor. 
ED 068 848// 
Effects of Methods of Teaching Reading on 
Reading Achievement and Attitudes Toward 
Self of Delinquent Boys. 
ED 067 616// 
An Experimental Study of the Differential Ef- 
fects of Parole Supervision for a Group of 
Adolescent Boys and Girls. Summary Report. 
ED 078 330 
Group Counseling with Delinquent Youth. 
ED 068 870 
The Juvenile Court: A Status Report. 
ED 079 659 
Juvenile Delinquency: Research, Theory, and 


Comment. 
ED 073 402 


A Longitudinal Study of the Correlates of Chil- 
dren’s Social Behavior. 

ED 079 634 
A Survey of New Jersey Psychiatrists and 
Psychologists Pertaining to the Proscription by 
Legislation of Sexually Oriented Publications 
for Persons Under 18 years. Final Report. 

ED 075 807 
Training Youth Workers in the Field of Ju- 


venile Delinquency. 
ED 068 846 


Delinquency Causes 
Delinquency Prevention 
Development. 


Through Youth 


ED 073 385 


Delinquency Prevention 
Better Ways to Help Youth: Three Youth Ser- 
vices Systems. 


ED 073 608 
The Buddy System Model: Community-Based 


q y Preventi Utilizing Indigenous 
Nonprofessionals as Behavior Change Agents. 
ED 074 394 
Cultural Identity: An Approach to Preventing 
Delinquency Among Chicanos. 
ED 075 136 


Youth 





Delinquency Prevention Through 


Development. 

ED 073 385 
Hearings before the Subcommittee on Public 
Health, Education, Welfare, and Safety of the 
Committee on the District of Columbia. United 
States Senate, Ninety-Second Congress, Second 
Session on S.2693. 

ED 075 745 


A Preliminary Analysis of the Effectiveness of 
Direct Home Intervention of Treatment of 
Predelinquent Boys Who Steal. Volume 12 
Number 8. 

ED 068 877 
Selected Papers by Institute Faculty. Criminal 
Justice Monograph, Volume II, No. 1. 

ED 072 191 
Third Annual Report of the Law Enforcement 
Assistance Administration (LEAA), Fiscal 
Year 1971. 

ED 072 215 
Vandals, Arsonists, Bombs, Dogs. 

ED 077 111 


Delinquent Behavior 
Differential Association and Marijuana Use. 
ED 078 323 
The Experimental Manpower Laboratory for 
Corrections. Progress Report on Phase Ill, June 
through August, 1972. 
ED 072 330 


Juvenile Delinquency: Research, Theory, and 


Comment. 
ED 073 402 


Delinquent Identification 
The Effects of Laws Governing Youth Employ- 
ment and School Attendance on Youth Offen- 
ses and Delinquency. 
ED 072 374 
A Longitudinal Study of the Correlates of Chil- 


dren's Social Behavior. 
ED 079 634 


Delinquent Rehabilitation 

Advisory Council Report: Project Newgate, 

Federal Youth Center, Ashland, Kentucky. 

ED 066 634 

Behavior Modification in Court and Communi- 

ty Treatment Programs for Juvenile Offenders. 

ED 079 616 
t Youth. 

ED 068 870 
Hearings before the Subcommittee on Public 
Health, Education, Welfare, and Safety of the 
Committee on the District of Columbia. United 
States Senate, Ninety-Second Congress, Second 
Session on S.2693. 

ED 075 745 


A Preliminary Analysis of the Effectiveness of 
Direct Home Intervention of Treatment of 
Predelinquent Boys Who Steal. Volume 12 
Number 8. 





Group C ling with Deling 


ED 068 877 
Selected Papers by Institute Faculty. Criminal 


Justice Monograph, Volume II, No. 1. 
ED 072 191 


Delinquents 
Better Ways to Help Youth: Three Youth Ser- 


vices Systems. 
ED 073 608 


Through Youth 


ED 073 385 
An Experimental Study of the Differential Ef- 
fects of Parole Supervision for a Group of 
Adolescent Boys and Girls. Summary Report. 

ED 078 330 
Hearings before the Subcommittee on Public 
Health, Education, Welfare, and Safety of the 
Committee on the District of Columbia. United 


Delinquency Prevention 


Development. 





States Senate, Ninety-Second Congress, Second 
Session on $.2693. 
ED 075 745 


Juvenile Delinquency: Research, Theory, and 


Comment. 
ED 073 402 


Operation Pathfinder: Shaping Work Behavior 
of Ex-Offenders and Other Disadvantaged Peo- 
ple Using Social Reinforcement Techniques. 
Final Report (September 1969-April 1972). 

ED 070 840 
Statistical Study of the Initial Group Chosen 
for Project Newgate at the Federal Youth 
Center, Ashland, Kentucky. 

ED 066 636 


Delphi Technique 

A Delphi Approach to a Selected Book Retire- 
ment Policy. 

ED 069 298 
The Delphi Technique in Research and 
Teaching. 

ED 068 403 
Nor Cal Research Group Vocational Education 
Study: A Field Study To Determine Charac- 
teristics of Most Successful Vocational Educa- 
tion Programs. 

ED 069 276 
Structuring Information for a Computer-Based 
Communications Medium. 

ED 078 675 


Demand Occupations 

Careers for Women in the 70's. 

ED 079 519 
Determining Occupational Emphases for High 
School Program Design. Final Report. 

ED 075 572 
Evaluation of the Effectiveness of Institutional 
Manpower Training in Meeting Employers’ 
Needs in Skills Shortage Occupations. Final 
Report. 

ED 069 850 
Occupational Demand in Minnesota for 1973. 

ED 075 663 
Occupational Training Information System 
(OTIS) Cycle Five Report. 

ED 074 301 


Demand Processing 
Easton’s Demand Processing in the School Dis- 


tricts of Two States. 
ED 077 082 


Democracy 
Freedom of the Press For Whom? The Right of 
Access to Mass Media. 
ED 078 639// 


Democratic Republic of the Congo 
The Development of Educational Planning in 
the Congo (K). 
ED 068 588 


Democratic Values 
Children’s Social Learning: Implications of 
Research and Expert Study. 
ED 075 071 


The Democratic Albatross. 

ED 079 786 
Democratization and Curriculum Renewal: An 
Exploratory Interdisciplinary Framework for 
Cooperative Educational Planning. 

ED 075 922 
Needed: A Democratizing of the Schools? 

ED 073 020 
Preliminary Findings of Electronic Town Hall 
Project (MINERVA). 

ED 071 411 
Toward the Human Element. Beginning Hand- 
book for Change. Volume I. 

ED 069 576 
Values and Schooling: Perspectives for School 
People and Parents. 

ED 067 320 


Demography 
Assessment of Community College Enrollment 
Patterning: A Sociocultural Analysis. 
D 078 834 

An Assessment of Educational Needs for Lear- 
ners in Florida, 1970. 

ED 074 631 
A Bibliography of Doctoral Research on the 
Negro. Supplement, 1967-1969. 

ED 079 444 
Black-White Differentials in Occupational Mo- 
bility Among Men in the United States, 1962- 
1970. Working Paper 72-32. 


ED 076 721 
Characteristics of the Low-Income Population: 
1972. Current Population Reports, Consumer 
Income, Series P-60, No. 88, June 1973 (Ad- 
vance Data From March 1973 Current Popula- 
tion Survey). 

ED 080 631 
College Student Migration. 

ED 076 150 
Country Profiles, Iran. 

ED 070 612 
Country Profiles, Sweden. 

ED 070 603 
Current Literature in Family Planning, Number 
54. 

ED 076 398 
Demographic and Social Accounting and Its 
Application to Educational Activities. 

ED 068 046 
Demographic Change and Local School Dis- 
trict Organization. 

ED 074 568// 

Disadvantaged Children and Their First School 
Experiences: ETS-Head Start Longitudinal Stu- 
dy. Demographic Indexes of Socioeconomic 
Status and Maternal Behaviors and Attitudes. 

ED 069 424 
Educational Expansion in the O. E. C. D. 
Countries Since 1950. Background Study No. 
1. Conference on Policies for Educational 
Growth. (Paris, France, June 3-5, 1970.) 

ED 069 018 
Environment and Population. A Sourcebook 
for Teachers. 

ED 075 315 
Estimates of Vital Rates for the Canadian Indi- 
an, 1960-1970. Statistics Canada. 

ED 080 257 
Geographic Origins of Students, Fall 1971. 

ED 076 159 
Income and Poverty Data for Racial Groups. A 
Compilation for Oregon Census County Divi- 
sions. 

ED 073 872 
Infrastructure Problems of the Cities of 
Developing Countries. An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 

ED 079 465 
Intellectual Development of Children by Demo- 
graphic and Socioeconomic Factors. Series 11, 
Number 113. 

ED 067 582 
Intellectual Maturity of Children; Demographic 
and Socioeconomic Factors. United States. 
Vital and Health Statistics Series 11, Number 


116. 

ED 073 154 
Interchange. Population Education Newsletter. 
Volume 1, Number 1. 

ED 070 692 
International Demographic Data Director. A 
Computerized Information Retrieval System for 
Demographic and Family Planning Data. 

ED 076 396 
International Directory of Population Informa- 
tion and Library Resources. Supplement to the 
First Edition. 

ED 068 344 
lowa Population Trends. 

ED 073 864 
A Non-Technical Summary of Cultural Study 
Center Research 1969-1972. 

ED 077 351 
Persons of Spanish Origin in the United States: 
March 1972 and 1971. Population Charac- 
teristics. Current Population Reports. 

ED 075 143 
The Poor in 1970: A Chartbook. 

ED 072 902 
Population and Family Education. Draft Sam- 
ple Instructional Materials. Science/Mathe- 


matics. 

ED 073 952 
Population and Family Planning Manpower and 
Training. An Occasional Paper of the Popula- 


tion Council. 
ED 080 660// 
Possible Limiting Factors Operating on Junior 
College Growth. 
ED 078 838 


The Problem is People, Social Studies: 
6425.07. 

ED 071 975 
A Profile of Selected Demographic and 
Socioeconomic Characteristics of Rural Geor- 


gia Counties. 
ED 071 802 


Subject Index 185 


Profiles of Youth. 1971 White House Con- 
ference on Youth. 

ED 070 731 
Research Teaching and Training in Demog- 
raphy. A Directory of Institutions in the 
ECAFE Region. 

ED 079 164 
Retirement and Migration in the North Central 
States: Comparative Analysis of Life and 
Retirement Satisfaction: Wisconsin, Florida, 
and Arizona. 

ED 066 631 
San Miguel County, New Mexico. A Report on 
Manpower Resources. 

ED 080 238 
Scientists, Engineers, and Physicians From 
Abroad, Trends Through Fiscal Year 1970 

ED 079 058 
Selected Characteristics of Persons and Fami- 
lies of Mexican, Puerto Rican, and Other 
Spanish Origin: March 1972. (Advance Data 
from March 1972 Sample Survey.) Population 
Characteristics: Current Population Reports. 

ED 070 546 
A Study of the Socioeconomic Status of 
Michigan Indians, 1971. 

ED 075 127 
Teaching Notes on Population. 

ED 075 298 
Urbanization in Developing Countries: The 
Response of | International Assistance. An Inter- 

ion Survey Report to the 





Ford Foundation. 

ED 079 464 
Urbanization in J An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 





ED 079 450 
Urbanization in Morocco. An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 

ED 079 460 
Urbanization in Turkey. An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 

ED 079 461 
Urbanization in Venezuela. An International 
Urbanization Survey Report to the Ford Foun- 
dation. 

ED 079 453 
We, The First Americans. 

ED 080 263 
Why They Don’t Show in August. 

ED 077 381 


Demonstration Centers 
Innovations in Apprenticeship: The Feasibility 
of Establishing Demonstration Centers for Ap- 
prenticeship and Other Industrial Training. 


Final Report. 
ED 075 596// 


Demonstration Programs 

Annual Report: Vermont Regional Community 
College Commission, Inc. Year Ended June 30, 
1972. 

ED 072 772 
Community College Vocational Cooperative 
Education: Exemplary Project in Vocational 
Education Conducted Under Part D of Public 
Law 90-576. Final Report. 

ED 080 108 
A Demonstration Program to Train 12-15 High 
School EMR Students in Key Punch Operation 
Using Individual Instruction. Final Report. 

ED 072 177 
The Development and Implementation of a 
New Model for the Preparation of Teachers for 
Junior High meapet Youth: Project #2-75 of 
the Educati g Council of the 
State of Oregon. 





ED 072 036 
Evaluative Report on Phase Il of the Secondary 
Schools Project for an Introduction to the Al- 
lied Health Professions. 

ED 075 665 
The Fredonia Teaching Skills Laboratory: Ex- 
perimental Development of a Model. Final Re- 


port. 
ED 074 018 


The Hyde Park Cadre As A Social System. 
ED 070 748 


Increasing the Effectiveness of Educational 
Demonstration Programs. A Report. 

ED 075 952// 

A Junior High School Industrial Technology 

Demonstration Program The World of Con- 
struction, 1969-1970. Final Report. 

ED 075 661 





186 Subject Index 


Model Programs Compensatory Education: 
Preschool Program, Fresno, California. 
ED 069 421 


t Ed ti 





Model Programs Comp 
Project Early Push, Buffalo, New York. 

ED 069 422 
An Operational Model for the Application of 
Planning-Programming-Budgeting Systems to 
Local School Districts. Post-Pilot-Test Version. 


Parts One and Two. 
ED 066 832 


Planned Variation in Head Start and Follow 
Through. 

ED 069 355 
Systems Models and Programs for Higher Edu- 


cation. A Catalogue. 
ED 077 386 


Demonstration Projects 
Case Studies in Practical Career Guidance, 
Number 7: Developmental Career Guidance 
Project Detroit Public Schools, Detroit, 
Michigan. 
ED 078 336 
The Church’s Expanding Role in Adult Educa- 
tion. Summary Report of the Study Project. 
Paper Number Eight. 
ED 070 918 
Coaching in a Manpower Project. Based on the 
Experiences of the JOBS NOW Project (Sep- 
tember 1966-January 1970). 
ED 070 826 
Colorado Interim Master Plan for Environmen- 
tal Education. 
ED 068 421 
Demonstration: Male Workers in Day Care. 
Demonstration Project Progress Report. 
ED 072 873 
Developing Adaptive Behavior and Work Skills 
in Severely Retarded Young Adults. 
ED 073 245 
Early Education of the Language-Learning 
Handicapped Child. 
ED 077 167 
Early Education of the Multi-handicapped 
Child. 
ED 072 572 
Employer Services Activities and Manpower 
Policy. Interim Report. 
ED 075 589// 
Evaluation of Project R-3, San Jose, Calif., 
1971-72. 
ED 067 432 
Family Aide Demonstration Project: Duval 
County, Florida. Final Report. 
ED 076 833// 
Habilitation of Deaf Young Adults. Final Re- 
port. A Vocational Rehabilitation Program for 
the Deaf in a Comprehensive Vocational Facili- 
ty, August 1, 1965 to July 31, 1970. 
ED 078 217// 
Health Start: Final Report of the Evaluation of 
the First Year Program. 
ED 071 760 
Individualized Instruction Demonstration Pro- 
ject. Final Evaluation Report. 
ED 079 957 
Mobile Environmental Education Laboratory. 
ED 073 922 
Multi-Handicapped Blind Persons Can Work. 
ED 074 665 
New York State Occupational Education Mini- 
Grant Program. 1972 Final Report. 
ED 080 709 
Part-Time Social Workers in Public Welfare. 
ED 067 499 
Physicians-in-Residence: A Demonstration Pro- 
ject in Continuing Education. 
ED 075 604 
Review and Assessment of the Impact on Oc- 
cupational Education Resulting from the 
Research and Development Activities Sup- 
ported by the Division of Vocational and 
Technical Education of Illinois, Project RDC- 
A2-078. 
ED 076 785 
Selected Functional Components of a Voca- 
tional Education Counseling System for Urban 
Youth, 
ED 070 854 
The Somerton Story: Part Ill. A Progress Re- 
port on the Somerton Demonstration School 
for Migrant Child Education. 
ED 067 216 
SPD Hockley County: Results of 1971 Agricul- 
tural Demonstrations. 
ED 066 641 


State-Administered Exemplary Projects in Vo- 
cational Education. Fiscal Years 1970-72. 
ED 080 749 
Training Blind Persons to Work as Taxpayer 
Service Representatives for Internal Revenue 
Service. Final Report of a Demonstration Pro- 
ject (March 1967-May 1971). 
ED 070 858// 


Demonstrations (Civil) 


Campus Disorders: A Symposium of Relevant 
Papers. 
ED 077 433 
Social Conflict and Collective Violence in 
American Institutions of Higher Learning. 
Volume 2. Bibliography. 
ED 080 030// 


Social Conflict and Collective Violence in 
American Institutions of Higher Learning. 
Volume |. Dynamics of Student Protest. 

ED 080 032// 
Student Demonstrations and _ Riots: Past, 


Present, and Future. 
ED 074 387 


Student Reaction to Campus Disruption: Spring 
69. 

ED 071 587 
War Protest on U.S. Campuses During April, 


1972. 
ED 071 577 


Demonstrations (Educational) 
The Comparative Effectiveness of Individually 
Prescribed Instruction and the Lecture Demon- 
stration Method to Achieve Behavioral Objec- 
tives for a Descriptive Astronomy Course. 
ED 076 325// 


Denmark 
Labor Law and Practice in Denmark. 
ED 076 822 
Pedagogical Background and Evaluation for an 
Administrative and Functional Combination of 
All Danish Special Education Facilities. Fifth 


Edition. 
ED 071 223 


Dennis Infracommunication Analysis Device 
DIAD 
Nonverbal Communication in Across-Race 


Dyads. 
ED 069 429 


Dental Health 

Assessment of Dental Needs in a Multicultural 
Population. 

ED 071 790 
Periodontal Disease and Oral Hygiene Among 
Children. United States. 

ED 071 220 
Smallfry Smiles: A Guide for Teaching Dental 


Health in Community Care Programs. 
ED 079 639 


Strand I - Physical Health; Dental Health for 
Grades K-3. Special Edition for Evaluation and 


Discussion. 

ED 070 989 
Strand I - Physical Health; Dental Health for 
Grades 4-6. Special Edition for Evaluation and 
Discussion. 

ED 070 990 
Strand I - Physical Health; Dental Health for 
Grades 7, 8, 9. 

ED 070 991 


Dental Schools 
Financial Distress Study Report. 
ED 076 397 


Department Chairman Role 
Role of the Department/Division Chairman in 
the Community College. A Report of a Con- 
ference at Sam Houston State University Com- 
munity Junior College Graduate Program, July 
31-August 1, 1972. 
ED 077 482 


Department Directors (School) 


An Investigation of Department Heads at a 


State University. 
ED 077 421 


The Role of Science Division Heads in Re- 
gionally Accredited Junior Colleges in the 


United States. 

ED 076 333// 
Role of the Department/Division Chairman in 
the Community College. A Report of a Con- 
ference at Sam Houston State University Com- 


munity Junior College Graduate Program, July 
31-August 1, 1972. 
ED 077 482 


Department of Commerce 
Commerce Supervisory Course: Discussion 
Guide. Duties and Responsibilities of a Super- 


visor. 

ED 067 528 
Commerce Supervisory Course: Discussion 
Guide. The Leadership Role. 

ED 067 529 
Commerce Supervisory Course: Discussion 
Guide. Theories of Supervision. 

ED 067 530 
Commerce Supervisory Course: Discussion 
Guide. Conference Leadership. 

ED 067 531 
Commerce Supervisory Course: Discussion 
Guide. Merit Promotion Program. 

ED 067 532 
Commerce Supervisory Course: Discussion 
Guide. Grievances. 

ED 067 533 
Commerce Supervisory Course: Discussion 
Guide. Overcoming Resistance To Change. 

ED 067 534 
Commerce Supervisory Course: Discussion 
Guide. Labor-Management Relationships. 

ED 067 535 
Commerce Supervisory Course: Discussion 
Guide. Guidelines, Objectives. 

ED 067 536 


Department of Defense 
Department of Defnese. U.S. Metric Study In- 
terim Report. 
ED 070 830 
Selected Manpower Statistics. 
ED 078 152 


Department of Health Education and 
Welfare 
HEW and State Responsibilities to Indian Edu- 
cation. 
ED 073 897 
On Line; [Summary of the Events and Activi- 
ties of the ADP Conference (4th, Berkeley 
Springs, West Virginia, October 17-20, 1972)]. 
D 072 801 
Press Conference with Elliot L. Richardson, 
Secretary of HEW. 
ED 077 795 
Responsibility and Responsiveness (II). 
ED 077 810 
Statement by Elliot L. Richardson on his 
tenure as Secretary of Health, Education, and 


Welfare. 
ED 077 801 


Department of Housing and Urban 
Development 
Library and Program Information Services. A 


HUD Handbook. 
ED 070 460 


Departments 

Annual Report of New York State Interdepart- 
mental Committee on Indian Affairs, 1971- 
1972. 

ED 080 267 
The Construction of an Organizational Climate 
Description Questionnaire for Academic De- 
partments in Colleges and Universities. 

ED 070 427 
Enrollment of Junior-Year Students (1970 and 
1971). 

ED 071 579 
Enrollment of Junior-Year Students (1971 and 
1972). 

ED 077 459 
Evaluation of Academic Programs. 

ED 072 479 
The Evanston Township High School Speech 
Arts Department. 

ED 073 499 
Higher Education as a Field of Study. 

ED 076 110 


Depleted Resources 
Indians’ Problems in Acquiring Development 
Capital. Four Corners Agriculture and Forestry 
Development Study. Special Report No. 11. 
ED 068 258 


Depository Libraries 
A Century of Copyright in the Library of Con- 


gress. 
ED 076 205 





Depressed Areas (Geographic) 
Appalachia: The Right to Read. 
ED 071 038 


Cuban Rural Education: A New Strategy for 
Revolutionary Development. 
ED 071 808 


The Pennsylvania Panel on Rural Poverty. 
Final Summary Report, 1971. 
ED 071 832 


Descriptive Linguistics 
Aspects of Negation in Classical Greek. 
ED 071 473 
The BAAL Seminar on German Applied Lin- 
guistics: Final Report. 
ED 072 680 


Colorado Research in Linguistics, Number 


Two. 
ED 077 280 
Componential Analysis of the Russian Case 


System. 
ED 080 006 


Crazy Rules and Natural Rules in Japanese 


Phonology. 

ED 069 183 
Evidence for Subject Raising in Japanese. 

ED 069 185 
The Inherent Capability of Nouns to Function 
as Locatives: A New Criterion for Identifying 
Chinese Nouns. 

ED 071 493 


The International Program to Describe the 
Languages of the World. 
ED 071 509 


Japanese Potentials, Pseudo-potentials, and 


Case. 
ED 069 182 
L’Enonce Toura-Cote d'Ivoire (The Spoken 
Language of Toura-ivory Coast). 
ED 070 351 


Morphology: The Descriptive Analysis of 
Words. 

ED 071 479// 
Outline of Polish Morphology. 

ED 073 727 

Phonemics: A Technique for Reducing Lan- 
guages to Writing. 

ED 071 480// 


Phonetics: A Critical Analysis of Phonetic 
Theory and a Technic for the Practical 
Description of Sounds. 

ED 071 482// 


The Phonology of Baudouitt de Courtenay. 
ED 077 289 


Recovering Scenes from Linguistic Representa- 


tions. 
ED 076 083 
The Strategic Content of Island Constraints. 
Working Papers in Linguistics No. 13. 
ED 077 268 
Studies in Language and Linguistics, 1972-73. 
ED 077 273// 
Tone Languages: A Technique for Determining 
be Number and _Type of Pitch Contrasts in a 
guage, with Studies in Tonemic Substitution 


or Fusion. 
ED 071 478// 





Two Modes of Counting in Jap 





ED 076 072 
Desensitization 


A Comparison of Systematic Desensitization 
and “Sensitization” Treatments for Reducing 
Counselor Anxiety. 

ED 068 886 


The Desensitization of Children to Television 


Violence. 
ED 071 752 
Group Systematic Desensitization of Test Anx- 


iety. 

ED 074 406 
The Use of Anxiety Management Training in 
the Treatment of Generalized afd Specific 
Anxieties. [and] Considerations in Setting Up 
A Full Service Desensitization Program. 

ED 075 737 


Desensitization Therapy 
The Application of Short-Term Video-Tape 
Therapy for the Treatment of Test Anxiety of 
College Students. Final Report. 
ED 070 363// 


n 
Alternative Designs for Educational pory! 
ED 072 529 


Characteristics of Citations in Social Science 
Monographs. 
ED 072 816 


Creative Ceramic Design, Art Education: 
6688.01. 

ED 071 971 
Design of Man-Computer Dialogues. 

ED 079 940// 

Design, Study and Simulation of Space-Divided 
Output Buffer for PLATO. 

ED 078 668 


Environmental Design: Research and Practice, 
Volumes One and Two. 
ED 079 828 


Handbook of Methods for Information Systems 
Analysts and Designers. Volume II - Appendix 
Il TRACE. Final Technical Report. 
ED 069 288// 

An_ Information System for Educational 
Management, Vol I: Design Considerations. 

ED 068 113 
An_ Information System for Educational 
Management, Vol. 4: Functional Design. 

ED 068 116 
An Intelligent CAI Monitor and G ive Tu- 
tor. Interim Report. 





ED 078 681 
A Large Scale Computer Terminal Output 


Controller. 
ED 078 674 


Management and Design Tools for Document 
Retrieval Systems: A Method for Predicting 
Quantity Output. 

ED 078 877 


Hardware Audio 


ED 078 667 
The Relationship Between Primary and Secon- 
dary Literature in the Social Sciences: A Study 
of Secondary Literature in Criminology. 

ED 072 815 
Relief in Design (Block Printing), Art Educa- 
tion: 6683.11. 


A Multi-User Shared 


Response System. 


ED 071 969 
Toc: Table of Contents Practices of Primary 
Journals--R ti for M 
Multilingual and International Journals. 
ED 075 042// 
Where it Starts: Basic Design, Art Education: 


6671.33 
ED 073 002 





Design Build Approach 
Housing in a Hurry. Proceedings of North At- 
lantic Conference. (Cambridge, Massachusetts, 
March 18, 1972.) 
ED 069 038 


Design Needs 
ic Achie t and Selected Charac- 
teristics of Single Undergraduates at the 
University of Virginia, 1968-69. 

ED 078 791 


Cost Vs. Carnage in Automobile Design. 

ED 073 257 
The Instructional Development Factory. 

ED 074 749 





Student Housing. 
ED 071 555 


Training Device Design: Human _ Factors 
Requirements in the Technical Approach. 
Technical Report. 

ED 072 645 


Design Preferences 


On Organization for Dynamic Educational 
Simulation. 
ED 072 304 


Detroit 
Cable Television in Detroit; A Study in Urban 
Communications. 
ED 067 890 


Metropolitan America: Geographic Perspec- 
tives and Teaching Strategies. 
ED 079 165// 


Developed Nations 
The Audid-Visual Services in Canada and the 
United States. Comparative Study on the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 3. 
ED 071 406// 
The Audio-Visual Services in Western Europe- 
an Countries. Comparative Study On the Ad- 
ministration of Audio-Visual Services in Ad- 
vanced and Developing Countries. Part 1. 
ED 071 404// 
Country Profiles, Sweden. 
ED 070 603 
A Guide to Films About Development. 
ED 076 450 


Subject Index 187 


Idea Logistics and Dynamics. Final Report. 

ED 076 481 
Popular Participation in Development: Emerg- 
ing Trends in Community Development. 

ED 066 638 
Population Problems and Policies in Economi- 
cally Advanced Countries. 

ED 077 702 
Reviews of National Policies for Education. 
Germany. 

ED 076 458 
Science Policy Research and Teaching Units, 
Europe and North America 1967-1970. 

ED 068 311// 

Scottish Schools Science Equipment Research 
Centre, Bulletin No. 61, February 1973. 

ED 077 674 
Teaching Science in Australian Schools. 

ED 076 354// 

Training for Social Welfare: Fifth International 
Survey. New Approaches in Meeting Man- 
power Needs. 

ED 067 316 


Developing Mathematical Processes 
The Effectiveness of an Inservice Program for 
Implementing an Activity Approach to Learn- 
ing Mathematics in the Elementary School. 
ED 073 943 


Developing Nations 
Achievement Motivation as a Case of Re-So- 
cialization in Developing Countries. 
ED 073 953 
Adult Education as Part of Life-Long Educa- 
tion. 
ED 074 330 
Adult Education in Tanzania: Life-Long 
Process for National Development. 
ED 074 328 
Africa, Sub-Sahara: A Selected Functional and 
Country Bibliography. 
ED 076 489 
The Agent of Change: The Agent of Conflict. 
ED 073 336 
Agricultural Education and Training. Annual 
Review of Selected Developments. 
ED 074 234 
Alternatives for Educational Development: 
Case Studies or Practical Applications. 
ED 070 714 
Antecedents and Consequences of Early School 
Leaving. 
ED 072 363 
Area Handbook for the People’s Republic of 
China. 
ED 080 414 
The Audio-Visual Services in Socialist Coun- 
tries. Comparative Study on the Administration 
of Audio-Visual Services in Advanced and 
Developing Countries. Part 2. 
ED 071 405// 
Automation in Developing Countries. Round- 
Table Discussion on the Manpower Problems 
Associated with the Introduction of Automa- 
tion and Advanced Technology in Developing 
Countries (Geneva, July 1-3, 1970). 
ED 078 148// 
Basic Experiences - Direct and Indirect - for 
Integrating Theory and Practice in Teacher 
Education. Final Report of the Third Sub-Re- 
gional Workshop on Teacher Education. 
ED 072 016 
Big Media, Little Media. A Report to the 
Agency for International Development. 
ED 077 186 
Cedo; Center for Educational Development 
Overseas. 
ED 066 905 
Cinematographic Institutions. A Report by the 
International Film and Television Council 
(IFTC). Reports and Papers on Mass Commu- 
nication Number 68. 
ED 077 222 


Communicating with Low-Income and Low 
Education Farmers in a Developing Country. 
ED 073 347 
Communication and Identity. 
ED 072 496// 
Communications Technology and the Crisis in 
Education. A Report on the Bahia Workshop. 
ED 079 949 


Cc ity Schools in Developing Countries. 
International Studies in Education 23. 

ED 074 381// 
Computer [Education for Development; 
Proceedings Based on the Rio Symposium on 
Computer Education for Developing Countries 
(August 6/12-1972). 








188 Subject Index 


ED 071 706// 

The Cost of Instructional Radio and Television 
for Developing Countries. 

ED 077 213 
Country Profiles. France. 

ED 068 280 
Country Profiles, Iran. 

ED 070 612 
Credibility and Competence: Key Charac- 
teristics of Development Communicators. 

ED 072 339 
Cuban Rural Education: A New Strategy for 
Revolutionary Development. 

ED 071 808 


Developmental Communication Resource 


Materials. 
ED 067 868 
The Development of Peoples’ Friendship 
University in Moscow. 
ED 076 163 
The Dynamics of Modernization, A Study in 
Comparative History by C. E. Black: Some 
Suggestions for Classroom Use. Service Center 
Papers on Asian Studies Number 2. 
ED 068 426 
Eastern Europe and the U.S.S.R.: A Selected 
Functional and Country Bibliograpy. 
ED 076 492 
Educating Adults in Family Planning. 
ED 076 862 
The Educational and Scientific Aid Programme 
of the Federal Republic of Germany. 
ED 076 851 
Educational Reform and Instructional Televi- 
sion in El Salvador: Costs, Benefits, and 
Payoffs. 
ED 074 714 
Education for Rural Life. Educational Docu- 
mentation and Information. Bulletin of the In- 
ternational Bureau of Education, Year 46, No. 
183, 2nd Quarter, 1972. 
ED 077 631// 
Education in Isolated Rural Areas. 
ED 077 626 
Estimating Future School Enrolment in 
Developing Countries: A Manual_ of 
Methodology. Population Studies, No. 40. 
ED 078 545 
Evaluation of Extension at the Haile Sellassie | 
University, Addis Ababa. 
ED 078 297 
Extension in a Rhodesian Purchase Land Area. 
ED 076 890 
Field Experiments of Family Planning Incen- 
tives. 
ED 074 317 
Films of a Changing World: A Critical Interna- 
tional Guide. 
ED 068 431// 
A Grant to Strengthen Florida State Universi- 
ty’s Center for Educational Technology. An- 
nual Report. 
ED 071 373 
A Guide to Films About Development. 
ED 076 450 
Impact: World Development in British Educa- 
tion. 
ED 071 979 
Infrastructure Problems of the Cities of 
Developing Countries. An International Ur- 
banization Survey Report to the Ford Founda- 
tion 
ED 079 465 
The Institutional Development Agreement. A 
New Operational Framework for A.I.D. and the 
Universities. 
ED 078 725// 
Instructional Television in the Educational 
Reform of El Salvador. Information Bulletin 
Number Three. 
ED 074 763 
The Integration Of Adult Education In Tan- 
7ania, 
ED 068 781 
The Integration of Family Planning and Mater- 
nal-Child Health Programs in Rural Areas: A 
Developing Approach. 
ED 069 448 
International Education and Alternatives for 
Educational Development. 
ED 070 711 
International Education Year 1970. Educating 
for Development. 
ED 068 414 
International Education Year 1970. Reflections 
on Democratization of Secondary and Higher 
Education. 
ED 068 415 


ITV in American Samoa--After Nine Years. 

ED 077 189 
Kishan Garhi Village, A Generation of Change: 
Technology, Society, and Culture. 

ED 073 980 
Language and Nationalism: Two Integrative Es- 


says. 
ED 080 014// 
Latin America: A Selected Functional and 
Country Bibliography. 
ED 076 490 
Leadership, Education and Agricultural 
Development Programs in Colombia. 
ED 074 310 
Life-Long Education in the Peruvian Revolu- 
tion: Meaning, Realizations and Perspectives. 
D 074 336 
Linguistic Pluralism: Impediment to Universal 
Literacy. 
ED 078 398 
Locating West and South Asian Research 
Material. 
ED 073 815 
Malnutrition and Endemic Diseases: Their Ef- 
fects on Education in the Developing Coun- 
tries. Report on a Meeting of Experts from 2 to 
6 November 1970. 
ED 077 819 
Mass Media in Adult Education: Methodologi- 
cal Aspects of Media Research. 
ED 079 942 
Meeting of Experts on Educational Planning in 
Asia. Final Report. (Tokyo, Japan, November 
25-December 1, 1970.) 
ED 078 546 
Methodological Issues in the Study of Develop- 


ment. 

ED 072 341 
Models of Structures and Strategies for 
Teacher Education in Developing Nations. 

ED 074 060 
National Degree of Computerization: A Con- 
text for Evaluating Computer Education Poli- 
cies in Developing Countries. 

ED 071 424 
National Development and Non-Formal Educa- 


tion. 
ED 075 710 


A National Plan for the Development of Libra- 
ry Services. 
ED 070 505 
Near East and North Africa: A Question Syl- 
labus. Center for Area and Country Studies. 
ED 079 195 
Near East and North Africa: A Selected Func- 
tional and Country Bibliography. 
ED 076 488 
The Neglected Years: Early Childhood. 
ED 071 773// 
The Neighborhood Youth Corps Goes to Fiji: 
Job Training for Another Society's Disad- 
vantaged Youth. Final Report. 
ED 075 654// 
Newsletter, International Development Educa- 
tion Program, Volume II, Number 2, July 1972. 
ED 071 951 
Non-Formal Education: A Selected List of 
References for A.I.D. Technicians. 
ED 066 639 
Nonformal Education: Problems and Prospects. 
ED 075 708 
Observations, Learnings and Reflections on 
Non-Formal Education Derived from the 
Ethiopian Country Study of Education. 
ED 075 709 
Picture-Tube Imperialism? The Impact of U. S. 
Television on Latin America. 
ED 069 122// 
Planning Education for a Plural Society. Fun- 
damentals of Educational Planning-16. 
ED 070 135 
Planning for Integrated Science Education in 
Africa. Report of a Regional Workshop. 
ED 068 357 
Planning the Primary School Curriculum in 
Developing Countries. 
ED 077 630// 
The Politics of Educational Planning in 
Developing Countries. Fundamentals of Educa- 
tional Pianning-15. 
ED 070 136 
Popular Participation in Development: Emerg- 
ing Trends in Community Development. 
ED 066 638 
Population Education: School and Nonschool. 
A Status Report. 
ED 076 876 


Population Education: School and Nonschool. 


ED 076 877 
The Practice of Mass Communication: Some 
Lessons from Research. 

ED 074 746 


Program Strategy in Education and Human 
Resources: Fiscal Year 1973-1974 Revised Edi- 


tion. 

ED 071 965 
Race and the Third World City. An Interna- 
tional Urbanization Survey Report to the Ford 


Foundation. 
ED 079 467 


Radio Programme Production; A Manual For 


Training. 
ED 076 021// 
A Reconceptualization of Some Factors in 
Mass Media - Interpersonal Communication for 
Disseminating Technological Information in 
Development Programs. 
ED 073 348 


Report to UNESCO on Eleven Weeks as Con- 
sultant to the Governments of Kenya, Tan- 
zania, Zambia and Malawi on Aspects of Biolo- 
gy Teaching, February to April, 1971. 

ED 068 270 
The Right to Education from Proclamation to 
Achievement 1948-1968. 

ED 077 818 
The Role of Film in Development. 

ED 074 751 
School Building Design Asia. 

ED 079 820 
Science Education in Africa. 

ED 076 338// 

Scientific Study of Malnutrition as a Limiting 
Factor in the Development of Education. 

ED 071 769 
Some Roles of the Rural Sociologist in Latin 
America’s Economic Development. 

ED 072 897 
Sources of Information and Assistance on Edu- 
cational Technology for Development: A 
Directory. 

ED 066 900 
South Asia Area Syllabus. Center for Area and 
Country Studies. 

ED 079 194 
South Asia: A Selected Functional and Country 
Bibliography. 

ED 076 486 
Statement Regarding Life-Long Education. 

ED 074 334 
Strategies for Curriculum Development in 
Southeast Asia. A Seminar. Final Report. 

ED 078 574 
Strategies for Directing Existing Educational 
Systems Towards Life-Long Education: What 
Algerian Experience Has to Contribute. 

ED 074 329 
Students, Teachers, and the Third World in the 
American College Curriculum. A Guide and 
Commentary on Innovative Approaches in Un- 
dergraduate Education. Occasional Publication 
No. 19. 

ED 076 494 
A Survey of A.I.D. Educational Cooperation 
with Developing Countries. 

ED 074 799 
Survey of European Programs: Education for 
Urbanization in the Developing Countries. An 
International Urbanization Survey Report to 
the Ford Foundation. 

ED 079 466 
Systems Approach to Teacher Training and 
Curriculum Development: The Case _ of 
Developing Countries. 

ED 066 831 
Taboo Communication and Social Change: 
Family Planning in Asia, and Some Suggested 
Modifications in the Classical Diffusion Model. 

ED 073 366 
Target: Development Action. 

ED 076 449 
Technical Cooperation with Iran: A Case Study 
of Opportunities and Policy Implications for 
the United States. Report to the Agency for In- 
ternational Development. 

ED 070 349 
Tradition and Change in Non-Western Cul- 
tures. Social Studies--Language Arts: 6414.08. 

ED 079 221 
Training for Social Welfare: Fifth International 
Survey. New Approaches in Meeting Man- 
power Needs. 

ED 067 316 
The Training of Adult Middle-Level Personnel. 

ED 074 382// 





Types of Schooling for Developing Nations. 
Occasional Paper of the International and 
Development Education Clearinghouse. 
ED 070 700 

UNESCO International Conference on Adult 
Education (3rd, Tokyo, 25 July - 7 August 
1972. Position Papers and Background Papers. 
070 924 

Urbanization in Brazil. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 451 
Urbanization in Colombia. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 452 
Urbanization in Developing Countries: The 
Response of International Assistance. An Inter- 
national Urbanization Survey Report to the 
Ford Foundation. 

ED 079 464 


Urbanization in Jamaica. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 450 
Urbanization in Venezuela. An _ International 
Urbanization Survey Report to the Ford Foun- 
dation. 





ED 079 453 
Vitamin A and Iron Rich Foods Used by 
Panamanian Homemakers with Implications for 
Nutrition Education. 

ED 076 824 
Vocational A t and Work Preparation 
Centres for the Disabled. 





ED 073 301 
West Asian Special Libraries and Information 
Centers. 

ED 073 814 
The W. K. Kellogg Foundation and Rural 
Development. 

ED 073 334 


Development 
The California Tomorrow Plan. 
ED 073 924// 

Course Goals in Health Education, Grades K- 
12. Critique Draft. 

ED 073 557 
Course Goals in Music, Grades K-12. Critique 
Draft. 

ED 073 556 
Course Goals in Social Science, Grades K-12. 
Critique Draft. 

ED 073 558 
Development and Evaluation of Course Goals 
in Mathematics, Social Studies, Art, Music, 
Health, and Physical Education for Grades K- 
12. Final Report. 

ED 073 551 


Environmental Impact Assessment: A 


Procedure. 

ED 070 626// 
Environmental! Quality Research and Develop- 
ment. A Review and Analysis of Federal Pro- 


grams. 
ED 070 624 


Impact: World Development in British Educa- 
tion. 

ED 071 979 
The Integration Of Adult Education In Tan- 


zania. 
ED 068 781 


Developmental Economic Education 
re 
tal E ic Education Program 
prea oon Product Development Report Number 
16. 





ED 067 319 


Developmental Guidance 

Broadening the Scope of Elementary School 
Counseling: Some Adlerian Strategies. 

ED 079 661 
Case Studies in Practical Career Guidance, 
Number 10: Kimberly Guidance Program Kim- 
berly High School, Kimberly, Idaho. 

ED 078 339 
Facilitating Career Development Through 
Decision-Making: A Pilot Study. 

ED 079 663 
K-i2 Guide for Integrating Career Develop- 
ment Into Local Curriculum. 

ED 068 670// 

Professional Devel t Policies and Pro- 
grams. 





ED 066 630 


Volunteers: A Challenge For Extension Wor- 
kers: De Volunt Leaders From Dis- 
advantaged Families. 





ED 066 629 


Developmental Programs 


1972 Annual Report of the Appalachian Re- 
gional Commission. 

ED 077 604 
Abstracts of Research and Development Pro- 
jects, Fiscal 1971. 

ED 072 270 
Aims College Operation Bridge Project. Phase 
1, Preliminary Evaluation Report. 

ED 074 269 
Appalachia: A Report by the President’s Ap- 
palachian Regional Commission, 1964. 

ED 076 290 
Articulation of Occupational Orientation, Edu- 
cation, stg Placement in Private and Public 
El t d and Post-Secondary 
Schools. ivataualen Report (May, 1971-April 
30, 1972). 





ED 073 298 
Articulation of Occupational Orientation, Edu- 
cation and Placement in Private and Public 
Elementary, Secondary and Post-Secondary 
Schools. Interim Report. (April 1, 1972--March 
31, 1973). 

ED 080 696 
The Beginnings of Career Education in the Al- 
buquerque Public Schools, 1971-72. 

ED 072 212 
Career Education Practice. Final Report. 

ED 073 226 
Career Education Programs for the Disad- 
vantaged. Appendix A of a Final Report. 

ED 072 205 
Career Orientation Program. Final Report. 

ED 073 249 
Career Resource Center: A ‘Pre-K to Adult” 
Model for Career Development. Final Report. 

ED 068 635 
College of the Albemarle: A Developmental 
Project in Occupational Education. 

ED 072 222 
Communications--Skill Development Series. 
Learning Individualized for Canadians (LINC). 

ED 068 804// 

Community-Career Orientation Program. Final 
Report. 

ED 068 734 
The Comprehensive Career Education Model. 
Progress Report (June 1971-May 1972). 

ED 068 736 
Contemporary Curriculum for Career Develop- 
ment. Year End Report (1 July 71-30 June 


72). 

ED 068 683 
A Cooperative Developmental Workshop for 
Career Education in Lancaster County. Final 
Report. 

ED 072 236 
Current Report on Career Development Pro- 
jects, 1972-1973. 

ED 073 295 
Design of an Educational Environment with a 
Computer-Controlled Organ. 

ED 079 173 
Developmental Kindergarten Classes of the 
Waukegan Community Unit School District 
#60. 


ED 080 204 
A Developmental Program of Occupational 
Education. Final Report. 

ED 080 679 


The Development of Vocational Orientation 
Packets for Use by Teachers in the Elementary 
Schools. (May 1, 1971-June 30, 1972). Final 
Report. 

ED 070 851 
for Career Education 
K-12: A Summer Project, 1972. 


Establishi s dal 





ED 079 539 
An Evaluation of Elementary Career Education 
Based on Language Achievement, Mathematics 
Achievement, and Occupational Awareness in 
Lincoln County, West Virginia. Volume V of 


Volume I. 
ED 074 305 


An Evaluation of Oklahoma's Exemplary Voca- 
tional Education and O tional Ori 
Program, Tulsa Public Schools--1971-1972. In- 
terim Evaluation Report. 

ED 074 213 


An Evaluation of the Developmental Voca- 
tional Education Program. 
ED 074 302 








Subject Index 189 


An Exemplary Program for Occupational 
Preparation. Final Report. 

ED 076 750 
An Exemplary Program in Occupational Edu- 
cation in Typical Kansas Rural, Rural-Urban 
and Urban School Settings. An Evaluation Re- 
port. 

ED 067 454 
Exemplary Project Region VIII Workshop 
(Riverton, Wyoming, July 12-14, 1972). 

ED 073 273 
Exemplary Vocational Education Program 
Based on Environmental Studies K-14. Interim 
Report for the Period June 1, 1972 to May 31, 
1973. 

ED 078 214 
Exemplary Vocational Education Program 
Based on Environmental Studies, K-14. Final 
FY2 Evaluation Report (Interim Project Re- 
port). 

ED 078 215 
Focus on Preschool Developmental Problems. 
Final Evaluation Report, 1971-1972. 

ED 078 945 
Guide for Establishing a Career Education Pro- 
gram: K-12. Contemporary Curriculum for 
Career Development Series. 

ED 074 288 
How Can Exploratory Experiences and Other 
Training Devices Be Used to Develop the Op- 
timum Occupational Orientation Program for 
Mississippi? Final Report. 

ED 073 293 
Improving a Rural Area School Program with 
Expanded Vocational Education Services by 
Utilizing Comprehensive Career Orientation 
and Exemplary Activities. Interim Report. 

ED 075 610 
Indian and Northern Affairs. Annual Report, 
1971-1972. 

ED 080 256// 

Intensive Vocational Services in Guidance, 
Counseling, Placement, and Follow-Up. Final 
Report. 

ED 070 855 
Lincoln County Exemplary Program in Voca- 
tional Education, Resource Units Developed by 
Exemplary Teachers for Grades 1-12, Volume 
IV of Volume I. 

ED 075 611 
The Maryland Career Development Project-- 
Phase I. Final Report. 

ED 074 243 
The Milwaukee Project: Early Intervention as a 
Technique to Prevent Mental Retardation. 

ED 080 162 
New Prevention Perspectives in Nutrition Ser- 
vices for Children. 

ED 071 750 
The New You, Home and Family Education: 
6763.06. 

ED 070 002 
Occupational Information and Guidance Ser- 
vice Center. Final Report. 

ED 067 461 
“Operation Bridge” - An Innovative Com- 
prehensive Vocational Education Program for 
Disadvantaged Youth. Second Interim Report. 

ED 075 578 
Pre-Vocational Education. Exemplary Program 
Final Report. 

ED 068 693 
Proceedings: Research and Exemplary Coor- 
dinating Conference (Harrisburg, Pa., August 
28-30, 1972). 

ED 072 232 
Project CAREER/Career Development Process 
for the Handicapped. Interim Report (July 1, 
1972-November 15, 1972). 

ED 070 824 
Project CAREER Process as It Relates Particu- 
larly to Project CAREER/Handicapped. 

ED 078 163 
Projects Funded in West Virginia Through 
Authority of Vocational Education Amend- 
ments of 1968 (PL 90-576), (January 1, 1971- 
June 30, 1972). 

ED 068 705 
A Project to Demonstrate Making Vocational 
Education More Accessible to Persons in Rural 
Minnesota Through Cooperative Vocational 
Centers. Final Report. 

ED 075 633 
Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated, Grades | through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experience, Relevant to 
General Education. Final Evaluation Report. 





190 Subject Index 


ED 067 511 
Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated Grades | through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experiences Relevant to 


General Education. Final Report. 
ED 080 682 


Project Women--In a Man’s World of Work. 
Final Report. 

ED 074 212 
Project Women: In a Man’s World of Work: A 
Guide for School Counselors. 

ED 074 216 
Research and Development Project in Career 
Education. Final Report. (January 3, 1972-July 
3, 1973). Also Final Evaluation Report for 
TAOSCORE Project. 

ED 080 722 
Research Model for Levels Nine and Ten: Lin- 
coln County School Based Model for Career 
Education, Volume III of Volume I. 

ED 075 613 
The Residential Career Education Concept: 
The Mountain-Plains Program. An Overview. 

ED 072 271 
A Resource Guide for Career Development in 
the Junior High School. 

ED 067 469 
A Review of Neshaminy School District’s Ex- 
emplary Vocational-Technical English/Lan- 
guage Arts Program Against Commonwealth 
Goals for Quality Education. Focusing on 
Goals One, Three and Seven: Annual Phase I 
Report, Addendum and Appendices. 

ED 072 176 
RFD: “Rural Family Development”. Second 
Year Report, June 1971. 

ED 066 662 
Rural Housing Rehabilitation Demonstration. 
Princeville, N.C. 

ED 072 884 
Student Development: In Concept and Practice 
in the Community College. 

ED 068 098 
A Study of the Effects of a Kindergarten Per- 
ceptual-Motor Development Program. 

ED 071 017// 

A Suggestive Resource Unit for Levels Seven 
and Eight Using the Occupational Clusters in 
Career Orientation, Volume II of Volume I. 

ED 075 612 
A Title | ESEA Case Study: Spanish English 
Developmental Program, Buffalo, New York. 

ED 074 869 
Training of Public Service Trainers. Report on 
a Pilot Course, St. Augustine, Trinidad, 10 Au- 
gust-18 September, 1970. 

ED 073 982 
Training Program for Teachers in_ the 
Technologies. Final Report for Fiscal Year 
1971-1972. 

ED 067 494 


Developmental Psychology 
Birth Order: A Phenomenon in Search of an 
Explanation. 
ED 067 156 
Childhood & Adolescence: A Psychology of 
the Growing Person. 
ED 076 251// 
Children and Youth: Psychosocial Develop- 
ment. 
ED 075 095// 
The Corresponding Effect of Egocentrism on 
Concept and Social Development in Young 
Children. 
ED 078 898 
Early Childhood Research: Second Thoughts 
and Next Steps. 
ED 071 765 
Modifications in Children’s Cognitive Styles: 
Some Effects of Peer Modeling. 
ED 078 906 
Readings on Child Behavior and Development. 
Third Edition. 
ED 071 741// 
Sequential Order and Plasticity in Early 
Psychological Development. 
ED 073 850 
Trends in Child Care Legislation from the Per- 
spective of the National Research Council Ad- 
visory Committee on Child Development. 
ED 070 507 


Developmental Reading 
Approaches to Teaching Reading: The Systems 
Approach Versus the Basal Reader Approach. 
ED 075 808 


Children and Reading: The Human Connec- 
tives. Proceedings of the Reading Conference 
(Auburn, November 10, 1972). 

ED 075 784 


A Decade of Innovations: Approaches to 
Beginning Reading; Proceedings of the 12th 
Annual Convention of the International Read- 
ing Association, Volume 12, Part 3. 

ED 075 810 
The Effectiveness of Training Students to 
Generate Their Own Questions Prior to Read- 


ing. 
ED 079 677// 
An Experiment in Developmental, Individual- 
ized Reading: An Alternative to Performance 
Contracting. 
ED 070 048 
Improving Reading Ability Around the World: 
Proceedings of the International Reading As- 
sociation World Congress on Reading. (3rd, 
Sydney, Australia, August 7-9, 1970). 
ED 071 066 
Reading Activities for Child Involvement. 
ED 075 770// 
Reading Improvement in the Secondary School. 
ED 074 467// 
Reading Instruction in Secondary Schools. Per- 
spectives in Reading, No. 2. 
ED 072 432 
Reading Instruction through Diagnostic 
Teaching. 
ED 078 367// 
Reading in the Elementary School. Third Edi- 
tion. 
ED 075 782// 
Reading Language Arts Curriculum Guide, 
Grades 1-2-3, Book Two. 
ED 079 711 
A Reading Skills Guide for Use in the Content 
Areas at the Junior and Senior High School 
Level. 


ED 067 639// 
A Study of the Effect of the Developmental 
English Programme on Student Reading. No. 
109. 


ED 078 380 
The Teaching of Reading. 
ED 075 772// 
The Use of Comprehension Development 
Materials for Improving Comprehension 
Achievement with Fourth Grade Pupils. 
ED 078 379 


Developmental Tasks 

Children’s Approaches to Tasks, Self-Percep- 
tions, and Use of Relevant External Cues. 

ED 076 249 
Developmental Aspects of Scientific Reasoning: 
Final Report. 

ED 069 752 
Headstart for Every Child. 

ED 068 178 
Outerdirectedness as a Problem-Solving Ap- 
proach in Relation to Developmental Level and 
Selected Task Variables. 

ED 076 243 
Professional Development Policies and Pro- 
grams. 

ED 066 630 
A Study of the Relationship Between Gesell’s 
Developmental Age and Piaget's Concept of 
Conservation. 

ED 076 239 
Visual and Haptic Dimensional Dominance: 
The Effects of Novelty. 

ED 071 763 


Developmental Vocational Education 
Programs 
An Evaluation of the Developmental Voca- 


tional Education Program. 
ED 074 302 


Development of Higher Level Thinking 
Abilities 
Evaluation of Instructional Systems RUPS and 


TABA. Final Report. 
ED 071 437 


Deviant Case Analysis 
Educational Expectations and Educational 
Aspirations: A Deviant Case Analysis. 
ED 066 780 


Dewey (John) 
Moral Development and the New Social Stu- 


dies. 
ED 073 022 


Diachronic Linguistics 


Black-White Speech Relationships. Urban Lan- 
guage Series No. 7. 
ED 079 735// 
Crazy Rules and Natural Rules in Japanese 
Phonology. 
ED 069 183 
English Grammars and English Grammar. 
ED 073 457// 
History of the English Language: Language V- 
VI (Grades Five and Six]; Teacher's Guide. 
ED 075 838 
Reconstruction of Japanese Vowels. 
ED 069 186 


Diacritical Marking 
Acentos, Tildes, Casas, Cosas, Casos, Cosos? 
(Accents, Tildes, [Punctuation, and Spelling 
Accuracy])). 
ED 066 976 


Diagnostic Appraisal Systems 
Project D: Appraising Teacher Performence. 
Final Report. Increasing the Effectiveness of 
Educational Management. 
ED 075 921 


Diagnostic Teaching 

Aptitude-Treatment Interaction Research with 
Learning Disabled Children. 

ED 074 101 
Behavioral Prescription Guide. Manual IIc: So- 
cial. Parent/Child Home Stimulation ‘The 
Marshalltown Project.’ 

ED 079 920 
Corrective Teaching: A Guide for Teachers of 
the Handicapped. 

ED 075 961 
Diagnostic Teaching, A Selective Bibliography. 
Exceptional Child Bibliography Series No. 632. 

ED 069 071 
Differentiated Staffing and Non-Teamed Or- 
ganizational Structures as They Affect Elemen- 
tary School Teacher-Pupil Interaction. 

ED 075 090 
The Effects of a Mastery Teaching Strategy on 
Teacher Attitudes and Pupil Achievement. 

ED 080 311 
Evaluation of Project R-3, San Jose, Calif., 
1971-72. 





ED 067 432 
Exceptional Children Conference Papers: 
Learning and Language Disabilities. 

ED 078 636 
Modification of Teaching Behavior through the 
Combined Use of Microteaching Techniques 
with the Technion Diagnostic System TDS. 

ED 079 436 
“Multi-County Diagnostic-Instructional Pro- 
gram for Young Deaf Children” (Serving Lee, 
Collier, Hendry and Charlotte Counties). 

ED 073 600 
A Plan to Prevent Reading Disabilities, K-6. 
Final Report. 

ED 079 701 
Prescriptions for Children with Learning and 
Adj t t Probl e 





ED 069 085// 
Prescriptive Education: Diagnosis and Imple- 
mentation. 
ED 073 606 
Prescriptive Profile Procedure for Children 
With Learning Disabilities. 
ED 074 673 
Prescriptive Teaching Workshop Resource 
Manual. 
ED 072 598 
Prospectus of the Prescriptive Teaching, and 
Diagnostic - Prescriptive Teaching Training 
Programs Area of Special Education. 
ED 076 511 
A Study of Sixth Grade Pupil’s Reading 
Growth When Prescriptive Instruction Is Based 
on Diagnostic Tests for Word Analysis. 
ED 072 428// 


Diagnostic Tests 
1968 Prototype Diagnostic Test. 
ED 072 095// 

The Development and Evaluation of a Diag- 
nostic Testing Model for Junior High Science. 
Final Report. 

ED 068 528 
The Development of Two Letter-Sound Pat- 
terns in Grades 1-3. 

ED 070 070 
A Diagnostic Study of Pupil Performance on a 
Test of Skills Relevant to the Mastery of Place- 
Value Tasks. 





ED 077 665// 
Diagnostic Viewpoints in Reading. 
ED 068 916 
The Expanded Sensory-Perceptual Examination 
as a Diagnostic Screening Instrument for Or- 
ganic Brain Damage. 
ED 077 978 


The Feasibility of a Diagnostic Media Test 
System Model. 

ED 079 951 
An Investigation * 4 Effectiveness of Forma- 
tive E an diation in Achieving 
Mastery of coer Skills. 





ED 079 061 
t and Pre In- 





Multiple Input A 
tervention. 

ED 076 699 
Prescriptive Ed i Diag and Impie- 
mentation. 





ED 073 606 
Self-Paced Physics, Documentation Report, 
Test Item Bank 5.3. 

ED 075 258 
Testing in Innovative Programs. 

ED 068 576 
Test of Hispano-American Culture, Language, 
and History. Appendix G 

ED 072 080// 

Use of Diagnostic Testing in a Classification In- 
formation Program. 

ED 072 094 


Diagrams 
Introduction to Psychology and Leadership. 
Block Diagrams. Hierarchy of Behavioral Con- 
cepts for Content Outline for Leadership 

Course. 
ED 071 354 
A Study of the Effects of Verbal and Adjunct 

Pictorial Information in Science Instruction. 

ED 079 065// 


Dial Access Information Systems 
Communications In Postgraduate Medical Edu- 
cation. 

ED 078 649 
Educational Television On Demand. An 
Evaluation of the Ottawa IRTV Experiment. 
ED 073 705// 
A Study on the Feasibility of Establishing a Na- 
tional Medical Dial Access Information 
Retrieval System. Final Report. 
ED 077 248 


Dialects 
Australian Institute of Aboriginal Studies: 
Catalogue of Tape Archive, No. 9. 
ED 066 991 
English, Vocabulary. 


Comparative Dialects: 
$112.23. 


ED 066 749 

Culture, Class, and Language Variety: A 
Resource Book for Teachers. 

ED 067 907// 
Language Attitudes: Current Trends and 
Prospects. 

ED 076 989// 
The Receptiveness of Black Students to Di- 
alects Sometimes Different from Their Own. 

ED 075 813// 
Variation in La ge Curriculum 


V (Grade Five]; = ite 's Guide. 





ED 075 839 
Variation in Language: [Language Curriculum] 
Level VI [Grade Six]; Teacher’s Guide. 

ED 075 840 


What Can the English Teacher Do with Di- 
alects. 
ED 078 421 
Dialect Studies 


Children’s Responses to Reading and Hearing 
Standard English and Nonstandard Dialect Sto- 
ries: A Study of Evaluation and Comprehen- 


sion. 
ED 078 383 


Comments on the Socio-Historical Background 
to Pidginization and Creolization. 
ED 071 471 


Latitude of Attitude in Ratings of Children’s 


Speech. 
ED 070 120 
The Research Methods of the Arkansas Lan- 


guage Survey. 
ED 074 823 


Riverside English: The Spoken Language of a 
Southern California Community. 
ED 071 464 


Studies of the Comprehension of Black English. 


ED 078 459 
A Study of the Effectiveness of Linguistically 
Oriented Teaching Methods in Correcting Di- 
alectally Derived Errors in the Writing of Black 
College Students. Final Report. 

ED 067 701 
Usage of Sel gical and Grammati- 
cal Structures by Three Preschool Groups of 
Different Ethnic and Socioeconomic 
Backgrounds. 


ted Ph. 1 
r 





ED 078 428 
A Word Geography of the Eastern United 
States. 

ED 071 481// 


Diaries 


A Study to Determine the Bias in Faculty Re- 
ports of Time and Effort Expenditure. 
ED 077 999 


Diction 
Speech Characteristics and Employability. 
Technical Report. 
ED 067 713 
Stereotypes, Credibility, and Foreign Accented 
English Speech. 
ED 072 494 


Dictionaries 

Black Jargon in White America. 

ED 075 817// 
Computer Dictionary and Handbook. 

ED 072 622// 
Data Element Dicti y Research Related 
Elements Section. 

ED 076 126 


y Service Related Ele- 





Data El ts Di 
ments Section. 





ED 076 127 
Dictionary of Black Culture. 
ED 076 733// 
Dictionary of Language and Linguistics. 
ED 071 082// 
Fun with Words, Unit IV: Language Curricu- 
lum, Levels C-D [Grades Three and Four]; 
Teacher’s Guide. 
ED 075 829 
Hawaiian Dictionary: Hawaiian-English, En- 
glish-Hawaiian. 
ED 074 841// 
Ibibio Dictionary. Final Report. 
ED 067 960 
A New System for Classification of Chinese 
Characters: Initial Three-Stroke Index System 
(Tou San-Bi Jyandzfa). 
ED 076 066 
Piaget: Dictionary of Terms [Original Title: 
Dictionaire D'Epist kent ameil 





6 4 }. 
ED 074 468// 
Slovak-English Phraseological Dictiona- 
ry/Slovensko-Anglicky Frazeologicky Slovnik. 

ED 071 516// 
Words: The Dictionary and Where Our Words 
Come From. [Language Curriculum] Level V 
[Grade 5]; Teacher's Guide. 

ED 075 836 


Didactor 
Audio-Tutorial Instruction; An Expanded Ap- 


proach. 
ED 071 449 


Dietetics 
Nutrition for Athletes. 
Coaches. 


A Handbook for 


ED 075 401 
A Pilot Survey of Food Frequencies, Meal 
Frequencies and Meal Patterns of Preschool 
Children in East Los Angeles. 

ED 067 193 
Strand I: Physical Health Nutrition. Health 
Curriculum Materials. Grades 7-9. 

ED 076 529 


Dietitians 


Dietary Aid (hotel & rest.; medical ser.) 
317.877-010--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 068 567 
Nutrition Education Guide. 

ED 068 281 


Differential Aptitude Test 


The D.A.T. -- A Seven-Year Follow-Up. 
ED 079 348 


Differential Aptitude Tests 


Idaho Percentile Norms for the Differential Ap- 
titude Tests 1971-1972. 
ED 078 057 


Subject Index 191 


Differentiated Staffs 

A Case Study of the School Personnel Utiliza- 
tion-Differentiated Staffing Project of the 
School District of Kansas City, Missouri, 1969- 
1972. 

ED 072 524 
Contrasts in the Process of Planned Change of 
the School's Instructional Organization. A Sym- 
posium. 

ED 072 S11 
Differentiated Staffing. 

ED 067 746 
Differentiated Staffing. 

ED 076 586 
Differentiated Staffing: An Annotated Bibliog- 
raphy. Current Bibliography Series No. 3. 

ED 071 149 
Differentiated Staffing. Educational Manage- 
ment Review Series Number 9. 

ED 069 025 
A Differentiated Staffing Model and Statement 
of Philosophy for Spacially Open Eiementary 
and Junior High Schools. 

ED 077 578 


Differentiated Staffing, Mongraded -- Continu- 
ous Progress, Open Concept Schools. A Com- 
prehensive Bibliography. 

ED 066 811 


Differentiated Staffing Project. 

ED 077 120 
The Education Professions 1971-72. Part Il - 
Differentiated Staffing: A State of the Art Re- 


port. 

ED 076 551 
An Evaluation of School Personnel Utilization 
Projects. Volume I, An Overview of Objectives 
and Outcomes of the Evaluation of School Per- 
sonnel Utilization Projects. 

ED 075 382 
An Evaluation of School Personnel Utilization 
Projects. Volume II, An Analysis of the School 
Personnel Utilization Programs Goals and Ob- 
jectives with Suggested Revisions. 

ED 075 382 
An Evaluation of School Personnel Utilization 
Projects. Volume III, An Assessment of the Im- 
pact of School Personnel Utilization Program 
Training. 

ED 075 384 
New Dimensions in Teacher Education. The 
Role of Differentiated Staffing in Teacher Edu- 
cation. 

ED 075 385 
Organizing for Learning II: Paths to More Flex- 
ible Staffing. The Third Report of the Commis- 
sion on Public School Personnel Policies in 
Ohio. 

ED 076 503 
A Program of Pre-Service Education Field- 
Based Sequential Role Develop t and Dif- 
ferentiated Staffing. 





ED 066 783 
A Report To The Superintendent Regarding 
the Progress of Venice Junior High School 
Towards Flexible Instructional Organization 
(F10), or Staff Differentiation. 

ED 069 614 
School-Based Job Placement Service Model: 
Phase I, Planning. Final Report. 

ED 069 887 
Shared Decision Making Report. 

ED 077 107 
Unfinished Business of the Teaching Profession 
in the 1970's. 

ED 073 069 
Utilizing Teacher Aides in Differentiated 
Staffing. 

ED 067 385 


Diffusion 

Administrative Guidelines for Securing 
Assistance in the Dissemination of Project 
Materials Arising from Contractual Agree- 
ments. 

ED 072 255 
An Assessment of Factors Related to the Diffu- 
sion Strategy for Simulation Training Materials. 

080 766// 

Change in Schools: An Insider’s Look. 

ED 079 217 
A Conceptual Framework for the Diffusion of 
Innovations in Vocational and Technical Edu- 
cation. Final Report. 

ED 079 468 
Design and Implementation Skills for Social In- 


novation. 
ED 073 027 





192 Subject Index 


Limitations of a Research, Development and 
Diffusion (RD and D) Strategy in Diffusion: A 
Case Study of Nine Local Implementations of a 
State-Adopted Curriculum. 

ED 076 464 


The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume I: Summary Report. 

ED 066 837 


The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume II: The Literature of Educational 
RDD&E (Part Two of Two Parts). Final Re- 


port. 
ED 066 839// 
The Oregon Studies in Educational Research, 
evelop t, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part Three of Three 
Parts - Diffusion). Final Report. 





ED 066 843 

Process Education: The New Direction for Ele- 
mentary-Secondary Schools. 

ED 067 728// 

Report of the Social Studies Field Agent Train- 


ing Program. Final Report. 
ED 076 463 


Digital Computers 
Development of an Undergraduate Course in 
the Use of Digital Computers With Chemistry 


Instrumentation. 
ED 071 270// 
Educational Projects for a Digital Logic 


Laboratory. 
ED 074 696// 
If Minicomputers Are the Answer, What Was 
the Question? 
ED 067 886// 
An Introduction to Register Transfer Level 
Simulation of Digital Systems. 
ED 076 213 
Problem of Automatic Thesaurus Construction 
(K Voprosu Ob Avtomaticheskom Postroenii 
Tezarusa). Subject Country: USSR. 
ED 069 292// 
Research in Computer-Aided Performance 
Training. Final Report. 
ED 070 300 
Teaching Basic Biological Simulation 
Techniques With the Programmable Calculator. 
ED 079 990 


Diglossia 
Modern Greek Diglossia and Its Sociocultural 


Implications. 
ED 077 292 


Dimensional Preference 
Dimension Preference and Component Selec- 
tion: Alternative Measures of Children’s Atten- 
tion to Stimulus Components. 
ED 079 434 
Visual and Haptic Dimensional Dominance: 
The Effects of Novelty. 
ED 071 763 


Dining Facilities 
Meal Plans. 
ED 071 550 


Diplomatic History 
Arab World. Political and Diplomatic History 
1900-1967: A Chronological Study. A Descrip- 
tive Brochure. 
ED 073 960 


Directed Reading Activity 
Quantity, Quality, and Variety of Pupil Respon- 
ses during an Open-Communication Structured 
Group Directed Reading-Thinking Activity and 
a Closed Communication Structured Group 

Directed Reading Activity. 
ED 071 053 


Direction Writing 
Effect of Differentially Motivating Instructions 
on the Predictive Validity of a Test Device. 
ED 076 703 


Direct Mail Advertising 
How Colleges, Universities, and Other Educa- 
tional Institutions Can Use Direct Mail More 
Effectively. 
ED 068 737 


Directories 
1972 Microfilm Source Book. 
ED 066 887// 


1973-74 Directory of Consultants for Planning 
Adult Learning Systems, Facilities and Environ- 


ments. 
ED 078 285 


Accessibility of Junior Colleges for Han- 


dicapped. 

ED 072 566 
ADAPSO Computer Services Industry Directo- 
ry of Members, 1972-1973. 

ED 071 380// 

Adult Education Associations and Organiza- 
tions. 

ED 068 830 
Agua Arriba--Up the Stream. 

ED 075 114 
Allied Health Education Programs in Junior 
Colleges/1970. 


ED 072 776 
Associated Schools Project in Education for In- 
ternational Understanding. List of Participating 
Institutions. (As of 31 August 1971). 
E 


D 073 998 
CATV Directory of Equipment, Services, and 
Manufacturers. 

ED 070 312// 
CATV Systems Directory, Map Service and 
Handbook. 

ED 070 313// 
Correspondence Courses Offered by Participat- 
ing Colleges and Universities (PC&U) through 
the United States Armed Forces Institute. 

ED 068 826 

Def D tation Center Referral Data 
Bank Directory. 





ED 077 965 
Directories of Services and Facilities; A Selec- 
tive Bibliography. Exceptional Child Bibliog 
raphy Series No. 638. 





ED 074 684 
Directory and Description: Arts, Humanities, 
and Other Interdisciplinary Programs. Elemen- 
tary, Junior, and Senior High Schools of the 
San Francisco Bay Area, 1971-1972. 

ED 074 000 
Directory for the Child Care Advocate. 

ED 080 161 
Directory of 338 Literacy Projects And Institu- 
tions In 96 Countries. 

ED 068 777 
Directory of Education and Training Programs 
for Health Occupations in North Dakota, South 
Dakota, Minnesota and Montana. 

ED 080 708 
Directory of Environmental Consultants. 

ED 071 869// 

Directory of Environmental Organizations for 
Alaska, Idaho, Oregon, Washington, and the 
Province of British Columbia, February 1973. 

ED 077 680 
Directory of Federal R & D Installations for 
the Year Ending June 30, 1969. A Report to 
the Federal Council for Science and Technolo- 


gy. 

ED 068 282 
Directory of Full Year Head Start Programs. 

ED 076 259 
Directory of In-Service Institutes for Secondary 
School Teachers and Supervisors of Science, 
Mathematics and Social Science. 

ED 069 473 
Directory of Law-Related Educational Activi- 


ties. 

ED 073 978 
Directory of Mediated Instructional Materials. 

ED 079 959 
Directory of Occupational Education Programs 
in New York State. 

ED 072 188 
Directory of Open-Space Facilities in Pennsyl- 
vania. 

ED 077 589 
Directory of Organizations Interested in the 
Handicapped. 

ED 074 671 
Directory of Postsecondary Schools with Occu- 
pational Programs 1971: Public and Private. 

ED 079 522 
A Directory of Primary and Community 
Resources in the PROBE Area. 

ED 079 201 
Directory of Secondary Schools with Occupa- 
tional Curriculums, Public and Nonpublic, 
1971. 

ED 079 480 
Directory, Professional Preparation Programs 
in Recreation, Parks & Related Areas. 

ED 079 289 


Early Childhood Development in Texas: 1972. 
ED 072 867 
The Easter Seal Directory of Resident Camps 
for Persons with Special Health Needs. 
ED 079 898 
Education Directory 1972-73, Higher Educa- 


tion. 

ED 072 765 
Education Directory: Education Associations 
1971-1972. 

ED 066 835 
Education Directory: Public School Systems, 
1972-73. 

ED 079 874 
Education Directory: State Governments. 

ED 067 754 
Engineering College Research and Graduate 
Study, 1973 Annual Directory. 

ED 080 381// 

Environmental Organizations. 

ED 068 331 
Environmental Reference Series, National 


Ecology Centers. 
ED 072 971// 

The Future and Where it’s at in Hawaii. 

ED 071 990 
Gifted and Talented Children and Youth: A 
Selected Guide to Resources for Information, 
Materials and Assistance. 

ED 079 877 
A Guide to Alternative Education In the Bay 


Area. Second Edition. 
ED 067 876 


A Guide to Minnesota Environmental Educa- 


tion Areas. 
ED 073 911 


A Guide to Ohio Outdoor Education Areas. 
ED 073 945 
Health Careers in Kentucky Guide. Curriculum 
Guide for the Allied Health Programs Offered 
in Kentucky to Assist Counselors, Teachers and 
People Interested in Career Opportunities in 


Health. 
ED 072 305 
Health Manpower: A County and Metropolitan 


Area Data Book. 
ED 078 153 
Health Manpower: An Annotated Bibliography. 
ED 070 862 
Index to 8mm Motion Cartridges. Third Edi- 


tion. 
ED 078 657// 


Index to 16mm Educational Films. Fourth Edi- 
tion, 1973, Volume I, Alphabetical Guide (A- 
i). 

ED 077 253// 
Index to 16mm Educational Films. Fourth Edi- 
tion, 1973, Volume II. Alphabetical Guide (M- 
Z). 

ED 077 254// 
Index to 16mm Educational Films. Fourth Edi- 
tion, 1973, Volume III. Subject Heading Out- 
line, Index to Subject Headings, Producer/Dis- 
tributor Code Section. 

ED 077 255// 
Index to 35mm Educational Filmstrips. Fourth 
Edition. Volume I. Alphabetical Guide. 

ED 078 655// 
Index to 35mm Educational Filmstrips. Fourth 
Edition. Volume Il. Subject Heading Outline, 
Index to Subject Headings, Subject Guide, 
Producer/Distributor Code Section. 

ED 078 656// 
Index to Educational Overhead Transparencies. 
Third Edition, 1973. 

ED 077 256// 


Index to Educational Videotapes. Second Edi- 
tion. 

ED 078 658// 
Index to Producers and Distributors (Non-Book 


Media). Second Edition. 

ED 078 659// 
Information for Consumers. 

ED 072 314 

The International Directory of Computer and 
Information System Services, 1971. 

ED 071 389// 
International Directory of Music Education In- 


stitutions. 

ED 077 827// 
International Directory of Population Informa- 
tion and Library Resources. Supplement to the 


First Edition. 
ED 068 344 


Land-Grant College Personnel Having Major 
Responsibility for Extension Training. State 
Staff Development Directory. 

ED 075 699 





Licensed Pre-School Child Care Programs, 


1972-1973. 

ED 073 856 
LIST 1972. Library and Information Science 
Today. An International Registry of Research 


and Innovation. Second Edition. 
ED 072 612// 
Listing of Schools Constructed with a Building 
System. Building Systems Information 
Clearinghouse Special Report Number Two. 
ED 071 205 


A List of Institutions Offering Degrees in 
Oceanography. 
ED 068 364 


Marine Resources Capabilities in Texas. 
Directory of Personnel in Government Agen- 


cies. 
ED 072 959// 


Migrant Programs in Texas. 
ED 076 295 
National Clearinghouse for Drug Abuse Infor- 


mation Report Series, Series 23, No. 1. 
ED 076 332 


National Directory of Continuing Education for 
Health Laboratory Personnel. 
ED 068 782 


The Naturalists’ Directory, 41st Edition - 1972. 
ED 067 250// 


Occupational Programs in California Public 
Community Colleges--1971-72. 
ED 070 815 


Public Continuing and Adult Education 1973 


Almanac. 

ED 074 384// 
Research Teaching and Training in Demog- 
raphy. A Directory of Institutions in the 


ECAFE Region. 
ED 079 164 


Scholarships and Fellowships Available to Ex- 
tension Workers 1972-1973. 
ED 074 325 


School Finance Reform: A Directory of Or- 


ganizations. 

ED 070 142 
School Media Programs and the Right to Read. 
Programs of Media Centers Recommended for 
Visiting and Observation, and Video-Taping 


Critique. 

ED 079 968 
Selected Training Programs for Physician Sup- 
port Personnel. 

ED 068 674 


Sources of Information and Assistance on Edu- 
cational Technology for Development: A 


Directory. 

ED 066 900 
Special Project Grants Awarded for Improve- 
ment in Nurse Training. A Listing. 

ED 072 296 
Statistics on Book Production, Periodicals and 


Libraries. 
ED 069 316 


Teaching and Research in the Field of Science 
Policy - A Survey. 
ED 079 057 


Tribal Directory, 1973. Arizona Commission of 
Indian Affairs. 
ED 077 624 


Videocassette Industry Guide, 1972. 
ED 067 845// 


Vocational Instructional Materials for Students 
with Special Needs. 
ED 072 197 


Where to Find Job Services and Training in 


New Jersey. 
ED 078 227 
Who's Who in Training and Development. 
1973 Official Membership Directory & Annual 
Report of the American Society for Training 
and Development. 
ED 078 281// 


World Survey of Research in Comparative 
Adult Education: A Directory of Institutions 
and Personnel, 1972 (Supplement, October, 


1972). 
ED 068 825 


Directors (Theater) 
Body Buffer Zone and Proxemics in Blocking. 
ED 074 541 


Disadvantaged Environment 
Effective Methods of Recruiting Volunteer 
Leaders With Some Implications For Disad- 


vantaged Areas. 
ED 066 627 


Ypsilanti-Carnegie Infant Education Project. 
Progress Report. 


ED 077 560 


Disadvantaged Groups 


Accelerated Educational Change; The Annual 
Western Regional Conference on Testing 
Problems (15th, San Francisco, California, May 


6, 1966). 
ED 080 548 
An Approach to Consumer Education for 


Adults. 

ED 079 596 
An Assessment of Cognitive Behavior of 
Economically Disadvantaged Young Adults in 
North Mississippi. 

ED 072 295 


Career Development in Head Start. Career 
Development Training Program. Part I: Com- 
ponents, Roles, and Program Options. 

ED 072 850 
Career Development in Head Start. Career 
Development Training Program. Part II: The 
Teaching and Community Service Ladders. 

ED 072 851 
Career Development in Head Start. Career 
Development Training Program. Part III: Adult 
Development and Adult Learning. 

ED 072 852 
Career Guidance in Career Education Model 


ED 076 908 
Catalog of Selected Documents on the Disad- 
vantaged, Number and Author Index. 

ED 070 484 
Catalog of Selected Documents on the Disad- 
vantaged: Subject Index. 

ED 070 485 
A Challenge to Social Work Education: Inclu- 
sion of Content on Ethnic and Racial Minori- 
ties in the Curriculum. Social Work Education 
for Economically Disadvantaged Groups in 
Texas. Occasional Paper. 

ED 077 817 


Cognitive and Linguistic Style Differences 
Among Educationally Advantaged and Disad- 
vantaged Eighth Grade Boys. 

ED 079 729// 


Communication in Development: Modifications 
in the Classical Diffusion Model for Family 


Planning. 
ED 072 329 
Community Manpower Services for the Disad- 


vantaged. 
ED 067 434 


A Community Survey of the “Disadvantaged.” 

ED 077 495 
Compensatory Education in Two-Year Col- 
leges. Report No. 21. 

ED 078 818 
Contemporary Approaches to Program Evalua- 
tion and Their Implications for Evaluating Pro- 
grams for Disadvantaged Adults. 

ED 075 715 


Cost Benefit Analysis: Non-Traditional Educa- 
tion for the Disadvantaged. A Report of the 
National Dissemination Project for the Com- 


munity Colleges. 
ED 080 109 


Counseling the Disadvantaged Caucasian: A 
Statistically Significant Improvement. 

ED 066 697 
Creating Adult Basic Education Programs. 

ED 070 904 
A Design for a National Day Care Cost-Effec- 
tiveness Experiment. Finai Report. 

ED 068 164 
The Disadvantaged and Library Effectiveness. 

ED 068 109// 

Dynamics, Role, and Function in Inter-Univer- 
sity Collaboration. Final Report. 

ED 068 044 
Educational and Other Needs of Disadvantaged 
Adults in a Model Cities Neighborhood of 
Savannah, Georgia. Final Report. 

ED 068 840 


Equal Opportunity in Employment. 

ED 069 916 
Evaluation of the Impact, Costs and Benefits of 
the Albuquerque Model Cities Library Materi- 
als and Cultural Centers. Final Report. Volume 
land Il. 

ED 072 829 
Evaluation of the PSC Program. Volume I: 
Findings and Conclusions. Final Report. 

ED 066 657// 

An Experiment in Teaching the Disadvantaged. 

ED 067 373 
Explorations Into Variations On a Theme: 
Minorities and the Core Dimensions of Prac- 
ticum Instruction in Social Work Education. 


Subject Index 193 


Social Work Education for Economically Dis- 
advantaged Groups in Texas. 
ED 079 171 


Field Experiments in Manpower Issues. 
ED 072 289// 
The Forgotten People.... 
ED 067 196 
Guidelines for Identifying, Classifying, and 
Serving the Disadvantaged and Handicapped 
Under the Vocational Education Amendments 


of 1968. 
ED 075 580 
[Heaith Delivery: Comprehensive vs. Episadic 


Users.] 

ED 080 176 
Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Final Report. Volume IV: Career Op- 
portunities Program Impact Evaluation (COP). 

ED 074 594 
Innovation and Change: A Study of Strategies 
in Selected Projects Supported by the National 
Center for the Improvement of Educational 
Systems. Final Report. Volume V: Appendix. 
Career Opportunities Program Impact Evalua- 


tion (COP). 

ED 074 595 
An Innovative Program for Prevention of Read- 
ing Failure in Disadvantaged Pre-School Chil- 
dren by Home Intervention. 

ED 068 175 
Institutional Manpower Development and 
Training in New York State. Annual Report 
(July 1, 1970-June 30, 1971). 

ED 068 643 
Job/Behavioral Analysis Manual. 

ED 070 836 
The Job Search of Ghetto Workers. 

ED 068 633 
Life Skills: A Course in Applied Problem Solv- 


ing. Fifth Edition. 
ED 068 741// 


Management Awareness Program. Instructor's 
Manual. 
ED 079 612 
Manpower Development and Training Act Out- 
comes Study. Final Report. 
ED 074 291// 


Manpower Training Program Outcomes: Indi- 
ans and Rural Whites in South Dakota. 

ED 078 998 
A Master's Degree Program for the Teaching 
of Culturally and Educationally Deprived Chil- 
dren and Youth. 

ED 075 438 


Methods of Assessing the Disadvantaged in 
Manpower Programs: A Review and Analysis. 


Final Report. 
ED 076 840// 
Migrant Education, A Selected Bibliography 
(with ERIC Abstracts). ERIC/CRESS Supple- 
ment No. 3. 
ED 075 162 
Narrative Evaluation Report on the Institute 
for Training in Librarianship: The Librarian in 
a Pluralistic Society: Cross-Cultural Training 
for Social Action (Univ. of Hawaii, Honolulu; 
Aug. 1971-May 1972). 
ED 075 059 
National Assessment of the New Careers Pro- 
gram, July 1967-October 1969. Final Report. 
ED 075 585// 
Operation Pathfinder: Shaping Work Behavior 
of Ex-Offenders and Other Disadvantaged Peo- 
ple Using Social Reinforcement Techniques. 
Final Report (September 1969-April 1972). 
ED 070 840 
An Overview of the Management Awareness 
Program. 
ED 079 611 
Parental Involvement in Title I ESEA. 
ED 066 684 
Problems in the Application of Behavior 
Modification Principles for Teaching Job- 
Required Behaviors to Disadvantaged Man- 
power Trainees. Special Report. 
ED 075 656// 
Productive Employment of the Disadvantaged: 
Guidelines for Action. An Operating Manual. 
ED 080 693 
A Proposal to Establish a Community Demon- 
stration Project for Disadvantaged Adults. 
ED 070 979 
Public Library Service for the Urban Disad- 


vantaged. 
ED 075 058 





194 Subject Index 


The Public Two-Year College and the Cul- 


ED 073 765 
Recreation and Leisure Service for the Disad- 


turally Different. 


vantag deli to Program Development 
and Related Readings. Health Education, 
Physical Education, and Recreation Series. 

ED 068 607// 
Rehabilitation, Sheltered Workshops, and the 
Disadvantaged: An Exploration in Manpower 


Policy. 

ED 075 609// 
The Relationship Between Televised Instruction 
and Cognitive Performance, Attitude Change, 
and Self-Reported Behavior Change in Sub- 
Groups With Varying Backgrounds and 


Characteristics. 
ED 072 616// 

Rural Development: 1971--A Year of Listening 
and Watching the Devel t of the Growing 
Consensus that Something Must be Done for 
the People of the American Countryside. 

ED 075 112 
Scientific Study of Malnutrition as a Limiting 
Factor in the Development of Education. 

ED 071 769 
Short Term Institutes for Inservice Training of 
Professional Personnel Responsible for Voca- 
tional-Technical Education in Western 
Metropolitan Areas. Final Report. 








ED 067 451 
Special Education Master Key and Index for 
Environmental Curriculum Materials. 

ED 073 927 
Strengthening Manpower Programs for 
Spanish-Speaking Americans. Report of the 
Department of Labor Study Group on Man- 
power Needs of Spanish-Speaking Americans. 

ED 075 626 
Suggested Utilization of Resources and Guide 
for Expenditures. Guidelines for Identifying, 
Classifying, and Serving the Disadvantaged and 
Handicapped Under the Vocational Education 
Amendments of 1968. 

ED 067 462 
A Summary and Evaluation of Public Service 
Careers: Plan ‘“‘B"’ (PSC-B). 

ED 068 661 
Supervised Independent Study Program. An- 
nual Report (July through June 1972). 

ED 072 213 
Teaching Your Child. Televised Parent Train- 
ing Program. 

ED 073 671 
Televised Segment; Teaching Your Child. 
Televised Parent Training Program. 

ED 073 672 
Tested Techniques for Teachers of Adults. 

ED 069 953 
Testing and Equality: The Great Divorce? 

ED 078 316 
Testing Job Applicants from Disadvantaged 


Groups. 
ED 079 372 


Utilization of Nonprofessionals as Systemic 
Linkage in a Directed Social Change Program. 

ED 066 644 
The Value Orientation Test: An Exploration of 
the Culture of Poverty Thesis Using a New 
Projective Instrument. Center Research and 
Development Report No. 15. 

ED 080 723 


Vocational Education Programs for the Disad- 
vantaged and Handicapped. Monograph Series 


No. 1. 

ED 073 312 
Volunteers: A Challenge For Extension Wor- 
kers: Developing Volunteer Leaders From Dis- 
advantaged Families. 

ED 066 629 
Wisconsin's Vocational and Technical Educa- 
tion Programs for Persons with Special Needs. 

ED 069 855 
Written Statements of Operational Definitions-- 
Career Education. 

ED 072 272 


Disadvantaged Youth 
1967-1968 (Year Four) Findings: A Compara- 
tive Study of the Effects of Oral-Aural 
Teaching Techniques on Pupils’ Gain in Read- 
ing, Language and Work Study Skills in Grades 
Three and Four. 
ED 076 955 


1969 Institute for Financial Aid Administrators 
Evaluation Report. 
ED 068 001 


Academic Performance of L.A.C.C. Transfers 
to UCLA Through the Special Services Pro- 


gram, 1971-72. 

ED 067 089 
Academic Planning for the Minority/Disad- 
vantaged Student: Three Models for Change. A 
Report of the National Dissemination Project 
for the Community Colleges. 

ED 077 491 


Accessibility and Student Aid. 
ED 069 207 
Accountability in Compensatory Education. 
ED 075 918 
An Analysis of Three Methods of Teaching En- 
glish on the Attitude and Achievement of Edu- 
cationally Deprived Students. 
ED 075 814// 


{A Program to Prepare College and University 
Officials to Increase the Enrollment and Meet 
the Needs of Minority Groups and Low Income 
Students. General Summary and Recommenda- 


tions. ] 

ED 070 438 
Aspiration Vs. Opportunity: “Careers” in the 
Inner City. Policy Papers in Human Resources 
and Industrial Relations, Number 20. 

ED 080 624// 

The Beginnings of Career Education in the Al- 
buquerque Public Schools, 1971-72. 

ED 072 212 
Black, Asian, and White Students in the Educa- 
tional Opportunity Program. 

ED 073 220 
Bold Action Programs for the Disadvantaged: 
Elementary Reading. Highlights of the 1967 
Pre-Convention Institutes. 

ED 073 450 
Career Assessment Program: Stamford High 
School. Final Report. 

ED 068 709 
Career Education for Disadvantaged Students. 
Final Report. 

ED 072 204 
Career Education Programs for the Disad- 
vantaged. Appendix A of a Final Report. 

ED 072 205 
Central Cities Educational Development 
Center, Fort Worth, Texas. Model Programs, 
Title Ill--Elementary and Secondary Education 
Act. 

ED 080 640 
Children of the Creche. 

ED 078 970// 

Classroom on Wheels. 

ED 069 341 
Clinton Pilot Cassette Center Project Director's 
Report and Evaluation Addendum 1969-1970. 

ED 069 141 
Clinton Pilot Cassette Center Project Director's 
Report 1970-1971. 

ED 069 145 
Coaching in a Manpower Project. Based on the 
Experiences of the JOBS NOW Project (Sep- 
tember 1966-January 1970). 

ED 070 826 
Cognitive Abilities in Culturally Disadvantaged 
Preschool Children. Final Report. 

ED 069 825 
Colleges and Minority/Poverty Issues. Bibliog- 
raphy and Other Resources. 

ED 069 237 
The College Work-Study Program at Boston 
College. 

ED 070 401 
A Comparison of Book Selection Preferences 
of Inner-City and Suburban Fourth and Sixth 


Graders. 
ED 067 660// 


A Comparison of Three Methods of Teaching 
Selected Informational Topics of Basic Elec- 
tricity to Disadvantaged Students. 
ED 076 768// 
A Comparison of Tutored Students with Non- 
tutored Students in Reading Achievement. 
ED 066 730// 
Computer-Assisted Instruction and the New 
Student. 
ED 069 153 
Counseling: Bridging the Gap Between Reality 
and Expectations. A Report of the National 
Dissemination Project for the Community Col- 
leges. 
ED 077 487 
Creativity: A Positive of Young Children. 


(Paper and Abstract Bibliography). 
ED 076 264 


Curriculum Materials in Career Education for 
the Disadvantaged. Appendix D of a Final Re- 


port. 

ED 072 208 
Davis-Monthan Air Force Base Summer Youth 
Program, 1972. 

ED 074 230 
Day Care Survey 1970-71. 

ED 078 953 
Description and Evaluation of Program; 
Characteristics and Followup of Participants, 
and Program Recommendations. Part III. Final 
Report. Research-Evaluation Component of 
Project I-TRY (lowa Training and Retraining 
of Youth). 

ED 076 848 
Designing Instructional Programs in a Sparsely- 
Populated District. 

ED 069 082 
Designs for the Preparation of Vocational and 
Technical Teachers of Socioeconomically Dis- 
advantaged Youth. Final Report. 

ED 068 623 
The Development and Evaluation of Innovative 
Strategies for Enhancing the Meaningfulness, 
Gainfulness and Stability of Employment for 
the Hard-to-Employ. R&D Pursuits 12/70- 
12/72 and R&D Projects to be Undertaken 
12/72-4/74. 

ED 078 146// 

The Develop t and Impl tati of an 
Integrated Career-Centered Curriculum for 
Elementary Grades One Through Six. Final Re- 
port, Fiscal Year 1971-72. 





ED 067 446 
The Development and Preliminary Evaluation 
of an Instrument to Measure the Vocational In- 
terests of Low-Reading High School Students. 

ED 078 012 
The Development, Implementation, and 
Evaluation of Six Experimental Programs in 
Automated Reading Instruction. 

ED 079 674// 

Development of a Day Care Center for Young 
Children: Syracuse University Children’s 
Center. 

ED 067 152 
Development of Situational Task Methodology 
for the Evaluation of Process Outcomes in the 
Open Classroom. 

ED 073 837 
Disadvantaged Children and Their First School 
Experiences: ETS-Head Start Longitudinal Stu- 
dy: Structure and Development of Cognitive 
Competencies and Styles Prior to School Entry. 

ED 068 522 
Disadvantaged Children and Their First School 
Experiences: ETS-Head Start Longitudinal Stu- 
dy. Demographic Indexes of Socioeconomic 
Status and Maternal Behaviors and Attitudes. 

ED 069 424 
Disadvantaged Children and Their First School 
Experiences. ETS-Head Start Longitudinal Stu- 
dy: Structural Stability and Change in the Test 
Performance of Urban Preschool Children. 
Summary Report. 

ED 079 417 
Disadvantaged Youth: Answers to Questions on 
Vocational and Technical Education. 

ED 074 228 
The Duke of York Day Care Project. 

ED 067 167 
Early Childhood Education for the Disad- 
vantaged: An Annotated Bibliography of Doc- 
toral Dissertations. ERIC-IRCD Doctoral 
Research Series, Number 3, July 1973. 

ED 079 438 
Educational Communication for the Deprived 
Child: Report and Suggestions. Texas A & I 
University, Kingsville, Texas, Teacher Corps 
Project Report. First Cycle Program 1966- 


1968. 
ED 071 786 
The Effectiveness of a Structured Mathematics 
Program with Culturally Deprived Kindergarten 
Children. 
ED 077 741// 
Effective Reinforcement for Achievement 
Behaviors in Disadvantaged Children: The First 


Year. 

ED 067 442 
Effective School Programs for Disadvantaged 
Minority Children. 

ED 080 198 
The Effect of Organizational Structure on 
Planning. A Report of the National Dissemina- 
tion Project for Community Colleges. 





ED 077 486 
Effects of Different Head Start Program Ap- 
proaches on Children of Different Charac- 
teristics: Report on Analysis of Data from 
1966-67 and 1967-68 National Evaluations. 
Technical Memorandum. 

ED 072 859 


Effects of Different Head Start Program Ap- 
proaches on Children of Different Charac- 
teristics; Report on Analysis of Data from 
1968-1969 National Evaluation. Technical 
Memorandum. 

ED 072 860 


The Effects of Impulsivity on the Reading 
Achievement of Disadvantaged Students. 
ED 071 065 
The Effects of Instruction by Teachers and 
Teacher Aides Upon the Performance of Pupils 
in a Direct Instructional Program. 
ED 068 907// 
The Effects of Living in an Isolated Mining 
Camp on the Learning Ability of Poor and 
Non-Poor Students in a S d Grade Class in 
Keokee Elementary School, Keokee, Virginia. 
ED 071 823 
The Effects of Using a _ Self-Instructional 
Module on Teacher Perceptions of Attitudes 
and Values of Disadvantaged Inner-City Black 


Youth. 
ED 074 214// 
The Employment of Non-Standard English in 
the Development of a Mathematics Course for 
Seventh-Grade Disadvantaged Students. 
ED 069 508// 
Evaluation: Coordinated Vocational Academic 
Education (1969-1970 and 1970-1971). 
ED 068 665 
An Evaluation of the Nichols Avenue Follow- 
Through Program. Final Evaluation bo yoeg 
068 158 
An Evaluation of the atm ne Disad- 
vantaged Youth in Four lowa Youth-Work Pro- 
grams. Part Il. Final Report. Research-Evalua- 
tion Component of Project I-TRY (lowa Train- 
ing and Retraining of Youth). 





ED 076 847 
Existing Day Care Legislation. Final Report: 


Part Ill. 
ED 068 190 


An Experiment in Teaching the aes. 
D 067 373 


Exploration and Learning-to- ‘eine in Disad- 
t d Pr h s. 





ED 073 847 
Facilitating the Creative Functioning of Disad- 
vantaged Young Black Children. 

ED 079 730// 
The Fernald School Remediation of Learning 
Disorders Program, Los Angeles, California. 
Model Programs, Compensatory Education Se- 


ries. 
ED 068 619 


The Ferris Educational Mission Obligations and 


Directions. 

ED 068 037 
The First Year of Remedial Mathematics In- 
struction Under Open Admissions. (A Report 
on the Results of Several Studies of the 
Remedial Math Program at City College of 
New York). Report Number 9. 

ED 071 564 


Follow Through Program Sponsors. 

ED 080 494 
Fort Worth Project: Central Cities Educational 
Development Center. 

ED 067 159 


Fulfilling the Potential of NYC-2: Using 
Government Agencies for Training the Disad- 
vantaged for Employment in Public and Private 
Sectors: II]. The Consortium Model. 

ED 075 638// 
Fulfilling the Potential of NYC-2. The Pre-Pro- 
gram Orientation: Toward Enhancing Success 
in NYC-2 Job Training. Final Report. 

ED 075 658// 
Fulfilling the Potential of NYC-2. Dropout 
Prevention: A Proposed Model for Utilizing 
NYC-2 to Facilitate Career Education. Man- 
yin Monograph Series on Disadvantaged 


ED 076 836// 
Guidance for Urban Disadvantaged Youth. 

ED 070 872// 
Guidebook for the Volunteer Reading Teacher. 

ED 072 415// 
Handbook for Self-Evaluation of Prog and 
Services to the Disadvantaged and the Han- 





dicapped at Pomme | Colleges under the 
ents of 1968 





Vv 
(Public Law rr 576). 


ED 073 241 
Headstart, Child Development Legislation, 
1972. Joint Hearing before the Subcommittee 
on Children and Youth and the Subcommittee 
on Employment, Manpower, and Poverty. 

ED 069 332 
Head Start Curriculum Guide. 

ED 069 362 
The Hunters Point-Bayview SEED Project: A 
Diagnostic Review of Reading Achievement in 
the First Three Grades. 

ED 066 705 


Identification of Gifted and Creative Children 
and Youth Among Black Disadvantaged 
Groups. A Symposium/Workshop Presented by 
Members of the Bi-Racial Identification Com- 


mittee. 
ED 075 462// 

IMPACT: A Project Report on Compensatory 
Instruction in Community Colleges. 

ED 076 180 
Impact of Early Education on Disadvantaged 
Children. 

ED 069 428 
Implementation of Head Start Planned Varia- 
tion Testing and Data Collection Effort. Final 


Report. 

ED 070 532 
Inequality: A Portrait of Rural America. 

ED 073 878 
Inequality in School Financing: The Role of the 
Law. Clearinghouse Publication No. 39. 

ED 072 523 
Inner City Education: A Review of Ethnic Stu- 
dies in the Sixties. NCRIEEO Tipsheet, 
Number 9. 

ED 073 219 
Institutional Methods for Developing Talent in 
Black College Students: The Thirteen-College 
Curriculum Program. 

ED 067 066 
Instructional Materials Center Project 
Director’s Report 1970-71. 

ED 068 905 
Intensive Evaluation of Head Start Implementa- 
tion in the Tucson Early Education Model. 

ED 071 778 
Intensive Vocational Services in Guidance, 
Counseling, Placement, and Follow-Up. Final 


Report. 
ED 070 855 


An Interim Report on the Youngstown i.t.a. 
Study Third Year Results (Grade 2). 

ED 067 680 
Invalidities in Reporting and Discussing the 
Educational Progress of Disadvantaged Urban 
Children. 

ED 073 203 
Investigation of Systematic Instructional 
Procedures to Facilitate Academic Achieve- 
ment in Mentally Retarded Disadvantaged Chil- 


dren. Final Report. 

ED 071 248 
Invitational Conference on Measurement in 
Education; Proceedings (of the) Eleventh 
Southeastern Conference (December 8-9, 
1972). Session I. 

ED 075 449 
Justice for Children. 

ED 072 165 
Kindergarten Program Evaluation, 1970-1971: 
Early Childhood Education; Williamsburg 


County. 

ED 068 159 
The Language-Training Curriculum 

ED 078 887 
Learning Resources for the Disadvantaged Stu- 


dent. Progress Report. 
ED 074 287 


Media and the Disadvantaged. Instructional 
Technology as the Equalizer for Disadvantaged 
Students. 

ED 076 061 
Methods and Results of an Every-Child Pro- 
gram for the Early Identification of Develop- 
mental Deficits. 

ED 074 672 


The Milwaukee Project: Early Intervention as a 
Technique to Prevent Mental Retardation. 

ED 080 162 
Minority Groups/Disadvantaged Youth; A 
Selective Bibliography. Exceptional Child 
Bibliography Series No. 646. 

ED 074 685 


Subject Index 195 


Minority Student Opportunities in United 
States Medical Schools 1971-1972. 

ED 067 001 
Model Programs, Compensatory Education. 
Diagnostic Reading Clinic, Cleveland, Ohio. 

ED 067 628 
Model Programs, C tory Educati 
Project Conquest, East St. Louis, Illinois. 

ED 067 629 


Model Programs Compensatory Education: 
Mother-Child Home Program, Freeport, New 


York. 

ED 069 419 
Model Programs Compensatory Education: 
More Effective Schools Program, New York, 


New York. 
ED 069 420 
Model Programs Compensatory Education: 


Preschool Program, Fresno, California. 
ED 069 421 


Model Programs Compensatory Education: 


Project Early Push, Buffalo, New York. 
ED 069 422 


Motivating Disadvantaged Students to Learn. 
Appendix B of a Final Report. 
ED 072 206 


Motor Development of the Kindergarten 
Spanish-Speaking Disadvantaged Child. 
ED 067 186 


The National Evaluation of Project Follow 
Through: 1967-1968. 
ED 078 923 


The Neighborhood Youth Corps Goes to Fiji: 
Job Training for Another Society’s Disad- 
vantaged Youth. Final Report. 

ED 075 654// 


New Dimensions for Cooperative Extension's 
Youth Programs in the 70's. 





ED 075 704 
New Indian Tribalism. Working Paper. 

ED 075 149 
Occupational Education Salvage: The Identifi- 
cation, Location, and Personal Guidance of 
Disadvantaged Students in Moore and Hoke 
Counties. Occupational Education Research 
Project Final Report. 

ED 072 253 


The Open Door, or the Revolving Door: Which 


Way, Texas? 

ED 071 655 
Operation RESOURCE for Teacher Educators 
and Other Educational Personnel Concerned 
with Teaching the Disadvantaged Learner. 


Final Report. 
ED 068 625 


Parental Involvement in Title | ESEA. 

ED 066 684 
Patterns of Parental Mobility in an Inner-City 
Toronto School. 

ED 076 926 
People Working Together: Follow Through in 


Ohio. 
ED 073 827 


Perceptions of Success and Failure by Disad- 
vantaged Elementary School Children. Final 


Report. 
ED 075 554 


Perspectives on Early Childhood Education. 
ED 068 203 

Predicting Third Grade Reading Achievement 

for Mexican-American Students from Lower 


Socioeconomic Levels. 
ED 068 240 


Pre-Vocational Education. Exemplary Program 


Final Report. 
ED 068 693 


Problem Solving Ability of Disadvantaged Chil- 


dren Under Four Test Modes. 
ED 074 107 


Production Workshop Project, DPPF: 1971-72 


Evaluation. 

ED 078 101 
Programs for the Disadvantaged in Texas 
Funded Under Title I, ESEA. Annual Report, 


1970-71. 
ED 073 893 


Project FICSS (Focus on Inner City Social Stu- 
dies). Final Report. 
ED 070 693 


Project Head Start 1969 - 1970: A Descriptive 
Report of Programs and Participants. 
ED 072 858 
Project STAY. 
ED 068 261// 
Promoting Language Skills in Preschool Pro- 


grams. 
ED 071 049 





196 Subject Index 


PS 115 Alpha One Reading Program, New 
York, New York. Comp tory Educati 
Model Programs. 





ED 067 632 
Questions and Answers: Programs for Educa- 
tionally Deprived Children Under ESEA Title I, 


1971. 
ED 072 155 
Reading and the Denied Learner: An An- 
notated Bibliography. 
ED 079 692 
Reading Goals for the Disadvantaged. 
ED 074 483 
Reading Improvement Project, Title I Evalua- 
tion 1971-1972. 
ED 079 698 
Reading Inservice Program. 
ED 071 055 
Reading in Upward Bound: An Evaluation of a 
Reading Improvement Course and an Analysis 
of Some Correlates of Reading Achievement. 
ED 079 675// 
Reflections of the Community: The Community 
Aide and Consumer and Homemaking Educa- 
tion. 
ED 075 607 
Relationships of Creativity, Reading Com- 
prehension, Intelligence, and Response to a 
Literature Selection for Fourth Grade Inner- 
City Children. 
ED 072 434// 
The Relative Effectiveness of Two Different 
Mathematics and Science Programs Used With 
Disadvantaged and Non-Disadvantaged First 
Grade Children. 
ED 075 175// 
The Relative Success of High Risk Students 
Enrolled in the Degree Programs of Berea Col- 
lege. 
ED 067 005// 
A Report on a Study of a Program for 
Developing Methods and Materials for 
Teaching the Disadvantaged and Handicapped: 
Pilot Educational Courses. 
ED 072 311 
A Report on the Evaluation of Occupational 
Education Programs for the Handicapped and 
Disadvantaged in Four Community Colleges. 
ED 073 240 
Research on Sesame Street: Some Implications 
for Compensatory Education. 
ED 068 155 
Research on the Program of Expanded Educa- 
tional Opportunit‘ss. Final Report. 
ED 072 760 
Roving Recreation Leader Project: Phase Ill. 
Final Report. Evaluation of Roving Recreation 
Leader Training Guide--An In-Service Training 
Source for Inner City Youth Service Personnel. 
ED 067 176 
San Fernando Valley State College Teacher 
Education Project in Compensatory Education 


(Elementary ). 
ED 076 535 


Second and Third Grade Students in the Hun- 
ters Point-Bayview SEED Project: A Diagnostic 
Review. 
ED 066 704 
Second Year Evaluation, IPI Mathematics Pro- 
ject; Hall School, 1970-71. 
ED 067 874 
Self-Concept of the Disadvantaged Child and 
Its Modification through Compensatory 
Nursery School Experience. 
ED 080 197 
Socioeconomic Mix: Effects on Disadvantaged 
Children in Preschool Child Development Pro- 
grams. 
ED 067 147 
Some Estimates for the Cost Effectiveness of 
Educational Inputs for Reading Performance of 
Disadvantaged Children in California Title I 
Projects. 
ED 068 616 
The South Goes North. Volume III of Children 
of Crisis. 
ED 075 111// 
State Planning for the Disadvantaged. A Report 
of the National Dissemination Project for Com- 
munity Colleges. 
ED 077 492 
Status of Education in Rural Virginia. 
ED 071 839// 
A Study of the Effectiveness of Workshops for 
Vocational Teachers of Disadvantaged High 
School Students in Oklahoma. 
ED 080 767// 


A Study of the Relationship of the Factors of 
Organizational Climates of Low  Socio- 
Economic Status El t Schools to the 
Political Orientations of Fifth Grade Students. 


Final Report. 
ED 074 001 
Summary of 1968 - 1969 Data. Progress Re- 


port No. 4. 

ED 070 530 
Suppl t to Handbook for Self-Evaluation of 
Programs and Services to the Disadvantaged 
and the Handicapped at Community Colleges 
under the Vocational Education A d t 
of 1968 (Public Law 90-576). 











ED 073 246 
Teacher Attitudes and Teacher Adoption of 
Concepts and Practices in Programs for the 
Disadvantaged. 

ED 067 459 


Teacher Education for the Culturally Different. 
Appendix C of a Final Report. 
ED 072 207 


Teacher Preparation for the Minority and Dis- 
advantaged. NCRIEEO Tipsheet, Number 10. 

ED 073 224 
Teachers’ Ratings of Cassettes Developed at 
the Clinton Pilot Cassette Center, Clinton Ele- 
mentary School, Summer 1971. 

ED 070 257 
Teaching Language Arts Skills to Disad- 
vantaged Children. 

ED 072 454 
Teaching Literature to the Disadvantaged. 

ED 070 096// 

Teaching the Paragraph in Developmental 
Composition Classes in the Community College 
with Behavioral Objectives and Art. 

ED 078 444 
Televised Parent Training Program: Reinforce- 
ment Strategies for Mothers of Disadvantaged 
Children. Final Report. 

ED 073 670 


There Are Some Good Teachers of the Disad- 
taged. IRCD Bulletin, Volume 8, Number 2, 
March 1972. 





ED 068 599 
Title I. El tary and S dary Education 
Act in Rhode Island. Sixth Annual Evaluation, 
Fiscal Year 1970-71. 





ED 074 601 
A Title Ill E.S.E.A. Project, Paterson Board of 
Education. Research Bulletin, Volume 1, 
Number 4, 1970-71. 

ED 067 439 
Title II] Project Annual Report, 1971-72: Dale 
Avenue Early Childhood Education Project. 
Research Bulletin, Volume 2, Number 4, 1971- 
72. 


ED 067 440 
Training Manpower Development Work Super- 
visors in the Use of Behavior Modification 
Techniques to Teach Job-Required Skills. Spe- 


cial Report. 

ED 075 655// 
Unemployment in the Urban Core: An Analysis 
of Thirty Cities with Policy Recommendations. 
Praeger Special Studies in U.S. Economic, So- 
cial, and Political Issues. 

ED 075 608// 
A Unit of Study for Inner City School Chil- 
dren: A Team Teaching Approach to Teaching 
Reading Through Literature. 

ED 075 802 


University of Kansas: 1968-1969 Head Start 


Evaluation Report. 
ED 071 736 


Urban Multi-Unit Community Colleges: Adap- 


tation for the "70s. 

ED 068 096 
Use of Visual Literacy Techniques to Teach 
Units on Career Development to Disad- 
vantaged Seventh Graders. Final Report. 

ED 072 154 
The Vietnam-Era Veteran Enters College. 

ED 072 744 
The Vocational Attitude Maturity of Disad- 
vantaged Eighth and Twelfth Grade Students in 
Rural Eastern Kentucky. 

ED 073 271// 


Vocational Instructional Materials for Students 


with Special Needs. 
ED 072 197 


What is Health Start? Profiles of Selected Pro- 
jects. 

ED 068 182 
Winnipeg Centre Project. 

ED 080 507 


Work Experience Career Exploration Program 
(WECEP) Advisory Committee Report: 
Evaluation and Recommendations. 
ED 068 651 
Youth Opportunity Program. Final Report. 
ED 067 456// 


Disarmament 
Trends in International Per i Per 
in the Arms Control Negotiations. 
ED 078 462 





Discipline 
The Assistant Principal. A Collection of ERIC 
D tR 





ED 073 563 
Controlling Classroom Misbehavior. What 
Research Says to the Teacher Series. No. 32. 

ED 077 899 
Corporal Punishment in the Public Schools. 
The Use of Force in Controlling Student 
Behavior. ACLU Reports. 

ED 066 813 


Freedom as a Result of Control? 

ED 075 477// 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Segments I & II, Volume 


X, Script. 

ED 071 299 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Segments I & II, Volume 


X. 

ED 071 300 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Progress Check. Test Item 
Pool. Segments I & II. 

ED 071 317 


Introduction to Psychology and Leadership. 
Enrichment XA; Discipline and the Group. En- 
richment Modules 19, 20, 21. 

ED 071 325 


Introduction to Psychology and Leadership. 
Enrichment XB; Discipline and the Individual. 
Enrichment Modules 22, 23, 24, & 25. 

ED 071 326 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Content Outline, Terminal 
and Enabling Objectives. 

ED 071 365 


Project IDEALS. Personal Development, Part 
Ill: Discipline, Student-Parent Relationships, 
Peer Relationships, Teacher Effectiveness, 
Guidance and Counseling. 

ED 077 847 


The Relationships Among Pupil Control Ideolo- 
gy, Observed Behavior and Discipline Referrals 
of Public Secondary School Teachers. 

ED 076 582 
Report of the Task Force on Corporal Punish- 
ment. 

ED 070 173 
Social Punishment in the Modification of a Pre- 
School Child’s ‘‘Autistic-Like” Behavior with 
Mother as Therapist. 

ED 075 068 


y Codes -- What Makes 


Pe ay a ee 


Them Tick. 





ED 078 579 
Techniques to Improve Classroom Control and 
Instruction. 
ED 075 474// 
Testimony of Dr. David G. Gil, Brandeis 
University, at Hearings of U.S. Senate Subcom- 
mittee on Children and Youth on the “Child 
Abuse Prevention Act”, S.1191 (93rd Con- 
geess, Ist Session) March 26, 1973. 
ED 080 196 


Discipline Policy 

Disciplinary Practices in Dallas Contrasted with 
School Systems with Rules Against Violence 
Against Children. 

ED 072 870 
Discipline: Are Older Teachers More Liberal 
Than Younger Ones? 

ED 074 053 
The Effects of Violence in Childhood. 

ED 070 526 
The Problem of Discipline/Control and Securi- 
ty in Our Schools. Position Paper, Number 1. 

ED 069 827 
Pupil Control As an Institutional Pattern. 

ED 076 507 
The Pupil’s Day in Court: Review of 1969. An 
Annual Compilation. School Law Series. 

ED 070 151 
Report of the Task Force on Corporal Punish- 
ment. 





ED 070 173 
Discipline Problems 


An_ Investigation into Student 


Problems during Practice Teaching. 
ED 076 578 


Problem Solving Behavior of Teenagers: An In- 
M 


dicator for Cl 
ED 068 862 
Proceedings of Conference on the Role of the 


Principal in the Desegregation Process. 
ED 074 160 


Teacher 





Discourse Analysis 
Aristotle and Information Theory: A Com- 
parison of the Influence of Causal Assumptions 
on Two Theories of Communication. (Janua 
Linguarum Series Maior 35.) 
ED 078 434// 
Bibliography on Discourse and Related Topics. 
ED 066 959 
Cicero and Quintilian on the Formation of an 


Orator. 

ED 075 872 
Cognitive Aspects of Learning in Arbitrary and 
Non-Arbitrary Contexts: Acquisition of 
Knowledge from Natural-Language Discourse. 


Final Report. 
ED 074 527 
Discourse: The Primary Language. 
ED 074 475 
Hierarchy and Universality of Discourse Con- 
stituents in New Guinea Languages: Texts. 
ED 066 984// 
Hierarchy and Universality of Discourse Con- 
stituents in New Guinea Languages: Discussion. 
ED 066 985// 
On the Role of Discourse in the Teaching of 


Thai. 

ED 073 728 
Syntactic and Lexical Deviations in Children’s 
Written Sentences. 

ED 073 475 
A Theory of Discourse: The Aims of Discourse. 

ED 076 992// 

The Thread of Discourse. 

ED 071 485 


Discovery Learning 
The ABC’s of Learning in Infancy. 

ED 067 146 
A Beginner’s Approach to Science with Lines, 
Games and Charts. 

ED 071 766 
Creativity Games. 

ED 072 624 
The Effectiveness of Discovery Learning in 
Relation to Concrete and Abstract Teaching 
Methods in Mathematics. 

ED 080 303// 


Environmental Curriculum Materials, Level I 
(K-I). 

ED 073 928 
Environmental Curriculum Materials, Level Il 


(2-3-4). 
ED 073 929 
Environmental Curriculum Materials, Level III 


(5,6). 
ED 073 930 
The High/Scope Cognitive Preschool Curricu- 


lum: An Open Framework. 
ED 069 383 


How Porcupines Make Love: Notes on a 
Response-Centered Curriculum. 
ED 068 976// 


The Interaction of Reasoning and Memory 
Abilities with Rule-Example Vs. Discovery In- 
struction in Learning an Imaginary Science. 
Technical Report Number 3. 

ED 072 629 


The Learning Centers Approach to Loy ye 

D 080 518 

Methodology in Reading Pe as a Con- 

trolling Variable in the Constructive or 
Destructive Channeling of Aggression. 

ED 066 719// 





Open Education A Beginning 
ED 074 730// 
Open Education. A Sourcebook for Parents 


and Teachers. 
ED 078 642// 
Somewhere Else; A Living-Learning Catalog. 
ED 078 687// 
A Survey of Selected, Public, Elementary Open 
Classrooms in New York State. Final Report. 
ED 067 747 


The Unit Approach for Kindergarten: Primary 
Grades. 
ED 077 590 


Discovery Processes 


Action in the Cognitive Preschool Model. 
ED 069 384 
The Development of _Test Items for the In- 
d Formulating 
Hypotheses and Defining Operationally. 
ED 070 585// 
An Investigation of the Relationship Between a 
Verbal Measure of Predictive Ability and Per- 
formance on Selected Process Tasks by 
Prospective El tary School Teachers. 
ED 071 852// 
Materials and Activities for Teachers and Chil- 
dren (MATCH). Program Report. 
ED 073 012 








Discriminant Analysis 


A Comparison of Traditional Item Analysis 
Selection Procedures with Those Recom- 
mended for Tests Designed to Measure 
Achievement Following Performance Oriented 


Instruction. 
ED 069 728 
Dimension Reduction Analysis. 
ED 073 165// 
A Multivariate Analysis of Rationally Derived 


Categories of Learning Disorder. 
ED 074 141 
Rural Development § Alternative Analysis 
Through the “ty 3 of Discriminant Function and 
tor Matrices. 
ED 079 002 
Stability of Various Item Discrimination In- 


dices. 

ED 076 604 
A Study of the Usefulness of Weighting Test 
Item Responses. 

ED 069 692 





Discrimination Learning 
Amount of Training, Age of Subject, and Per- 
severation in Reversal Learning. Final Report. 
072 112 


An Attempt to Obtain Replicate Learning 


Curves. 
ED 079 433 


Children’s Discrimination of Sibling Role Con- 
cepts. 
ED 075 077 
The Cue Value of Adult Expectancy. 
ED 073 394 


Subject Index 197 


Social Class Differences in Discrimination 
Transfer in Nursery School Children. 

ED 067 151 
Teaching Children to Discriminate Letters of 
the Alphabet through Errorless Discrimination 
Training. 

ED 078 921 
Use of Scaling Techniques in the Analysis of 
Mode of Responding of Kindergarten Children. 

ED 074 087 


Discriminatory Attitudes (Social) 
Changes in the Attitudes Toward Race Rela- 
tions of Southern Rural Blacks: Analysis of a 
Panel of Village Women, 1970-1972. 
ED 071 798 
Discrimination in Employment: An Appraisal 
of the Research. Policy Papers in Human 
Resources and Industrial Relations 16. 
ED 074 256// 
Homosexuality: An Educational Confrontation. 
ED 076 655 
A Longitudinal Study of Blacks’ Perceptions of 
Race Relations: A Study of Village Blacks in a 
Southern Area. 
ED 067 185 
MF Scales: Instruments of Male Chauvinism or 
Responsible Tools of the Psychologist? 
ED 078 059 
Prejudice Toward Women: Some Personality 
Correlates. 
ED 072 386 
Public Schools in Transition. . . One Student 
Body, Its Needs and Directions. 
ED 075 446// 
Report to the Presid of Michigan State 
University by The Women’s Steering Commit- 


tee. 
ED 078 730 


Review of the Rural Manpower Service, 1972. 
ED 072 889 


Sex Role Stereotyping and Evaluation: A 
Systems Approach. 





ED 078 326 
Social Problems Confronting Black Women at 


White Institutions. 
ED 075 753 


Who Discriminates Against Women? 
ED 075 742 


Discriminatory Legislation 
lity: A Portrait of Rural America. 





A Developmental Study of Pr 
Responses in the Discrimination Learning of 
Words and Pictures. Technical Report. 

ED 073 444 
The Effect of Instructions, Discrimination Dif- 
ficulty, and Methods of Assessment on 
Generalized Imitation. 

ED 075 076 
The Effects of Differential Reinforcement Con- 
ditions and the Conditioned Emotional 
Response on Discrimination Learning. Final 


Report. 
ED 066 854 


Exploration and Learning-to-Learn in Disad- 





v t 14 d rer 

ED 073 847 
Factors of Predicted Learning Disorders and 
their Interaction with Attentional and Percep- 
tual Training Procedures. 

ED 078 919 
Implicit Instructions and Social Influence in “- 
Generalized Imitation” and Other “Go - No- 
Go” Situations. 

ED 080 166 


Inference in Discrimination Learning of Early 
Elementary School Children. 

EP 069 343 
An Information Analysis of 2-, 3-, and 4-Word 
Verbal Discrimination Learning. 

ED 070 524 
Mother-Stranger Discrimination in the Early 
Weeks of Life. 

ED 080 167 
Outerdirectedness as a Problem-Solving Ap- 
proach in Relation to Developmental Level and 
Selected Task Variables. 

ED 076 243 

of Retarded and Normal 


Children Final Report. 





ED 074 692 
Pronouncing as a Method of Choice in Verbal 


Discrimination Learning. Technical Report. 
ED 074 464 


Research on Frequency Transposition for Hear- 
ing Aids. Final Report. 
ED 072 608 


ED 073 878 
Discussion (Teaching Technique) 


Contingency Contract Teaching 
Learning) in Introductory 
Psychology. 


(Mastery 
Educational 


ED 071 568 
How to Use Group Discussion. How to do it 
Series, Number 6. 
ED 080 410 
The Impact of Social Skill Training on the Af- 
fective Perceptions of Elementary School Chil- 
dren. 
ED 074 166 
Landing Rightside Up In TV and Film. 
ED 074 731// 
Leading Film Discussions; A Guide to Using 
Films for Discussion, Training Leaders, 
Planning Effective Programs. 
ED 074 771// 
Suggested Activities on Sociological Health 
Problems: Drugs, Alcoholism, Smoking for Stu- 
dent Teachers. 
ED 076 546 


Discussion Experience 
A Curriculum Guide for Speech Communica- 
tion--Grades 8-12. 
ED 066 776// 
Face to Face, Spanish-S: 7509.34. 
ED 071 498 
The Relationship between Students’ Ratings of 
Instructors and Their Participation in Class- 


room Discussion. 
ED 076 695 


Discussion Groups 

A Bibliography in Small Group Communica- 
tion. 

ED 067 712 
Community Consultation Kit. 

ED 077 814 
The Effects of Time Limit on Correctness of 
Decision and Member Satisfaction in Decision- 
Making Group Discussions. 

ED 074 535 





198 Subject Index 


An Experimental Study of the Relationship 
Between the Opinionatedness of a Leader and 
Consensus in Group Discussions of Policy. 
ED 073 491 
Parent Education in the Adult Education Pro- 
gram. 
ED 069 951 
Role of the Academic Dean in Implementing 
Accountability: Anatomy of a Conference for 
Deans of Instruction in Two-Year Colleges. 
ED 075 014 
The Social Ecology of Free Seating Arrange- 
ments in a Smali Group Interaction Context. 
ED 079 635 


Discussion Programs 
Affective Education to Facilitate Integration. 
Research Monographs, Volume I, Number 2. 
ED 070 786 


Disease Control 
Strand I - Physical Health; Disease Prevention 
and Control for Grades 10, 11, and 12. Special 
Edition for Evaluation and Discussion. 
ED 070 992 
Strand I - Physical Health; Disease Prevention 
and Control for Grades 4-6. 
ED 072 365 
Strand I - Physical Health; Disease Prevention 
and Control for Grades 7, 8, and 9. 
ED 072 366 


Diseases 
Malnutrition and Endemic Diseases: Their Ef- 
fects on Education in the Developing Coun- 
tries. Report on a Meeting of Experts from 2 to 
6 November 1970. 
ED 077 819 


Displacement 
Displacement, Substitution, Sublimation: A 
Bibliography. 

ED 067 579 


Display Panels 
Merchandise Display, a Distributive Education 
Manual and Answer Book. 
ED 074 252// 
Production and Display Workshop. Art Educa- 
tion: POS 6699.01. 
ED 079 225 


Display Systems 
The PLATO IV Student Terminal. Revised Edi- 
tion. 


ED 078 670 
Recoding Numerics to Geometrics for Complex 
Discrimination Tasks; A Feasibility Study of 
Coding Strategy. 

ED 079 800 


Disruption 
Resources for Social Change II: A Guide for 


School Administrators. 
ED 069 045 


Dissent 

The Application of Herbert Simon's Theory of 
Analyzing Social Movements to Women’s 
Liberation. 

ED 075 865 
Communication and Student Unrest: A Report 
to the President of the University of New Mex- 
ico; Part I: Student-Administration Channels, 
Student Faculty Channels. 

ED 075 868 
The Individual and the State, English, Social 
Studies: 5113.72. 

ED 071 938 
The Meaning of Freedom of Speech: First 
Amendment Freedoms from Wilson to FDR. 
Contributions in American History No. 15. 

ED 077 039// 

Measurement of the Construct of Attitude 
Toward Student Activism. 

ED 072 385 
Schools and the Learning of Dissent Norms: A 
Study of West German Youths. 

ED 076 440 
Social Movements: A Place for Conspiracy. 

ED 073 486 
Teaching Communication and Contemporary 
Dissent. 

ED 073 497 
Theoretical Value in Teaching Freedom of 
Speech. 

ED 077 065 
William Pitt and the Rhetoric of Repression. 

ED 072 487 


Dissonance 
The Relationships Between Expectancy and 
Performance in a Computer-Assisted Instruc- 


tional Task. 
ED 073 614 


Distance 
Toward a Model of Linguistic Distance. 
ED 071 502 


DISTAR 
An Evaluation of a Pilot Program in Reading 
for Culturally Disadvantaged First Grade Stu- 


dents. 
ED 073 439// 


DISTAR Reading Program 
A Study of the Experimentalist Beliefs and 
Open-Mindedness of Teachers of First Grade 
Reading. 
ED 072 416 


Distinctive Features 
Information Structure and Linguistic Structure. 
ED 071 469 
Regional Phonological Variants in Louisiana 
Speech. 
ED 076 981// 
Studies in the Phonology of Asian Languages 
X: Intertonal Influences in Two-Syllable Ut- 
terances of Vietnamese. Final Technical Re- 
port, March 1970 - June 1972. 
ED 067 954 


Distinguished Achievement Award Entry 

Art Education Program at Kutztown State Col- 
lege. 

ED 076 534 
Behavior Modification for Teachers. 

ED 075 373 
The Bilingual - Bicultural Education Program 
of the Institute of American Studies, Trinity 


College. 

ED 079 275 
The Bowling Green State University Teacher 
Learning Center Concept. 

ED 075 413 
Case Study: A New Approach to Student 
Teaching at Mount Marty College. 

ED 074 040 
Case Study: Description and Development of 
the ISD Program in Inquiry. 

ED 077 859 
Case Study of Performance Based, Field 
Oriented Education at the University of 
Washington 1967-72. 

ED 075 420 
Case Study of the Grand Rapids Public 
Schools. 

ED 075 425 
Case Study. Operation: Cooperation Ashland 
College -- Ashland City Schools. 

ED 075 415 
Competency Based Teacher Education. 

ED 076 518 
Contemporary Trends in Teaching. 

ED 073 110 
Cooperative College-Elementary School Project 
in Mathematics. 

ED 074 042 
A Cooperative Program in Teacher Education. 

ED 075 361 
Cooperative Programming of Learning Ex- 
periences Through Outdoor-Environmental 
Education. 

ED 074 038 
Co-Op Step Teacher Education in Action at 
Saint Andrews Presbyterian College, Laurin- 
burg, North Carolina. 

ED 076 525 
The C.O.P.E. Program at Washington State 
University. 

ED 079 278 
Counselor Education: A Program in Functional 
Humanism. 

ED 075 422 
The Del Mod System. The Delaware Model: A 
Systems Approach to Science Education. 

ED 076 523 
A Demonstration Program to Facilitate Certifi- 
cation Requirements for Special Education 
Teachers. 

ED 076 516 
The Development and Implementation of a 
New Model for the Preparation of Teachers for 
Junior High School Youth: Project #2-75 of 
the Educational Coordinating Council of the 
State of Oregon. 


ED 072 036 
Duality in Society: Duality in Teacher Educa- 
tion. 

ED 074 016 
Elementary Teacher Education Program. 

ED 073 111 
Elementary Teacher Training Specialization. 

ED 075 417 
Excellence in Teacher Education Entry. Col- 
lege of Mount St. Joseph Inter-Disciplinary Ap- 
proach to Teacher Preparation. 

ED 075 411 
EXEL: An _ Experimental Program in _ the 
Professional Preparation of Elementary School 
Teachers. 

ED 076 543 
Experience Oriented Teacher Education Pro- 
gram. 

ED 075 412 
The Experimental Teacher Education Program. 
Case Study. 

ED 074 062 
Field Studies Program in Elementary Educa- 
tion. 

ED 076 520 
The Five Points on Site Teacher Education 
Program. 

ED 076 524 
Governors State University Urban Teacher 
Education Program. 

ED 076 517 
The Greater Cleveland Teacher Education 
Centers Cooperative Support Program. 

ED 076 521 
Hunter College TTT Program: Training the 
Teachers of Teachers Elementary Education. 

ED 075 433 
Improving Instruction through Tailored Cur- 
riculum Development Programs. 

ED 076 519 
An Innovative Program for Preparing Seconda- 
try School Teachers in Science and Mathe- 
matics Education. 

ED 075 432 
Instructional Staff Development. Component 1: 
Orientation to Inquiry. 

ED 077 851// 

Instructional Staff Development. Component 2: 


Inquiry Influence. 
ED 077 852// 


Instructional Staff Development. Component 3: 
Inquiry Behaviors. 
ED 077 853// 


Instructional Staff Development. Component 4: 
Behavioral Objectives. 

ED 077 854// 
Instructional Staff Development. Component 5: 
Pupil Centered Inquiry. 

ED 077 855// 


Instructional Staff Development. Component 6: 
Affective Attitudes Which Promote Inquiry. 
Trainer’s Manual. 

ED 077 856// 
Interdiscipli Studies and Independent Study 
as General Sducetion for Teachers. 





ED 076 512 
A Master’s Degree Program for the Teaching 
of Culturally and Educationally Deprived Chil- 
dren and Youth. 

ED 075 438 
A Nuclear Design for Teacher Education. 

D 073 113 

Oklahoma City - Central State University 
Cooperative Program in Teacher Education. 

ED 074 036 
Operation Cite: (Cooperative Investment in 
Teacher Education.) 

ED 074 063 
Overview of the Instructional Staff Develop- 
ment Program. 

ED 077 860 
Partners in the Education of Teachers: A 
Cooperative Program Between a College, a 
Small Rural School, and a Rural Community. 

ED 075 424 
A Performance-Based Plan for Evaluation of 
Student Progress. 

ED 076 522 
Performance-Based Undergraduate Program for 
the Education of Teachers at Brooklyn College. 

ED 075 414 
A Performance-Based Undergraduate Program 
for the Education of Teachers at Brooklyn Col- 
lege. Volume I. 

ED 076 513 
A Performance-Based Undergraduate Program 
for the Education of Teachers at Brooklyn Col- 
lege. Volume 2. 





ED 076 514 
A Personal-Professional Develop t Program 
for Prospective Classroom Specialists in 
Teacher Education. ; 

ED 075 427 


Pre-Student Teaching Laboratory Experiences 
for Students Majoring in Physical Education 
and in Elementary Education. The Children’s 
Motor Development Program. 

ED 074 037 


Professional Semester I in Elementary Teacher 


Education. 

ED 074 065 
Programa De Educacion Interamericana. 

ED 075 440 
Project WE 1972-73: A Social System Ap- 
proach to Training Leaders for Urban Schools. 

ED 075 418 
The Reorganized Teacher Education Program 
at the College of Emporia. 

ED 074 041 


The Role of the University of Wisconsin - Eau 
Claire in the Consortium Effort to Implement, 
Maintain and _ Institutionalize Individually 
Guided Education and the Multiunit Elementa- 
ty School. 





ED 074 044 
San Fernando Valley State College Teacher 
Education Project in Compensatory Education 
(Elementary). 

ED 076 535 
Secondary Teacher Preparation at Wheeling 
College: A Model Based Upon Person, Per- 
formance, and Partnership. 

ED 074 043 
Student Teaching Cooperative Program. 

ED 074 035 
Teacher Educational Experiences Program: An 
Affective-Based Program of Self-Selection for 
Undergraduate Teacher Candidates. 

ED 075 423 
Teacher Education at Cardinal Stritch College. 

ED 073 112 
Teacher Performance: Do We Know What We 
are Evaluating? 

ED 074 064 
[Teacher Preparation Program.] 

ED 074 039 
[Teacher Preparation Programs. ] 

ED 075 430 
Teaching-Learning Clinic. 

ED 073 106 
Teaching Mathematics to the Siow Learner in 
the Inner City Schools. 

ED 076 515 
[The Teacher Education Program at Mars Hill 
College.] 

ED 072 035 
TURN ABOUT: A Competency-Based Teacher 
Education Program. 

ED 075 431 
University of Tennessee--Clinch-Powell Student 
Teaching Project. 

ED 075 416 
[ Values: Freedom to Learn]. 

ED 075 419 
The Western Washington State College Clinical 
Program for Teacher Education at Seattle, 
Washington. 

ED 076 536 
The Year-Long Teaching Internship for Initial 
Certification at Seattle Pacific College. 

ED 073 105 


— renege Awards Entry 


tion and Guidance of Teacher 





Candidates. 
ED 072 038 


Distraction 
Distration, Response Mode, Anxiety, and 
Achievement in Computer Assisted Instruction. 
ED 071 435 


Distributive Education 
Adult Distributive Education. 
ED 075 649 
Advertising, a Distributive Education Manual 
and Answer Book. 
ED 074 254// 
Building Materials Technology and Selling, a 
Distributive Education Manual and Answer 
Book. 
ED 074 250// 
A Curriculum Designed for a Career Explora- 
tion Program in the Distributive Occupations 
for the Tenth Grade Secondary Student. Final 
Report. 
ED 070 844 


Developing Distributive Education Programs. A 
Manual for School Administrators. 
ED 073 275 
Distributive Education 1 - 8726 (Communica- 
tion Skills Relating to Marketing and Distribu- 
tion), Department 48: 8726.03. 
ED 067 691 
A Distributive Education Curriculum Guide for 
High School Programs in Texas. 
ED 074 247// 
Drugstore Selling and Merchandising, a Dis- 
tributive Education Manual and Answer Book. 
ED 074 253// 
The Gregg/McGraw-Hill Program Planning 
Guide for Distributive Education. 
ED 080 778// 
A Guide for Writing Research Manuals in Dis- 
tributive Education. 
ED 072 263 
Home Improvement Selling, a Distributive Edu- 
cation Manual and Answer Book. 
ED 074 251// 
Innovative Projects in Distributive Education. 
ED 073 274 
Merchandise Display, a Distributive Education 
Manual and Answer Book. 
ED 074 252// 
Office of Education Instructional Codes, Titles 
and Definitions for Use in Distributive Educa- 
tion. 
ED 075 629 
A Seminar Report on Implementing Distribu- 
tive Education Project Laboratories in High 
Schools and Area Vocational Centers. 
ED 072 224 
A Study of Curricula Innovations in Trade and 
Industrial Arts, Distributive and Business Edu- 
cation in Jefferson, Orleans, and St. Bernard 
Parish Public Schools. 
ED 080 757 
Teacher Resource Bibliography for Marketing 
and Distribution and Distributive Education, 
1968-1971. 
ED 079 474 
Teacher Training Program for Distributive 
Education. Final Report. 
ED 074 236 
Tennessee Distributive Education Teacher 
Coordinators’ Handbook. 
ED 074 261 
Vocational [Education State Instructional 
Materials for Distributive Education. 
080 770 
Wholesale M t, a Distributive Educa- 
tion Manual and Answer Book. 





ED 074 245// 
Wholesale Selling, a Distributive Education 


Manual and Answer Book. 
ED 074 244// 


Distributive Education Clubs of America 
A Guide for Writing Research Manuals in Dis- 
tributive Education. 
ED 072 263 


Distributive Education Teachers 
Teacher Training Program for Distributive 
Education. Final Report. 
ED 074 236 


Distributive Law 
Some Factors Associated with Pupils’ Per- 
formance on Examples Involving Selected 
Variations of the Distributive Idea. 
ED 075 199 


District of Columbia 
A Comprehensive Plan for Special Education. 
ED 074 669 
Criterion-Referenced Test Development - A 
Contractual Agreement between the Public 
Schools of the District of Columbia and a 
Commercial Test Publisher. 
ED 078 047// 
Evaluation of ESEA Title I Programs for the 
District of Columbia, 1970-71. Final sy orig 
075 529 
Reforms in Washington: The niedes School 
Division, 1963-1972. Final Report. 
ED 072 161 
Study of Child Care Activities in the District of 
Columbia. 
ED 068 172 


Divergent Production Battery 
Effects of Training on Rating Reliability, as 
Estimated by ANOVA Procedures, for Fluency 
Tests of Creativity. 


ED 074 135 


Subject Index 199 


Divergent Thinking 
The Development of Divergent Thinking as a 
Function of Inquiry Training. 
ED 075 168// 
Divergent Cognitive Styles in Academic 
Overachievers. 
ED 079 645 
Divergent Production in Montessori Children. 
ED 080 212 
An Exploratory Investigation of ‘Divergent 
Production” Using Basic Concepts of Mathe- 
matics. 
ED 068 490 
The Interaction of Divergence and Conver- 
gence of Students and Teachers with Personali- 
ty and Instructienal Variables Affecting Educa- 
tional Outcomes. 
ED 075 744 
What Is Career Education? A Conversation 
with Sidney P. Marland, Jr. and James D. 
Koerner. 
ED 080 726 


Divided Catalogs 
A Comparison of Panizzi’s 91 Rules and the 

AACR of 1967. 
ED 071 711 


Division 
A Comparison of Initially Teaching Division 
Employing the Distributive and Greenwood Al- 
gorithm with the Aid of a Manipulative Materi- 
al. 
ED 071 863// 
A Comparison of Two Methods of Instruction 
in Multiplication and Division for Third-Grade 
Pupils. 
ED 071 864// 


Doctoral Degrees 

Academic Demand for New Ph.D.’s 1970-90: 
Its Sensitivity to Alternative Pclicies. 

ED 077 360 
The Air Force Advanced Education System. * 

ED 074 977// 

Degrees Conferred by North Carolina Senior 
Colleges and Universities, 1971-72. 

ED 070 421 
Degrees Conferred Virginia Public and Private 
Institutions of Higher Education, 1971-72. 

ED 077 345 
The Doctor of Arts Degree in Washington--An 
Attitudinal Survey. 

ED 068 045 
Earned Degrees Conferred: 1969-70 Summary 
Data. 

ED 074 986 
Educational Training and Careers of Ph.D. 
Holders: An Exploratory Empirical Study. 
Planning Paper 27. 

ED 068 053 
A Follow-Up Study of Ph.D. Graduates from 
The Ohio State University with a Major in In- 
dustrial Technology Education. 

ED 075 646// 

Recommendations for the Preparation of 
Teachers for AACTE and NCATE. 

ED 080 499 
Status of the Doctor of Arts Degree. 

ED 071 554 
Survey of Employment of Ontario Ph.D. Grad- 
uates - 1964-69. 

ED 069 262 


Doctoral Programs 
Assessing Quality in Doctoral 
Criteria and Correlates of Excellence. 
ED 078 728 
[Careers in Speech Communication. } 
ED 071 128 
A Comparative Study of the Philadelphia 
Leadership Program at the Pennsylvania State 
University. 


Programs: 


ED 075 526 

A Follow-Up Study of Ph.D. Graduates from 

The Ohio State University with a Major in In- 
dustrial Technology Education. 

ED 075 646// 

Graduate Training in Mathematics Education 

Research and Structural Learning. Final Re- 


port. 

ED 073 936 
Interacting Patterns of Computer Support and 
Usage. Final Report. 

ED 077 336 
The Prediction of Doctorate Attainment in 
Psychology, Mathematics and Chemistry: 


Preliminary Report. 
ED 069 664 





200 Subject Index 


Science and Mathematics Education Research 
Training Program 1966-1972. Final Report. 
ED 073 935 


A Study of the Ph.D. Graduates of the Univer- 
sity of Georgia 1966-1970. 
ED 076 128 


Survey of Changes in Graduate Programs in 
Higher Education (Tables). 
ED 071 608 


Doctoral Theses 
Analysis and Design of Selected Science Exer- 


cises for the Sixth Grade. 
ED 079 038// 


An Analysis of Classroom Objectives Derived 
From Cognitive Levels of Learning as Inferred 
From Selected Teacher-Made Tests. 

ED 076 334// 


An Analysis of Teacher-Pupil Interactions 
When Instruction is Individualized. 

ED 079 022// 
An Analysis of the Problem-Solving Process as 
a Learning Context and Its Relationship to 
Conceptualization in Elementary School 


Science. 
ED 079 053// 


An Annotated Bibliography of Dissertations on 
American Indian, Mexican American, Migrant 
and Rural Education. 

ED 080 251 


A Bibliography of Doctoral Research on the 
Negro. Supplement, 1967-1969. 

ED 079 444 
Canadian Research in Adult Education: A 
Bibliography of Masters’ Theses and Doctoral 
Dissertations. 

ED 074 376 
The Comparative Effects on Two Methods of 
Automated Instruction, One Visual and One 
Auditory, in Teaching Selected Problem Solv- 
ing Behaviors to Two Groups of Sixth Grade 


Students. 

ED 076 335// 
A Comparison of Selected Variables from the 
1965 and 1970 Doctoral Dissertations of the 


College of Education, University of Maryland. 
ED 077 427 
The Development and Evaluation of a Verbal 
Interaction System Designed to Modify the 
Verbal Behavior of Secondary Science Student 


Teachers. 

ED 080 292// 
The Development and Evaluation of Physical 
Science Curriculum Materials Designed to Im- 
prove the Attitudes of the Secondary School 
Slow Learner. 

ED 079 018// 
The Development and Status of Science Cen- 
ters and Museums for Children in the United 


States. 
ED 079 039// 


The Development of a Model for Career Edu- 
cation with Implications for a Local School 


System. 

ED 078 183// 
The Development of Divergent Thinking as a 
Function of Inquiry Training. 

ED 075 168// 
Dissertations in Social Studies Education: A 
Comprehensive Guide. Research Bulletin 
Number 2. 

ED 080 426 
Early Childhood Education for the Disad- 
vantaged: An Annotated Bibliography of Doc- 
toral Dissertations. ERIC-IRCD Doctoral 
Research Series, Number 3, July 1973. 
ED 079 438 

The Effectiveness of Giving Rules in Forming 
Concepts. 

ED 079 042// 
The Effect of Contiguity on Informational 
Achievement and Psychomotor Performance. 

ED 076 770// 
The Effects of an Inquiry-Oriented Curriculum 
in Science on a Child's Achievement in 
Selected Academic Areas. 

ED 075 171// 
The Effects of Bilingual Science Instruction on 
the Vocabulary, Comprehension Achievement, 
and Conceptualization of Elementary School 
Chinese Children Whose Second Language is 
English. 

ED 079 023// 
Effects of Varying Time of Presenting Verbal 
Directions on Recall and Retention. 

ED 079 041// 


The Effects on the Intelligence, Reading, 
Mathematics, and Interest in Science Levels of 
Third Grade Students Who Have Participated 
in Science - A Process Approach Since First 


Entering School. 
ED 075 174// 


An Exploratory Investigation of Micro- 
Teaching as a Pre-Service Technique and Its 
Evaluation, Using the Flanders System of In- 
teraction Analysis. 

ED 075 169// 


An Exploratory Study of Specific Psychomotor 
Abilities in Selected Secondary Science 
Laboratory Oriented Classrooms of Detroit, 


Michigan. 
ED 076 379// 
Factors Associated with Farmer's Perception of 
Agricultural Extension in Antioquia, Columbia. 
ED 068 751 
Industrial Relations Theses and Dissertations, 
1971; Accepted at 25 Universities. A Compila- 
tion Sponsored by the Committee of University 
Industrial Relations Librarians. 
ED 078 181 


Instructional Development Programs in Higher 
Education. 

ED 077 232 
Mexican Americans: An Annotated Bibliog- 
raphy of Doctoral Dissertations. ERIC-IRCD 
Doctoral Research Series, Number 1, May 


1973. 
ED 076 714 

Organizer Influence on Children’s Responses to 
Questions of Physical Causality. 

ED 079 019// 
The Phantom Strikes: The Use of Simulation to 
Teach the Radiologic Technology Student to 
Radiograph the Gall Bladder. 

ED 077 652// 


Piaget's Developmental Stage Theory as 
Evidenced in Classroom Interaction. 

ED 076 310// 
Piaget's Theory as the Basis for the Assessment 
of Reading Disability and Suggested Remedia- 
tion Through an Adapted Science Curriculum. 

ED 075 172// 
Predictive Factors Associated with Final 
Grades in a General College Biology Course. 

ED 076 377// 
Research in Reading Education in Canada: A 
Bibliography of Masters’ Theses and Doctoral 


Dissertations. 

ED 075 798 
The Role of Science Division Heads in Re- 
gionally Accredited Junior Colleges in the 


United States. 

ED 076 333// 
School Desegregation: An Annotated Bibliog- 
raphy of Doctoral Dissertations. ERIC-IRCD 
Doctoral Research Series, Number 2, June 


1973. 

ED 078 098 
School Desegregation Research: A Survey of 
Doctoral Studies, College of Education, The 
University of Tennessee, Knoxville. College of 
Education Monograph Series, No. 1. 

ED 076 717 
A Selective Bibliography of Doctoral Disserta- 
tions in Modern Language Education. 

ED 069 187 
A Study of Children’s Acquisition of Piagetian 


Concepts. 

ED 079 014// 
A Study of Concept Development and Commu- 
nication Abilities in Children Aged Five 
Through Eight Using Leaf Morphology as the 
Vehicle. 

ED 075 182// 
A Study of the Effect of the Blue, Green, and 
Yellow Versions of BSCS Biology on the Scien- 
tific Attitude of Tenth-Grade Students. 

ED 076 378// 
A Study of the Effects of a Structured Curricu- 
lum in Piagetian Type Operations on the Cog- 
nitive Coping of Elementary School Children. 

ED 076 380// 
A Study of the Foreign Language Requirement 
for the Doctor of Philosophy Degree in the 
Biological and the Physical Sciences. 

ED 079 021// 
A Study of Three Concepts of Probability Pos- 
sessed by Children in the Fourth, Fifth, Sixth 
and Seventh Grades. 

ED 070 657 

Summaries of Studies in Industrial Arts, Trade 
and Industrial, and Technical Education. Dis- 
sertation Abstracts. 


ED 076 846 
Time Conservation: A Comparison of Per- 
formance on Piagetian Tasks by Selected Stu- 


dents. 
ED 076 336// 
Toward a Paradigii of Educational Change: 
The Role of Management Information Systems. 
ED 077 191 
Toward a Programmatic Knowledge Production 
System in Educational Administration: The 
Development of Alternative Models. 
ED 075 919 
The Validity of Teacher Self-Reports for Pre- 
dicting Pupil and Observer Ratings of Teacher 


Performance. 
ED 080 295// 
A Working Bibliography of American Doctoral 
Dissertations in Children’s and Adolescents’ 
Literature, 1930-1971. 
ED 071 725 


Doctor of Arts Degree 
The Doctor of Arts Degree in Washington--An 
Attitudinal Survey. 
ED 068 045 


Documentaries 
Film Programmer's Guide to 16mm Rentals. 
ED 079 924// 
Leading Film Discussions; A Guide to Using 
Films for Discussion, Training Leaders, 
Planning Effective Programs. 
ED 074 771// 


Newsreel. 16MM Documentary Film Catalog 


1972-1973, 

ED 079 933// 
Nonfiction Film; A Critical History, 

ED 078 458// 
The People's Films. A Political History of U.S. 
Government Motion Pictures. 

ED 077 194// 


Survey of Broadcast Journalism 1970-1971: A 


State of Siege. 
ED 069 123// 


Documentation 

American Indian Education, A_ Selected 
Bibliography (with ERIC Abstracts). ER- 
IC/CRESS Supplement No. 3. 

ED 075 121 
Automatic Selective Documentation Services. 

ED 069 286// 

Bibliographie Moderner Fremdsprachenunter- 
richt, 3(1972) Nr. 3 (Bibliography: Modern 
Foreign Language Instruction, 1972. Volume 3, 
Number 3). 

ED 070 347 
Boletin Del Centro De Documentacion E Infor- 
macion Pedagogica (Bulletin of the Documen- 
tation and Teaching Information Center). 

ED 069 335 
Council of Europe Information Bulletin 2/1972. 

ED 069 474 
DARE: Unesco Computerized Data Retrieval 
System for Documentation in the Social and 
Human Sciences (Including an Analysis of the 
Present System). 

ED 074 744// 

The Develop t of Guideli for Classifying 
and Writing Abstracts of Dance Research. 

ED 070 706 
Directrices para la Creacion del Centro Na- 
cional de Informacion y Documentacion 
(Guidelines for the Creation of a National In- 
formation and Documentation Center). 

ED 066 949 
Image Storage and Transmission Systems for 
the Dissemination of Information, AGARD 
Conference Proceedings No. 92 (Oslo, Norway, 
September 9, 1971). 





ED 068 136// 
Impact of Growth in the Universe of Subjects 
on Classification. 

ED 077 528 

Information Sciences: Conferences, Symposia, 
Reviews, Supporting Research and STINFO 
Activities. Vol. IV. 

ED 068 128// 
Information Sciences: Information Centers and 
Special Libraries. Vol. Il 

ED 068 126// 


Information Sciences: Information Processing 
Systems and Techniques. Vol. III. 
ED 068 127// 
The Iranian Documentation Centre. 
ED 073 804 
Language of Information Science: Convertibili- 
ty in Information Science. Final Report, Part 2. 
ED 068 139// 





Program and Model Documentation Standards. 

ED 066 881 
The Quantification of Subjective Data for 
Evaluation of Affective Experiences. 

ED 078 073 
Sistemas de Documentacion e Informacion 
Educativa en Belgica, Paises Bajos y Francia 
(Educational Documentation and Information 
Systems in Belgium, Holland, and France). 

ED 067 932 
On the Teaching of the Course “Scientific In- 
formation” at the N. K. Krupskaya Leningrad 
State Institute of Culture. 

ED 071 713// 


Dogmatism 
The Evaluation of Dogmatic Television Charac- 
ters by Dogmatic Viewers: ‘‘Is Archie Bunker a 
Credible Source?” 
ED 078 474 


A Study of the Experimentalist Beliefs and 
Open-Mindedness of Teachers of First Grade 
Reading. 

ED 072 416 


Domestics 
Standardized Estimates of Time Required and 
Quality of Various Tasks in Household Em- 


ployment. Final Report. 
ED 067 497 


Dormitories 
Apartment Type College Housing. 
ED 068 059 
Attitudes Toward Residence Hall Life. 
Fredonia Student Attitudes on the College Stu- 
dent Questionnaire. 
ED 077 327 


An Evaluation of a Living-Learning Residence 


Hall Program. 

ED 077 399 
Living Arrangements of College Students: Oc- 
tober 1971. 

ED 073 743 
Meeting The Challenge. 

ED 067 062 
Student Housing. 

ED 071 555 
Student Housing. A Report. 

ED 070 200 
A Study of Student Housing at the Fourteen 
State-Owned Institutions. 

ED 076 151 


DOVACK 
DOVACK; Method for Teaching Reading. July 
1, 1968-August 31, 1971. Project Report. 
ED 071 268 


Drama 
The Absurdist Vision, English, Contemporary 


Literature: 5114.148. 
ED 067 699 


The Aesthetic Dimension of the Theatrical 
Event: A Practical View. 
ED 067 722 


A Bibliography of Modern Irish Drama: 1899- 
1970. 
ED 071 080// 
Century of Innovation: A History of European 
and American Theatre and Drama Since 1870. 
ED 073 461// 
Cultural Indicators: The Social Reality of 


Television Drama. 
ED 079 390 


Devices for Deviling Classes in Theatre Histo- 


ry. 
: ED 073 498 
Drama Canada: Trends in Drama in Education 
During the Past 25 Years. 

ED 078 491// 
Drama Curriculum: Levels C-D [Grades Three 
and Four], Teacher’s Guides; Supplementary 
Material: The Hammer of Thor and The 
Squire’s Bride, Rumplestiltskin and The Indian 
Cinderella, The Fool of The World and The 
Flying Ship, Two Neighbors and The Magic 
Drum, Deucalion and The Flood, and The 


Contest. 

ED 075 851 
Drama Curriculum--V and VI [Grades Five and 
Six], Teacher’s Guides; Supplementary Materi- 
als; The Magic Drum, The Squire’s Bride, The 
Fool of the World and The Flying Ship; The 
Cat Who Walked by Himself, The Story of 


Keesh. 
ED 075 852 


Dramatic Criticism Index; A Bibliography of 
Commentaries on Playwrights from Ibsen to the 
Avant-Garde. 
ED 067 668// 
Dramatism and Development. 
ED 074 497// 
English Through Drama: A Way of Teaching. 
ED 070 085// 
Henrik Ibsen--Critic of Society, English: 
§114.152. 
ED 067 693 
The History of Speech and Drama Education in 
the Dallas Public Schools (1884-1970). 
ED 078 412// 
A History of the Children’s Theatre Associa- 
tion of Baltimore, Maryland from 1943-1966. 
ED 067 682// 
Index to Children’s Plays in Collections. 
ED 071 079// 
Instructional Objectives for Junior College 
Courses in Theater Arts: Advanced Acting; 
Oral Interpretation for Actors; and Introduc- 
tion to Stagecraft. 
ED 067 085 
Introduction to Plays, English: 5112.44. 
ED 068 935 
Shakespeare in School and College. 
ED 078 418 
Shakespeare: Kabuki-Style. 
ED 072 446// 
Students as Audiences: An Experimental Study 
of the Relationships between Classroom Study 
of Drama and Attendance at the Theatre. 
Research Report No. 11. 
ED 070 084 
A Student’s Guide to British Literature; A 
Selective Bibliography of 4,128 Titles and 
Reference Sources from the Anglo-Saxon 
Period to the Present. 
ED 071 078// 
Studies in Theatre and Drama; Essays in Honor 
of Hubert C. Heffner. 
ED 077 063// 
Teaching Literature to Adolescents: Novels. 
ED 073 459// 
Teaching Shakespeare. 
ED 074 491// 
Three Hundred Years of American Drama and 
Theatre; From “Ye Bear and Ye Cubb” to “- 
Hair”. 
ED 074 499// 
Drama Education 
Drama Canada: Trends in Drama in Education 
During the Past 25 Years. 
ED 078 491// 


Dramatic Play 

Drama Curriculum: Levels C-D [Grades Three 
and Four], Teacher’s Guides; Supplementary 
Material: The Hammer of Thor and The 
Squire’s Bride, Rumplestiltskin and The Indian 
Cinderella, The Fool of The World and The 
Flying Ship, Two Neighbors and The Magic 
Drum, Deucalion and The Flood, and The 
Contest. 

ED 075 851 
Drama Curriculum--V and VI [Grades Five and 
Six], Teacher’s Guides; Supplementary Materi- 
als: The Magic Drum, The Squire’s Bride, The 
Fool of the World and The Flying Ship; The 
Cat Who Walked by Himself, The Story of 
Keesh. 

ED 075 852 
Stop, Look, and Listen: Children Ahead. 

ED 073 857 
What Is This Thing Called Theatre? English, 
Drama: 5112.53. 

ED 078 442 


Dramatics 

Behind the Curtain, English, Drama: 5113.50. 
ED 078 441 
Century of Innovation: A History of European 
and American Theatre and Drama Since 1870. 
ED 073 461// 
Comedies and Mysteries for Young Actors. A 
Collection of One-Act Royalty-Free Plays for 


Teen-agers. 
ED 068 955// 
Creative Dramatics Handbook. 
ED 077 018 
A Critical Suggestions Form for Readers 
Theatre. 
ED 070 127 
Drama Canada: Trends in Drama in Education 
During the Past 25 Years. 
ED 078 491// 


Subject Index 201 


Dramatic Arts in the Secondary School, MSA 
Curriculum Guide 6. 
ED 069 002 
[Essays on Teaching Drama.] 
ED 071 129 
Focus on Shakespearean Films. 
ED 068 941// 
Henry James on the Art of Acting. 
ED 074 534 
Introduction to Plays, English: 5112.44. 
ED 068 935 
Plays and Programs for Boys and Girls. A Col- 
lection of Thirty Royalty-Free One-Act Plays 
for Young Players. 
ED 068 956// 
Shakespeare: Kabuki-Style. 
ED 072 446// 
Studies in Theatre and Drama; Essays in Honor 
of Hubert C. Heffner. 
ED 077 063// 
Theatre Training Overseas. 
ED 079 805 
Three Hundred Years of American Drama and 
Theatre; From ‘‘Ye Bear and Ye Cubb” to “- 
Hair”’. 
ED 074 499// 
What Is This Thing Called Theatre? English, 
Drama: 5112.53. 
ED 078 442 


Draw A Classroom Test 

A Consolidated Report on the ‘“Draw-A-Class- 
room” Test: A Study of the Drawing Behaviour 
of Children in Toronto Public Schools. 

ED 068 580 
The Effect of Having Previously Attended Ju- 
nior Kindergarten on ‘“‘Draw-A-Classroom” 
Test Scores Obtained in Senior Kindergarten. 

ED 067 168 
Scoring Categories and Administration Instruc- 
tions (Appendix of a Complete Manual for the 
Draw-A-Classroom Test). 

ED 068 537 


Driver Education 
Annual Safety Education Review 1972. 
ED 075 408 
Cost Vs. Carnage in Automobile Design. 
ED 073 257 
Countermeasures for Young Drivers. Final Re- 


port. 
ED 076 834// 


Driver Education in the Schools. Automotive 
Safety Foundation’s Monitor. 

ED 075 660 
A Driver Education Manual for Teachers of 
High School Exceptional Education Students. 

ED 069 088 
Driver Education Task Analysis: Instructional 
Objectives. HumRRO Safety Series. 

ED 072 249 
Driver Education Task Analysis. Volume I: 
Task Descriptions. Final Report (August 1969- 
July 1970). 

ED 075 571// 

Driver Education Task Analysis. Volume IV: 
The Development of Instructional Objectives. 
Final Report. 

ED 075 623 
Driver Education Task Analysis. Volume II: 
Task Analysis Methods. Final Report. 

ED 075 624 
The Effectiveness of a Uniform Traffic School 
Curriculum for Negligent Drivers. Highway 
Research Final Report. 

ED 070 859// 


Establishment of Process Variables for Forma- 
tive Curriculum Workshop Evaluation. 

ED 073 316// 
An Evaluation of the National Safety Council's 
Defensive Driving Course in Selected States. 


Final Report. 
ED 075 653// 


How to Pass the Road Rules Test. Revised 
1973. 

ED 074 658 
Physics and Automobile Safety Belts. 

ED 070 638 


Dropout Attitudes 
Follow-up Interviews with Former Students, 
Fall 1972-73 to Spring 1972-73. 


ED 077 503 
Non-Persisting Student Follow-Up. 

ED 078 821 
Student Attitudes Toward Foreign Language 


Study--Results of a Survey. 
ED 072 682 





202 Subject Index 


Texas Education Product Study. Digest of Final 


Report. 

ED 080 734 
Texas Education Product Study, Volume |. 
Final Report. 

ED 080 735 


Texas Education Product Study, Volume 2. 


Final Report. 
ED 080 736 


Texas Education Product Study, Volume 3. 
Final Report. 
ED 080 737 


Why Farmers Persist in or Drop Out of Young 
Farmer Instructional Programs. 
ED 075 696 


Dropout Characteristics 

The Aims and Needs of College Vocational 
Education Dropouts. A Research Report. 

ED 075 579 
An Analysis of the State Department of Public 
Instruction Reports to the Federal Government 
Relative to Wisconsin Indian High School 
Dropouts. 

ED 070 537 
Attrition Prevention Through Counseling 
Among Community College Students; NOR- 
CAL Phase III. 

ED 075 012 
Community College and Technical Institute 
Follow-Up Study of Students Enrolled During 
One or More Quarters. Fall, 1970 to Fall, 
1971. 

ED 072 770 
The Drop-Out and the Wisconsin Apprentice- 
ship Program: A Descriptive and Econometric 
Analysis. 

ED 070 860// 

Dropout Prediction at an Urban Community 
College Following Open Admissions. 

ED 073 753 
[Dropout Survey at the University of Illinois- 
Urbana Champaign. ] 

ED 078 750 
Follow-up Interviews with Former Students, 
Fall 1972-73 to Spring 1972-73. 

ED 077 503 
Non-Persisting Student Follow-Up. 

ED 078 821 
Orange County Dropout Prediction Study. 

ED 075 729 
A Study of the W Grade at Southwestern Col- 
lege, Fall 1971. 

ED 077 505 
Why the Disadvantaged Drop Out: The Ad- 
ministrators’ View. 

ED 071 665 


Dropout Identification 

A Comparison of Vocational and Non-Voca- 
tional High School Dropouts and Retainers. 

ED 068 715 
Dropout in Higher Education: A Review and 
Theoretical Synthesis of Recent Research. 

ED 078 802 
[Dropout Survey at the University of Illinois- 
Urbana Champaign.| 

ED 078 750 
Edison Project: Final Evaluation Report--Year 
One, 1971-1972. 

ED 070 783 
Graduate Attrition at Berkeley. 

ED 069 220 
[The Effects of Changes in the Aptitude Level 
of Entering Students on Attrition and Grading 
Standards. } 

ED 074 913 


Dropout Prevention 

Case Studies in Practical Career Guidance, 
Number 6: Coordinated Vocational and 
Academic Education North Gwinnett High 
School, Suwanee, Georgia. 

ED 078 335 
Case Studies in Practical Career Guidance, 
Number 8: Employability Development Team 
Cleveland Public Schools, Cleveland, Ohio. 

ED 078 337 
Counseling the Disadvantaged Caucasian: A 
Statistically Significant Improvement. 

ED 066 697 
Difficulties of the Neighborhood Youth Corps 
In-School Program and Its Management 
Problems. Report to the Congress. 

ED 080 692 
Edison Project: Final Evaluation Report--Year 
One, 1971-1972. 

ED 070 783 


Coordinated Vocati | Academic 





Eval 


Education (1969-1970 and 1970-1971). 
EDO 


68 665 
Evaluative Report on Phase II of the Secondary 
Schools Project for an Introduction to the Al- 
lied Health Professions. 

ED 075 665 


Final Report of the Evaluation of the 1971- 
1972 School-Home Contact Program. 
ED 072 129 
Final Report of the Evaluation of the 1971- 
1972 Benjamin Franklin Cluster Program: Pro- 
grams and Patterns for Disadvantaged High 
School Students. 
ED 072 130 
Fulfilling the Potential of NYC-2. The Pre-Pro- 
gram Orientation: Toward Enhancing Success 
in NYC-2 Job Training. Final Report. 
ED 075 658// 
Fulfilling the Potential of NYC-2. Dropout 
Prevention: A Proposed Model for Utilizing 
NYC-2 to Facilitate Career Education. Man- 
power Monograph Series on Disadvantaged 


Youth. 
ED 076 836// 
Interim Report on CETA. 
ED 075 359 
Operation Young Adults -- A Work Study Pro- 
gram. Final Report, 1 July 1970 to 31 August 
1972 
ED 075 725// 
Orange County Dropout Prediction Study. 
ED 075 729 
Paducah-Louisville Consortium. Project VIII: 
Focus on Dropouts... A New Design. Final 
Evaluation Report, 1971-72. 
ED 068 614 


Preventing Dropouts in Adult Basic Education. 
Research to Practice Series. 
ED 079 592// 


Production Workshop Project, DPPF: 1971-72 
Evaluation. 

ED 078 101 
Project Outreach for Optimum Growth of 
Alienated Youth Who Reject School. 

ED 075 522 
Report on ESEA Title I Evaluation for 1971- 
ORs 


ED 073 196 
Starting Students Successfully in Adult Basic 
Education. Research to Practice Series. 
ED 079 591// 
Staying in School: An Evaluation of a Program 
to Prevent School Dropouts. Final Report. 
ED 076 751// 
Student Attitudes Toward Foreign Language 
Study--Results of a Survey. 
ED 072 682 


Supervised Independent Study Program. An- 
nual Report (July through June 1972). 
ED 072 213 


Dropout Problems 
A Comparison of Vocational and Non-Voca- 
tional High School Dropouts and Retainers. 
ED 068 715 


Dropout Programs 
Annual Report: Detroit Public Schools Job Up- 
grading Program, 1971-1972. The Job Upgrad- 
ing Program Manual of Procedure and Curricu- 
lum Guide, Second Edition. 
ED 076 735 


The Buddy System Model: Community-Based 
Delinquency Prevention Utilizing Indigenous 
Nonprofessionals as Behavior Change Agents. 

ED 074 394 
Edison Project: Final Evaluation Report--Year 
One, 1971-1972. 

ED 070 783 
Final Report of the Evaluation of the 1971-72 
Benjamin Franklin Urban League Street 
Academy. 

ED 075 557 
“Operation Bridge’ - An Innovative Com- 
prehensive Vocational Education Program for 
Disadvantaged Youth. Second Interim Report. 

ED 075 578 
Project Outreach for Optimum Growth of 
Alienated Youth Who Reject School. Con- 
tinuation Application, Dropout Prevention Pro- 


gram, 1972-73. 
ED 074 201 
Project Outreach for Optimum Growth of 


Alienated Youth Who Reject School. 
ED 075 522 


Dropout Rate 


Attrition in Foreign Language Instruction. 


ED 080 009 
College Attrition: A Cause Appraisal 
Technique. 

ED 077 338 
Predictors of Graduation From College. 

ED 076 153 
Report of Assessment and Development--IN- 
CE’s Department of Correspondence Instruc- 
tion. 

ED 078 299 
Sex and Discipline Differences in Doctoral At- 
trition. 

ED 077 475 
Student Retention-Attrition Entering Fresh- 
men--Fall 1968. Report 3. 

ED 068 066 
Student Retention-Attrition Entering Fresh- 
men--Fall 1968. Report 4. 

ED 068 067 


Dropout Rehabilitation 

Final Report of the Evaluation of the 1971-72 
Benjamin Franklin Urban League Street 
Academy. 

ED 075 557 
Operation Young Adults -- A Work Study Pro- 
gram. Final Report, | July 1970 to 31 August 
1972 


ED 075 725// 


Dropout Research 
1971 - 1972 Student Attrition: Antecedent and 
Consequent Factors. 
ED 070 435 
es of Early School 





Antecedents and C 
Leaving. 

ED 072 363 
Attrition in Foreign Language Instruction. 

ED 080 009 
Attrition Prevention Through Counseling 
Among Community College Students; NOR- 
CAL Phase III. 

ED 075 012 
A Comparative Study of Foreign Language 
Programs in Two Adjacent School Districts in 
the State of Utah and Their Effects on the 
Drop-out Rate. 

ED 071 512 
Demographic and Social Accounting: A Fol- 
low-Up on the Withdrawals from Quebec Col- 


leges. 

ED 074 889 
Dropout in Higher Education: A Review and 
Theoretical Synthesis of Recent Research. 

ED 078 802 
The Effects of College on Student Dropout. 
Final Report. 

ED 068 038 
Factors Related to 4-H Membership Status of 
Ninth and Tenth Grade Boys in Greene Coun- 
ty, Tennessee: A Research Summary of a Grad- 
uate Study. 

ED 066 628 
Factors Which Influence the Four-H Member- 
ship Status of the Ninth and Tenth Grade Girls 
in Bradley County, Tennessee. A Research 
Summary of a Graduate Study. 

ED 076 866 
Follow-Up Survey of Students Withdrawing 
from Cerritos College During the Fall 
Semester, 1972. 

ED 077 496 


Graduate Attrition at Berkeley. 

ED 069 220 
Indian Education. Part 4, Hearings Before the 
Special Subcommittee on Indian Education of 
the Committee on Labor and Public Welfare, 
United States Senate, Ninetieth Congress, First 
and Second Sessions on the Study of the Edu- 
cation of Indian Children. 

ED 073 859 


Manitoba High School Students and Drop- 


Outs. 
ED 073 867 
An Open Admissions Policy, Reading Ability 


and Grades. 

ED 068 031 
Orange County Dropout Prediction Study. 

ED 075 729 
Predicting Who Will Withdraw During Their 
First S ter of Attendance at Miami-Dade 
Junior College, South Campus. 





ED 078 830 
A Program for Early Detention and Attitudinal 
Reorientation of Potential Schoo! Dropouts. 

ED 074 407 
Sex and Discipline Differences in Doctoral At- 


trition. 
ED 077 475 





A Study of Effectiveness of Existing Native 
American Studies Programs in Selected Univer- 
sities and Colleges. 

ED 073 901 


Two Attrition Studies at Santa Fe Community 


College. 

ED 075 022 
University Studies without a Degree. Report to 
the 1968 Educational Commission. Summary 


and Comments. 
ED 068 769 


Dropouts 
The Accelerated Learning Experiment: An Ap- 
proach to the Remedial Education of Out-of- 
School Youth. Final Report. 

ED 075 546 


The Aims and Needs of College Vocational 
Education Dropouts. A Research Report. 

ED 075 579 
Demographic and Social Accounting: A Fol- 
low-Up on the Withdrawals from Quebec Col- 
leges. 

ED 074 889 
Determinants of Early Labor Market Success 
Among Young Men: Ability, Quantity and 
Quality of Schooling. A Preliminary Report. 

ED 069 846// 
Dropout in Higher Education: A Review and 
Theoretical Synthesis of Recent Research. 

ED 078 802 
The Effects of Dropping Out. The Costs to the 
Nation of Inadequate Education: A Report 
Prepared for the Select Committee on Equal 
Educational Opportunity of the United States 
Senate; Excerpts from “Youth in Transition, 
Volume 3: Dropping Out--Problem or Symp- 
tom?” 

ED 072 171 
An Equilibrium Flow Model of a University 


Campus. 

ED 074 969// 
Evaluation Report: The City University of New 
York College Adapter Program. 

ED 074 970// 
Factors Influencing Farmers to Stay In or Drop 
Out of the Young Farmer Program in Wiscon- 


sin. 

ED 075 617 
Guidance and the School Dropout. 

ED 079 643 
A Longitudinal Study of WIN Dropouts: Pro- 
gram and Policy Implications. Final Report. 

ED 067 473 
Mexican American Dropouts in the Valley-- 
Their Reasons for Leaving School and Their 
Educational and Occupational Status Projec- 


tions. 

ED 078 983 
A Program for Early Detention and Attitudinal 
Reorientation of Potential School Dropouts. 

ED 074 407 
Research Report on the Oakland Public 
Schools Youth Opportunities Project: The Ex- 
perience of the First Year, 1964-65. 

ED 072 372 


Value Conflicts as a Cause for Drop Outs. 
ED 073 899 


Drug Abuse 
Annotated Bibliography of Literature on Nar- 
cotic Addiction. 

ED 078 312 


Attitudes Among a Group of College Students 
toward Drug-Abuse and the Drug-Abuser. 
ED 072 091 


Attitudes and Characteristics of Nonusers. 
ED 070 007 


Behavioral Aspects of Marijuana Use. 
ED 067 577 


Drug Abuse and the Gifted Child. 

ED 067 570 
Drug Abuse Awareness System (DACAS), 
Volume | Number 5. 

ED 070 631 


Drug Abuse Current Awareness System 
(DACAS), Volume | Number 4. 
ED 070 630 


Drug Abuse Current Awareness System 
(DACAS), Volume ! Number 6. 
ED 070 632 


Drug Abuse Current Awareness System 
(DACAS), Volume 1 Number 7. 
ED 072 942 


Drug Abuse Current Awareness System 
(DACAS), Volume | Number 8. 
ED 072 943 


Drug Abuse Current Awareness System 
(DACAS), Volume 1 Number 9. 


ED 076 358 
Drug Abuse Educati A Selected Bibliog- 
raphy of Books, Pamphlets, Recordings, Trans- 
parencies, Slides for School Libraries. 

ED 068 858 
Drug Abuse Information in the Mass Media: 
Studies of Information Impact. 





ED 072 499 
Drug Abuse Knowledge and Attitudes in “‘Mid- 
dle America”. 
ED 070 985 
Drug Abuse Montgomery County Pennsylvania. 
ED 066 674 
The Drug-Abuse Questionnaire. 
ED 072 093// 
Drug-Abuse Research Instrument Inventory. 
ED 076 611 
A Drug Abuse Training Program for Teachers. 
ED 067 589 
tated Bibliography. 


Drug Education: An A 
ED 076 495 





Drug Ra ti Guideli 





ED 074 416 
Drug Education: Policies, Programs and 
Materials. 

ED 078 314 
Drug Failure: The Theoretical Position of the 
Drop-Out. 

ED 079 646 
Drugs and the Coach. 

ED 075 400 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: New York City. 

ED 075 727 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Miami, Florida. 

ED 075 757 
Drugs in Our Schocls: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Chicago, Illinois. 

ED 075 759 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, | Ninety-Second Congress, 
Second Session: San Francisco. 

ED 075 760 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Kansas City, Kansas. 

ED 075 761 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, d 





Ninety-S Cong 
Second Session: Los Angeles. 

ED 075 762 
A Guide for the Manag t of Speical Edu- 
cation Programs. 4.0 Drug Information for 
Educators, Parents, and Students. Newday 
Operations Guide for Drug Dependent Minor 


Programs. 

ED 077 152 
A Guide to Drug Abuse Education and Infor- 
mation Materials, 1972. 





ED 067 277 
Health Education on Drug Abuse and the Han- 


dicapped Child. 
ED 066 852 


Marihuana and Health; Second Annual Report 
to Congress from The Secretary of Health, 
Education, and Welfare. 

ED 066 675 
Marihuana and Health: Second Annual Report 
to Congress from the Secretary of Health, Edu- 
cation, and Welfare. 

ED 068 313 


Measures Pertaining to Health Education: II. 
Drugs. An Annotated Bibliography. 
ED 068 569 


National Clearinghouse for Drug Abuse Infor- 


mation Report Series, Series 23, No. 1. 
ED 076 332 


Operation Drug Prevention: A Curriculum 


Guide K-12. 
ED 068 335 
Patterns of Drug Usage Among Vietnam 


Veterans. 

ED 070 966 
Proceedings of a Symposium on the Use of 
Group Procedures in the Prevention and Treat- 
ment of Drug and Alcohol Addiction. 

ED 073 395 


Subject Index 203 


Public Service Advertising and Social 
Problems: the Case of Drug Abuse Prevention. 

ED 077 936 
Selected Materials on Drug Abuse and Misuse. 

ED 068 105 
Special Action Office for Drug Abuse Preven- 
tion Answers the Most Frequently Asked 
Questions About Drug Abuse. 

ED 075 187 
Student Task Force: An Experiment in Inter- 
disciplinary Education. 

ED 068 030 
A Study of the Problems Facing Vietnam Era 
Veterans on their Readjustment to Civilian 
Life. Senate Committee Print Number 7. 

ED 074 268 
Task Force Report: Narcotics and Drug Abuse. 

ED 066 678 
Videotape Recording of Narcotic Addicts in 
Group Therapy: The Analysis of Communica- 
tional and Interactive Behavior. 

ED 069 571 
Youth and Drugs. Internships in Drug Educa- 
tion: A Feasibility Study. 

ED 071 960 


Drug Addiction 
Annotated Bibliography of Literature on Nar- 


cotic Addiction. 
ED 078 312 


Clinical Implications of the Brazelton Scale. 
D 080 165 
Development of an Instrument for Assessing 


Addict Rehabilitation Success. 
ED 078 324 


Dope, Fiends, and Myths. 
ED 073 406 
Drug Abuse Knowledge and Attitudes in “‘Mid- 


dle America’’. 
ED 070 985 
Drug Failure: The Theoretical Position of the 


Drop-Out. 
ED 079 646 


An Educational Component Incorporated into 
a Residential Drug Rehabilitation Program. 


Phase III. Report of Pilot Project. 
ED 070 003 


Employment and Addiction: Perspectives on 
Existing Busi and Treat t Practi 


Final Report. 

ED 074 295// 
A Guide for the M t of Special Edu- 
cation Programs. 1.0 Program Organization. 
Newday Operations Guide for Drug Dependent 
Minor Programs. 











ED 077 149 

ent of Special Edu- 

ti and Counse a 

ing. Newday Operations Guide for Drug De- 
pendent Minor Programs. 





A Guide for the M 
cation Programs. 2.0 Ed 





ED 077 150 
A Guide for the Manag t of Special Edu- 
cation Programs. 3.0 Educational Simulations. 
Newday Operations Guide for Drug Dependent 
Minor Programs. 

ED 077 151 


A Guide for the Manag it of Special Edu- 
cation Programs. 5.0 An Evaluation of the pro- 
ject and Program. Newday Operations Guide 
for Drug Dependent Minor Programs. 

ED 077 153 
A Guide for the Manag t of Speical Edu- 
cation Programs. 4.0 Drug Information for 
Educators, Parents, and Students. Newday 
Operations Guide for Drug Dependent Minor 


Programs. 

ED 077 152 
Narcotic Addiction Treatment and Rehabilita- 
tion Programs in New York City. Report to 
Subcommittee No. 4 Committee on the judici- 
ary House of Representatives. 











ED 078 241 
Patterns of Drug Usage Among Vietnam 
Veterans. 

ED 070 966 
Post Treat t Occup | and Educational 
Services for the Former Drug Abuser in New 
York City: A Model for an Occupational and 
Educational Information Referral Service and 
an Employment Service. 

ED 078 182 


Task Force Report: Narcotics and Drug Abuse. 
ED 066 678 





Drug Education 
An Assessment of Federal Program Manage- 
ment Strategies in the National Drug Education 





204 Subject Index 


Training Program (Section | and II); Observa- 
tions of the Multiplier Process in Seven States 


(Section II). Final Report. 
ED 068 860 


Communique: Resources for Practicing Coun- 
selors, Volume 2, No. 5. 
ED 073 413 


Drug Abuse and the Gifted Child. 

ED 067 570 
Drug Abuse Education: A Selected Bibliog- 
raphy of Books, Pamphlets, Recordings, Trans- 
parencies, Slides for School Libraries. 

ED 068 858 
Drug Abuse Knowledge and Attitudes in ‘‘Mid- 
dle America”. 





ED 070 985 
Drug Abuse Montgomery County Pennsylvania. 
ED 066 674 
A Drug Abuse Training Program for Teachers. 
ED 067 589 
Drug Education: An Annotated Bibliography. 
ED 076 495 
Drug Education Effects. Final Report. 
ED 071 011 
Drug Education Guidelines. 
ED 074 416 
Drug Education: Policies, Programs and 
Materials. 
ED 078 314 
Drug Education. PREP-36. 
ED 067 515 
Drug Education Programs in Selected Indiana 
High Schools. 
ED 076 381// 
Drugs and the Coach. 
ED 075 400 
Drugs. Social Issues Resources Series. 
ED 069 577// 
Educational Approaches to the Prevention of 
Non-Therapeutic Use of Drugs. 
ED 079 640 
The Effects of a Self-Directed Drug Abuse 
Education Program on Attitudes of College 
Students. 
ED 076 317// 
An Evaluation of the “Drugs Are Like That” 
Program. 
ED 077 951 
A Guide for the Manag t of Speical Edu- 
cation Programs. 4.0 Drug Information for 
Educators, Parents, and Students. Newday 
Operations Guide for Drug Dependent Minor 
Programs. 





ED 077 152 
Health Education on Drug Abuse and the Han- 
dicapped Child. 

ED 066 852 
The High School Principal’s Role with Respect 
to the Present Marihuana Problem. 

ED 078 516 
Interdisciplinary Drug Education for Alabama 
Schools (IDEAS), Bulletin No. 11. 

ED 070 641 
A Multimedia Reference Listing of Materials 
on Drug Education. 

ED 072 364 


National Clearinghouse for Drug Abuse Infor- 
mation Report Series, Series 13, No. 1. 

ED 079 143 
National Clearinghouse for Drug Abuse Infor- 
mation Report Series, Series 14, No. 1. 

ED 079 144 
National Clearinghouse for Drug Abuse Infor- 
mation Report Series, Series 15, No. 1. 
ED 079 145 
National Clearinghouse for Drug Abuse Infor- 
mation Report Series, Series 16, No. 1. 

ED 079 146 
Ritalin for School Children: The Teachers’ Per- 
spective. 

ED 075 426 
Selected Materials on Drug Abuse and Misuse. 

ED 068 105 
Special Action Office for Drug Abuse Preven- 
tion Answers the Most Frequently Asked 
Questions About Drug Abuse. 

ED 075 187 
Suggested Activities on Sociological Health 
Probl Drugs, Alcoholism, Smoking for Stu- 
dent Teachers. 





ED 076 546 
Summary of Questionnaire Responses From 
Parents. Appendix A. 
ED 077 952// 
Summary of Questionnaire Responses from 
Persons Who Assisted With the Drug Educa- 
tion for Pupils. Appendix B. 


ED 077 953// 

Task Force Report: Narcotics and Drug Abuse. 
ED 066 678 

Tune In, Drug Abuse News for Broadcasters 


About Broadcasting. 
ED 075 188 


The Use of Ritalin for Treatment of Minimal 
Brain Dysfunction and Hyperkinesis in Chil- 


dren. 
ED 076 540 
What Will Happen if . . . A Programmed In- 


struction Course on Drugs and Their Effects. 
ED 068 312 


Your STAND on Health: 7391.01. 
ED 069 995 


Youth and Drugs. Internships in Drug Educa- 
tion: A Feasibility Study. 
ED 071 960 


Drug Legislation 


Drug Abuse Montgomery County Pennsylvania. 

ED 066 674 
Drug Education: An Annotated Bibliography. 

ED 076 495 
Drug Education Guidelines. 

ED 074 416 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: New York City. 

ED 075 727 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Miami, Florida. 

ED 075 757 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Chicago, Illinois. 

ED 075 759 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: San Francisco. 

ED 075 760 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Kansas City, Kansas. 

ED 075 761 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Los Angeles. 

ED 075 762 
The High School Principal’s Role with Respect 
to the Present Marihuana Problem. 

ED 078 516 
Task Force Report: Narcotics and Drug Abuse. 

ED 066 678 


Drugstores 


Drugstore Selling and Merchandising, a Dis- 
tributive Education Manual and Answer Book. 
ED 074 253// 


Drug Therapy 
Drug Therapy; A Selective Bibliography. Ex- 
ceptional Child Bibliography Series No. 602. 
ED 069 064 
The Use of Ritalin for Treatment of Minimal 
Brain Dysfunction and Hyperkinesis in Chil- 


dren. 
ED 076 540 


Drug Use 
Drugs. Social Issues Resources Series. 
ED 069 577// 
Videotape Recording of Narcotic Addicts in 
Group Therapy: The Analysis of Communica- 
tional and Interactive Behavior. 
ED 069 571 


Dual Audio Television Instruction 


Dual Audio TV Instruction: A Broadcast Ex- 


periment. : 
ED 077 249 


Dubbing 
Media Duplication and Distribution Service. 
Video Tape Catalog. 
ED 071 418 


Due Process 


The Analytical Pragmatic Structure of 
Procedural Due Process: A Framework for 
Inquiry in Administrative Decision Making. 

ED 075 949 


Fair Dismissal Procedures. Oregon School 
Study Council Bulletin, Volume 16, Number 5. 

ED 073 518 
Frontiers of School Law. 


ED 078 527// 
New York Civil Liberties Union Student Rights 
Project Report on the First Two Years, 1970- 
1972. 


ED 073 524 
Rules of Practice; Office of Cable Television, 


State of New Jersey. 
ED 079 970 


Student Rights and Responsibilities. Educa- 
tional Management Review Series Number 14. 

ED 073 517 
Student Rights Litigation Packet. Revised Edi- 
tion. 

ED 071 195 
Teacher Dismissal and Nonrenewal of Teacher 
Contracts. Proposed School Board Regulations. 

ED 078 523 
Teacher Tenure -- Time for Change. 

ED 077 109 


Duke University 
The Duke University Summer Transitional Pro- 


gram. 
ED 078 777 


Durham Education Improvement Program 
Effects of a Five-Year Compensatory Educa- 
tion Program on Social, Intellectual, Linguistic, 
and Academic Develop 





ED 067 165 


Dutch 
E.I.L. Dutch: An Audio-Lingual Course with 


Correlated Tapes, Volume I. 
ED 080 004 


Dutch Culture 
E.I.L. Dutch: An Audio-Lingual Course with 


Correlated Tapes, Volume I. 
ED 080 004 


DYNAMO II 
The Dynamics of Instruction Systems: Feed- 
back Control on Individually-Paced Instruction. 
ED 073 632 


Dyslexia 

Can't Read, Can’t Write, Can’t Talk Too Good 
Either; How to Recognize and Overcome 
Dyslexia in Your Child. 

ED 076 971// 
Current Concepts in Dyslexia. 

ED 074 451// 
Dyslexia in the Classroom. 

ED 073 451// 
Dyslexia: Problems of Reading Disabilities. 

ED 071 041// 
Dyslexia: What Is It? 

ED 068 901 

Eye Movement Disorders in Dyslexia. Final Re- 


port. 
ED 074 691 


An Investigation of Syntactic Abilities in Nor- 
mal and Dyslexic Children. 
ED 079 683// 
Report of Research on Dyslexia in Children. 
ED 079 713 
SPLASH Down to Reading. 
ED 077 171 


Early Admission 

Evaluating an Alternative to “Junior Kindergar- 
tens”: Research on Four-Year-Olds Who En- 
rolled in Regular Classes in York County, 
1969-72. 

ED 078 946 
Male Student Success in the Collegiate Early 
Admission Experiment. Final Report. 

ED 068 017 


Early Childhood 
Achievement Standards for Conting Self- 
Reinforcement: Effects of Task Length and 

Task Difficulty. 
ED 078 967 


The Acquisition of Conservation Through the 


Observation of Conserving Models. 
ED 080 210 


Analysis of Cognitive Behavior in Children. 
Final Report. 





ED 076 261 
An Annotated Bibliography of Measurements 
for Young Children. 

ED 068 519 


Bibliography on Early Childhood. 





ED 078 928 


Bilingual Education and Early Childhood. 
ED 074 868 


A Developmental Study Of Attention: A Mul- 
tivariate Approach. 
ED 069 418 


The Development of Antonym Adjective Struc- 
tures in Children, Final Report. 
ED 069 350 


The Development of Empathy in Chinese and 
American Children Between Three and Six 
Years of Age: A Cross-Cultural Study. 

ED 078 952 


A Doctor Discusses the Pre-School Child's 
Learning Process (And How Parents Can 


Help). 
ED 078 961// 
Early and Continuous Stimulation of Children 
3-9 Years of Age. Final Report. 
ED 069 349 


Early Childhood Education: A ted, An- 
notated Bibliography. 
ED 078 942 


The Effect of Type of Punishment on Re- 
sistance to Deviation. 
ED 078 969 


Experience and Environment: Major Influences 
on the Development of the Young Child, 
Volume I. 





ED 080 211// 
An Experimental Curriculum Designed to 
Modify Children’s Sex Role Perceptions and 


Aspiration Levels. 

ED 078 899 
How Deviant Is the Normal Child? A 
Behavioral Analysis of the Preschool Child and 
His Family. 

ED 069 356 
Improving Visual Skills; A Guide for Teachers 
of the Handicapped. 

ED 074 647 


Inference in Discrimination Learning of Early 
Elementary School Children. 
ED 069 343 


Interrogation: A Model and Some Implications. 


Final Report. 
ED 069 056 


The Learning Process. What Research Says to 
the Teacher, No. 6. 
ED 076 976 


Modeling and Imitation Learning in Young 
Children: An Abstract Bibliography. 
ED 077 600 
“Multi-County Diagnostic-Instructional Pro- 
gram for Young Deaf Children” (Serving Lee, 
Collier, Hendry and Charlotte Counties). 
ED 073 600 


New Forces Shaping Child Care. 
ED 067 158 


Out of the Mouth of Babes: Earliest Stages in 
Language Learning (Janua Linguarum Series 


Minor 117.) 
ED 066 759// 
Overview Snapshot Observational Technique 
(OSOT): Administration Manual Experimental 
Research Form. 
ED 069 425 


Play and Development. 
ED 072 864// 


Play & Play Grounds. A Report. 
ED 073 540// 
Preschool and Early Childhood; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 606. 

ED 069 065 
Preventive Therapy with Siblings of a Dying 


Child. 

ED 080 194 
A Review of the Present Status and Future 
Research Needs of Programs to Develop 
Parenting Skills. 

ED 068 150 


Sequential Order and Plasticity in Early 
Psychological Development. 
ED 073 850 


Test Collection Bulletin, Vol. 6, No. 4, October 


1972, 

ED 072 096 
Toward Interagency Coordination: An Over- 
view of Federal Research and Development 
Activities Relating to Early Childhood. Second 


Annual Report. 
ED 080 202 


Toward Interagency Coordination: An Over- 
view of Federal Research and Development 
Activities Relating to Early Childhood. Second 
Annual Report. Executive Summary. 

ED 080 203 


What Behaviors May Be Called Deviant for 
Children? A Comparison of Two Approaches 
to Behavior Classification. 

ED 069 357 


Wray Behavior Scale. 
ED 069 653 


Young Children with Handicaps: Part Ill, 
Educable and Trainable Mentally Handicapped. 
An Abstract Bibliography. 

ED 076 265 


Young Children with Handicaps: Part IV, 
Resources: Directories, Newsletters, Bibliogra- 
phies, and General Information. An Abstract 
Bibliography. 

ED 077 579 
Young Children with Handicaps: Part Il, Physi- 
cally Handicapped. An Abstract Bibliography. 

ED 077 580 
The Young Child. Reviews of Research, 
Volume 2. 

ED 069 348// 

Your Child - From Home to School. A Hand- 
book for Parents Whose Child Is Entering 


School. 
ED 070 517 


Early Childhood Education 


Adventures in Cooking: A Collection of 
Recipes for Use in Nursery Schools, Day Care 
Centers, Head Start Programs, Kindergartens, 
and Primary Classrooms. 

ED 069 360 


An Aid to Comprehensive Planning for Migrant 


Programs. 

ED 071 793 
Appalachia Education for Tomorrow. Summary 
and Recommendations. A Report to the Ap- 
palachian Regional Commission from the Edu- 
cation Advisory Committee. Report 1. 

ED 076 288 
Behavioral Development Profile. Manual I. 
Parent/Child Home Stimulation "The Marshall- 
town Project’. 

ED 079 917 
Behavioral Prescription Guide. Manual Ila: 
Communication. Parent/Child Home Stimula- 
tion "The Marshalltown Project.’ 

ED 079 918 
Behavioral Prescription Guide. Manual IIb: 
Motor. Parent/Child Home Stimulation ‘The 


Marshalltown Project.’ 
ED 079 919 


Behavioral Prescription Guide. Manual IIc: So- 
cial. Parent/Child Home Stimulation ‘The 


Marshalltown Project.’ 
ED 079 920 


Beyond ‘‘Compensatory Education.” A New 
Approach to Educating Children. 
ED 078 118 


Bibliographies in Education No. 28: Early 
Childhood Education. 

ED 069 366 
Bibliography on Early Childhood. 

ED 078 928 
Bilingual Education Project, Santa Clara Coun- 
ty, California. Final Report, 1972. 

ED 067 182 


A Black Curriculum for Early Childhood Edu- 
cation: Teaching Units. 
ED 069 374 


Building Foundations for Educational Change. 

ED 080 205 
Care and Education of the Young Child. 

ED 071 758 
A Case for Early Learning: An Invitational En- 
vironment for Children, Ages 3 - 6. 

ED 071 744 


Challenges in Day Care Expansion. Final Re- 


port: Part V. 

ED 068 193 
A Child Development, Behavior Modification 
Research, and Data-Based Model for Training 
Teachers of Young Handicapped Children. 

ED 074 690 
Child Development Research and the Educa- 
tional Revolution: The Child, The Family and 


the Education Profession. 
ED 078 972 


Cognitive and Perceptual Development in Chil- 


dren. 
ED 069 330 


COMPAS: A National Design for the Elemen- 


tary School. 

ED 080 200 
Conditions Prerequisite to the Learning of 
Reading and Writing, Paying Special Attention 
to the Spoken Language: An Investigation of 
School Beginners. 


Subject Index 205 


ED 068 180 
Costs of Day Care: Proceedings of a 
Workshop. Volume 2: Appendix, Final Report: 


Part IV. 
ED 068 192 
Current Research and Perspectives in Open 
Education: A Research Review From EKNE. 
ED 076 509 
Day Care and Preschool Services: Trends and 


Issues. 
ED 070 227// 


Developmental Kindergarten Classes of the 
Waukegan Community Unit School District 


#60. 

ED 080 204 
Dimensions of Locus of Control: Impact of 
Early Educational Experiences. 

ED 072 847 


Discovering the Physical World. Young Chil- 
dren Learning Series. 
ED 080 191// 


Divergent Production in Montessori Children. 
ED 080 212 
Early Childhood Development in Texas. Spe- 


cial Report. 
ED 067 145 


Early Childhood Education. 
ED 069 361// 


Early Childhood Education (K-3) Program of 


Williamsburg County Public Schools. 
ED 068 160 
Early Childhood Education--A Position Paper. 
ED 080 145 
Early Childhood Education: A Selected, An- 


notated Bibliography. 
ED 078 942 


Early Childhood Education for Handicapped 
Children: A Bibliography of Selected Books. 
Volume II. Number 2. The Staff Training 
Monograph Series. 

ED 071 207 


Early Childhood Education for Migrants: An 
Evaluation of Behavioral and Physical Change. 
Research Monograph No. 3. 

ED 067 190 


Early Childhood Education for the Disad- 
vantaged: An Annotated Bibliography of Doc- 
toral Dissertations. ERIC-IRCD Doctoral 
Research Series, Number 3, July 1973. 

ED 079 438 


Early Childhood Education in Illinois: Focus on 
Kindergarten. 
ED 080 201 


Early Childhood Education: Perspectives on 
the Federal and Office of Education Roles. 

ED 066 621 
Early Childhood Education. PREP-37. 

ED 067 516 
Early Childhood Education Program: The Hart- 
ford Connecticut Public School System’s Pro- 
gram of Open Informal Education in the Prima- 


ry Grades Pre-K through 3. 

ED 071 738 
The Early Childhood Education Proposal: A 
Master Plan to Redesign Primary Education in 


California. 
ED 073 841 


Early Childhood Education: Report of the Task 
Force on Early Childhood Education. 

ED 069 375 
Early Childhood Education: Status, Trends, and 
Issues Related to Electronic Delivery. 

ED 077 217 


Early Childhood Library Specialist Program. 
ED 067 144 
Early Childhood Programs in the States: Report 
of a December 1972 Conference. 
ED 077 552 


Early Childhood Research: Second Thoughts 


and Next Steps. 
ED 071 765 


Early Childhood Special Education for the 
Hearing Handicapped. O ional Paper #13. 
ED 079 911 


Early Childhood Teaching: An _ Abstract 
Bibliography. 

ED 072 842 
Early Education of the Language-Learning 
Handicapped Child. 

ED 077 167 


Early Education of the Multi-handicapped 


Child. 
ED 072 572 
Educating Young Children: Sociological In- 


terpretations. 

ED 076 233// 
The Educational Day Care Consultation Pro- 
gram. 








206 Subject Index 


ED 067 157 
Education of the Deaf in the United States. Oc- 
casional Paper #2. 


ED 079 907 
Effective Observation for Educators. 
E 


D 078 966 
Effective School Programs for Disadvantaged 
Minority Children. 

ED 080 198 


The Effect of Having Previously Attended Ju- 
nior Kindergarten on “Draw-A-Classroom” 
Test Scores Obtained in Senior Kindergarten. 

ED 067 168 
Effects of a Five-Year Compensatory Educa- 
tion Program on Social, Intellectual, Linguistic, 
and Academic Development. 

ED 067 165 
Establishing a State Office of Early Childhood 
Development: Suggested Legislative Alterna- 


tives. 

ED 072 865 
Evaluation in Early Childhood Education. 

ED 069 378 
Evaluation of Programs for Hearing Impaired 
Children: Report of 1970-71. Research Report 
#27. 

ED 071 239 
An Evaluation of the Comprehensive Early 
Childhood Education Network. 

ED 074 130 
An Evaluation of the ESEA Title I Programs, 
Community Schoo! District I, New York City 
Board of Education. Final Report. 

ED 072 128 
Exceptional Children Conference Papers: Early 
Childhood Education. 

ED 078 631 


a: 


ED 080 641 
Motor Activity for Early Childhood. 

ED 069 331 
Not All Little Wagons Are Red; the Excep- 
tional Child's Early Years. 

ED 074 676 


An Observational Investigation of Instruction 
and Behavior in an Informal British Infant 
School. (Full Report}. 

ED 073 823 


An Overview of Cognitive and Language Pro- 
grains for 3, 4, & 5 Year Old Children. 

ED 070 534 
Parent-Child Educational Centers: A Facility 
for Early Childhood Education Ages, Infancy 


to Seven Years. 

ED 069 034 
Parent Education: An Abstract Bibliography 
(Supplement #1). 

ED 072 841 


People Working Together: Follow Through in 


Ohio. 
ED 073 827 
Perception of the Teacher Aide’s Role: A 


Child’s View. 

ED 079 272 
A Performance-Based Undergraduate Program 
for the Education of Teachers at Brooklyn Col- 


lege. Volume I. 
ED 076 513 


A Performance-Based Undergraduate Program 
for the Education of Teachers at Brooklyn Col- 
lege. Volume 2. 
ED 076 514 
Perspectives on Early Childhood Education. 
ED 068 203 
Piaget- -Based Curriculum for Early Childhood 
tion: The Kamii-DeVries Approach. 





Exemplary Programs for the H 
Volume III. Early Childhood Education, ‘Case 
Studies. 

ED 079 890 
Exploration and Language. Young Children 


Learning Series. 
ED 080 190// 

Films in Early Childhood Education. 

ED 075 069 
Final Evaluation Report a the Santa Clara 
County Bilingual/Bicultural Ed Project 
(Spanish Dame School Project). 

ED 067 197 


Final Report of an Evaluation of the ESEA 
Title I Programs, Community School District 1, 
Board of Education of the City of New York. 

ED 075 550 
Four Questions on Early Childhood Education. 

ED 073 820 
Future Trends Affecting Day Care and 
Preschool Education. Final Report: Part VIII. 

ED 068 196 
Guided Self-Analyses Early Childhood Educa- 
tion Program: Teaching Young Children. Over- 
view. 





ED 069 340 
Guidelines for Early Childhood Education. 

ED 078 918 
A Guide to Securing and Installing the 
Parent/Child Toy-Lending Library. 

ED 078 893 
The Home Start Demonstration Program: An 


Overview. 
ED 077 583 
Home Stimulation of Handicapped Children: 
Parent Guide. Parent/Child Home Stimulation. 
079 921 
Home Stimulation of Handicapped Children: 
Professional Guide. Parent/Child Home Stimu- 
lation. 
ED 079 922 
The Impact of Integration on Early Childhood 
Education. 
ED 080 207 
Implementation of Head Start Planned Varia- 
tion Testing and Data Collection Effort. Final 
Report. 
ED 070 532 
The Instructional Environment and the Young 
Autonomous Learner. 
ED 077 564 
Issues and Concerns in Early Childhood. 
ED 077 570 
Kramer School -- Something for Everybody. 
ED 069 437 
Learning, Teaching, and Television Production 
for Children: The Experience of Sesame Street. 
ED 070 248// 
Model Early Childhood Learning Program, Bal- 
timore, Maryland. Model Programs, Title III-- 
Elementary and Secondary Education Act. 


ED 080 192 
Planned Variation in Head Start and Follow 


Through. 

ED 069 355 
Policies for Early Childhood Education. 

ED 073 840 
Power in Perception for the Young Child: A 
Comprehensive Program for the Development 
of Pre-Reading Visual Perceptual Skills. 

ED 067 162// 

Project 88: Parent Participation in the Elemen- 
tary School. 

ED 071 751 
Psycho-Educational Intervention Beginning at 
Age Two: Reflecti and Out 

ED 068 161 


Reaching Out. Young Children Learning Se- 
ries. 
ED 080 188// 


Reaching the Pre-School anne Child. 
ED 069 086 





Replication Guidelines. 

ED 072 596 
A Report of the Home Based Working Con- 
ference, Learning Institute of North Carolina 
(LINC) (March 12-15, 1973). 

ED 078 968 


Report of the Minister's Committee on Kin- 
dergarten Education: Final Report. 

ED 069 369 
A Report on the Development of Negation in 
English by a Second Language Learner--Some 


Implications. 
ED 067 952 
A Report on the Findings of One Experimental 


Study. 
ED 078 971 
A Response to Futh’s “Piaget for Teachers’’. 
ED 078 903 
Responsive Environment Program for Spanish 
American Children. Evaluation Report, 1971- 


72. 
ED 068 219 
The Rural Education Improvement Project. 
Overton County, Tennessee, Five-Year Com- 
prehensive Report (July 1, 1967-June 30, 
1972). 
ED 067 188 
The Rural Education Improvement Project. 
Overton County, Tennessee, Fifth Annual 
Comprehensive Report (July 1, 1971-June 30, 
1972). 
ED 067 189 
Selected Practices in Reading Readiness In- 
struction at the Kindergarten and First Grade 
Levels in New York State. 
ED 073 452// 


Senses and Sensitivity. Young Children Learn- 
ing Series. 
ED 080 189// 


AS tial Approach to Early Childhood and 
Elementary Education, Phase III. 





ED 067 150 

Space for Learning: A Pre-School Environment 
for Very Little Money. 

ED 069 342 

Status of Education in Rural Virginia. 

ED 071 839// 

Summary of 1968 - 1969 Data. Progress Re- 


port No. 4 

ED 070 530 
Systems for the Observation of Classroom 
Behavior in Early Childhood Education. 

ED 068 204 
Teachers of Young Children. 

ED 072 875// 

Three Year Evaluation Report for the Jordan 
Educational Complex Program. 

ED 080 620 
Three Year Evaluation Report for the Garfield 
Educational Complex Program. 

ED 080 621 


A Title | ESEA Case Study: The Continuous 
Progress Program, Williamsburg County, South 


Carolina. 

ED 073 895 
A Title Hl E.S.E.A. Project, Paterson Board of 
Education. Research Bulletin, Volume 1, 
Number 4, 1970-71. 

ED 067 439 
Title III Project Annual Report, 1971-72: Dale 
Avenue Early Childhood Education Project. 
Research Bulletin, Volume 2, Number 4, 1971- 


72. 

ED 067 440 
TM News. 

ED 068 S11 
Toward Int y Coordination: An Over- 
view of Federal Research and Development 
Activities Relating to Early Childhood, and 
Recommendations for the Future. 

ED 069 372 


Toward Interagency Coordination: An Over- 
view of Federal Research and Development 
Activities Relating to Early Childhood, and 
Recommendations for the Future. (Executive 


Summary). 

ED 069 373 
Two Basic Considerations in Utilizing Mothers 
as Tutors of Their Very Young Retarded or 
Potentially Retarded Children. Occasional 
Paper #12. 





ED 079 908 
What Happens in the Follow-Through Pro- 
gram? Implications for Child Growth and 
Development. 

ED 071 755 


Where is Early Childhood Going? 
ED 073 826 
Who in the World? 
ED 078 920 
Workjobs: Activity-Centered Learning for 
Early Childhood Education. 
ED 068 173// 


Worries Teachers Should Forget. 

ED 077 576 
The Young Black Child: His Early Education 
and Development. 

ED 069 365 


Early Experience 

Bilingual Education and Early Childhood. 

ED 074 868 
Comparison of Standard English Patterns 
Produced by Head Start Participants and Com- 
parable Children with No Head Start Ex- 
perience. 

ED 070 081// 

Covariation of Social Stimuli and Interaction 
Rates in the Natural Preschool Environment. 

ED 068 177 
Cross-Cultural Perspectives on Early Develop- 
ment. 

ED 073 855 
The Desensitization of Children to Television 
Violence. 

ED 071 752 
A Developmental Study Of Attention: A Mul- 
tivariate Approach. 

ED 069 418 
Dos and Don'ts. Teaching Your Child. 
Televised Parent Training Program. 

ED 073 673 
Early Experience And Human Development: 
Methodological Complexities And Cautions. 

ED 069 416 
Early Experiences and the Processes of So- 
cialization. 





ED 077 599// 
Easy-to-Do Toys and Activities for Infants and 


Toddlers. 
ED 067 164 


Effects of Early Day Care Experience on Sub- 
sequent Observed Program Behaviors. 

ED 068 149 
Emerging Identity through Movement. 

ED 073 854 
Family and School Centers of Learning for 


Young Children. 

ED 077 572 
The Family Development Research Program: A 
Program for Prenatal, Infant and Early Child- 
hood Enrichment. Progress Report. 

ED 077 575 
Four Preschool Programs: Their Dimensions 


And Effects. 

ED 069 411 
Help! A Handbook for Child Care Workers. 

ED 073 821 
From the Infant’s Smile to Mastery of Anxiety: 
The Developmental Role of Humor. 

ED 073 851 
Self-Concept of the Disadvantaged Child and 
Its Modification through Compensatory 
Nursery School Experience. 

ED 080 197 
Why People Play. 

ED 077 559// 


Early Reading 
Cognitive Development in Early Readers. 
ED 080 164 
Early Reading Instruction--Is It Advantageous? 
ED 072 413 
How to Teach Reading Before First Grade; A 
Guidebook for Teachers and Parents. 
ED 075 777// 
The Prediction and Prevention of Reading 
Failure. 
ED 067 620// 
Reading Readiness. A UKRA (United Kingdom 
Reading Assn.) Teaching of Reading Mono- 
graph. 
ED 072 420// 
Earth Science 
Applied Meteorology, Science (Experimental): 
5343.06. 
ED 079 025 
Earth Science Teacher Preparation Project 
(ESTPP) Consortium Directory 71 and 72. 
ED 079 044 
Environmental Reference Series, Conservation 


and Wildlife. 

ED 072 972// 
Environmental Reference Series, Earth and En- 
vironment Studies, Part I. 

ED 072 969// 


Envir tal Ref Series, Earth and En- 
vironmental Studies, Part II. 





ED 072 970// 

How to Tell What's Underground. 

ED 077 648 
Individualized Instruction in Science, Time- 
Space-Matter, Learning Activity Packages. 

ED 070 672 
Individualized Instruction in Science, Time- 
Space-Matter, Self-Directed Activities. 

ED 070 673 
Individualized Instruction in Science, Earth 
Space Project, Learning Activities Package. 

ED 070 674 
Individualized Instruction in Science, Earth- 
Space Project, Self-Directed Activities. 

ED 070 675 
Instructional Objectives for a Junior College 
Course in Physical Geology. 

ED 067 081 


Intergovernmental Conference of Experts for 
Preparing an International Geological Correla- 
tion Programme (IGCP) (Paris, October 19-28, 
1971). Final Report. 

ED 067 227 


Introductory Geology: Aspects and Options. 
ED 079 043// 


Learning Activities Packages, Earth Science 
and Life Science. 
ED 068 277 


Nuffield Secondary Science, Theme 8, The 
Earth and Its Place in the Universe. 
ED 069 555// 


Research in Earth Science Education: An An- 
notated Bibliography. 
ED 068 317 


The Rock Cycle or It’s Hard When You're a 
Rock. 
ED 079 047 


tion Dur- 





Trends in American Geological Ed 
ing the Critical Years, 1954-1969. 

ED 079 046// 
Unit: Rocks from Sedi ts, Inspecti Pack, 
National Trial Print. 





ED 068 351// 


East Asia 
East Asia: A Bibliography for Undergraduate 
Libraries. 
ED 070 723// 


Eastern Europe 
Eastern Europe and the U.S.S.R.: A Selected 
Functional and Country Bibliograpy. 
ED 076 492 
Educational Research in Seven European So- 
cialist Countries. A Survey, 1969. 
ED 070 704// 


Eastern Psychological Association 
The Conversion of a Public Elementary School 
to a Reinforcement-Oriented Environment with 
9 Hours of In-Service Training. 
ED 076 477 


East Los Angeles 

Food Buying Practices of Mexican Americans 
in East Los Angeles. 

ED 067 192 
A Pilot Survey of Food Frequencies, Meal 
Frequencies and Meal Patterns of Preschool 
Children in East Los Angeles. 

ED 067 193 
Program of In-Service Education for Teachers. 
Hispanic Urban Center Evaluation Report. 

ED 067 184 


East Saint Louis Public Library 
A Call to Excellence and Innovation: A Survey 
of the East Saint Louis, Illinois, Public Library. 
ED 067 138 


East Texas 

Aspirations of Rural Black Women and Their 
Orientations Toward Migration. 

ED 076 272 
Changes in the Attitudes Toward Race Rela- 
tions of Southern Rural Blacks: Analysis of a 
Panel of Village Women, 1970-1972. 

ED 071 798 
A Longitudinal Study of Blacks’ Perceptions of 
Race Relations: A Study of Village Blacks in a 
Southern Area. 

ED 067 185 
Role Models of Negro and White Rural Youth 
at Two Stages of Adolescence. 

ED 072 890 


Eating Habits 
Behavioral Changes in Eating Skills in Severely 
and Profoundly Mentally Retarded Groups. 
ED 069 719// 
Factors Influencing Food Choices of 4-H Club 
Members in Williamson County, Tennessee. A 
Research Summary of a Graduate Study. 
ED 073 359 
Feeding the Handicapped Child. 
ED 073 595 





Health Education a C pt pp 
Growing and Developing, Interacting, Decision 
Making. Concept 10: Food Selecting and Eat- 
ing Patterns Are Determined by Physical, So- 
cial, Mental, Economic, and Cultural Factors. 
Teacher-Student Resources. 

ED 077 845// 


Practi of Low-I Families in Feeding 
Infants and Small Children, With Particular At- 
tention to Cultural Subgroups. 





ED 075 564 
Tennessee's Extension Food and Nutrition Edu- 
cation Program. 

ED 075 428 


Echolocation 
Communication Sciences Laboratory Quarterly 
Progress Report, Volume 9, Number 3: 
Research Programs of Some of the Newer 
Members of CSL. 
ED 066 967 


Eco cybernetics 
Practical Action Programs in Education: 
Highlights of the Third National Conf on 
General Systems Education. 





ED 070 690// 


Ecological Factors 
Activities for Studying Seasonal Change, Grade 
Level K-1. Environmental Education Series, 
Bulletin No. 247-F. 


Subject Index 207 


ED 075 222 
Air Pollution and Its Control, Second Edition. 
ED 079 120// 
Atmospheric Pollution: Its Origins and Preven- 
tion. 
ED 080 343// 
The Breath of Life. The Problem of Poisoned 
Air. 
ED 079 122// 
Ecological Dynamics of the Inner City: Implica- 
tions for Community Psychology. 
ED 069 835 
Environmental Impact Report, November 15, 
1972. Indian Valley Colleges Project. 
ED 073 752 
The Future of Newsprint; 1970-2000. Report 
R-16. 
ED 066 861// 
Lead in the Environment and Its Effects on 
Humans. 
ED 080 338 
Our Air: Unfit for Trees. 
ED 079 049 
Rural-Urban Value Patterns. 
ED 078 995 


Eco 
Air Pollution and Industry. 
ED 068 342// 
Area Fish and Game Ecology [Sahuarita High 
School Career Curriculum Project.] 
ED 080 377 
A Beginning. 
ED 071 866 
A Bibliography of Popular Books on the 
Marine Environment and Wetlands Ecology. 
ED 067 230// 
Biology and Water Pollution Control. 
ED 070 670// 
In Defense of Man: Educators and Environ- 
mental Action. 
ED 067 392 
Dimensions of Change. 
ED 072 666// 
Ecological Investigations, Curriculum Guide. 
ED 079 099 
Ecology in the Classroom [Complete Kit]. 
ED 068 332// 
The Effect of a Process-Oriented Curriculum 
on Advancing Higher Levels of Thought 
Processes in High Potential Students. 
ED 069 467// 


Elementary Environmental Education. 

ED 080 368 
The Environmental and Ecological Forum 
1970-1971. 


ED 070 649 
The Environmental Classroom. 
ED 075 994// 
Environmental Conservation. Third Edition. 
ED 068 347// 
Environmental Education Curriculum Guide 
for Intermediate Social Studies. 
ED 080 367 
Environmental Issues Conflict Unit. Teacher’s 
Guide and Student Book. 
ED 073 032 
Series, National 


Environmental Reference 


Ecology Centers. 
ED 072 971// 


Environmental Studies in an Elective Commu- 


nication Program. 
ED 077 008 


The Environment Film Review. A_ Critical 


Guide to Ecology Films. 
ED 070 650// 
Environment: The Human Impact. Selections 


from ‘The Science Teacher.” 
ED 077 705 


The Guide to the Ecology Box. 

ED 070 643// 
Handbook for Ecology Action. 

ED 071 865// 
Human Ecology. Study Guide and Course Out- 


line. 
ED 067 351 
Index to Ecology (Multimedia). First Edition. 
ED 067 846// 
International Co-ordinating Council of the Pro- 
gramme on Man and the Biosphere (MAB). 


Final Report. 

ED 068 272 
Investigations in Ecology: Looking Into Earth’s 
Life Systems and Man’s Impact on Environ- 


ment. 
ED 070 651// 





208 Subject Index 


L'Humanite n’en Sortira pas...Vivante (Hu- 
manity Will Not Get Out Alive). French Ecolo- 
gy Packet: Resource Materials and Readings 
for French Classes at Advanced Levels. 

ED 074 849 
Life in the Past - Biogeography, Science (Ex- 
perimental): 5314.16. 

ED 079 139 


Life on the Tidal Mudflats: Elkhorn Slough. 
ED 073 946// 
Lowell Environmental Arts and Science 
Center. Summary Report, Fiscal Year 1968. 
ED 067 337 
Man Builds, Man Destroys. 
ED 068 338 
Nuffield Secondary Science, Theme 1, Interde- 
pendence of Living Things. 
ED 069 548// 
Resources for Youth, Volume I, Number III. 
ED 067 341 
Steps to an Ecology of Mind. 
ED 067 821// 
Strand IV Environmental and Community 
Health, Ecology and Epidemiology of Health, 
Grades 10, 11, and 12. 
ED 077 723 
Strand IV Environmental and Community 
Health, Ecology and Health, Grades 7, 8, and 
9. 


ED 077 724 
Teachers Curriculum Guide for Field Ecology. 

ED 067 299 
Teachers Environmental Resource Unit: Con- 
sumer Resources Idea Manual. 

ED 067 300 
What's Ecology? 

ED 075 165// 


ECON 12 
A Progress Report of Econ 12: Design and 
Evaluation of a 12th Grade Course in the Prin- 
ciples of Economics. 
ED 067 354 


Econometrics 
A Simultaneous Equations Econometric Model 
of the Determinants of Vocational and Non- 
Vocational Spending and Enrollment. Final Re- 


port. 
ED 068 655 


Economically Disadvantaged 

A Career Development Workshop for Emo- 
tionally Disadvantaged Students. 

ED 072 367 
Characteristics of Low-Income Population: 
1971 (Advance Data From March 1972 Cur- 
rent Population Survey). Current Population 
Reports, Consumer Income. 

ED 069 828 


College of the Albemarle: A Developmental 
Project in Occupational Education. 

ED 072 222 
The Communication Environment of the Urban 


Poor. 

ED 075 553 
Evaluation of the Office of Economic Opportu- 
nity's Performance Contracting Experiment. 
Report to the Congress. 

ED 078 040 
An Experimental Program to Provide In-Home 
Vocational Training in Preschool and Day Care 
Work for Unskilled Disadvantaged Mothers 
and Child-Caring Adults. A Final Report. 

ED 072 261 
Extension and Improvement of Psychological 
Services Provided to Children in Areas of 
Economic Deprivation, January 31, 1966 - 
June 17, 1966. 

ED 072 375 
Headstart, Child Development Legislation, 
1972. Joint Hearing before the Subcommittee 
on Children and Youth and the Subcommittee 
on Employment, Manpower, and Poverty. 

ED 069 332 
Health Start: Final Report of the Evaluation of 
the First Year Program. 

ED 071 760 
Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-First Congress, Second 
Session on Nutrition and Human Needs. Nutri- 
tion and Human Needs--1970. Part 2--National 
School Lunch Program; the Urban Crisis. 
Hearings Held Modesto, Calif., March 23, 
1970, and Chicago, Ill., April 20, 1970. 

ED 076 722 


Hiring and Training the Disadvantaged for 
Public Employment. Key Issues Series, Number 
11. 


ED 079 447// 
An Impact Evaluation of the Work Incentive 
Program. Volume II: Data Analyses and 
Findings. Final Report. 

ED 078 144// 
The Impact of Urban WIN Programs. Final Re- 


port. 
ED 070 857// 

Investigation of the Effects of Parent Participa- 
tion in Head Start. Final Technical Report. 

ED 080 215 
Investigation of the Effects of Parent Participa- 
tion in Head Start. Non-Technical Report. 

ED 080 216 
Is Our Evolving Social Policy for Children 
Based on Fact or Fiction? 

ED 075 080 
[Jencks’ “Inequality” and Its Critics.) 
Clearinghouse for Civil Rights Research, 
Volume 2, Number 1, Spring 1973. 

ED 079 448 
Library Service to the Disadvantaged. 

ED 069 820// 

Maternal Attitudes of a Negro Culturally 
Deprived Population. 

ED 072 124 
National High School Debate Topic (1973-74) 
(What Should Be the Roie of the Federal 
Government in Extending Public Assistance to 
All Americans Living in Poverty): Primary 


Resources. 
ED 073 516// 

Poverty and Life Satisfaction: A Rural-Urban 
Comparison. 

ED 073 889 
Proceedings of the Conference of the Amer- 
ican Country Life Association, Inc. (42nd, 
Raleigh, North Carolina, July 9-10, 1963). Our 
Concern for the Disadvantaged in Town and 
Country Society. 

ED 071 782 
Prototype of Institute for Training Teachers of 
Minority and Low-Income Students. Director's 
Evaluation Report. 

ED 074 026 


The Relationship Between Academic Disad- 

tag t and Soci ic Disadvantage- 
ment as Reported by Teachers on a National 
Sample Basis. 





ED 073 187 
Research on the Program of Expanded Educa- 
tional Opportunities. Final Report. 

ED 072 760 
Rural Poverty and Social Mobility in the 


Ozarks. 
ED 079 565 


Crh L T lie: 
y 
and q y. 





ED 079 443// 
The South Goes North. Volume III of Children 


of Crisis. 

ED 075 111// 
A Study of the Use of Educational Consulta- 
tion to Stimulate Development of Relevant 
Programs of Continuing Education for Physi- 
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Battery. 

ED 068 561 
Polisher (jewelry) 700.887--Technical Report 
on Development of USES Aptitude Test Bat- 
tery. 

ED 068 555 
Precision Lens Grinder (optical goods) 5- 
08.071--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 778 
Printer-Slotter Operator (paper goods) 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 764 
Printing Curricula 65XX; 97XX--Technical Re- 
port on Development of USES Aptitude Test 
Battery. 

ED 068 552 
Production Mechanic, Tin Cans (tinware) 
619.380--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 765 
Programmer, Detail, Graphic Arts (clerical) 
219.388--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 637 


Quality Control Worker (can. & preserv.) 
529.387--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 422 
Radiation Monitor (profess. & kin.) 199.187-- 
Technical Report on Development of USES 
Aptitude Test Battery. 
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ED 068 553 
Refrigeration and Heating Mechanic (any ind.) 
637.251-010--Technical Report on Develop- 
ment on USTES Aptitude Test Battery. 

ED 068 544 
Rewinder Operator (paper goods) 640.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 068 560 


Room Clerk (hotel and rest.) 1-07.60--Techni- 
cal Report on Standardization of the General 
Aptitude Test Battery. 

ED 069 776 
Screw-Machine Set-Up Operator, Jobbing 
(mach. shop) 604.380-028--Technical Report 
on Development of USTES Aptitude Test Bat- 
tery. 

ED 069 640 
Set-Up Man, Sheet Metal (any ind.) 616.380-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 067 421 


Sewage-Plant Operator (any ind.), Water- 
Treatment-Plant Operator (waterworks) 
954.782; Sewage-Plant Operator (sanitary ser.), 
Waste-Treatment-Plant Operator (sanitary ser.) 
955.782, 1 955.782--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 776 
Spooler Operator, Automatic (textile) 689.886- 
-Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 558 
Stationary Engineer (any ind.) 950.782-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 072 057 
Steam-Power-Plant Operator (light, heat & 
power) 952.782-040--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 774 
Structural-Stee] Lay-Out Man (any ind.) 
$09.381-030--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 072 047 
Surveyor (profess. & kin.) 0-64.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 070 773 
Taper (const.) 842.884--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 072 062 
Teacher Aid, Elementary School (education) 
099.368--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 414 
Technician, Automated Equipment (office 
mach.) 823.281 --Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 651 
Telephone Ad Taker (print. & pub.) 249.368-- 
Technical Report on USES Aptitude Test Bat- 
tery. 

’ ED 068 548 
Traffic Device Maintainer (gov. ser.) 869.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 550 
Transportation Agent (air trans.) 912.368-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 774 
Tricot-Knitting-Machine Operator (knit goods) 
685.885--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 629 
Tube-Machine Operator (elec. equip.) 7- 
00.216--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 779 
Twister-Tender (asbestos prod; glass mfg.; 
synthetic fibers; textile) 681.885--Technical 
Report on Development of USTES Aptitude 
Test Battery. 

ED 069 639 
Various Occupations in the Iron and Steel In- 
dustry. Technical Report on Development of 
USTES Aptitude Test Batteries. 

ED 072 056 
V-Belt Wrapper (rubber goods) 690.885-438-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 646 
Vending-Machine Repairman (bus. ser.; coin 
mach.) 639.381--Technical Report on Develop- 
ment on USES Aptitude Test Battery 

ED 067 418 


Venetian Blind Assembler 6-39.55 1--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 068 


Weighing Station Operator (gov. ser.) 0O- 
95.906--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 072 067 
Welder, Production Line (welding) 812.884- 
018--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 634 


Yarn Service Trainee (synthetic fibers) 
929.887--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 641 


Yarn Winder (any ind.) 6-19.117--Technical 
Report on Development of USES Aptitude Test 


Battery. sisi 


General Aptitude Test Battery: GATB 


Electronics Foreman (electronics) 5-92.621 
(726.134)--Technical Report on Development 
of USES Aptitude Test Battery. 

ED 069 649 


General Education 


Algebra: Level Il, Unit 8, Lesson 1; Powers and 
Roots: Lesson 2; Geometry: Lesson 3; Number 
Series: Lesson 4. Advanced General Education 
Program. A High School Self-Study Program. 

ED 070 908 
Atomic Structure and Chemical Change: Level 
I, Unit 7, Lesson 1; Chemical Compounds: Les- 
son 2; Forms of Energy: Lesson 3. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 069 987 
Atomic Structure and Valence: Level II, Unit 
10, Lesson 1; Chemical Bonding: Lesson 2; 
The Table of Elements: Lesson 3; Electrolysis: 
Lesson 4. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 070 916 
Basic Economic Systems: Level I, Unit 4, Les- 
son 1; Representative Democracy and Political 
Parties: Lesson 2; Reading to Draw Inferences: 
Lesson 3. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 069 984 
A Comparison of Psychiatrically Il Adults and 
Non-Psychiatrically Ill Adults Sub-Test Scores 
on the Test of General Educational Develop- 
ment. 

ED 072 351 
On Converting a Teacher College. 

ED 075 357 
Craftsmanship and Technology: Level I, Unit 5, 
Lesson 1; Government Separation of Powers: 
Lesson 2; Comparisons in Literature: Lesson 3. 
Advanced General Education Program. A High 
School Self-Study Program. 

ED 069 985 
Curriculum Papers 7, Science for General Edu- 
cation: For the First Two Years and the Early 
School Leaver. 

ED 069 542// 

Difficult Words to Spell: Level Ill, Unit 4, Les- 
son 1; Sentences and Their Parts: Lesson 2; 
Adjectives and Adverbs: Lesson 3; Compara- 
tive Forms: Lesson 4; Spelling ie and ei Words: 
Lesson 5; Using Negatives Correctly: Lesson 6; 
Using Prepositions and Prepositional Phrases: 
Lesson 7; Spelling - ance and ence Words: Les- 
son 8; Subject and Object Pronouns: Lesson 9; 
Possessive and Reflexive Pronouns: Lesson 10; 
Possessive and Plural Nouns. 

ED 070 913 
Free Enterprise and Government Regulation: 
Level Ill, Unit 1, Lesson 1; Social Legislation: 
Lesson 2; Taxes: Lesson 3. Advanced General 
Education Program. A High School Self-Study 
Program. 

ED 070 910 
Free Trade and Tariffs: Level II, Unit 2, Les- 
son 1; Capitalism, Communism, Socialism: Les- 
son 2; Nationalism vs. Internationalism: Lesson 
3. Advanced General Education Program. A 
High School Self-Study Program. 

ED 070 911 


Industrialization and Growth of the Cities: 
Level Il, Unit 3, Lesson 1; Immigration: Lesson 
2; Union and Management: Lesson 3. Ad- 
vanced General Education Program. A High 
School Self-Study Program. 

ED 069 991 


The Interaction of Adult Education and 
General Education. 

ED 069 962 
The Intercultural Imperative. 

ED 077 824 
Life Functions and Cells: Level II, Unit 7, Les- 
son 1; Cell Structure: Lesson 2; Tissues, Or- 
gans, Systems: Lesson 3; Growth and Nutrition: 
Lesson 4; Metabolism: Lesson 5. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 907 


Map Reading Skills: Level I, Unit 2, Lesson 1; 
Climate: Lesson 2, Studying Man and the Natu- 
ral World: Lesson 3; Man and His Culture: 
Lesson 4; Reading for Implied Meanings: Les- 
son 5. Advanced General Education Program. 
A High School Self-Study Program. 

ED 069 982 
New Wine and New Bottles: A Proposal for ‘*- 
Mosaic Programming,” A Different Approach 
to General Education for Colleges and Univer- 


sities. 

ED 071 646 
Plants and Photosynthesis: Level III, Unit 3, 
Lesson 1; The Human Digestive System: Les- 
son 2; Functions of the Blood: Lesson 3; 
Human Circulation and Respiration: Lesson 4; 
Reproduction of a Single Cell: Lesson 5; 
Reproduction by Male and Female Cells: Les- 
son 6; The Human Reproductive System: Les- 
son 7; Genetics and Heredity: Lesson 8; The 
Nervous System: Lesson 9; The Glandular 
System: Lesson 10. Advanced General Educa- 
tion Program. A High School Self-Study Pro- 
gram. 

ED 070 912 
Positive and Negative Numbers: Level I, Unit 
6, Lesson 1; States of Matter: Lesson 2; Pro- 
perties and Measures of Matter: Lesson 3; 
Energy, Matter, Theory and Law: Lesson 4; 
The Particles and Structure of Matter: Lesson 
5. Advanced General Education Program. A 
High School Self-Study Program. 

ED 069 986 


A Process-Conceptual Scheme Approach for 
Junior College General Education Science In- 


struction. 
ED 068 269// 
Production and Consumption: Level I, Unit 3, 
Lesson 1; Forms of Government: Lesson 2; 
Reading for Facts, Opinions and Issues: Lesson 
3. Advanced General Education Program. A 
High School Self-Study Program. 
ED 069 983 
Race and Subject-Matter Influences on Per- 
formance on General Education Items of the 
National Teacher Examinations. 
ED 069 739 


Reading for Feelings: Level Il, Unit 4, Lesson 
1; Reading for Shifts in Feeling: Lesson 2; 
Reading for Character: Lesson 3; Reading for 
Signs of Hidden Character: Lesson 4. Ad- 
vanced General Education Program. A High 
School Self-Study Program. 

ED 069 992 


Science Topics for Third and Fourth Year 
Non-S.C.E. Courses. 

ED 069 546 
Screening Tests: Advanced General Education 
Program. A High School Self-Study Program. 

ED 069 978 
Solving Fraction Word Problems: Level I, Unit 
8, Lesson 1; Solving Decimal Word Problems: 
Lesson 2; Solving Percentage Word Problems: 
Lesson 3. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 069 988 
Speed, Acceleration, and Velocity: Level II, 
Unit 9, Lesson 1; Force, Mass, and Distance: 
Lesson 2; Types of Motion and Rest: Lesson 3; 
Electricity and Magnetism: Lesson 4; Electri- 
cal, Magnetic, and Gravitational Fields: Lesson 
5; The Conservation and Conversion of Matter 
and Energy: Lesson 6; Simple Machines and 
Work: Lesson 7; Gas Laws: Lesson 8; Princi- 
ples of Heat Engines: Lesson 9; Sound and 
Sound Waves: Lesson 10; Light Waves and 
Particles: Lesson | 1; Program. A High 

ED 070 909 
Spelling Endings Added to e: Level Il, Unit 5, 
Lesson 1; Capitalization: Lesson 2; Question 
Marks and Exclamation Points: Lesson 3; 
Quotation Marks: Lesson 4; Spelling Double 
Letter Demons: Lesson 5; Colons and Dashes: 
Lesson 6; Punctuating Series with Commas and 





Semicolons: Lesson 7; More Confusing Word 
Pairs: Lesson 8; Separating Sentence Parts with 
Punctuation: Lesson 9; Other Uses for Commas 
and Semicolons. 

ED 070 914 


Spelling More Endings: Level III, Unit 6, Les- 
son 1; Matching Sentence Parts: Lesson 2; 
Using the Right Sentence Connectives: Lesson 
3; More Ways to Make Sentences Effective: 
Lesson 4; Last of the Confusing Word Pairs: 
Lesson 5. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 070 915 
Students’ Answer Keys: Advanced General 
Education Program. A High School Self-Study 


Program. 

ED 069 980 
Student’s Handbook: Advanced General Edu- 
cation Program. A High School Self-Study Pro- 


gram. 

ED 069 979 
Tables and Graphs: Level II, Unit 1, Lesson 1; 
Line Graphs: Lesson 2. Advanced General 
Education Program. A High School Self-Study 
Program. 

ED 069 989 
Teacher’s Answer Key: Advanced General 
Education Program. A High School Self-Study 


Program. 

ED 069 976 
Teacher's Manual: Advanced General Educa- 
tion Program. A High School Self-Study Pro- 
gram. 

ED 069 975 
Unit Tests: Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 069 977 
U. S. Colonization to Independence: Level Il, 
Unit 2, Lesson 1; U. S. Confederation to Con- 
stitutional Convention: Lesson 2; Framing the 
U. S. Constitution: Lesson 3; Founding Fathers: 
Lesson 4; The Election Process: Lesson 5; The 
Civil War: Lesson 6. Advanced General Educa- 
tion Program. A High School Self-Study Pro- 


gram. 

ED 069 990 
What to Look for In Narrative Writing: Level 
II, Unit 6, Lesson 1; Interpreting Figurative 
Writing: Lesson 2; Keeping Track of the Sub- 
ject in Writing: Lesson 3; Reading Literature 
for Understanding: Lesson 4. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 906 


Word Roots, Prefixes and Suffixes: Level I, 
Unit 1, Lesson 1; Word Context Clues: Lesson 
2. Advanced General Education Program. A 
High School Self-Study Program. 

ED 069 981 


Words that Paint Pictures: Level II, Unit 5, 
Lesson 1; Devices Used in Literature: Lesson 
2; The Meaning of Literary Devices: Lesson 3; 
Periods and Levels of Writing: Lesson 4; Quali- 
ties of Good and Bad Writing: Lesson 5. Ad- 
vanced General Education Program. A High 
School Self-Study Program. 

ED 070 905 


General Education Development Test 
Reading and the High School Equivalency Pro- 
gram. 

ED 079 716 


Generalization 


The Effects of Type, Identifiability, and Variety 
of Instructional Instances on Subject Matter 
Concept Attainment. 

ED 078 315 


Generalization of Habituation to Properties of 
Objects in Human Infants. 
ED 072 844 


Using Generalizability Theory and Multifacet 
Designs in the Validation of a Classroom Ob- 
servation Instrument. 

ED 068 534 


Vicarious Influences on Children’s Creative 
Behavior. 
ED 075 089 
World Cultures. Curriculum Resource Guide. 
ED 073 015 


General Mathematics 
Basic Mathematics Machine Calculator Course. 
ED 069 469 
Drop-In Mathematics. 
ED 080 328 


Drop-In Mathematics, Teacher's Manual. 
ED 080 329 


Purpose Simulation System 
How to Build a Simulation Model; A Computer 
Language Approach. 
ED 076 057 


General Science 


General Science [Sahuarita High School Career 
Curriculum Project. ] 
ED 080 370 


Integrated Science Course, Memoranda for 
Teachers, Sections 1-8 and Sections 9-14. 
ED 069 545 

Science for the 70’s, Book | and Book 2. 

ED 069 541// 
Science for the 70’s, Book I Teachers’ Guide. 

ED 069 543// 
Science Worksheets [Year One-Sections | to 8, 
Year Two-Sections 9 to 15]. 

ED 069 544// 


General Semantics 
What Contribution Can General Semantics 
Make to the Communication Arts? 
ED 077 004 


General Training System 
General Training System; GENTRAS. Final Re- 


port. 
ED 076 032// 


Generation Gap 
The Socialization and Politicization of VISTA 
Volunteers: Sex and Generational Differences. 
ED 070 998 
Training Youth Workers in the Field of Ju- 
venile Delinquency. 
ED 068 846 


Generative Grammar 
The French Syntax and Semantics of Philippe, 
Part I: Noun Phrases. Psychology & Education 
Series. 
ED 076 075 


Genetics 
Advanced Biology [Sahuarita High School 
Career Curriculum Project. ] 
ED 080 372 

Genetic Diversity and Human Equality. 

ED 080 626// 
Genetics and Education. 

ED 076 737// 
Genetics, Environment, and Behavior: Implica- 
tions for Educational Policy. 

ED 078 108// 


How Children Grow. 
ED 069 058 
Natal Influences and Twin Differences: Draft. 
ED 069 405 
Nuffield Secondary Science, Theme 2, Con- 
tinuity of Life. 
ED 069 549// 
Predictions from Three Data Sources - Natu- 
ralistic Home Observation, Ratings, Experimen- 
tal Situation - in the Area of Child Compliance. 
ED 080 149 
Race and Intelligence: The Fallacies Behind the 
Race-IQ Controversy. 
ED 074 172// 


Geographic Concepts 
Geographical Data Conceptualization: An Ap- 
proach to Student Understanding. 
ED 077 799 
Instructional Objectives Exchange. Social Stu- 
dies (Geography). Grade K-9. 
ED 071 928// 


Latin America: Introduction and Summary. 
Grade Five (Unit 7). Resource Unit. Project 
Social Studies. 
ED 069 566 
Metropolitan America: Geographic Perspec- 
tives and Teaching Strategies. 
ED 979 165// 
and Geographic 


Territorial Decentration 


Bag tay ED 071 933 


Geographic Distribution 
Geographic Origins of First Time Students Fall 
1971. 


ED 076 099 
Health Manpower: A County and Metropolitan 
Area Data Book. 

ED 078 153 
The Maldistribution Thesis of Poverty: How 
Much of Rural Southern Poverty Can It Ex- 
plain? 

ED 075 150 
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Population Analysis and Projections for Alberta 
Post-Secondary Education. Enrollment Poten- 
tial. Master Planning Monograph No. 4. 

ED 077 368 
A_ Sociolinguistic Survey of Puerto Rican 
Parents in Connecticut. 

ED 074 191 


Statistical Study of the Initial Group Chosen 
for Project Newgate at the Federal Youth 
Center, Ashland, Kentucky. 

ED 066 636 
Toward a Model of Linguistic Distance. 

ED 071 502 


phic Location 
The Effect of College Proximity on Rates of 
College Attendance. 
ED 074 888 
Historical and Political Gazeteer of 
Afghanistan. Volume |, Badakhshan Province 
and Northeastern Afghanistan. 
ED 069 598// 
A Study to Determine Relationships Between 
Geographic and Job Mobility Characteristics of 
Selected Associate Degree Graduates. Voca- 


tional-Technical Education Research Report. 
ED 078 193// 


Geographic Regions 

The Atlantic Canada-New England Region and 
Environment. A Learning Activity Packet. 

ED 080 439 
Canada. Grade Five (Unit 6). Resource Unit. 
Project Social Studies. 

ED 069 567 
Early Indians Use Jones Valley. (Reading for 
“The South: Birmingham Case Study and the 
South as a Region”. Grade Five (Unit IV) Pro- 
ject Social Studies. ) 

ED 075 280 
Geographic Origins of First Time Students Fall 
1971. 

ED 076 099 
Hearing and Related Medical Findings Among 
Children: Race, Area, and Socioeconomic Dif- 
ferentials United States. 

ED 074 674 
Latin America: Introduction and Summary. 
Grade Five (Unit 7). Resource Unit. Project 
Social Studies. 

ED 069 566 
The Midwest. Grade Five (Unit Il). Resource 
Unit. Project Social Studies. 

ED 069 565 
New England Labor and the Economy at the 
Year-End, 1972. 

ED 074 231 
The Northeast--Case Study on New York City; 
The Northeast as a Region. Grade Five (Unit 
Ill). Resource Unit. Project Social Studies. 

ED 069 563 
Selected Readings on Phoenix. Grade Five, 
Unit: Phoenix. 

ED 075 271 
The South: Birmingham Case Study, and The 
South as a Region. Grade Five (Unit IV). 
Resource Unit. Project Social Studies. 

ED 069 562 
Student Almanac. Grade Five. 

ED 075 270 
A Survey of A.I.D. Educational Cooperation 
with Developing Countries. 

ED 074 799 
The United States: An Overview. Grade Five 
(Unit I). Resource Unit. Project Social Studies. 

ED 069 564 
The West. Grade Five (Unit V). Resource 
Unit. Project Social Studies. 

ED 069 568 


Geography 
Anthropology for the Schools: An Analysis of 
Selected Anthropology Curriculum Projects 
and Units with Content Ratings by Professional 
Anthropologists. 
ED 067 328 
Instructional Objectives Exchange. Social Stu- 
dies (Geography ). Grade K-9. 
ED 071 928// 
Intra-Urban Unit: ETS Evaluation Report, 
Limited Field Trials. High School Geography 
Project. 
ED 069 583 
Linguistic Aspects of Maps and Geographic In- 
formation. 
ED 068 396// 
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The Problem of Hierarchy in the Objectives of 
Geography Teaching at the Pre-University 


Level. 
ED 073 957 
Sources of Information and Materials: Maps 
and Aerial Photographs. A Reference Book. 
ED 075 266 


Geography Curriculum Project 
The Effects on Achievement of Using the 
Forced Inferential Response Mode in an Inter- 
mediate Grade Population-Geography Unit. 
ED 075 317 


Geography Instruction 
The Atlantic Canada-New England Region and 
Environment. A Learning Activity Packet. 
D 080 439 

Challenge and Change in College Geography. 

ED 067 326 
Computer Aided Instruction in Teaching The- 
matic Mapping. 

ED 079 997 


Computerized Instruction in Undergraduate 
Geography. 
ED 066 858// 
The Effects on Achievement of Using the 
Forced Inferential Response Mode in an Inter- 
mediate Grade Population-Geography Unit. 
ED 075 317 
Geographical Data Conceptualization: An Ap- 
proach to Student Understanding. 
ED 077 799 
High School Geography Project. Legacy for the 
Seventies. An Analysis of the High School 
Geography Project in Relation to New 
Developments in Geographic Education World- 
wide. 
ED 068 374// 
Instructional Objectives Exchange. Social Stu- 
dies (Geography). Grade K-9. 
ED 071 928// 
The Midwest. Grade Five (Unit Il). Resource 
Unit. Project Social Studies. 
ED 069 565 
The Problem of Hierarchy in the Objectives of 
Geography Teaching at the Pre-University 
Level. 
ED 073 957 
A Study of Fourth-Grade Productive Thinking 
Instruction in Two Content Areas: Language 
Arts and Geography. 
ED 079 720// 
A Study of the Use of Simulations and Games 
in Education with Special Reference to Geog- 
raphy. 
ED 068 392// 
The United States: An Overview. Grade Five 
(Unit 1). Resource Unit. Project Social Studies. 
ED 069 564 


Geology 
Activities for Studying Rocks and Soil, Grade 
Level 4-6. Environmental Education Series, 
Bulletin No. 247-E. 
ED 075 221 
Computer-Based Storage and Retrieval of 
Geoscience Information: Bibliography 1946-69. 
ED 076 203// 
How to Tell What's Underground. 
ED 077 648 
Instructional Objectives for a Junior College 
Course in Physical Geology. 
ED 067 081 
Intergovernmental Conference of Experts for 
Preparing an International Geological Correla- 
tion Programme (IGCP) (Paris, October 19-28, 
1971). Final Report. 
ED 067 227 
Introductory Geology: Aspects and Options. 
ED 079 043// 
Life in the Past - Biogeography, Science (Ex- 
perimental): 5314.16. 
ED 079 139 
Trends in American Geological Education Dur- 
ing the Critical Years, 1954-1969. 
ED 079 046// 


Geometric Concepts 

Activities in Geometry, Grades 4-6. 

ED 069 537 
Angle Measure. 

ED 069 529 
Angle Measure, Teacher's Guide. 

ED 069 530 
Congruent Transformations. A Workshop Ap- 
proach for Grade 9 Students. 

ED 070 646 


The Development of Spatial Awareness and 
Representation in Children. Final Report. 

ED 080 573 
The Effects of Information Concerning the At- 
tributes of Concept Instances and Recall of 
Relevant Subconcepts on the Level of Mastery 
of Certain Geometric Concepts. Working Paper 


45. 

ED 067 219 
Effects of Varying Concrete Activities on the 
Achievement of Objectives in Metric and Non- 
Metric Geometry by Students of Grades Five 


and Six. 

ED 069 518// 
An Exploratory Study of Teachers’ Application 
y3 Inductive es in Developing an 
y with Fifth and Sixth 





re) 
re cling 
ED 079 085// 

Geometric Excursions. 

ED 069 533 
Geometric Excursions, Teacher's Guide. 

ED 069 534 
Geometric Problem Solving Abilities of Chil- 
dren in the Primary Grades. 

ED 076 414 
Geometry [Sahuarita High School Career Cur- 
riculum Project}. 

ED 080 365 


The Influence of Visual Perception Upon the 
Development of Geometrical Concepts. 
ED 079 079// 
Introduction of Solids, Faces, Points and Lines, 
Synthesis. 
ED 070 645 
An _ Investigation of the Development of 
Selected Topological Properties in _ the 
Representational Space of Young Children. 
ED 075 198 
Measurement, Grades 4-6. 
ED 069 538 
Paper Folding for the Mathematics Class. 
ED 077 711 
Shadow Geometry Project. 
ED 077 687 
Similarity and Congruence. 
ED 069 535 
Similarity and Congruence, Teacher's Guide. 
D 069 536 
Soviet Studies in the Psychology of Learning 
and Teaching Mathematics, Volume 5, The 
Development of Spatial Abilities. 
ED 080 383// 
Where is the Point? 
ED 069 531 
Where is the Point? Teacher's Guide. 
ED 069 532 


Geometry 

The Certificate of Secondary Education: Ex- 
perimental Examinations--Technical Drawing. 
Examinations Bulletin No. 6. 

ED 068 478// 
A Comparison of the Postulational Structure of 
the Synthetic, Transformation and Vector Ap- 
proaches to Plane Geometry. 

ED 076 374// 


The Development and Use of a System to 
Analyze Geometry Teachers’ Questions. 
ED 077 745// 

Geometric Interpretations of Some 
Psychophysical Results. 

ED 079 357 
Geometry 2, Mathematics (Experimental): 
$218.22. 

ED 079 129 
An Introduction to Flow Proof. A Manual for 
Teachers. 

ED 075 229 
Learning Activity Package, Geometry. 

ED 069 506 
Student Attitudes Toward Geometry. 

ED 071 876 
Teaching Selected Geometry Topics Via a 
Computer System. 

ED 078 666 
Transformation vs. Non-Transformation Tenth- 
Grade Geometry: Effects on Retention of 
Geometry and on Transfer in Eleventh-Grade 
Mathematics. 

ED 069 515// 


Georgia 


Analysis of Atlanta Compromise School 
Desegregation Plan. 

ED 074 203 
Educational Trends of the Rural and Urban 
Population of Georgia. 

ED 080 254 


Evaluation: Coordinated Vocational Academic 
Education (1969-1970 and 1970-1971). 

ED 068 665 
Evaluation of the Youth Tutoring Youth Pro- 
gram, Summer 1972. Research and Develop- 
ment Report, Volume 6, Number 10. 

ED 075 560 
Georgia Guidebook: Job Placement Services. 

ED 072 248 
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gister. 
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and Second Sessions on the Study of the Edu- 
cation of Indian Children. 

ED 073 859 


International Standards. U.S. Metric Study Re- 
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Reforming School Finance. Studies in Social 
Economics, I. 
ED 079 856// 
A Review of Indian Education in North Amer- 
ica. 
ED 068 257 
The Role of Evaluation and Assessment Within 
the National Institute of Education. Report of a 
Planning Conference for the NIE Planning Unit 
(Washington, D.C., January, 1972). 
ED 072 S6l 
Royal Commission Brief on Education, Public 
Services and Provincial - Municipal Relations. 
ED 071 838 
Send Up More Sputniks. 
ED 078 621 
Television in the Philippines. 
ED 075 998 
United Nations Action for the Protection of the 
Human Environment. Reports of Action by the 
General Assembly (27th, New York, October 
and November, 1972). 
ED 073 932 
Vocational Student Organizations. 7th Report. 
ED 070 863 


Grade 1 
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Grade. 
ED 076 962 
Title VI-G, ESEA, Proposal for a Modified Pri- 
mary Program for Children with Learning Disa- 
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Schools. 
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ED 079 672// 
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Responses in a Group Directed Reading-Think- 
ing Activity. 


Subject Index 333 


ED 070 035// 

The Use of Comprehension Development 

Materials for Improving Comprehension 

Achievement with Fourth Grade Pupils. 

ED 078 379 

Variation in Language, Unit VI: Language Cur- 
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lum, Levels V-VI [Grades Five and Six]; 
Teacher's Guide and Supplementary Material. 
ED 075 834 
Individual Differences in Learning and Reten- 
tion. Final Report. 
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ED 075 792// 
Drama Curriculum--V and VI [Grades Five and 
Six], Teacher's Guides; Supplementary Materi- 
als: The Magic Drum, The Squire's Bride, The 
Fool of the World and The Flying Ship; The 
Cat Who Walked by Himself, The Story of 
Keesh. 
ED 075 852 
The Effects of Three Spelling Programs on the 
Spelling Achievement of Sixth Graders from 
Two Culturally Different Areas. 
ED 075 551 
English Language Arts Curriculum Guide, In- 
termediate Elementary Level; Grade 6. 
ED 079 753 
How Sentences Are Made: Language Curricu- 
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ED 070 056 
[Poctry: Literature Curriculum, Grades Five 
and Six; Teacher's Guide. | 
ED 075 849 
Relationships through Conservation. Plain 
Local Schools, Outdoor Education Program. 
ED 071 836 
Road Signs to Writing: Language Curriculum, 
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ED 074 111// 
The Use of Bibliotherapy among Sixth Graders 
to Affect Attitude Change toward American 


Negroes. 

ED 079 731// 
Use of the Cloze Procedure to Develop Com- 
prehension Skill in the Intermediate Grades. 
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Requirements. 
ED 075 677 
Work in America. Report of a Special Task 
Force to the Secretary of Health, Education, 


and Welfare. 
ED 070 738 


Job Skills 
Airplane Stewardess (air trans.) 352.878-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 
ED 068 564 


Applications of Videotape Resources in Man- 
power Development Programs. Final Report. 
ED 076 031// 
Asparagus Sorter (agric.; can. & preserv.; 
whole tr.) 529.687 (8-04.10)--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 
ED 069 769 


Assembler (elec. equip.) 826.884, Assembler, 
Electrical (elec. equip.) 826.884--Technical 
Report on Development of USTES Aptitude 


Test Battery. 

ED 069 647 
Assembler, Accessories (elec. equip.; elec- 
tronics) 729.887--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 068 545 
Assembler, Electrical Accessories I 7-00.921-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 072 064 


Assembler, Medical and Surgical Supplies (inst. 
& app.) 719.885-014; Medical and Surgical 
Supplies Assembler (inst. & app.) 719.885- 
022--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 059 


Assembler, Microwave Tube (electronics) 
725.884--Technical Report on Development of 
USES Test Battery. 

ED 067 408 
Assembler, Oil Filters (auto mfg.) 739.887-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 644 
Assembler, Small Products (any ind.) 739.887- 
034--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 643 
Attribute Ratings and Profiles of the Job Ele- 
ments of the Position Analysis Questionnaire 
(PAQ). 


ED 080 719 
Blown Plastic Container Machine Operator 
(fabric. plastic prod.) 556.885--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 067 412 
Body Maker Feeder (tinware) 616.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 628 


Book-and-Game-Line Attendant (print. & 
pub.) 926.887--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 415 
Business Occupational Profiles in an Agricul- 
tural Economy. An Investigation to Determine 
the Knowledge, Skills, and Attitudes Essential 
to Satisfactory Performance at the Job Entry 
Level as Office and Administrative or Manage- 
ment Trainee Personnel in Rural-Urban Areas. 

ED 079 543 
Cable Assembler (wirework) 709.884--Techni- 
cal Report on Development of USES Aptitude 


Test Battery. 
ED 068 539 


Cannery Mechanic (can. and _preserv.) 
638.281-022--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 626 
Carder (dental equip.) 712.887; Assembler 
(dental equip.) 712.887--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 068 542 
Card Tender (asbestos prod.; textile) 6-19.031- 
-Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 070 772 


Chemical and Metallurgical Technology- 
Technical Institute Training 008.--- and 011. --- 
--Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 773 


Chemical Operator (chem.) III 559.782-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 775 
Claim Adjuster (insurance) 1-57.40--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 069 


Coding Clerk (clerical) 219.388--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 068 541 
Coin-Vending-Machine Collector (bus. ser.) 
292.483--Technical Report on Development of 


USES Aptitude Test Battery. 
ED 067 413 


Cook, Short Order (Hotel & rest.) 314.381-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 636 


Correction Officer (gov. ser.) 372.868--Techni- 
cal Report on Development of USTES Ap- 
titude Test Battery. 

ED 072 05! 


Corrugator Operator (paper goods) 643.782-- 
Technical Report on Development of USES 


Test Battery. 
ED 067 411 


Counselor (profess. and kin.) Il 045.108-010-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 638 


Cross-Validation of the General Aptitude Test 
Battery and Development of a Weighted Appli- 
cation Blank for Computer Technology Trainee 


828.XX. 

ED 068 546 
Customer-Engineering Specialist (office mach.) 
828.281--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 648 


A Demonstration Program to Train 12-15 High 
School EMR Students in Key Punch Operation 
Using Individual Instruction. Final Report. 

ED 072 177 
Department Head-Buyer (ret. tr.) 299.138-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 551 


Development and Implementation of a Quality- 
Assured, Peer-Instructional Model. 
ED 070 929 


Development of a Simple Readability Index for 
Job Reading Material. 
ED 076 707 


Development of USES Aptitude Test Battery 
for Manager, Beauty Shop (per. ser.)-187.168. 
ED 078 069 
Development of USES Aptitude Test Battery 
for Covering-Machine Operator (textile)- 
68 1.885-030. Technical Report. 
ED 078 070 


Diesel Mechanic (any ind.) 625.281--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 068 554 
Dietary Aid (hotel & rest.; medical ser.) 
317.877-010--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 068 567 
Doffer (textile) 6-19.166--Technical Report on 
Standardization of the General Aptitude Test 


Battery. 
ED 070 771 


Electro-Mechanical Assembly Curriculum 
70XX; 72XX--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 068 557 
Electronics Foreman (electronics) 5-92.621 
(726.134)--Technical Report on Development 
of USES Aptitude Test Battery. 

ED 069 649 


Engineer (water trans.) 197.130--Technical Re- 
port on Development of USTES Aptitude Test 


Battery. 

ED 069 633 
Engineering Aid (press. & kin.) II 019.281-- 
Technical Report on USTES Aptitude Test 


Battery. 

ED 069 768 
Envelope-Machine Set-Up Man (paper goods) 
641.780--Technical Report on Development of 


USES Test Battery. 
ED 067 410 


Evaluation of Project Step-Up, Volume Il. 


Final Report. 
ED 069 972// 
Experimental Assembler (any ind.) 6-78.642-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 
ED 069 777 


Farm Hand, Dairy (agric.) 1 411.884--Techni- 
cal Report on Development of USES Aptitude 


Test Battery. 

ED 068 547 
Flexographic Press Man (print. & pub.) I 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 766 


Food-Service Supervisor (hotel and_ rest.) 
319.138-010--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 627 


Forester Aid (gov. ser.) 441.384--Technical 
Report on Development of USTES Aptitude 


Test Battery. 
ED 069 625 


Fourdrinier-Machine Tender (paper & pulp, 
wallboard) 539.782; Back Tender, Paper 
Machine (paper & pulp) 534.782--Technical 
Report on Development of USTES Aptitude 


Test Battery. 

ED 068 559 
Garment Looper (knit goods) 6-14.410-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 072 065 


Garment Packer (any ind.) 9-68.30--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 072 061 
Glass Blower, Laboratory Apparatus (inst. & 
app.) 4-65.440--Technical Report on Stan- 
dardization of the General Aptitude Test Bat- 


tery. 

ED 072 048 
Hand Sewer, Shoes (boot and shoe) 788.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 049 


Heat Treater (heat treat.) I 504.782-026 and II 
504.782-030--Technical Report on Develop- 
ment of USTES Aptitude Test Batteries. 

ED 067 416 
Hose Maker (rubber goods) 752.781-010-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 645 


Hospital-Admitting Clerk (medical ser.) 
237.368--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 409 





Identification of Common Content in Courses 
Offered by Various Vocational Services at the 
Secondary Level. Final Report. 

ED 075 622 


Illustrator (profess. & kin.) 141.081--Technical 
Report on Development of USTES Aptitude 


Test Battery. 
ED 068 566 
An Improved Differential Army Classification 


System. 

ED 070 933// 
Inspector (dental equip.) 712.887; Inspector, 
Plastic (dental equip.) 712.687--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 068 543 
Inspector, Assemblies and Installations (aircraft 
mfg.) 806.381--Technical Report on Develop- 


ment of USES Aptitude Test Battery. 
ED 067 419 


Inspector, Mechanical and Electrical (elec. 
equip.) 6-99.435--Technical Report on 
Development of USES Aptitude Test Battery. 
ED 069 652 
Insulation Worker (const.) 863.884--Technical 
Report on Development of USTES Aptitude 


ora ED 068 563 


The Interchangeability of Job Sample Tests and 
Job Knowledge Tests in Four Army Jobs. 

ED 073 130 
Intercom Serviceman (any Ind.) 5-83.418-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 072 066 


Isolated : “ac Program. Final Report 


on Phase 2 
ED 075 724// 
Knitting-Machine Operator (knit goods) 4- 
14.061--Technical Report. 
ED 069 780 


Lather (const.) 842.781-010--Technical Report 
on Development of USTES Aptitude Test Bat- 


tery. 
ED 069 770 
Lemon Picker (agric.) 404.887-018--Technical 


Report on Development of USES Aptitude Test 


Battery. 

ED 072 054 
Levers-Lace-Machine Operator (tex. prod., n. 
e. c.) 683.782--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 420 
Loader (can. & preserv.) 8-04.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 070 775 


Machine Operator, Mass Mailing (clerical) 
234.885 (1-25.411)--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 069 771 
Machinery Erector (engine & turbine; mach. 
mfg.) 638.281--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 632 
Maintenance Man, Building (any ind.) 5- 
83.611--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 053 


Manager, Restaurant or Coffee Shop (hotel & 
rest.) 187.168--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 068 556 
Meat Cutter (ret. tr.; whole. tr.) 316.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 052 


Mine-Machinery Mechanic (mining & quarry- 
ing) 620.281-078--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 069 642 
Model Maker (aircraft mfg.) I 693.381-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 635 


Molded-Goods Inspector-Trimmer (rubber 
goods) 759.687--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 630 
Multi-Moulding Unit Operator (dental equip.) 
712.884; Heater Operator (dental equip.) 
712.884--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 068 549 


Napkin Packager (paper goods) 920.885-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 767 


Occupational Therapist (medical ser.) 079.128- 
-Technical Report on Development of USES 
Aptitude Test Battery. 

ED 972 055 
Offset-Duplicating-Machine Operator (clerical) 
207.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 058 


Offset-Web-Press Man (print. & pub.), 4- 
48.033--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 650 


Operating Engineer (const.) II 859.883-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 072 046 
Packager, Machine (any ind.) 920.885--Techni- 
cal Report on Development of USTES Ap- 
titude Test Battery. 

ED 068 565 


Packer (Glass Mfg.) 8-65.01--Technical Report 
on Standardization of the General Aptitude 


Test Battery. ED 072 063 


Painter Automobile (auto serv.) 845.781-- 
Technical Report on Development of USES 
Aptitude Test Batteries. 

ED 067 417 
Pants Presser (any ind.) 363.782--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 068 540 
Parking Enforcement Officer (gov. ser.) 
375.588--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 068 568 


Part Programer, Numerical Control (mach. 
shop) 11 007.187--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 068 562 
Photograph Finisher (any ind.) I 976.886-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 631 


Photo-Offset Lithography (print. & pub.) 97-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 772 
Physical Therapist (medical ser.) 079.378-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 050 


A Pilot Program, Occupational Education for 
Students with Special Needs. 

ED 073 594 
Plaster Trimmer (dental equip.) 712.887; In- 
serter (dental equip.) 712.884--Technical Re- 
port on Development of USTES Aptitude Test 


Battery. 

ED 068 561 
Polisher (jewelry) 700.887--Technical Report 
on Development of USES Aptitude Test Bat- 


tery. 

ED 068 555 
Precision Lens Grinder (optical goods) 5- 
08.071--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 778 
Printer-Slotter Operator (paper goods) 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 764 


Printing Curricula 65XX; 97XX--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 068 552 
» Tin Cans (tinware) 
619. 380--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 765 


Programmer, Detail, Graphic Arts (clerical) 
219.388--Technical Report on Deveiopment of 
USTES Aptitude Test Battery. 

ED 069 637 


Quality Control Worker (can. & preserv.) 
529.387--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 422 


Radiation Monitor (profess. & kin.) 199.187-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 553 


Refrigeration and Heating Mechanic (any ind.) 
637.251-010--Technical Report on Develop- 
ment on USTES Aptitude Test Battery. 

ED 068 544 


Producti Mech 
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Rewinder Operator (paper goods) 640.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 068 560 
Room Clerk (hotel and rest.) 1-07.60--Techni- 
cal Report on Standardization of the General 
Aptitude Test Battery. 

ED 069 776 
Screw-Machine Set-Up Operator, Jobbing 
(mach. shop) 604.380-028--Technical Report 
on Development of USTES Aptitude Test Bat- 
tery. 

ED 069 640 
Set-Up Man, Sheet Metal (any ind.) 616.380-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 067 421 
Sewage-Plant Operator (any ind.), Water- 
Treatment-Plant Operator (waterworks) 
954.782; Sewage-Plant Operator (sanitary ser.), 
Waste-Treatment-Plant Operator (sanitary ser.) 
955.782, I 955.782--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 776 
Spooler Operator, Automatic (textile) 689.886- 
-Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 558 
Staffing and Training for eo ia Closed- 
Circuit Television. Working Paper 7 

ED 072 649// 

Stationary Engineer (any ind.) 950.782-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 072 057 


The Status of Vocational Education R, D, D, 
and E Personnel. Final Report. 

ED 079 533 
Steam-Power-Plant Operator (light, heat & 
power) 952.782-040--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 774 
Structural-Steel Lay-Out Man (any _ ind.) 
809.381-030--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 072 047 
The Structure of Three Instruments Intended 
for Police Selection. 

ED 068 572 
Surveyor (profess. & kin.) 0-64.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 070 773 
Taper (const.) 842.884--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 072 062 
Task Difficulty and Task Aptitude Benchmark 
Scales for the Mechanical and Electronics 
Career Fields. 

ED 076 856// 

Teacher Aid, Elementary School (education) 
099.368--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 414 
Technician, Aut ted Equi t (office 
mach.) 823.281--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 651 
Telephone Ad Taker (print. & pub.) 249.368-- 
Technical Report on USES Aptitude Test Bat- 
tery. 





ED 068 548 
That Extra Dollar in Later Life. Four Courses 
of Study. 

ED 069 952 
Traffic Device Maintainer (gov. ser.) 869.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 550 
Transportation Agent (air trans.) 912.368-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 774 
Tricot-Knitting-Machine Operator (knit goods) 
685.885--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 629 
Tube-Machine Operator (elec. equip.) 7- 
00.216--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 779 
Twister-Tender (asbestos prod; glass mfg.; 
synthetic fibers; textile) 681.885--Technical 
Report on Development of USTES Aptitude 


Test Battery. 
ED 069 639 
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Various Occupations in the Iron and Steel In- 
dustry. Technical Report on Development of 
USTES Aptitude Test Batteries. 

ED 072 056 


V-Belt Wrapper (rubber goods) 690.885-438-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 646 


Vending-Machine Repairman (bus. ser.; coin 
mach.) 639.381--Technical Report on Develop- 
ment on USES Aptitude Test Battery. 

ED 067 418 
Venetian Blind Assembler 6-39.55 1--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 068 


Vv ional Education Follow-Up Study: Busi- 
ness and Industrial Community Attitude 
Toward the Effectiveness of the Vocational 
Technical Program. Final Research Report. 
Part Il of Ill. 





ED 078 199 
Weighing Station Operator (gov. ser.) 0- 
95.906--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 072 067 
Welder, Production Line (welding) 812.884- 
018--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 634 


Wholesale Selling, a Distributive Education 
Manual and Answer Book. 
ED 074 244// 
Yarn Service Trainee (synthetic fibers) 
929.887--Technical Report on Development of 
USTES Aptitude Test Battery. 
ED 069 641 
Yarn Winder (any ind.) 6-19.117--Technical 
Report on Development of USES Aptitude Test 


Battery. 
ED 072 060 


JOBS NOW 
Coaching in a Manpower Project. Based on the 
Experiences of the JOBS NOW Project (Sep- 
tember 1966-January 1970). 
ED 070 826 


Job Tenure 
Steady-State Staffing in Tenure-Granting In- 
stitutions, and Related Papers. 
ED 076 549// 
Teacher Tenure. The Second Report of the 
Commission on Public School Personnel Poli- 


cies in Ohio. 

ED 076 501 
Teacher Turnover in School Divisions and Dis- 
tricts in Manitoba, 1971-107972. Occasional 


Paper No. 15. 
ED 077 872 


Tenure Under Attack: Myth and Fact in the 
Tenure Debate. 
ED 073 114 


What Is Tenure? A Critical Explanation. AFT 


Quest Report. 
ED 072 037 


Job Training 

1972 Post Season Rural Manpower Report. 

ED 080 225 
Administrators of Nursing and Personal Care 
Homes: Education and Training; United States 
- June - August 1969. 

ED 079 601 
Advertising, a Distributive Education Manual 
and Answer Book. 

ED 074 254// 

Allied Health Manpower: Education and Train- 
ing for New Demands. 

ED 067 468 
An Assessment of Cognitive Behavior of 
Economically Disadvantaged Young Adults in 
North Mississippi. 

ED 072 295 


Automated Apprenticeship Training (AAT). A 
Systematized Audio-Visual Approach to Self- 
Paced Job Training. 

ED 079 978 


Bilingual Training Sessions. (A — Listing 
Including Staff De p P 
under Title VII, ESEA). 

ED 078 720 


Breath Examiner Specialist Instructor Training 
Institute. Final Report. 





ED 069 928 
Construction of a Self-Instructional Course for 
the R M it System. Research, 
Development, Test and Evaluation, Navy. 





ED 076 882// 

Cooperative Education: Answers to Questions 
on Vocational and Technical Education 

ED 074 227 

A Coordinated Training Program for New 


Agents. 

ED 066 643 
Education and Training, Ten Years of Progress. 
Annual Report. 

ED 075 707 


Effects of Task Index Variations on Training 
Effectiveness Criteria. 

ED 073 237 
Employee Training in the Federal Service; 
Fiscal Year 1972. 

ED 079 610 


Evaluation of the MDTA Institutional In- 
dividual Referral Program. Final Report. 
ED 069 849 
Evaluation Results for the Los Angeles 


Women's Job Corps Center. 
ED 075 524 


Four Corners Regional Project for Vocational 


Education in Arizona. Final Report. 
ED 076 835// 
Fulfilling the Potential of NYC-2: Using 
Government Agencies for Training the Disad- 
vantaged for Employment in Public and Private 
Sectors: Il. The Consortium Model. 
ED 075 638// 
A History of Manpower Development Training 
in Tennessee, 1962-1969. 
ED 072 229 


An Impact Evaluation of the Work Incentive 
Program. Volume II: Data Analyses and 
Findings. Final Report. 

ED 078 144// 


Impact of Career Development Program Upon 
Local Coordinators. Final Report. 
ED 078 260// 
Implementing Law Enforcement Training: A 
Suggested Basic Training Program. 
ED 072 210 
Institutional Manpower Development and 
Training in New York State. Annual Report 
(July 1, 1970-June 30, 1971). 
ED 068 643 


Integrated Surface Mining and Reclamation 
Techniques: A Curriculum for Training Surface 
Mining Personnel. 

ED 076 782 


Introduction to Sonar, Navy Training Course. 
ED 070 572 
Job Education: An Educational Work Ex- 
perience Program, 1968-1971. 
ED 073 233 


Job Training: The WIN Program for Welfare 


Mothers. 
ED 074 319 


Major Stages of Development, 1966-1972. 
ED 068 699 
Manpower Development and Training Act Out- 
comes Study. Final Report. 
ED 074 291// 


Matching Armed Forces Training to Civilian 
Jobs. 


ED 068 849// 
Maximizing Your Training Efficiency: The Ap- 
plication of Behavioral Principles to Job _ 
ing. Training Manual for Work Superviso: 

ED 076 | 837// 


Meeting Our Enemies: Career Education and 
The Humanities. 
ED 073 329 


Mobilization for Youth’s New Model for Sub- 
professional Training: Its Impact on New York 
City’s Health Services. 

ED 072 199 


New Careers Program Assistance Bulletin, 
February 1969-September 1970. 
ED 074 297// 


Problems in the Application of Behavior 
Modification Principles for Teaching Job- 
Required Behaviors to Disadvantaged Man- 
power Trainees. Special Report. 

ED 075 656// 


Program IMPACT: Community Service and 
Continuing Education, Higher Education Act 
of 1965 -- Title I. South Carolina Fiscal Year 
1972. Annual Report. 

ED 076 861 


Proposals for an Organizational Model, Job 
Descriptions, and Training Programs for the 
Supporting Staff of School Library Media 


Systems. 
ED 067 112 


Recruiting: Making the Open Door a Reality. A 
Report on the National Dissemination Project 
for the Community Colleges. 

ED 077 488 


Selected References for Background Reading 
in Security Education. 

ED 073 353// 
SNAP/SMART II. Final Report. 

ED 070 861// 
Socanic Coaching Manual. 

ED 074 219// 
Special Project Grants Awarded for Improve- 
ment in Nurse Training. A Listing. 

ED 072 296 

Special Youth Employment and Training 
Schemes for Development Purposes. Keport 


No. 1 

ED 073 299 
Special Youth Employment and Training 
Schemes for Development Purposes. Report 


No. 2. 
ED 073 300 
Staffing and Training for Educational Closed- 
Circuit Television. Working Paper 7. 
ED 072 649// 
Strengthening Manpower Programs for 
Spanish-Speaking Americans. Report of the 
Department of Labor Study Group on Man- 
power Needs of Spanish-Speaking Americans. 
ED 075 626 
A Study of the Effectiveness of Selected Out- 
of-School Neighborhood Youth Corps Pro- 
grams (A Study of Selected NYC-1 Projects). 
ED 069 911 
A Summary and Evaluation of Public Service 
Careers: Plan ““‘B” (PSC-B). 
ED 068 661 
Summer Employment Training and Develop- 
ment Programs Idea 
ED 080 782 


Training and Skill Acquisition: A Pilot Case 


Study. 
ED 069 864 
Training Blind Persons to Work as Taxpayer 
Service Representatives for Internal Revenue 
Service. Final Report of a Demonstration Pro- 
ject (March 1967-May 1971). 
ED 070 858// 


Training in Business, Industry and Government. 
The Educational Technology Reviews Series. 
Number Twelve. 

ED 073 626// 


The Universe of Need for Occupational Educa- 
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The Role of Biomedical Librarians in a Local 
Basic Unit Library Organization. 
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the State of Utah. Summary Report, 1971-72. 

ED 076 255 
Kansas Guidelines for the Supervision of 
School Library Media Programs. 

ED 066 902 


Library Job Descriptions; Examples Covering 
Major Work Areas. 

ED 078 845 
Library Laws of Texas. 

ED 069 280 
Library Systems Engineering: An Introduction. 





ED 068 111 
National Commission on Libraries and Infor- 
mation Science Public Hearing; Chicago Re- 
gional Hearing (September 27, 1972). 

ED 068 143 
National Commission on Libraries and Infor- 
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port on the Acquisition Function. 
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ED 078 873 
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Oregon Public Libraries. 

ED 069 300 
The Organisation of Audiovisual Materials in 
Education, A Bibliography: No. 2, 1968-1972. 

ED 078 864 
The Public Television Library Policies and 
Procedures Manual 1971. 

ED 077 208 





452 Subject Index 


Reader Development Program: Annotated 
Bibliography. Supplement Two. 
ED 074 318 
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ED 070 456 
Annual Report of the Southwestern Library In- 
terstate Cooperative Endeavor (SLICE) Project 
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Family as Determinants of Adol Orienta- 
tion to Achievement. The Arnold and Caroline 
Rose Monograph Series in Sociology. 
ED 073 184// 
Socioeconomic Background and Educational 
Performance. The Arnold and Caroline Rose 
Monograph Series in Sociology. 
ED 073 197// 


American Television and Communications 
Corp., New York, N.Y. 
A Story About People. 





ED 076 012 
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American Univ., Washington, D.C. Foreign 


Area Studies. 
Area Handbook for the People’s Republic of 


China. 
ED 080 414 


American Vocational Association, 


Washington, D.C. 
Adult Distributive Education. 

ED 075 649 

Convention Proceedings Digest (Chicago, Il- 
linois, December 1-6, 1972). 

ED 079 $31 


A National Status Study of Industrial Arts 


Teacher Education. 
ED 069 886 


The Role of Industrial Arts in Career Educa- 


tion. 
ED 075 650 
The Role of Postsecondary Occupational Edu- 


cation. 
ED 075 651 


American Vocational Association, 
Washington, D.C. Committee on Research 
in Agricultural Education. 
Summaries of Studies in Agricultural Education 
Pacific Region, 1971-72. An Annotated 
Bibliography of Studies in Agricultural Educa- 


tion. 
ED 078 164 


American Vocational Association, 
Washington, D.C. Health Occupations 
Education Div. 
National Invitational Conference to Promote 
Collaborative Efforts for Health Manpower 
Preparation and Utilization (Chicago, Ill., May 
1-3, 1972). Summary Report. 
ED 072 231 


Americas Unidas, Los Angeles, Calif. 
Americas Unidas; Pilot Broadcasting Program 
Los Angeles, California. 

ED 074 722 


Ames Public Schools, Iowa. 
Teacher Resource Guide, Project ECO. 
ED 080 344 


Amos de Shalit Science Teaching Centre 
(Israel). 
Annual Report on Activities, Israel Science 
Teaching Centre 1971-1972. 
ED 076 386 


Anchorage Borough School District, Alaska. 

Emphasis: Identification. 

ED 075 101 
Emphasis: Prescription. 

ED 075 102 
Emphasis: Prevention. 

ED 075 103 
Title VI-G, ESEA, Proposal for a Modified Pri- 
mary Program for Children with Learning Disa- 
bilities. (Abstract and Narrative Sections). 

ED 075 100 


Androscoggin County Task Force on Social 
Welfare, Inc., Lewiston, Maine. 
The Detection and Remediation of Learning 


Disabilities. Progress Report. 
ED 079 878 


Animal and Plant Health Inspection Service 
(DOA), Washington, D.C. 
Communicating with “Neglected” Farmers on 


Regulatory Programs. 
ED 072 349 


Ann Arbor Public Schools, Mich. 
Project Scarlett: A Demonstration Middle 

School Career Exploration Project. 
ED 072 O11 


Anne Arundel County Board of Education, 
Annapolis, Md. 
Administrative Needs for Career Education. 
ED 072 292 
Unified Science Approach K-12, Proficiency 
Levels 1-6. 
ED 079 054 
Unified Science Approach K-12, Proficiency 
Levels 7-12. 
ED 079 055 
Unified Science Approach K-12, Proficiency 
Levels 13-21 and Semester Courses. 
ED 079 056 


Antelope Valley Coll., Lancaster, Calif. 
Cost of Evaluating Faculty Performance at An- 
telope Valley Community College for the 1972- 
1973 School Year. 
ED 076 187 


Anthology Film Archives, New York, N.Y. 
Film Program Notes from the Current Holdings 
of the Anthology Film Archives; Outlines of 41 


Films. 
ED 078 483 


Appalachia Educational Lab., Charleston, 
W. Va. 
The Application of a Model for the Evaluation 
of Educational Products. 
ED 080 606 


The Application of an Evaluation Model to a 
Preschool Intervention Program. 
ED 080 608// 


The Application of the Evaluation Model to a 
Career Education Product. 
ED 080 610// 
Demonstration of Home-Oriented Early Child- 
hood Education Program. Final Report. 
ED 069 391 
An Evaluation Model for a Regional Educa- 
tional Service Agency: Construction in a 
Product Development Setting. 
ED 080 609// 
Facilitating Career Development Through 
Decision-Making: A Pilot Study. 
ED 079 663 


Home-Oriented Preschool Education: Program 
Overview and Requirements. 
ED 072 843 


A Model for the Evaluation of Educational 


Products. 
ED 080 607// 


Appalachian Developing Institutions 
Consortium. 
Community College and Technical Institute 
Follow-Up Study of Students Enrolled During 
One or More Quarters. Fall, 1970 to Fall, 
1971. 
ED 072 770 
Five-Year Alumni Study of Community College 
and Technical Institute Students. 1966-67 to 


1970-71. 

ED 072 769 
A Report on the Survey of High School Stu- 
dents’ Educational Plans and Opinions Relating 
to the Area Two-Year Institutions. 

ED 072 768 


Appalachian Regional Commission, 
Washington, D.C. 
1971 Annual Report of the Appalachian Re- 
gional Commission. 
ED 068 255 


1972 Annual Report of the Appalachian Re- 
gional Commission. 
ED 077 604 


Appalachia - An Economic Report: Trends in 
Employment, Income and Population, July 


1972. 

ED 068 254 
Appalachia: A Report by the President’s Ap- 
palachian Regional Commission, 1964. 

ED 076 290 


Appalachia Education for Tomorrow. Summary 
and Recommendations. A Report to the Ap- 
palachian Regional Commission from the Edu- 
cation Advisory Committee. Report 1. 

ED 076 288 
The Appalachian Experiment, 1965-1970. 

ED 076 289 


Appalachian State Univ., Boone, N. C. Dept. 
of Administration, Supervision and Higher 
Education. 
Student Develop it: In Concept and Practice 
in the Community College. 





ED 068 098 


Applied Behavioral Research, Inc., Grand 
Rapids, Mich. 
Achieving Manpower Goals Through More Ef- 
fective Employer Services Programs. Final Re- 


port. 
ED 078 175 
Employer Services Activities and Manpower 
Policy. Interim Report. 
ED 075 589// 
Guidelines for Installing and Maintaining an Ef- 
fective Employer Services Program Locally. 


Final Report. 
ED 078 176 


Applied Management Sciences, Inc., Silver 
Spring, Md. 
Staffing Patterns in American Education, 1973. 
ED 077 866 


Applied Mechanics Reviews, San Antonio, 
Tex. 
TOC: Table of Contents Practices of Primary 
Journals--R dati for Monolingual, 
Multilingual! and International Journals. 
ED 075 042// 


Applied Psychological Services, Inc., Wayne, 
Pa. 
Nonverbal and Culture Fair Performance Pre- 
diction Procedures: I. Background, Test 
Development, and Initial Results. 
ED 069 726 
Some Techniques for the Evaluation of Techni- 
cal Training Courses and Students. 
ED 073 373// 
Training Evaluation and Student Achievement 
Measurement: A Review of the Literature. 
ED 066 893 


Applied Science Associates, Inc., Valencia, 
Pa. 
Automated Apprenticeship Training (AAT). A 
Systematized Audio-Visual Approach to Self- 
Paced Job Training. 
ED 079 978 


Instructional Strategies for a Performance 
Oriented Technician Course. Final Technical 
Report July 71-September 72. 

ED 077 193 


Arapahoe Community Coll., Littleton, Colo. 
Graduate Questionnaire, Evening Students 
Questionnaire, [and] Non-Returning Students 
Questionnaire. 

ED 077 500 


Arctic Inst. of North America, Montreal 
(Quebec). 
Man in the North Technical Paper. Education 
in the Canadian North, Three Reports: 1971- 


1972. 
ED 077 619 
Man in the North Technical Paper. Education 
in the Canadian North, Report One: Communi- 
ty-Guided Education. 
ED 077 620// 


Man in the North Technical Paper. Education 
in the Canadian North, Report Two: Ap- 
prentice Teachers. 

ED 077 621// 


Man in the North Technical Paper. Education 
in the Canadian North, Report Three: Southern 
Teachers for the North. 

ED 077 622// 


Man in the North Technical Paper: Saglouc 
Community Center Study. 





ED 077 632 . 


Arizona Commission of Indian Affairs, 
Phoenix. 
Annual Report of the Arizona Commission of 
Indian Affairs, 1968-1969. 
ED 073 873 
Arizona Commission of Indian Affairs Annual 
Report, 1971-72. 
ED 068 217 


Tribal Directory, 1973. Arizona Commission of 
Indian Affairs. 
ED 077 624 


Arizona English Teachers Association, 
Tempe. 
Adolescent Literature, Adolescent Reading and 
the English Class. 
ED 068 991 


Elective Programs in English. 
ED 068 929 


The Many Faces of Language Teaching in the 


English Classroom. 
ED 076 984 


Arizona State Dept. of Education, Phoenix. 
Arizona’s Migrant Child Education Teacher 


Exchange. 
ED 068 214 


Counselor Ideas in Action. 
ED 070 988 
Educational Needs Assessment Program for 


Arizona. 

ED 077 935 
The Eloy Story. A Report from the Eloy Ele- 
mentary School Summer Migrant Program for 





Kindergarten Through Second Grade Level 


Children. 
ED 067 217 
The Extended School Year. (An Information 


Packet.) 
ED 072 531 


The Myers Demonstration Library, An ESEA 
Title Ill Project. 
ED 078 875 


School District Guidelines for the Extended 


School Year. 

ED 072 530 
The Somerton Story: Part Ill. A Progress Re- 
port on the Somerton Demonstration School 
for Migrant Child Education. 

ED 067 216 


Arizona State Dept. of Education, Phoenix. 

Div. of Equal Educational Opportunities. 
Racial-Ethnic Distribution of Public Schools: 
Pupils and Employees. Racial-Ethnic Survey, 
Division of Equal Educational Opportunities, 
Arizona Department of Education, 1970-71. 

ED 071 822 

Racial-Ethnic Survey: Pupils and Employees. 
Division of Equal Educational Opportunities, 
— Department of Education. Spring 
1 . 


ED 071 809 


Arizona State Dept. of Education, Phoenix. 
Div. of Special Education. 
Administrator’s Guide; Programs for Excep- 
tional Children. 
ED 073 593 


Arizona State Dept. of Education, Phoenix. 
Div. of Vocational Education. 
Four Corners Regional Project for Vocational 
Education in Arizona. Final Report. 
ED 076 835// 


Arizona State Dept. of Library and 
Archives, Phoenix. 


State of Arizona 
1972/73 -- 1976/1977. 


Long-Range Program, 


ED 073 770 


Arizona State Dept. of Public Instruction, 
Phoenix, Div. of Indian Education. 
The Division of Indian Education of the 
Arizona Department of Education to the Bu- 
reau of Indian Affairs. 1971-1972 Annual Re- 


port. 
ED 068 259 
The Testing of Bicultural Children. 
ED 077 977 


Arizona State Dept. of Vocational 
Education, Phoenix. 
Annual Industrial Arts Report (Fiscal Year 


1972). 
ED 070 895 


Arizona State Employment Security 
Commission, Phoenix. 
Arizona Basic Economic and Manpower Data. 
ED 072 240 


Arizona State Univ., Tempe. 
Parent-Child Educational Centers: A Facility 
for Early Childhood Education Ages, Infancy 
to Seven Years. 
ED 069 034 


Socio-Economic and Other Variations Related 
to Rehabilitation of Mexican Americans in 
Arizona. Final Report. 

ED 073 888 
Workshop in the Education of the Exceptional 
Child. 

ED 071 229 


Arizona State Univ., Tempe. Bureau of 
Educational Research and Services. 
Attitudes of Arizona Educators Toward Sex 
Education. 
ED 067 452 
Guidelines for Establishing or Reorganizing a 
Very Small, Individualized Secondary School. 
A Summary of a Doctoral Dissertation by 
Rowland R. King. Research Reports on Educa- 
tional Administration, Volume III, No. 6, 1973. 
D 079 012 
Report of the State Educational Needs Assess- 
ment Project of Arizona, Volume 1. 
ED 080 618 
Report of the State Educational Needs Assess- 
ment Project of Arizona, Volume 2. 


ED 080 619 


Arizona State Univ., Tempe. Coll. of 
Education. 
The Use of Inferred Objectives with Instruc- 


tional Films. 
ED 072 643 


Arizona State Univ., Tempe. Dept. of 
Educational Administration and 
Supervision. 
Guidelines for Establishing or Reorganizing a 
lized-Secondary School in 


Very Small Individ 
an Isolated Community. 





ED 079 013 


Arizona State Univ., Tempe. Dept. of 
Educational Psy: é 
Types of Bilingualism and Performance of 
Navaho Children in School, Phase Il. Final Re- 
port. 
ED 072 706 
Arizona State Univ., Tempe. Instructional 
Resources Lab. 
Aspects of Transfer that Relate to the Develop- 
ment and Design of Instructional Materials. 
ED 075 045// 
Critical Components of Flight Instruction as 
Perceived by Instructor Pilots and Student 
Pilots. 
ED 079 567// 
Feedback in Group Instruction. 
ED 075 044// 
Feedback in Instruction; A Review and Sug- 
gestions for Further Research. Cues, Feedback, 
and Transfer in Undergraduate Pilot Training. 
ED 077 198 
The Generation of Cues Based on a Maneuver 
Analysis. Technical Report. 
ED 079 566// 
Model and Procedure for an Objective 
Maneuver Analysis. Technical Report. 
ED 079 568// 


Arizona Univ., Tucson. Arizona Center for 
Early Childhood Education. 
Intellectual Skills: An Emerging Concept for a 
Changing Society. 
ED 072 839 


Arizona Univ., Tucson. Arizona Center for 
Educational Research and Development. 
Development of Situational Task Methodology 
for the Evaluation of Process Outcomes in the 
Open Classroom. 
ED 073 837 
Intensive Evaluation of Head Start Implementa- 
tion in the Tucson Early Education Model. 
ED 071 778 
An _ Investigation of Independent Child 
Behavior in the Open Classroom: The Class- 
room Attitude Observation Schedule (CAOS). 
ED 073 828 
Vicarious Influences on Children’s Creative 
Behavior. 
ED 075 089 


Arizona Univ., Tucson. Bureau of 
Educational Research and Service. 


Basic Record Repertoire for Small Libraries. 
ED 070 457 


Arizona Univ., Tucson. Cooperative 
Extension Service. 
If You’re Young and Black... A Report of a 
Summer Program with Black Male Youth in 
Tucson, Arizona, with Recommendations for 
Program Development. 
ED 079 445 


Arizona Univ., Tucson. Dept. of Educational 
Cc ° 

Linguistic Development among Mexican-Amer- 

ican and Anglo Primary Students in the Public 


Schools. Final Report. 
ED 073 480 


Arizona Univ., Tucson. Dept. of Secondary 
Education. 


A Joint Educational Venture--The Professional 
Semester Program. 
ED 073 107 


Arizona Univ., Tucson. Environmental 
Research Lab. 
Basic Gulf Arabic Based on Colloquial Abu 


Dhabi Arabic. 
ED 070 357 
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Beginning English: A Basic Course for Arab 
Students. 
ED 070 358 


Arizona Univ., Tucson. Office of 
Institutional Studies. 
A Study in Persistence: Attrition and Gradua- 


tion Rates at the University of Arizona. 
ED 070 409 


Arkansas Enterprises for the Blind, Inc., 
Little Rock. 
Training Blind Persons to Work as Taxpayer 
Service Representatives for Internal Revenue 
Service. Final Report of a Demonstration Pro- 
ject (March 1967-May 1971). 
ED 070 858// 


Arkansas Library Commission, Little Rock. 
A Long Range Program for Library Develop- 
ment in Arkansas, 1972-1977. 

ED 069 322 


Arkansas Polytechnic Coll., Russelville. 
Comparison of Anticipation and Study-Test 
Procedures of Paired-Associate Learning by 
Children. Final Report. 

ED 066 703 


Arkansas Scientific Associates, Inc., North 
Little Rock. 
Survey of Child Care Among Women Working 
in Industry in Arkansas and a Day Care Pro- 


gram for These Women. Final Report. 
ED 075 587// 


Arkansas State Dept. of Education, Little 
Rock. 
Behavioral Objectives: Language and Litera- 
ture, Grades K-12. 
ED 079 763 
Drop-In Mathematics. 
ED 080 328 
Drop-In Mathematics, Teacher’s Manual. 
ED 080 329 
A Foreign Language Educator Looks at Career 
Education. 
ED 073 722 
Lighting the Way for Learning: A Teacher's 
Handbook of Practical Approaches and 
Techniques for Oral-Graphic Symbolic Lan- 


guage Acquirement. 
ED 071 819 


Arkansas State Dept. of Education, Little 
Rock. Div. of Instructional Services. 
References for Vocational rientation in the 


Elementary Grades. 
ED 074 272 


Arkansas State Dept. of Education, Little 
Rock. Div. of Vocational Education. 
Training Nurse’s Aides to Become Licensed 
Practical Nurses in Isolated Rural Hospitals. 
Final Report (May |, 1971-April 30, 1972). 
ED 070 818 


Arkansas State Dept. of Education, Little 
Rock. Div. of Vocational, Technical and 
Adult Education. 
Arkansas Vocational Education Leadership 
Development Extern Program. Final Report 
(February 15, 1971-June 30, 1972). 
ED 070 827 
Career Awareness. A Teacher’s Guide for Ele- 
mentary Grades. 
ED 073 254 
The Development of Vocational Orientation 
Packets for Use by Teachers in the Elementary 
Schools. (May 1, 1971-June 30, 1972). Final 
Report. 
ED 070 851 


Arkansas State Dept. of Higher Education, 
Little Rock. 
Arkansas Educational Research Development 
Project. Final Report. 
ED 071 634 
Arkansas’s Need for Community Junior Col- 
leges. 
ED 078 831 
Further Development of Arkansas Higher Edu- 
cation. 
ED 078 832 
Arkansas Univ., Fayetteville. Coll. of 
Education. 
A Guide to the Coordination of Supportive 
Services for Vocational Education Student 





ED 075 575 
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Arkansas Univ., Fayetteville. Dept. of 
Vocational Education. 
Arkansas Vocational Educati Leadership 
Development Extern Program. Final Report 


(February 15, 1971-June 30, 1972). 
ED 070 827 


Arlington County Public Schools, Va. 
{Arlington Public Schools Evaluation Design 
for Special Education Programs and Services. ] 

ED 072 577 


Army Engineer Waterways Experiment 
Station, Vicksburg, Miss. Research Center 
Library. 
Non-Computer Mechanized Support Equip- 
ment for Libraries. 
ED 068 135// 


Army Foreign Science and Technology 
Center, Charlottesville, Va. 
Problem of Automatic Thesaurus Construction 
(K Voprosu Ob Avtomaticheskom Postroenii 
Tezarusa). Subject Country: USSR. 
ED 069 292// 


Army Library, Washington, D.C. 
Theses and Dissertations in the Holdings of the 
Army Library. Third Revised Edition. 
ED 071 854 


Army Medical Research Lab., Fort Knox, 

y- 
Effects of Irrelevant Colors on Reading of 
Color Names: A Controlled Replication of the 
“Reversed-Stroop” Effect. Progress Report. 

ED 071 033// 
The Stroop Phenomenon and Its Use in the 
Study of Perceptual, Cognitive and Response 
Processes. 





ED 071 032// 


Army Missile Command, Redstone Arsenal, 
Ala. 
Study of the Effectiveness of a Cooperative 


Education Program. 
ED 067 034 


Army Signal Center and School, Fort 
‘ Monmouth, N.J. 
An Instructional Model for Computer Assisted 
Instruction. Technical Report. 
ED 074 695// 


Instructional Programming Guide For Com- 
puter Assisted Instruction. Technical Report. 
ED 074 697// 
A Summative Evaluation of Computer Assisted 
Instruction in U. S. Army Basic Electronics 
Training. Technical Report. 
ED 074 699// 


Army War Coll., Carlisle Barracks, Pa. 
An Army for Action: A Domestic Assistance 


Program. Monograrh. 
ED 079 602// 


The Army’s Search for Tomorrow--Why Not a 


Domestic Service Corps. 
ED 079 605// 


The Case for Establishing Improved in-Service 
Educational Opportunities for the Volunteer 
Army Enlisted Man. 

ED 079 580// 


Financial Assistance for Federally Affected 


Schools. A Monograph. 

ED 079 872// 
Improving Training Assistance from Army 
Schools to Army Training Managers. 

cos 079 581// 


New Uses of Psychology in the Arm 
ED 079 606// 


The Systems Approach to Education. 
ED 079 873// 


Arnold (Walter M.) Associates, Inc., 
Arlington, Va. 
Examination of Patterns of Career Training by 
Levels for Program and Population Duplication 


in Ilinois. 
ED 079 542 


Ashland Coll., Ohio. 
Case Study. Operation: Cooperation Ashland 
College -- Ashland City Schools. 
ED 075 415 


Asian Regional Inst. for School Building 
Research, Colombo (Sri Lanka). 
School Building Design Asia. 
ED 079 820 


ASIA Society, New York, N.Y. 
Asia: A Guide to Basic Books. 
ED 080 393 


Asia: A Guide to Books for Children. 
ED 080 389 
Asia: A Guide to Paperbacks. Revised Edition. 
ED 080 443 
Asia: A Guide to Traveling Exhibitions and 


— ED 080 390 


A Guide to Asian Collections in American 


Museums. 
ED 080 388 


A Guide to Films, Filmstrips, Maps and Globes, 
Records on Asia. [and] Supplement, Including 
a New Section on Slides. 

ED 080 387 


An Introduction to Asian Music. 
ED 080 391 


An Introduction to the Dance of India, China, 
Korea, Japan. 
ED 080 392 
Aspen Inst. for Humanistic Studies, Palo 
Alto, Calif. 
Communications and Society; Summary Report 
On The Conference On The Cable and Con- 
tinuing Education. 
ED 076 008 


The Financing of Public Television. 
ED 067 891 


Aspen Inst. for Humanistic Studies, Palo 
Alto, Calif. Program on Communications 
and Society. 

Aspen Notebook on Government and the 


Media. 
ED 077 257// 


Associated Colleges of the St. Lawrence 


Valley, Potsdam, N. Y. 
Consortium Approach to Stimulating Educa- 


tional Research. Final Report. 
ED 080 516 


Associated Independent Electrical 
Contractors of America, Inc., Austin, Tex. 
National Pattern Standards of Apprenticeship 
and Training for Electricians. 
ED 080 730 


Association for Asian Studies, Columbus, 
Ohio. Service Center for Teachers of Asian 
Studies. 
Problems and Opportunities in Improving 
Secondary Education About China. Service 
Center Paper on Asian Studies #5. 
ED 074 002 


Association for Childhood Education 


International, Washington, D.C. 
Children are Centers for Understanding Media. 
ED 079 939// 


When Children Move From School to School. 
ED 072 378 


Association for Educational 
Communications and Technology, 


Washington, D.C. 
Evaluative Checklist: An Instrument For Self- 


Evaluating An Educational Media Program In 
Colleges And Universities. 
ED 078 653 


Evaluative Checklist: An Instrument for Self- 
Evaluating an Educational Media Program in 
School Systems. 

ED 078 654 


Extending Education Through Technology. 
Selected Writings by James D. Finn On Instruc- 
tional Technology. 

ED 071 407 


Guidelines for Certification of Media Spe- 
cialists. Extended Version. 
ED 074 718 


Renewing the Link Between Communications 
and Educational Technology. 
ED 071 386// 


Association for Educational Data Systems, 


Washington, D.C. 
The AEDS Large School System Survey. Re- 


port of Findings. 
ED 073 679 


Layman’s Guide to the Use of Computers. 
ED 071 385 


Association for Humanistic Psychology, San 
Francisco, Calif. 
Association for Humanistic 
Newsletter. Volume 8, Number 6. 
ED 068 405 


Association for Innovation in Higher 
Education, St. Petersburg, Fla. 
Report on 4-1-4 Evaluation Research. 
ED 077 317 


Association for Supervision and Curriculum 
Development, Washington, D.C. 
Beyond Jencks: The Myth of Equal Schooling. 
ED 077 132 


The Changing Curriculum: Mathematics. 
ED 072 975 


Children’s Social Learning: Implications of 
Research and Expert Study. 
ED 075 071 


Curriculum Change: Direction and Process. 
ED 072 535 


Psychology 


Curriculum Materials 1973. 
ED 075 356 


Differentiated Staffing. 
ED 076 586 


Educational Accountability. Beyond Behavioral 
Objectives. 
ED 067 381 


Education for Peace: Focus on Mankind. 
ED 077 800// 


Human Variability and Learning. 
ED 073 408 


Influences in Curriculum Change. 
ED 072 536 


Juvenile Delinquency: Research, Theory, and 


Comment. 
ED 073 402 


Learning More About Learning. Papers from 
the Third ASCD (Association for Supervision 
and Curriculum Development) Research In- 


stitute. 

ED 072 429 
A Man for Tomorrow’s World. 

ED 072 533 
New Dimensions in Learning: A Multidiscipli- 
nary Approach. 

ED 073 393 


Nurturing Individual Potential. 
ED 073 405 


Observational Methods in the Classroom. 
ED 077 146 


Open Schools for Children. 
ED 069 035 


The School of the Future -- Now. 
ED 072 534 


Supervision in a New Key. 
ED 079 812 


Association Internationale de Linguistique 
Appliquee, Stuttgart (West Germany). 
International Congress of Applied Linguistics: 
Congress Abstracts (3rd, Copenhagen, August 
21-26, 1972). 
ED 074 796 


Association of American Colleges, 
Washington, D.C. 

Elements Involved in Academic Change. 
ED 070 365 
A Feminist Approach to the Women's College. 
ED 071 561 

Report on Time-Shortened Degree Ping 
D 076 097 
inted Campus 





The Role of Institutionally 
Professional Religious Lediocitie. 
ED 077 342 


The Role of Professional Religious Leadership 
in Colleges and Universities. 
ED 076 096 


Association of American Geographers, 
Washington, D.C. 
Computerized Instruction in Undergraduate 
Geography. 
ED 066 858// 


Association of American Geographers, 
Washington, D.C. Commission on College 





y- 
Challenge and Change in College Geography. 
ED 067 326 


Director’s Evaluation Report on the Law 
Teaching Clinic of 1971. 
ED 067 995 





Association of American Medical Colleges, 
Washington, D. C. 
Minority Student Opportunities in United 


States Medical Schools 1971-1972. 
ED 067 001 


OVIS--A Non-Predictive Device. 
ED 069 712 


Association of Cinema Labs., Alexandria, 


Va. 
nance ec Gunn te Standards and 
Motion Picture Laboratory Ser- 


ey Third pho 
ED 072 644// 


Association of Coll. and Research Libraries, 
Chicago, Ill. 
Academic Library Bibliographic Instruction: 
Status Report 1972. 
ED 072 823 


Association of Coll. and Univ. Housing 
Officers, Columbia, Mo. 


Apartment Type College Housing. 
ED 068 059 





Meeting The Challenge. 
ED 067 062 


Association of Commonwealth Universities, 
London (England). 
Higher Education in the United Kingdom. A 
Handbook for Students from Overseas and 
Their Advisers. 
ED 071 552// 


Association of Community Coll. Trustees, 
Washington, D.C. 
Community College Board of Trustees and 
Negotiations with Faculty 
ED 080 116 


Association of Data Processing Service 
Organizations, New York, N.Y. 
ADAPSO Computer Services Industry Directo- 
ry of Members, 1972-1973. 
ED 071 380// 


Association of Departments and 
Administrators in Speech Communication, 
New York, N.Y. 


{Careers in Speech Communication. ] 
ED 071 128 


Proceedings of the Annual Seminar of the As- 
sociation of Departments and Administrators in 
Speech Communication (1st, Chicago, July 6-8, 


1972). 
ED 071 126 
Association of Environmental Engineering 
Professors. 


Environmental Engineering Unit Operations 
and Unit Processes Laboratory Manual. 
ED 073 938// 


Association of Faculty Women, Wisconsin 
Univ., Madison. 
The Status of Professional Women at the 
University of Wisconsin: Proposals for Change. 
ED 075 004 
Association of Governing Boards of 
Universities and Colleges, Washington, D.C. 
The Two-Year College Trustee: National Issues 
and Perspectives. 
ED 073 757 


Association of Physical Plant 
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Campus Disord P of Rel 


Papers. 

ED 077 433 
Comparative Unit Cost and Wage Rate Report 
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ED 077 434 
Regional Comparative Unit Cost Studies for 
Maintenance and Operation of Physical Plants 
in Universities and Colleges in Central States 
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ED 072 724 


Association of Physical Plant Administrators 
of Universities and Colleges, Washington, 
D.C. 
Comparative Staffing and Operations Study for 
Physical Plant Functions of Universities and 


Colleges. 
ED 073 742 





Minutes 1972. Association of Physical Plant 
Administrators Annual Meeting. (59th, Cincin- 
nati, Ohio, April 30-May 3, 1972). 

ED 073 560 


Association of Professors of Higher 
Education. 
Higher Education as a Field of Study. 
ED 076 110 


Association of Research Libraries, 
Washington, D.C. 
A Feasibility Study of Centralized and Re- 


gionalized Interlibrary Loan Centers. 
ED 076 206 


The University Library in the Seventies, 
Minutes of the Seventy-Eighth Meeting, 
(Colorado Springs, Colorado, May 14 - 15, 


1971) 
ED 067 115 


Association of Research Libraries, 
Washington, D. C. Office of Univ. Library 
Management Studies. 
Library Policies: Analysis, Formulation and Use 
in Academic Institutions. (Occasional Papers 


2). 

ED 070 472 
A Survey of the Recruitment, Staff Develop- 
ment, and Minority Employment Practices of 
Research Libraries. 

ED 072 805 


Association of Schools of Allied Health 
Washi D.C. 
Certification in Allied Health Professions. 1971 
Conf, P dings 





ED 068 020 


Association of Special Libraries and 
Information Bureaux, London (England). 
Audio Visual Group. 
Non-Book Materials and the Librarian: A 
Select Bibliography, Second Edition. 
ED 071 692 


Association of Teacher Educators, 
Washington, D.C. 
Alternative Approaches to Student Involvement 
in Teacher Education: Three Research Studies. 
ATE Research Bulletin 12. 
ED 080 520 


Teacher Education: Future Directions. A Re- 
port of the Fiftieth Anniversary Conference of 
the Association for Student Teaching 1970. 

ED 077 906 


Teacher Preparation: Supervision and Per- 


formance. 
ED 073 070 


Teachers Should Be Human Too. 
ED 073 081 


Association of University Programs in 
Hospital Administration, Washington, D.C. 
The Curriculum in Quantitative Methods: A 


Task Force Report. 
ED 074 978 


Association of Univ. Evening Colleges, 
Norman, Okla. 
Options and Alternatives---An AUEC Study. 
1972 Proceedings of the Association of Univer- 
sity Evening Colleges. 
ED 073 362 


Programs and Registrations, 1971-1972. 
ED 072 344 


Association of Urban Universities. 
Summary of Proceedings of the Annual Meet- 
ing of the Association of Urban Universities 
(56th, Miami, Florida, November 1-2, 1970). 
ED 069 208 
Summary of Proceedings of the Annual Meet- 
ing of the Association of Urban Universities 
(57th, Chicago, Illinois, November 7-8, 1971). 
Forty-Eighth Report. 
ED 074 891 


Ateneo de Manila Univ., Quezon City 
pines). Center for Educational 


Television in the Philippines. 
ED 075 998 


Atlanta Public Schools, Ga. 


Achieving Academic and Social Objectives in 
Kindergarten through Behavioral Analysis. 
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Research and Development Report, Vol. VI, 
No. 3. 


ED 072 854 
Achieving Academic and Social Objectives in 
Elementary Grades Through Behavioral Analy- 
sis. Volume VI, No. 4. 

ED 074 059 


APL: An Intro. 
ED 074 765 


Atlanta Public Schools French Guide. 

ED 071 515 
Atlanta Public Schools German Guide. 

ED 073 714 
Atlanta Public Schools Latin Guide. 

ED 071 535 
Atlanta Public Schools Russian Guide. 

ED 073 713 
Atlanta Public Schools Spanish Guide. 

ED 073 712 
Evaluation of the Project for Developing an 
Experiential Curriculum in Environmental Edu- 
cation, 1971-72. 


ED 076 405 
Evaluation of the Youth Tutoring Youth Pro- 
gram, Summer 1972. Research and Develop- 
ment Report, Volume 6, Number 10. 

ED 075 560 
Fred A. Toomer Elementary School. Research 
and Development Report, Volume 6, Number 
6. 


ED 075 519 
The MUST Project. Final Report. 

ED 075 977 
A Nine-Month Token Reinforcement Program 
for the Trainable Retarded. Research and 
Development Report, Volume VI, Number 1. 

ED 071 257 
Profiles of Effectiveness and Acceptability of 
Reading and Arithmetic P » 1971-72. 
Research and Development Report, Volume 6, 
Number 18, March 1973. 

ED 078 121 

Crh Ll of 








[Pupil Performance in El 
Atlanta, Georgia.] Research and Development 
Report, Volume 6, Numbers 20-23, 28-29, 31- 
32, 40-41, and 46. 

ED 078 111 


{Pupil Performance in the Atlanta, Georgia, 

y Is.] R h and Develop- 

ment Report, Volume 6, Numbers 11-14, 
December 1972 

ED 075 561 


[Pupil Performance in the Elementary Schools 
of Atlanta, Ga.] Research and Development 
Report, Volume 6, Numbers 15, 16, and 19, 
December 1972, March 1973. 

ED 078 100 


The Teacher's Primer of Behavior Modification 
Techniques. Research and Development Re- 
port, Vol. VI, No. 2. 





ED 073 096 


Atlanta Public Schools, Ga. Computer 


Center. 
APL/IV: Fourth International APL Users’ Con- 
ference. June 15-16, 1972, Atlanta, Georgia, 


U.S.A. 
ED 074 766 


Atlanta Service-Learning Conference, Ga. 
Atlanta Service-Learning Conference Report. 
ED 072 718 


Atomic Energy Commission, Washington, 
D.C. 
Combined Film Catalog, 1972, United States 
Atomic Energy Commission. 
ED 067 273 


Atomic Energy Commission, Washington, 
D.C. Div. of Security. 
Selected References for Background Reading 
in Security Education. 
ED 073 353// 


Atomic Energy Commission, Washington, 
D. C. Office of Information Services. 
The Environmental and Ecological Forum 


1970-1971. 
ED 070 649 


Atomic Energy Research Establishment, 


Harwell 
Evaluation of an "SDL System Based on “- 
Nuclear Science Abstracts” and the Per- 
formance of Matching by Words in Titles Com- 


pared With Indexing Terms. 
ED 071 704// 
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Attending Staff Association of Rancho Los 
Amigos Hospital, Inc., Downey, Calif. 
The Selection of Students for Orthotic- 
Prosthetic Educational Programs. Final Report. 
ED 080 046 


Auburn Univ., Ala. 
Career, Culture and Consciousness: A Study of 
the Social and Theoretical Bases of Career 


Education. 
ED 074 304 


Auburn Univ., Ala. Dept. of Elementary 
Education. 
Children and Reading: The Human Connec- 
tives. Proceedings of the Reading Conference 
(Auburn, November 10, 1972). 
ED 075 784 


Auburn Univ., Ala. Dept. of Vocational and 
Adult Education. 
Self-Appraisal Manual for Local Vocational 


Education Programs. 
ED 080 733 


Auburn Univ., Ala. Foundations of 
Education Dept. 
Methods of Cost Reduction in Information 
Retrieval. 
ED 077 522 


Audubon Naturalist Society of the Central 
Atlantic States, Inc., Washington, D. C. 
Ecology in the Classroom [Complete Kit]. 
ED 068 332// 


Auerbach Corp., Philadelphia, Pa. 

An Impact Evaluation of the Work Incentive 
Program, Volume I. Major Conclusions and 
Findings. 

ED 078 135// 
An Impact Evaluation of the Work Incentive 
Program. Volume II: Data Analyses and 
Findings. Final Report. 

ED 078 144// 


Augustana Coll., Sioux Falls, S. Dak. Center 
for Community Organization and Area 
Development. 
Designing a New Human Settlement Pattern. 
ED 073 343 


Auraria Higher Education Center, Denver, 
Colo. 
The Commuting Urban Student: Charac- 
teristics, Patterns, and Preferences. 
ED 072 547 
Auraria Higher Education 


Site Planning: 
Center. 
ED 072 548 


Aurora (East) Public School District, Ill. 
Changes in Self-Esteem as a Result of an In- 
dividualized Curriculum. Preliminary Report. 

ED 074 711 


Austin Peay State Univ., Clarksville, Tenn. 
Appendix A: Test, Inventory, and Evaluation 
Forms. Appendix B: Treatment. 

ED 068 571// 


Individualized Amelioration of Learning Disa- 
bility Through Parent-Helper-Pupil Involve- 
ment. Final Report. 

ED 068 497 


Austin State School, Tex. 
An Investigation of Factors Influencing Learn- 
ing in the Mentally Retarded and Their Use in 
the Design of Instructional Materials. Final Re- 


port. 
ED 070 233 


Australian Association of Adult Education. 


The Adult Student and Languages. 
ED 067 925 


Australian Council for Educational 
Research, Melbourne. 
Bibliography of Australian Education; From 
Colonial Times to 1972. 
ED 080 643// 
Science Achievement in Australian Secondary 


Schools. 
ED 079 123// 


Australian Inst. of Aboriginal Studies, 
Canberra. 
Australian Institute of Aboriginal Studies: 
Catalogue of Tape Archive, No. 9. 
ED 066 991 


Australian Ministry of Science and 
Education, Canberra. 
Tertiary Education Entrance Project: Interim 
Report on the Evaluation of the T.E.E.P. Series 


A Test Battery. 
ED 076 712 


Australian National Advisory Committee for 
Unesco, Canberra. 
Seminar on Education for International Un- 


derstanding. mente 


Australian Science Education Project, 
Toorak, Victoria. 
Unit: Australians Past and Present, Inspection 
Pack, National Trial Print. 
ED 067 274// 
Unit: Energy and Change, Inspection Pack, Na- 
tional Trial Print. 
ED 068 350// 
Unit: Energy for Life, Inspection Pack, Na- 


tional Trial Print. 

ED 068 324// 
Unit: Indicating Acidity, Inspection Pack, Na- 
tional Trial Print. 

ED 068 352// 
Pack, Na- 





Unit: Made to M , Inspecti 
tional Trial Print. 

ED 067 260// 
Unit: Micro-Organisms and Man, Inspection 
Pack, National Trial Print. 

ED 067 261// 
Unit: Model for Matter, Inspection Pack, Na- 
tional Trial Print. 

ED 068 298// 
Unit: Polymers, Inspection Pack, Nati 1 Trial 
Print. 





ED 080 346// 
Unit: Rocks from Sedi ts, Inspecti Pack, 
National Trial Print. 





ED 068 351// 
Unit: Solar Energy, Inspection Pack, National 
Trial Print. 

ED 080 347// 
Unit: Systems, Inspection Pack, National Trial 
Print. 

ED 067 275// 


Australian Science Education Research 


Association. 
Research 1972. 
ED 076 365 


Automotive Safety Foundation, Washington, 
D.C. 
Driver Education in the Schools. Automotive 


Safety Foundation’s Monitor. 
ED 075 660 


Bacone Coll., Okla. 
Reading Ladders for Human Relations. Sth 
Edition. 
ED 067 687// 
Ball State Univ., Muncie, Ind. 
EXEL: An Experimental Program in the 
Professional Preparation of Elementary School 


Teachers. 
ED 076 543 
A Guide to the Organization of Library Collec- 


tions. Revised Edition. 
ED 071 712 


Ball State Univ., Muncie, Ind. Graduate 
School. 
Status of the Doctor of Arts Degree. 
ED 071 554 


Baltimore City Public Schools, Md. 

France in America. 

ED 074 840 
The French Revolution. 

ED 073 720 
An Imaginary Trip to Spain. 

ED 074 839 
The Impact of the German on American Cul- 


ture. 
ED 073 721 


Placement - A Real Service to Youth. 

ED 066 682 
Trainable Mentally Retarded Staff Deployment 
Project. 

ED 070 229 
Traveling in France. 

ED 074 838 


Baltimore County Board of Education, 
Towson, Md. 
Integrating Language Study With Literature 
and Composition Toward an Integrated Lan- 
guage Arts Program. 
ED 072 043 
Meeting Another Culture Through Language: 
Spanish. 
ED 071 517 
Meeting Another Culture through Language: 
French. 
ED 074 820 


Baltimore County Public Schools, Towson, 
Md. 
Junior High School Science: A Manual for 
Teachers. A Search for Structure. Grade 7. 
ED 072 042 
A Resource Bulletin for Home Economics. 
Grade 9. 
ED 075 443 


Bank Street Coll. of Education, New York, 
N.Y. 
Career Development in Head Start. Career 
Development Training Program. Part I: Com- 
ponents, Roles, and Program Options. 
ED 072 850 
Career Development in Head Start. Career 
Development Training Program. Part II: The 
Teaching and Community Service Ladders. 
ED 072 851 
Career Development in Head Start. Career 
Development Training Program. Part III: Adult 
Development and Adult Learning. 
ED 072 852 


Examining Criteria for Evaluating Educational 


Programs. 
ED 078 913 


Bath Univ. of Technology (England). Univ. 
Library. 
Characteristics of Citations in Social Science 
Monographs. 
ED 072 816 
Citation Patterns in the Social Sciences: Results 
of Pilot Citation Study and Selection of Source 
Journals for Main Citation Study. 
ED 078 867 
Comparison of Results of Sci User Studi 
with “Investigation into Information Require- 
ments of the Social Sciences.” 





ED 078 866 
Patterns of Citations to Articles within Jour- 
nals: A Preliminary Test of Scatter, Concentra- 
tion and Obsolescence. 

ED 076 197 
The Relationship Between Primary and Secon- 
dary Literature in the Social Sciences: A Study 
of Secondary Literature in Criminology. 

ED 072 815 
The Use of Citation Linkages and Networks for 
Information Retrieval in the Social Sciences. 

ED 078 868 


Battelle Memorial Inst., Columbus, Ohio. 
Increasing the Effectiveness of Educational 
Management in Community Colleges. Project 
USHER. 

ED 075 007 
Project D: Appraising Teacher Performance. 
Final Report. Increasing the Effectiveness of 
Educational Management. 

ED 075 921 
Science Policy Reviews, Volume 5 Number 2. 

ED 067 229 
Science Policy Reviews, Volume 5 Number 4. 

ED 073 934 
Science Policy Reviews, Volume 5 Number 3. 

ED 076 349 


Battelle Memorial Inst., Columbus, Ohio. 
Columbus Labs. 
Battelle Research Outlook, Volume 2 Number 
2. The Schools: Organizing for Change. 
ED 073 905 
Battelle Research Outlook, Volume 2 Number 
3. Cleaning Up the Atmosphere. 
ED 073 906 
Cost Effectiveness of Selected Cooperative Vo- 
cational Education Programs as Compared with 
Vocational Programs Without a Cooperative 
Component. Final Report. 
ED 080 671 
The Role of Telecommunications in the Re- 
gional Delivery of Education Services: A Study 
of the Potential Use of Instructional Television 





for Vocational Education in the Appalachian 


States. 
ED 078 177 


Battle Creek Public Schools, Mich. 
A Teachers’ Guide for the Outdoor School 


Program. 
ED 075 120 


Baugo Community Schools, Elkhart, Ind. 
{[Baugo Community Schools Title II! Project 
Overview and Program Brochure. ] 

ED 070 515 
ESEA - Title Ill: Pre-School Language 
Development. K-3 Developmental Language- 
Reading Learning Centers. Final Project 
Evaluation Report, 1971-72. 

ED 070 527 


Bay Area Center for Alternative Education, 
San Francisco, Calif. 
A Guide to Alternative Education In the Bay 


Area. Second Edition. 
ED 067 876 


Beachwood Middle School, Ohio. 
A Design for the Teacher Education Center. 
ED 077 895 


Beaverton School District 48, Oreg. 
Differentiated Staffing Project. 
ED 077 120 


Bedford Public Schools, Mass. 
A Systems Approach to the Development of 
Pupil Personnel Services. An Operating 
Manual. Final Report. 
ED 074 419 


Behavior and Systems Research Lab. 
(Army), Arlington, Va. 
Effects of Educational Level on Prediction of 
Training Success with the ACB (Army Classifi- 
cation Battery). 
ED 073 129// 


An Improved Differential Army Classification 


System. 
ED 070 933// 


Behaviordelia, Inc., Kalamazoo, Mich. 
Psychological Testing and the Philosophy of 
Measurement. 

ED 080 538 


Bellevue Public Schools, Wash. 

The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Ele- 
mentary Level. 

ED 074 487 
The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Junior 
High Levei. 

ED 074 488 
The English Language Arts and Basic Skills 
Program of the Bellevue Public Schools. Senior 


High Level. 
ED 074 489 


An Evaluation of the Open Campus Policy at 


Interlake Senior High School. 
ED 069 696 


Off Campus High School Evaluation. Research 


Report. 
ED 067 733 


Berea Coll., Ky. 
Student Taught Adult Basic Literacy Efforts. 
ED 068 796 


Bergen County Vocational-Technical High 
School, Hackensack, N.J. 
The Related Science of Cosmetology. 
ED 072 245 


Berkeley Enterprises, Inc., Newtonville, 
Mass. 


Research In Computer-Assisted Explanation 
Applied To Navy Training Manuals. Final Re- 
port 1 March 71 - 29 February 72. 

ED 074 729// 
Research in  Learner-Controlled Computer- 
Assisted Instruction. Annual Report. (Final) 1! 
May 70 - 30 April 71. 

ED 074 706// 


Berkeley Unified School District, Calif. 
Office of Research and Evaluation. 
Comparison of Selected Group Achievement 
Test Results for Period 1967 through 1972. 
ED 073 195 


Bernischer Lehrerverein, Bern 
(Switzerland). 


Jugendbucher: Besprechungen des Ju- 
gendschriften-Ausschusses, Lehrerverein Bern- 
Stadt, Nr.5, 1971 (Books for Youth: Evalua- 
tions of the Committee on Juvenile Literature 
of the Teachers Association of the City of 
Bern, List Number 5, 1971). 

ED 066 971 


Beverly Hills Unified School District, Calif. 


The Beverly Hills Community Looks at its 
Schools. Appendix II. 

ED 072 074// 
Educational Needs Assessment: A Community 
Survey. A Project to Determine District Goals 
and Objectives and Establish Priorities for the 
Beverly Hills Unified School District, October, 
1972. 


ED 072 073 


Bilingual School P. S. 25, Bronx, N. Y. 


Catalogo General de Universidades, 1970- 
1971: Federacion de Universidades Privadas de 
America Central y Panama (General Catalog of 
Universities, 1970-1971: Federation of Private 
Universities of Central America and Panama). 

ED 066 953 
A Model for the Implementation of the Ele- 
mentary School Curriculum through Bilingual 
Education. 

ED 066 934 
Modelos para la Unificaci de C ptos, 
Metodos y Procedimientos Administrativos 
(Guidelines for Uniform Administrative Con- 
cepts, Methods, and Procedures). 





ED 066 952 


Biological Sciences Curriculum Study, 

Boulder, Colo. 
Biological Sciences 
Newsletter 48. 


Curriculum Study 


ED 068 349// 
Biological Sciences Curriculum Study 
Newsletter 49. 
ED 077 654// 
A Formative Evaluation of ME NOW, Life 
Sciences for the Educable Mentally Han- 
dicapped, Intermediate Grades (11-13 years). 
Final Report. 
ED 071 263 
tal Approach 





Human Sci A Develop 
to Adolescent Education. 

ED 079 107// 
Me and My Environment. Unit I: Exploring My 


Environment. 
ED 071 264 


Me and My Environment. Unit Hl: Energy 


Relationships in My Environment. 
ED 071 266 


Me and My Environment. Unit Il: Me as a 


Habitat. 
ED 071 265 
Me and My Environment. Unit IV: Transfer 
and Cycling of Materials in My Environment. 
ED 071 267 
The Teacher and BSCS Special Materials. 
ED 076 344// 


BioTechnology, Inc., Arlington, Va. 
Operational Evaluation from the Standpoint of 
the Program Manager. 

ED 069 747 


Bishop (R. W.) and Associates, Tallahassee, 
Fla. 


Manpower Development in Highway Safety: 
Needs, Issues and Alternatives for Action. 
ED 068 673 


Black Child Development Inst., Washington, 
From a Black Perspective: Optimum Condi- 
tions for Minority Involvement in Quality Child 
Development Programming. Revised Edition. 

ED 068 589// 


Black Efforts for Soul in Television, 
Washington, D. C. 


Network Children’s Programming; A Content 
Analysis of Black and Minority Treatment on 
Children's Television. 

ED 067 889 


Black Hawk - Buchanan County Board of 
Education, Waterloo, Iowa. 


An Assessment of the Differences Between 
High and Low Achieving Students. Final Re- 


port. 
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ED 068 890 


Black Hills State Coll., Spearfish, S. Dak. 
Ehanni Ohunkakan. Curriculum Materials 
Resource Unit. 
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ED 073 860// 


Bloomington Public Schools, Minn. 
A Program for Students with Learning Difficul- 
ties. Social Studies; Ten, Eleven, and Twelve. 
ED 075 442 


B’nai B’rith, New York, N.Y. Anti- 
Defamation League. 
Research Annual on Intergroup Relations, 
1972. 
ED 069 824// 
B’nai B’rith, Washington, D.C. Vocational 
Service. 
Careers in Teaching and Education. 
ED 077 840 
A “Starter” File of Free Occupational Litera- 
ture. 


ED 072 187 
Boeing Computer Services, Inc., Seattle, 
Wash. 


Natural Resource Information System. Volume 
I. Overall Description. 

ED 073 907// 
Natural Resource Information System. Volume 
Il. System Operating Procedures and Instruc- 


tions. 
ED 073 908// 


Natural Resource Information System. Remote 


Sensing Studies. 
ED 073 909// 


Boise City Independent School District, 
Idaho. 
The Decentralized Administrative Concept. A 


Report to the Board of Trustees. 

ED 066 818 
One Approach to Year-Round Education. A 
Study To Assess the Impact of One Approach 
to Year-Round Education Upon the Boise 
Public Schools and the Boise Community. 

ED 069 030 


Bolles (John S.) Associates, San Francisco, 
Calif. 
The Urban Central Library: Development Al- 


ternatives for San Francisco. 
ED 073 792 


Bolt, Beranek and Newman, Inc., 
Cambridge, Mass. 
Requirements for Advanced Programming 


Systems for List Processing. 
ED 067 829// 


Booz, Allen Public Administration Services, 
Inc., Washington, D.C. 
Cost-Benefit Study of the Foster Grandparent 
Program, FOSTER GRANDPARENT PRO- 
GRAM, ACTION. 
ED 076 888 


Evaluation Study of Job Development in Stan- 
dard Metropolitan Statistical Areas, Volume Il 
of Il. Final Report. 

ED 076 841// 


Evaluation Study of Job Development in Stan- 
dard Metropolitan Statistical Areas, Volume I 
of Il. Final Report. 

ED 076 842// 


Boston Coll., Chestnut Hill, Mass. 
The College Work-Study Program at Boston 


College. 
ED 070 401 
Student Unrest and Campus Disorders. Student 


Financial Aid Regulations. 
ED 070 400 


Boston Univ., Mass. New England Special 
Education Instructional Materials Center. 


Films for Special Education. 
ED 079 887 


— Area Growth Study Commission, 
Colo. 


Community Consultation Kit. 
ED 077 814 


Bowling Green State Univ., Ohio. 
The Bowling Green State University Teacher 
Learning Center Concept. 
ED 075 413 
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Bowling Green State Univ., Ohio. Coll. of 


Business Administration. 
Does Student Evaluation Stimulate Improved 


Teaching? 
ED 078 748 


Bowling Green State Univ., Ohio. 
Environmental Studies Center. 
A Collection of Resources for the Environmen- 


tally Concerned Educator. 
ED 075 190 


Bowling Green State Univ., Ohio. Office of 
Educational Research and Services. 
Final Evaluation Report, Exemplary Middle 


School Mathematics. 
ED 077 767 


Boys Town High School, Nebr. 
English Curriculum Grades 9-12. 
ED 073 472 


Bradford Univ. (England). 
P. ial E ies of Scale at the University 





of Bradford. 


ED 071 611 
Rates of Return on University Education With 
Economies of Scale. 

ED 074 895 


Bradley Univ., Peoria, Ill. Coll. of 
Education. 


Communication Skills Training. 
ED 075 749 


Bradley, Whitworth Associates, Inc., Miami, 
Fla. 
The Evaluation of Unitary & Central Type Air- 
Conditioning Systems in Selected Florida 


Schools. 
ED 077 088 


Brakeley, John Price Jones, Inc., New York, 
‘Voluntary Support for Public Higher Educa- 
tion. 

ED 071 575 


Brandeis Univ., Waltham, Mass. 
Bibliography: A. H. Maslow. 
ED 068 432 
Development of New Materials to Improve the 
Training of Students in Data Analysis. Final 
Report. 
ED 068 355 


Brazilian Academy of Sciences, Rio de 
Janeiro. 
Computer Education for Development; 
Proceedings Based on the Rio Symposium on 
Computer Education for Developing Countries 
(August 6/12-1972). 
ED 071 706// 


Brevard County School Board, Cocoa, Fla. 
The Curious Entanglement of Law, Politics, 


and the Environment. 
ED 068 339 


A Curriculum Guide for Teachers of Educable 


Mentally Handicapped. 
ED 079 881 


Social Studies Resource Units. 

ED 067 304 
Teachers Curriculum Guide for Field Ecology. 

ED 067 299 
Teachers Environmental Resource Unit: Con- 
sumer Resources Idea Manual. 

ED 067 300 
Teachers Environmental Resource Unit: Indus- 
try: Iron/Steel & Pulp/Paper. 

ED 067 301 
Teachers Environmental Resource Unit: The 
Automobile. 

ED 067 302 
Teachers Environmental Resource Unit: Energy 


and Power. 
ED 067 303 


Brigham Young Univ., Provo, Utah. 
Effects of Training on the Ethical Reasoning of 
Children. Final Report. 
ED 071 762 


Brigham Young Univ., Provo, Utah. Dept. 
of Instructional Research and Development. 
Effect of Task Sequence and Memory Support 
on Indian College Students. Final Report. 
ED 068 056 


Brigham Young Univ., Provo, Utah. Dept. 
of Secondary Curriculum and Instruction. 
Instructional Development Programs in Higher 


Education. 
ED 077 232 


Brigham Young Univ., Provo, Utah. Inst. 
for Computer Uses in Education. 


The Instructional Development Factory. 
ED 074 749 


Brigham Young Univ., Provo, Utah. Inst. of 
American Indian Studies. 
Bibliography of Nonprint Instructional Materi- 
als on the American Indian. 
ED 070 310// 


Go My Son. For American Indians: Opportuni- 
ties for Higher Education in the United States. 
ED 072 899 


British Association for Applied Linguistics. 
The BAAL Seminar on German Applied Lin- 
guistics: Final Report. 

ED 072 680 


British Association for Commercial and 
Industrial Education, London (England). 
Manpower As an Asset in a Growth Economy. 
ED 080 702// 
Manpower Planning--The Threat or Spur to 


Education. 
ED 080 703// 


Vocational Training in the European Economic 
Community, with Particular Reference to its 
Likely Impact on British Training Policy and 


Practice. 
ED 080 684// 


British Broadcasting Corp., London 
(England). 
The Biggest Aspidistra in the World; A Per- 
sonal Celebration of Fifty Years of the BBC. 
ED 075 985// 
Violence on Television: Programme Content 


and Viewer Perception. 
ED 078 645// 


British Columbia Dept. of Education, 


Victoria. 
Junior Secondary School: English 8, English 9, 


English 10. 
ED 067 675 
Senior Secondary School English 1966: English 


ED 067 676 
Senior Secondary School English 1967: English 


12. 

ED 067 677 
Senior Secondary School English: English 
Literature 12 (Revised). 

ED 067 678 


British Columbia Univ., Vancouver. Center 
for Continuing Education. 
Training of Adult Educators and Adult Educa- 
tion Research in Hungary. 
ED 079 577 
World Survey of Research in Comparative 
Adult Education: A Directory of Institutions 


and Personnel, 1972. 

ED 066 650 
World Survey of Research in Comparative 
Adult Education: A Directory of Institutions 
and Personnel, 1972 (Supplement, October, 


1972). 
ED 068 825 


British Columbia Univ., Vancouver. Faculty 
of Education. 


Pioneering a Profession in Canada. Graduate 
Study in Adult Education at the University of 
British Columbia 1961-1972. 

ED 075 712 


British Council, London (England). 
Higher Education in the United Kingdom. A 
Handbook for Students from Overseas and 
Their Advisers. 
ED 071 552// 


British Council, London (England). Science 
Dept. 
Science Education Newsletter, Number 20. 
ED 076 360 


British Information Service, New York, N. 
Y. Reference Div. 


Education in Britain. 
ED 067 335 


British - North American Committee, 
Washington, D.C. 
Multinational Corporations and British Labeur: 
A Review of Attitudes and Responses. 
ED 073 248// 
Multinational Corporations in Developed 
Countries: A Review of Recent Research and 
Policy Thinking. 
ED 077 676// 


Brooke County Board of Education, 
Wellsburg, W. Va. 
Research in Developing a Program in Basic 
Vocational Studies. Final Report. 
ED 072 235 


Brookings Institution, Washington, D.C. 
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Sacramen 
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Developing Adaptive Behavior and Work Skills 
in Severely Retarded Young Adults. 
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The Effectiveness of a Uniform Traffic School 
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The Young Driver Follow-Up Study: An 
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California State Dept. of Public Health, 
Berkeley. 
Lead in the Environment and Its Effects on 
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California. 
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Fiscal 1973-77. 
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The Early Childhood Education Proposal: A 
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Packages; Exploratory Goals 1-2. 
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Packages: Vocational Goals 3-5. 
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ED 068 725 
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ED 068 719 
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Final Report. 
ED 078 849 


California State Univ. and Colleges, Los 
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Report on a Cost Study of Specific Technical 
Processing Activities of the California State 
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ED 073 779 
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Manual for Preparation of Proposals for Exter- 
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Educational Goals and Objectives. A Model 
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A Programmed Course for the Writing of Per- 
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Writing Performance Objectives. Instructor’s 
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Be Used with: A Programmed Course for Writ- 
ing of Performance Objectives. 

ED 073 529 
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Cognitive Development as Explored by Piaget 


and Its Impact on Language Development. 
ED 076 235 


California State Univ., Hayward. 
Annual Conference in Rhetorical Criticism: 
Commended Papers (6th, California State 
Univ., Hayward, May, 1972). 
ED 074 558 


The Effect of Reinforcement on the Self-Image 
and Attitude Toward School of Minority 
Youngsters. Final Report. 

ED 078 123 


California State Univ., Northridge. School 


of Education. 
Do Preschoolers Learning to Sort Prefer the 


Help of Vygotsky or Piaget? 
ED 075 094 


California State Univ., San Francisco. 
Emotional Concomitants of Reading Readiness 


Training in Kindergarten. Final Report. 
ED 072 871 


California State Univ., San Jose. 
Conference Proceedings: Community Dialog in 
Career Education Part I (San Jose, California, 
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ED 074 238 
A Graduate-Level Survey of Futures Studies: A 
Curriculum Development Project. Final Report. 
ED 071 632 
Recent Manpower Studies: Some Implications 


for AECT. 
ED 066 868 


California State Univ., San Jose. School of 
Education. 
The Effects of an Individualized Instruction 
Workshop and Its Related Follow-Up Program 
on the Attitudes and Behavior of Selected Ele- 
mentary Teachers and Their Students: Final 


Report. 
ED 073 076 


California Teachers Association, 
Burlingame. 
Results of Tax, Bond and Loan Elections in 
California School Districts, 1971-1972. 
ED 074 589 


California Teachers Association, 
Burlingame. Dept. of Research. 
Research Department Activities, 1971-1972. 
Supplementary Research Report Number 123. 
ED 073 140 
The Role of the Elementary School Teacher in 
the Political Socialization Process. 
ED 073 005 


California Univ., Berkeley. 

Black Children’s Reading of Dialect and Stan- 
dard Texts. Final Report. 

ED 076 978 
The Development of Antonym Adjective Struc- 
tures in Children. Final Report. 

ED 069 350 
Follow Up Study of Student Attitude Toward 
School Reorganization of the Public Schools of 
a Northern City. Final Report. 

ED 069 843 


Pilot Study for a New Elementary and Junior 
High School Mathematics Program: Number 
Activities for the Kindergarten. 

ED 068 356 


California Univ., Berkeley. Board of 
Regents. 
Environmental Design: Research and Practice, 
Volumes One and Two. 
ED 079 828 
A Study of the Bases of Legislative Decisions 
on Educational Policy. Final Report. 
ED 069 042 


California Univ., Berkeley. Center for 
Research and Development in Higher 
Education. 
Aims and Control of the Universities: A Com- 
parative Study of Academic Governance in 
Sweden and the United States. 
ED 071 628 


Computer-Assisted Instruction and the New 
Student. 

ED 069 153 
From Elite to Mass to Universal Higher Educa- 
tion: The British and American Transforma- 


tions. 

ED 080 054 
The Global Quest for Educational Opportunity. 

ED 071 619 
How to Evaluate Faculty When You Don't 
Know Much About Them. 

ED 067 00 
Inventory of Current R h on Posts d 
ry Education 1972. A Guide to Recent and On- 
going Projects in the United States and 


Canada. 

ED 069 265 
Significant Relationships Between Types of 
Trustee Boards and Their Decision Patterns in 
Public Four-Year Colleges and Universities. 

ED 077 419 
Students and Colleges: Interaction and Change. 

ED 069 255 





Teachers With Impact. 
ED 067 006 


Urban Multi-Unit Community Colleges: Adap- 
tation for the °70s. 
ED 068 096 


When Students Teach: Tutoring by Peers [and] 
Broadly-Based Senates: A First Report. 





ED 078 746 


California Univ., Berkeley. Dept. of 
Industrial Engineering and Operations 
Research. 

An Equilibrium Flow Model of a University 


Campus. 
ED 074 969// 


Instructional Costs of University Outputs. 
ED 074 968// 


Requirements and Design of a Labor Market 
Information System for a Large Metropolitan 
Area. 


ED 078 145// 
California Univ., Berkeley. Dept. of 


Approaches to Use of Observational Methods 
of a Study of Parent-Child Interaction. 

ED 075 072 
Cognitive Aspects of Learning in Arbitrary and 
Non-Arbitrary Contexts: Acquisition of 
Knowledge from Natural-Language Discourse. 


Final Report. 
ED 074 527 


Responsive Assessment of Socio-Cognitive 
Development. Final Report. 
ED 069 442 


California Univ., Berkeley. Field Service 
Center. 
Staffing Patterns in California Community Col- 
leges. A 1972 Overview. 
ED 070 433 


California Univ., Berkeley. Ford Foundation 
Program for Research in Univ. 
Administration. 
Academic Demand for New Ph.D.’s 1970-90: 
Its Sensitivity to Alternative Policies. 
ED 077 360 
A Constant Work Model for Student At- 
tendance and Enrollment. 
ED 080 086 


Educational Planning and Decision Making: 
The Use of Decision and Control Analysis. 

ED 078 769 
Educational Training and Careers of Ph.D. 
Holders: An Exploratory Empirical Study. 
Planning Paper 27. 

ED 068 053 


An Equilibrium Model of Faculty Appoint- 
ments, Promotions, and Quota Restrictions. 

ED 080 088 
The Expansion of University Facilities to Ac- 
commodate Increasing Enrollments. 

ED 080 083 


A Mathematical Analysis of Structural Control 
in a Graded Manpower System. 
ED 080 084 


Models for Predicting Gross Enrollments at the 
University of California. 
ED 080 085 


The Stability of Faculty Input Coefficients in 
Linear Workload Models of the University of 


California. 

ED 080 087 
Thinking About the Outputs of Higher Educa- 
tion. 


ED 078 770 


California Univ., Berkeley. Human Factors 
in Technology Research Group. 
First Survey of High School Students’ Needs 
for Labor Market Information in Career Deci- 
sion-Making. Human Factors in Technology 
Research Group Working Paper. 
ED 080 699 


Labor Market Information Systems: Informa- 
tion Needs, Sources and Methods of Delivery. 
Proceedings of a Conference (Berkeley, 
California, November 4-6, 1970). 

ED 080 741 
Organizational Analysis and Career Projections 
Based on a Level-of-Responsibility/Equitabie 
Payment Model. Technical Report. 

ED 079 $97 
Second Survey of High School Students’ Needs 
for Labor Market Information in Career Deci- 


sion-Making. 
ED 080 742 


California Univ., Berkeley. Inst. of 
Governmental Studies. 
Establishing Ombudsman Offices: Recent Ex- 
perience in the United States. 
ED 077 073 


Local Public Schools: How To Pay for Them? 
Public Policy Bibliographies: 2. 


ED 077 070 


California Univ., Berkeley. Inst. of Human 
Learning. 


Cognitive Aspects of Learning in Arbitrary and 
Non-Arbitrary Contexts: Acquisition of 
Knowledge from Natural-Language Discourse. 
Final Report. 

ED 074 527 


California Univ., Berkeley. Inst. of Library 


Research. 
Guidelines for Legal Reference Service in Cor- 
rectional Institutions: A Tool for Correctional 
Administrators. 
ED 077 518 


Preliminary Investigation of Present and Poten- 
tial Library and Information Service Needs. 
ED 073 786 


California Univ., Berkeley. Inst. of Urban 
and Regional Development. 

Cable Television: Its Urban Context and Pro- 

gramming. 

ED 078 688// 

California Univ., Berkeley. Japanese 
Linguistics Workshop. 

Crazy Rules and Natural Rules in Japanese 


Phonology. 
ED 069 183 


Evidence for Subject Raising in Japanese. 
ED 069 185 
Japanese Potentials, Pseudo-potentiais, and 


Case. 
ED 069 182 


Negative Transportation and Cross-Linguistic 


Negative Evidence. 
ED 069 181 


Reconstruction of Japanese Vowels. 

ED 069 186 
Some Constraints on Topicalization. 

ED 069 180 
The Te-ni-wo-ha: An Etymological Study. 

ED 074 806 
Time Focus within the Japanese Tense System. 

ED 069 184 
Two Modes of Counting in Japanese. 

ED 076 072 
Verbs and Adjectives in Literary Japanese Ac- 
cording to Suzuki Akira. 

ED 072 673 


California Univ., Berkeley. Media Extension 
Center. 
University of California Extension Media 


Center; Films 1973-74. 
ED 079 927// 


California Univ., Berkeley. Office of 
Institutional Research. 
Campus Statistics: Fali Quarter 1972 and Year 


1971-1972. 
ED 077 346 


Graduate Attrition at Berkeley. 
ED 069 220 
Pass-Fail Grading at Berkeley: Facts and 
Opinions. 
ED 077 325 
California Univ., Berkeley. School of 
Education. 
Final Report on the Second Year of the 
Cooperative Internship Program for Communi- 
ty College Instructors, 1970-71. 
ED 072 001 


Inquiry Processes in the Social Sciences. 
ED 080 413 


California Univ., Berkeley. School of 
Lib 


p- 

Prison Legal Libraries, Idea into Reality; Con- 

ference Proceedings (University of California, 
Berkeley, April 22, 1972). 

ED 067 139 


California Univ., Berkeley. School of Public 
Health. 


Inter-American Investigation of Mortality in 


Childhood: California Study. Final Report. 
ED 068 174 


California Univ., Berkeley. Science 
Curriculum Improvement Study. 


Populations, Teacher's Guide. 
ED 070 625// 
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Report of the Special Committee for Develop- 
ment of Communication with Negro Colleges 


and Universities, 1971-72. 
ED 078 743 


California Univ., Davis. 
Perceptual-Speed Deficit in Reading-Disability 
Children. 
ED 066 853 
Report of the Task Force on the Status of 
Women at the University of California, Davis. 
ED 074 979 


California Univ., Irvine. 

“Pledging the Police”: A Study of Selected 
Aspects of Recruit Socialization in a Large, 
Urban Police Department. 

ED 069 877 
Voluntary Cooperation for Effective Resource 
Allocation in Higher Education. 

ED 067 052 


California Univ., Irvine. Graduate School of 
Administration. 
Communication in Organizations. Technical 


Report No. 12. 
ED 066 773 


California Univ., La Jolla. Center for 
Human Information Processing. 
Recall and Recognition of Pictures by Children 
as a Function of Organization and of Distractor 
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ED 075 075 
California Univ., Livermore. Lawrence 
Radiation Lab. 
A Computerized Library and Evaluation 
System for Integral Neutron Experiments. 
ED 069 306// 


California Univ., Los Argeles. 
Accountability Defined. Evaluating Teachers 
for Outcome Accountability. 
ED 068 495 
Educational Opportunities Programs for 
Minority and Low-Income Students in Califor- 
nia and U.S. Colleges and Universities. 
ED 069 830// 
Mentally Gifted Disadvantaged Students: An 
Investigation of Methods of Identification, In- 
cluding the Use of “Culture Fair” Tests, at the 


Eighth Grade Level. Final Report. 
ED 080 583 


National Education Task Force De La Raza. 


Annual Report, 1971. 
ED 075 145 


Report of the Chancellor’s Advisory Commit- 
tee on the Status of Women at UCLA. 
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Some Generalization and Follow-Up Measures 
on Autistic Children in Behavior Therapy. 

ED 067 781 
Tagalog Reference Grammar. 
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California Univ., Los Angeles. Biomedical 
Library. 
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Edition. 
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California Univ., Los Angeles. Campus 
Computing Network. 
Center for Information Services Fourth Quar- 
terly Progress Report, Phase IIB; Detailed 
Design and Prototype Develop t, 1 Octob 
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ED 068 130 


California Univ., Los Angeles. Center for 
Information Services. 
Center for Information Services, Final Report 
Phase IIB; Detailed Design and Prototype 
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ED 073 795 


California Univ., Los Angeles. Center for 
Organizational Studies. 
The Quality of Working Life: An Annotated 


Bibliography, 1957-1972. 
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Research in Early Childhood Education. 
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Identification of Preschool Children with Emo- 
tional Problems. 
ED 069 380 


Unobtrusive Measures. 
ED 072 107 


California Univ., Los Angeles. Center for 
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An Analytical Review of Longitudinal and Re- 
lated Studies as They Apply to the Educational 
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An Analytical Review of Longitudinal and Re- 
lated Studies as They Apply to the Educational 
Process. Methodological Foundations for the 
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An Analytical Review of Longitudinal and Re- 
lated Studies as They Apply to the Educational 
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lated Studies as They Apply to the Educational 
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Volume V. 
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Evaluation Systems. 





ED 067 760 
CSE-RBS Test Evaluations: Tests of Higher- 
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Skills. 
ED 076 713 


Electronics 7-12 [Instructional Objectives 


Exchange]. 
ED 068 278// 
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ED 067 240// 


A New Eclectic Model for the Redirection of 


Evaluation Efforts. 
ED 075 086 
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dies of 15 Institutions. 
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ED 077 508 
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suring the Dimensions of Community Colleges. 
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ED 077 507 


California Univ., Los Angeles. Chicano 
Studies Center. 


The Chicana: A Bibliographic Study. 
ED 076 305 


California Univ., Los Angeles. Dept. of 
Linguistics. 
A Comparative Study of Urban Black Argot. 


Final Report. 
ED 066 758 


California Univ., Los Angeles. Dept. of 


Pediatrics. 
Sleep State Periodicity in Prematures and 


Young Infants. 
ED 080 139 


California Univ., Los Angeles. Dept. of 
Psychology. 
Development of Concepts of Political Conflict 
and Power by Sth and 8th Graders. Final Re- 
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ED 071 959 
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Vocational Education. 
Evaluative Report on Phase II of the Secondary 
Schools Project for an Introduction to the Al- 


lied Health Professions. 
ED 075 665 


Introduction to Allied Health Careers. 
Teacher’s Manual. Secondary School Pilot and 
Demonstration Project. 

ED 069 865 


A Model of Individualized Instruction for the 
Clinical Laboratory Occupations. The UCLA 
Allied Health Professions Project. 

ED 069 897 


Occupational Analysis: Hospital Radiologic 
Technologist. The UCLA Allied Health Profes- 


sions Project. 

ED 069 902 
Occupational Analysis: Medical Office 
Assistant. The UCLA Allied Health Professions 
Project. 

ED 069 903 
Occupational Analysis: Nursing Unit Adminis- 
tration (Ward Administration). Interim Report. 
The UCLA Allied Health Professions Project. 

ED 069 898 
Occupational Analysis of Social Service in 
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ED 069 899 
Program Guide: A Guide for Development and 
Operation of a Secondary School Allied Health 


Career Program. 
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A Report on an Emerging Occupation: The 
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ED 069 901 


A Study of the Clinical Laboratory Occupa- 
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Project. 
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Suggested Models for Solutions to Current Vo- 
cational Education Problems Developed by 
Students Enrolled in Education 438A, Fall 


Quarter. 
ED 078 189 


A Survey of Practices in Hospital Pharmacies. 
The UCLA Allied Health Professions Project. 
ED 069 900 


California Univ., Los Angeles. Early 
Childhood Research Center. 
Adaptation Mode and Behavior of Urban 
Anglo American and Rural Mexican Children. 
ED 076 248 
Children’s Approaches to Tasks, Self-Percep- 
tions, and Use of Relevant External Cues. 
ED 076 249 
[Field Independence-Depend , Reflection- 
Impulsivity, and Problem-Solving Styles of 
Preschool Children.] Interim Report. 
ED 076 246 


The Influence of Ability Level and Materials 
on Classificatory and Imaginative Behavior in 


Free Play. 

ED 076 241 
The Instructional Environment and the Young 
Autonomous Learner. 





ED 077 564 
Outerdirectedness as a Problem-Solving Ap- 
proach in Relation to Developmental Level and 
Selected Task Variables. 

ED 076 243 


The Study of Self Concept in Young Children: 
An Annotated Bibliography. 
ED 076 247 


California Univ., Los Angeles. ERIC 
Clearinghouse for Junior Coll. Information. 
Community Services Brief. 
ED 078 812 


Current Research on Grading Systems of Possi- 
ble Significance to Junior Colleges. (An An- 
notated Bibliography). 

ED 071 650 


Post-Secondary Cooperative Education Ab- 
stracts. 
ED 079 475 


California Univ., Los Angeles. Graduate 
School of Education 
An Analysis of Vocational Program Costs. 
ED 075 597 
Another Objective to Achieve: A Study of Edu- 
cationally Disadvantaged Veterans Enrolled in 
a College Preparatory Program. 


ED 070 388 
Community Junior Colleges and Universities: 
Partners in Higher Education. A Report of a 
National Conference. 

ED 073 768 


EPDA Leadership Development Program. 
Graduate Study Research, and Internship in 
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Financial Support for Vocational Education in 
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ED 069 927 


A Study of Educationally Disadvantaged 
Veterans Enrolled in a College Preparatory 


Program. 
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User Oriented Product Evaluation. 
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Center for Information Services Fourth Quar- 
terly Progress Report, Phase IIB; Detailed 
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Detailed System Design and Planning. First Re- 
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ED 067 121 
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First Report on Public Service. 
ED 072 822 
Education in Information Science: The Applied 
Disciplines in a Systems-Oriented Curriculum. 
ED 072 828 
Library Systems 


Education of Medical 


Analysts. 
ED 072 782 


Mechanized Information Services in the 
University Library, Phase I - Planning; Vol. I, 


Part 1-8. 

ED 072 812// 
Mechanized Information Services in the 
University Library, Phase I - Planning; Vol. Il, 


Part 9-13. 
ED 072 813// 
Methods of Library Building Design--A 


Research Plan. 
ED 067 123 


California Univ., Los Angeles. Junior Coll. 
Leadership Program. 
The Junior College Board of Trustees. Occa- 


sional Report No. 16. 
ED 078 817 


California Univ., Los Angeles. Library. 
Center for Information Services Fourth Quar- 
terly Progress Report, Phase IIB; Detailed 
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ED 068 130 


California Univ., Los Angeles. Mexican 
American Cultural Center. 
Selected Materials on the Chicano. 
ED 073 869 


California Univ., Los A . School of 
Architecture and Urban Planning. 
Professional Competence Core: An_ Inter- 
disciplinary Curriculum for Undergraduates-- 
Evaluation Package. Final Report. 
ED 072 764 


California Univ., Los Angeles. Univ. 
Extension. 


A Guide to Inservice Education for Nursing 
Personnel in Nursing Homes. 
ED 078 272 


California Univ., Riverside. 
Riverside English: The Spoken Language of a 
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ED 071 464 
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Economics Instruction. 
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California Univ., San Diego. Dept. of 
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Mathematical Theory of Attitude and Opinion 
Formation Based on High School Civics and 
History. Final Report. 
ED 077 789 


California Univ., San Diego. University 
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California Univ., Santa Barbara. 
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Modeling. 
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California Univ., Santa Barbara. Dept. of 
Education. 
Loss of Connectedness During an Elementary 


Teacher Training Program. 
ED 072 007 


California Univ., Santa Cruz. Special 
Committee on the Status of Women at 
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Report of the Special Committee on the Status 
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ED 080 069 


California Univ. Student Lobby, 
Sacramento. 
California Student Vote 1972; A Brief Analysis 


of the Student Vote. 
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Naci para ensenarte (I Was Born to Teach 
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Cambridge Univ. (England). 
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for School Resource Centres of Print and Non- 
print Materials Issued in the Calendar Year 
1971. 
ED 076 198// 
Canadian Ref ; A Selective 
Guide. 





ED 076 221// 
Nonbook Materials: The Organization of In- 


tegrated Collections. 
ED 072 792// 


Public Library Services for the Physically Han- 
dicapped. 
ED 067 797 


Canadian National Committee, Ottawa 
(Ontario). 
Water Films, 2nd Edition, 1965-1974. 
ED 067 224 


Canadian Political Science Association. 
Progress Report Objectives of Graduate Studies 


in Political Science. 
ED 078 762 


Canadian School Library Association. 
Materials Committee. 
Canadian Materials 1971; An Awareness List 
for School Resource Centres of Print and Non- 
print Materials Issued in the Calendar Year 


1971. 
ED 076 198// 


Canadian Teachers’ Federation, Ottawa 
(Ontario). 
Application Procedures for Out-of-Province 
Teachers Seeking Certification and Evaluation 
of Their Qualifications. 
ED 077 881 


Basic Goals and the Financing of Education. 
CTF Project on Education Finance: Document 


ED 079 870 
Bibliographies in Education No. 28: Early 
Childhood Education. 

ED 069 366 


Bibliographies in Education: Teacher Evalua- 
tion. 

ED 069 607 
Financing Educational Imperatives. A Report. 

ED 079 867 
New Goals, New Paths. The Search for a Ra- 
tionale for the Financing of Education in 
Canada, Parts I and Il. CTF Project on Educa- 
tion Finance: Final Report. 

ED 079 871 


Teacher Autonomy and Teacher Decision 
Making. Bibliographies in Education No. 34. 

ED 077 864 
Tenure. Bibliographies in Education No. 33. 

ED 077 863 
Third Conference on Teacher Certification: Ex- 
ploring the Bases for Reciprocity and Simplifi- 
cation of Evaluation Procedures. 

ED 068 462 


What Society May Properly Expect of the 
School. CTF Project on Education Finance: 


Document |. 
ED 079 868 


What the Individual Expects of the School. 
CTF Project on Education Finance: Document 
Zi 


ED 079 869 


Canadian Teachers’ Federation, Ottawa 
(Ontario). Research Div. 
Federal Financial Support for Secondary Edu- 
cation and Its Effect on Ontario, 1900-1972. 
ED 078 585 
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Canadian Wildlife Federation, Ottawa 
(Ontario). 
Learning About Environment (Students’ Text 
and Teachers’ Manual). 
ED 068 284// 


Cape Girardeau Public Schools, Mo. 
Investigation of the Effects of Allocation of In- 
structional Time on Pupil Achievement and 


Retention. 
ED 070 027 


Capitol Region Education Council, West 
Hartford, Conn. 
A Guide to Project Evaluation: A Report of 
Evaluation Seminars Sp d by the Connec- 
ticut State Department of Education. 
ED 080 584 


Capson Ed-Visors, Salt Lake City, Utah. 
Eastern Utah Career Center at Price: Educa- 
tional Specifications. 





ED 080 677 


Cardinal Stritch Coll., Milwaukee, Wis. 
Teacher Education at Cardinal Stritch College. 
ED 073 112 


Career Education Center, Sheboygan, Wis. 
Career Education Model. 
ED 073 251 


Career Education, Purdy Station, N.Y. 
Career Education 1972: An Annotated Bibliog- 


raphy of 173 References. 
ED 072 202// 


Careers, Inc., Largo, Fla. 
Career Brief: Bilingual Secretary. 
ED 066 977 


Carnegie Commission on Higher Education 
» Berkeley, Calif. 
The Emerging Technology. Instructional Uses 
of the Computer in Higher Education. 
ED 071 382// 


Carnegie Corp. of New York, N.Y. 
Annual Report of the Carnegie Corporation of 
New York 1972. 
ED 071 603 


Carnegie-Mellon Univ., Pittsburgh, Pa. 
Dept. of Psychology. 
The Development of Empathy in Chinese and 
American Children Between Three and Six 
Years of Age: A Cross-Cultural Study. 
ED 078 952 
Is_ Dissonance Motivating? Relationships 
Between Cognitive Behaviors and Tension 
Measures During Aggression. 





ED 074 427 


Carnegie-Mellon Univ., Pittsburgh, Pa. 
Graduate School of Industrial 
Administration. 
Educational Research and Development Unit 
Graduate School of Industrial Administration, 
Carnegie-Mellon University. Third Annual Re- 
rt. 
re ED 077 467 
Carnegie-Mellon Univ., Pittsburgh, Pa. 
Management Sciences Research Group. 


Studies in Manpower Planning. 
ED 078 179 


Carroll County Public Schools, Hillsville, 
Va. 


Para-Professionals Handbook. 
ED 079 277 


Case Western Reserve Univ., Cleveland, 
Ohio. 


Mathematical Foundations for Measuring Infor- 
mation Transfer and Flow. 
ED 068 138// 


Visual Preferences of Down’s Syndrome and 
Normal Infants. 
ED 068 169 
Case Western Reserve Univ., Cleveland, 
Ohio. Dept. of Sociology. 
Agents of Social Control: Issues in Rehabilita- 
tion Manpower. 
ED 070 980 
New Careers and Agencies: Views from 


Top. Rehabilitation Occupations for the Disad- 
vantaged and Advantaged. Working Paper No. 
3; 


ED 076 879 
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Cassette Information Services, Los Angeles, 


Voice Audio-Cassettes, 





ED 070 297// 


Castleton State Coll., Vt. Dept of Education. 


Student Teaching Cooperative Program. 
ED 074 035 





Catalyst, New York, N. Y. 
Part-Time Social Workers in Public Welfare. 
ED 067 499 


Catholic Board of Education, Diocese of 
Cleveland, Ohio. 

Culturally Yours From Africa to the Americas. 
A Resource Unit for the Study of Black Histo- 


ry 
ED 068 430 


Catholic Communications Foundation, New 
York, N. Y. 
A Glossary of Radio and Television Terms. 
ED 066 890// 


Catholic School Advisory Committee, 
Philadelphia, Pa. 
The Report of the Archdiocesan Advisory 
Committee on the Financial Crisis of Catholic 
Schools in Philadelphia and Surrounding Coun- 


ties. 
ED 067 766 


Catholic School Board, Chicago, Ill. 
Change in Self-Perception and Racial Attitude 
as a Result of Human Relations in a Parochial 


School System. Final Report. 
ED 072 152 


Catholic Univ. of America, Washington, 
D.C. 
A Thinking Laboratory Adapted for Deaf Chil- 


dren. Final Report. 
ED 071 251 


Catholic Univ. of America, Washington, 
D.C. Center for National Policy Review. 
[Jencks’ “Inequality” and _ Its  Critics.] 
Clearinghouse for Civil Rights Research, 
Volume 2, Number 1, Spring 1973. 
ED 079 448 


Catholic Univ. of America, Washington, 
D.C. Dept. of Economics. 
Occupational Education as a Source of 


Economic Growth. 
ED 074 369// 


Catholic Univ. of America, Washington, 
D.C. School of Education. 
Education of Children Aged One to Three: A 


Curriculum Manual. 
ED 072 872// 


Catonsville Community Coll., Md. 
College-Wide Participation in Policy Evalua- 
tion. Report on the Study of Attendance to the 
College Senate, March 20, 1972. 

ED 073 764 


Catskill Area School Study Council, 
Oneonta, N.Y. 
A Directory of Primary and Community 
Resources in the PROBE Area. 
ED 079 201 


Project PROBE. Final Program Report. 
ED 079 242 
A Summary and Evaluation of Project PROBE: 


A Planning Grant. 
ED 079 200 


Cedar Rapids Community School District, 
Towa. 
Revised Instructional Modules for Senior High 
Social Studies. 
ED 073 973 
You are Unique. 
ED 076 472// 


Center for Adult, Vocational, Technical, 
and Manpower Education (DHEW/OE), 
Washington, D.C. 
A Critique of the Education Portion of Chapter 
V--“Work, Education, and Job Mobility” of 
{the report entitled] “Work in America.” 
ED 080 785 


Center for Adult, Vocational, Technical, 
and Manpower Education (DHEW/OE), 
D.C. Div. of Vocational and 


Bibliography on Career Education. 
ED 079 554 
Selected Highlights in Vocational Home 


Economics Education. 

ED 080 731 
Semiannual Report on State Research Coor- 
dinating Unit Activities for the Period July 1, 
1972-December 31, 1972. 

ED 080 720 
State-Administered Exemplary Projects in Vo- 
cational Education. Fiscal Years 1970-72. 

ED 080 749 
State-Administered Research and Development 
Projects in Vocational Education. Fiscal Years 
1971-1972. 

ED 080 748 


Center for Analysis of Public Issues, 
Princeton, N.J. 


Crossed Wires; Cable Television in New Jersey. 
ED 073 704// 


Center for Applied Linguistics, Washington, 
D.C. 

Black-White Speech Relationships. Urban Lan- 

guage Series No. 7. 

ED 079 735// 
ities in Reading 





Inventory of Projects and A 
and English No. 4. 
ED 073 415 


Research Trends in Computational Linguistics. 


Conference Report. 
ED 070 344 


Script, Grammar, and the Hungarian Writing 


System. 
ED 072 689 


Two Papers on English-Hungarian Contrastive 


—. ED 072 688 


Center for Applied Research in Education, 
Inc., New York, N.Y. 
Identifying and Correcting Reading Difficulties 
in Children. 


ED 071 040// 


Center for Applied Research in the 
Apostolate, Washington, D.C. 
Ecumenical Planning for Mission in Town and 
Country America. Catholic Perspectives on the 
Concerns of the National Consultation on the 
Church in Community Life, Ohio State Univer- 
sity, September 5-8, 1967. 
ED 070 540 


The Protestant Approach to Town and 
Country: A Study-Guide for Catholics. 
ED 070 539 


Center for Community Research, New 
York, N.Y. 
Clustering and the Selection of a Representa- 
tive Sample of Parent-Child Centers for a 
Study of the Impact of the National Program. 
ED 069 353 


Report on Preliminary Impact Data from a Na- 
tional Survey of the Parent-Child Center Pro- 


gram. 
ED 069 352 


Center for Curriculum Design, Evanston, 
I. 
You Are An Environment: Teaching/Learning 


Environmental Attitudes. 
ED 068 341// 


Center for Curriculum Development, Inc., 
Philadelphia, Pa. 
Language Learning and Machine Teaching. 
Language and the Teacher: A Series in Applied 
Linguistics, Volume 5. 
ED 071 459// 


Center for Early Development and 
Education, Little Rock, Ark. 
Kramer School -- Something for Everybody. 
ED 069 437 


Center for Educational Studies, Grand 
Rapids, Mich. 
Case Study of the Grand Rapids Public 


Schools. 
ED 075 425 


Fourth Year Results in Experiments in Early 
Education: A Comparative Assessment of Pro- 
ject Follow-Through, Project Read and the 
Basal Reading Program. 

ED 077 873 


Center for Environmental Research, Boston, 
Mass. 

Bibliography of the Computer in Envi 

tal Design. Volumes One and Two. 
ED 077 080// 
Center for High School Philosophy, Rock 


Island, Ill. 
High School Philosophy Newsletter, Volume 1, 


Number 2. 
ED 071 957 
Center for Migration Studies, Inc., Staten 
Island 


» N.Y. 
A Bibliographic Guide to Materials on Greeks 
in the United States, 1890-1968. 

ED 080 628// 


Center for New Schools, Inc., Chicago, Ill. 
A Quality School Network for Illinois. 
ED 067 488 
Center for Policy Research, New York, N.Y. 
Design Analysis of a Home Terminal for Two 
Way Communications. 
ED 066 898 


Incasting and the Telephone Network. Working 


Paper Il. 
ED 067 833 


Minerva: A Study in Participatory Technology. 
ED 066 895 


Preliminary Findings of Electronic Town Hall 
Project (MINERVA). 
ED 071 411 


A Preliminary Review of CATV as a Two-Way 
System. Working Paper V. 





ED 067 834 
Public Television Channels in New York City: 


The First Six Months. 
ED 066 897 


Technology to Facilitate Citizen Participation 
in Government. 
ED 066 896 


Workers’ Bureaucratic Predispositions and Job 
Requirements. 
ED 075 677 


Center for Preventive Psychiatry, White 
Plains, N.Y. 
Analyst in the Nursery: An Application of 
Child Analytic Techniques in a Therapeutic 
Nursery. I. A Schematic Description. 
ED 077 563 
Educational Psychotherapy of Preschoolers. 
ED 077 566 
Preventive Therapy with Siblings of a Dying 


Child. 
ED 080 194 


Center for Research and Education, Estes 
Park, Colo. 
Colorado Interim Master Plan for Environmen- 


tal Education. 
ED 068 421 


Center for State and Regional Leadership, 
Florida. 
A Plan for Planning for a State Community 

College System. 
ED 080 103 


Proceedings of a National Invitational Con- 
ference on Post-Secondary Career Education 
for State Directors of Vocational Education, 
Community/Junior Colleges, Adult and Con- 
tinuing Education. Final Report. 

ED 079 536 


Center for the Study of Migrant and Indian 
Education, Teppenish, Wash. 
An Assessment of Needs Related to the Educa- 
tion of Indian Children in the State of 
Washington. 
ED 077 634 
The Greedy Little Boy Teacher’s Manual [With 
Units for Levels A and B]. 
ED 068 239 


Little Bear Teacher’s Manual [With Units for 
Levels A and B]. 
ED 068 238 


Center for the Study of Student Citizenship, 


Rights, and R Dayton, Ohio. 
Parents Primer: A Guide to Education. 





ED 070 031 


Center for Understanding Media, New 


York, N. Y. 
Doing the Media: A Portfolio of Activities and 


Resources. 
ED 069 111// 


Center for Urban Education, New York, 
N.Y. 
An Annotated Bibliography of Measurements 
for Young Children. 
ED 068 519 


The Politics of School Decentralization. Lex- 
ington Books Politics of Education Series. 
ED 078 113// 


Center for Venture Management, 
Milwaukee, Wis. 
Chartering an Experience Bank: A Guide to 
Forming a Local Association of Independent 


Businessmen. 
ED 076 772 


Consulting for Black Enterprise...A Challenge 
to the Business Establishment. 
ED 072 750 


Consulting for Black Enterprise...Experiences 
During the Second Year. Volume II. 
ED 072 749 
The Founding of ey Firms. 
076 773 


Technical Entrepreneurship: A wanna. 
ED 079 483 


Central Arkansas Education Center, Little 
Rock. 
An Experiment to Determine the Effectiveness 
of Using Audio-Tapes for Independent Activi- 
ties in a First Grade. 
ED 079 952 


“Flex-Ed” Reading Readiness Program for First 
Grade Students. 

ED 079 710 
A Guide for Conducting a Teacher Self-Im- 


provement Program. 
ED 079 259 


Central Columbia High School, 
Bloomsburg, Pa. 
Development of Modular Courses in Voca- 
tional Curriculum to Facilitate Individualized 
Scheduling to Meet the Occupational Objec- 
tives of Each Student. 
ED 073 234 


Central Inst. for Scientific, Technical and 
Economic Information, Warsaw (Poland). 
Scientific Publications Foreign Cooperation 
Center. 
Selected Bibliography of Polish Educational 
Materials. Volume 10, Number 4. 
ED 069 596 


Selected Bibliography of role Educational 
Materials. Volume 11, Number 1. 
ED 077 833 


Central Michigan Univ., Mount Pleasant. 
The Community College “Is” Where the Ac- 


tion Is! 

ED 068 937 
A Descriptive Overview of the Cluster-Based 
Occupational Curriculum Development Model 
(CBOCDM). 

ED 073 252 


Central Michigan Univ., Mount Pleasant. 
of Industrial Education and 


Dept. 
Tech 
A Study of Occupational Practices As They 
Relate to Curriculum Design for Career Educa- 


tion. 
ED 068 629 


Central Michigan Univ., Mount Pleasant. 
Michigan Migrant Education Center. 
Achievement and Attitude Chante in. Michigan 


Migrant Education, S 1972. 
ED 072 876 


Central Michigan Univ., Mount Pleasant. 
Office of Instruction and Research. 
Collective Bargaining: Its Impact for Institu- 
tional Research. 
ED 080 093 


Central Midwestern Regional Educational 
Lab., Inc., Minneapolis, Minn. 
Dos and Don'ts. Teaching Your Child. 
Televised Parent Training Program. 





ED 073 673 

Strategies for the Design of Parent Training 

Programs: Intellectual Stimulation and Motiva- 
tion of Young Children. 

ED 073 686// 


Teaching Your Child. Televised Parent Train- 
ing Program. 

ED 073 671 
Televised Parent Training Program: Reinforce- 
ment Strategies for Mothers of Disadvantaged 
Children. Final Report. 

ED 073 670 


Televised Segment; Teaching Your Child. 
Televised Parent Training Program. 
ED 073 672 


Central Midwestern Regional Educational 
Lab., St. Ann, Mo. 
A Comparison of Provisions in State and 
Federal Standards for Institutional Day Care. 
ED 078 950 
Limitations of a Research, Development and 
Diffusion (RD and D) Strategy in Diffusion: A 
Case Study of Nine Local Implementations of a 
State-Adopted Curriculum. 
ED 076 464 


Report of the Aesthetic Education Center 
(American Educational Theatre Association 
Convention, Chicago, Illinois, August, 1971). 

ED 077 035 
Students as Audiences: An Experimental Study 
of the Relationships between Classroom Study 
of Drama and Attendance at the Theatre. 
Research Report No. 11. 

ED 070 084 


Central Minnesota Teacher Education 
Council, St. Cloud. 
Cooperative Relationships in Teacher Educa- 
tion: The Central Minnesota Teacher Educa- 


tion Council. 
ED 080 456 


Central Missouri State Coll., Warrensburg. 
A Comparative Analysis of the Conjunctive Ef- 
fects of Instructor Race, Instructor Sex, and 
Peer Group Evaluations of Student Assign- 
ments on Student Attitudes and Achievement. 


Final Report. 
ED 070 032 


Central New York Regional Planning and 
Development Board, Syracuse. 
Manual for Evaluating Day Care Centers. 
ED 068 181// 


Central Piedmont Community Coll., 
Charlotte, N.C. 
The LTA in the Library World Today; 
Proceedings of the Workshop (Charlotte, N.C., 


March 3-4, 1972). 
ED 075 062 


Central Point School District 6, Oreg. 
American Studies. 
ED 076 479 


Central State Univ., Edmond, Okla. Coll. of 
Education. 
Evaluation of Guidance Objectives. 
ED 075 755 
Oklahoma City - Central State University 
Cooperative Program in Teacher Education. 
ED 074 036 


Central Susquehanna Intermediate Unit 16, 
Lewisburg, Pa. 
Migrant Education Program: A Handbook for 


the Teaching of Selected Concepts. 
ED 079 003 


Central Washington State Coll., Ellensburg. 
The Development of a Leadership Training 


Process for Principals. Final Report. 
ED 074 615 


Notes on a Change Model for Higher Educa- 
tion: A Heuristic Proposal. 

ED 076 087 
Open Minded, Thought-Filled Education. 

ED 068 166 


A Proposed Classification Schedule for a Cur- 
riculum Materials Collection. 
ED 070 464 


Central Washington State Coll., Ellensburg. 
Dept. of 


Psy lo 
Opinions of College Students on Parent/Child 

Relations (Abstract). 
ED 077 596 
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Central Wisconsin Colony and Training 
School, Madison, Wis. 
Behavioral Changes in Eating Skills in Severely 
and Profoundly Mentally Retarded Groups. 
ED 069 719// 


Central Youth Employment Executive, 
London (England). 
Careers Guide: Opportunities in the Profes- 
sions, Industry and Commerce. 
ED 074 217// 


Centre for Advanced Television Studies, 
London (England). 
Video in Community Development. 
ED 077 210// 


Centre for Information and Documentation 
of the European Communities (CID), 
Luxem 

Occupational Rehabilitation and Placement of 


the Disabled. 
ED 075 600 


Centre for Information on Language 
Teaching, London (England). 
Teaching Modern Languages Across the Ability 
Range: CILT Reports and Papers 8. 
ED 070 335 


Centre for Information on the Teaching of 
English, Edinburgh (Scotland). 
English for Young School Leavers. 
ED 068 980 


Cerritos Coll., Norwalk, Calif. 
A Community Survey of the “Disadvantaged.” 
ED 077 495 
An Evaluation of a Multi-Level Placement Pro- 
gram Concerning English Fundamentals and 


Writing Skills. 
ED 067 071 


Follow-Up Survey of Students Withdrawing 
from Cerritos College During the Fall 
Semester, 1972. 

ED 077 496 


Chadron State Coll., Nebr. 
Outdoor Environmental Education. An Innova- 
tive and Exemplary Approach to Pre-Service 
and In-Service Teacher Education. 
ED 067 236 


Chamber of Commerce of the United States, 
Washington, D.C. 
Questions for Resolution in Career Education. 
ED 075 627 


Chapman (Dave) Design, Inc., Chicago, Il. 
Design for ETV: Planning for Schools with 
Television. Revised. 

ED 072 518 


Charleroi Area Junior-Senior High School, 
Pa. 
Communication Department Courses of Study: 
Non-Graded Mini Courses, Grades 10, 11, 12. 
ED 074 550 


Charles County Board of Education, La 
Plata, Md. 
Rationale for the Perceptual Analysis Kin- 
dergarten Test. 
ED 077 561 


Tomorrow Is Today’s Dream. 
ED 075 348 


Charles R. Drew Postgraduate Medical 
School, Los Angeles, Calif. 
Master Plan for the Drew Postgraduate Medi- 
cal School, Los Angeles, Calif. 
ED 078 795 


Chelmsford Public Schools, Mass. 
Communities Around the World. Contrasting 
Communities. Teacher's Resource Unit. 

ED 073 967 
Communities Around the World. Teacher's 
Guide to Grade Three. 

ED 073 968 


Families Around the World. The Algonquin 
Family of New England. Teacher's Resource 


Unit. 

ED 073 969 
Families Around the World. The Colonial 
Family of Boston. Teacher’s Resource Unit. 

ED 073 972 
Families Around the World. The Hausa Family 
in Northern Nigeria. Teacher’s Resource Unit. 

ED 073 971 
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Families Around the World: The Japanese 
Family. Teacher's Resource Unit. 
ED 073 970 


Cherry Creek School District 5, Englewood, 
Colo. 


New Dimensions in Teacher Education. The 
Role of Differentiated Staffing in Teacher Edu- 


cation. 
ED 075 385 


Chester Area Schools, S. Dak. Interlakes 

Environmental and Outdoor Education 

Program. 
Administrator's 
Evaluation Manual. 


Environmental Education 


ED 067 231 


Chesterfield County School Board, Va. 
A Study of the Influence of a _ Learning 
Development Program on the Cognitive 
Growth and Learning Skills of Elementary Stu- 


dents. 
ED 072 019 


Cheyney State Coll., Pa. 
A Demonstration Program to Facilitate Certifi- 
cation Requirements for Special Education 
Teachers. 


ED 076 516 
Chicago Association for Retarded Children, 
bt] 


Toilet Training the Retarded Child. 
ED 074 660 


Chicago Board of Education, Ill. 
An Analysis of a Guaranteed Achievement Pro- 
gram to Achieve Specific Educational Objec- 
tives, or Performance Contracting, Chicago 
Style. 
ED 076 636 
Continuous Progress Program Inservice Materi- 


ED 077 914 
Curriculum Guide for Latin, Grades VI-XII. 

ED 069 169 
Experiences With a Measure of Self-Concept in 
the Chicago Schools. 

ED 076 637 
Instruments That Measure Self Concept. 

ED 079 431 
Resource Manual for Career Development for 
Students, Teachers, and Counselors in the 
Chicago Public Schools. 

ED 079 556 


Chicago Board of Education, Ill. Dept. of 
Curriculum. 
Report of a Three-Week Study Tour of the 
Federal Republic of Germany and Its Educa- 
tional System. 
ED 074 850 


Chicago Board of Education, Ill. Dept. of 
Government Funded Programs. 
Law in American Society Project. Final Report 
to the Law Enforcement Assistance Adminis- 


tration. 
ED 079 193 


Chicago City Colleges, Ill. Central Offices. 
A Five-Year Longitudinal Study of City Col- 
leges of Chicago Transfer Students, September 
1967-June 1972. 

ED 072 780 
A Profile of City Colleges of Chicago 1972 


Graduates. 
ED 073 751 


Chicago Public Schools, Ili. 
De Todo un Poco (A Little of Everything). 


ED 066 972 
Chicago Univ., Ill. 
The Gary, Indiana Public School Curriculum, 
1940-1970: A Local History. Final Report. 
ED 075 940 
Soviet Studies in the Psychology of Learning 
and Teaching Mathematics, Volume 4, 
Problem Solving in Geometry. 
ED 080 382// 
Soviet Studies in the Psychology of Learning 
and Teaching Mathematics, Volume 5, The 
Development of Spatial Abilities. 
ED 080 383// 
Soviet Studies in the Psychology of Learning 
and Teaching Mathematics, Volume 6, Instruc- 
tion in Problem Solving. 
ED 080 384// 


Chicago Univ., Ill. Center for Social 
Organization Studies. 
The Sociology of Black American Literature: 
The Changing Social Role of Black Writers. 
Working Paper Number 171. 
ED 072 121 


Chicago Univ., Il. Committee on Human 
Development. 
A Developmental Study of Group Formation in 


Children. 
ED 078 096 


Chicago Univ., Ill. Dept. of Psychiatry. 
Research in the Child Psychiatric and 
Guidance Clinics: A Bibliography (1923-1970). 

ED 073 849 
Strategies in Urban Community Mental Health. 
ED 078 321 


Chicago Univ., Ill. Ford Training and 
Placement Program. 
The 1971 Spring Conference Report of the 
Ford Training and Placement Program. 
ED 073 095 
The Dunbar Cadre. Interim Report, January, 
1971. Final Report, March, 1972. 
ED 070 745 
The Hyde Park Cadre As A Social System. 
ED 070 748 
The Impact of Cadres on School Settings. 
ED 072 022 
Transactional Processes in Ford Training and 
Placement Program. 
ED 079 620 


Chicago Univ., Ill. Industrial Relations 
Center. 
Teaching E in Elementary Schools: 
Comparing Program vs. Non-Program Students 
and the Effect of Teacher Acquaintance with 
Instructional Materials. 





ED 075 293 


Chicago Univ., Ill. Midwest Administration 
Center. 
The Itinerant Schoolmaster. A Socio-Economic 
Analysis of Teacher Turnover. 
ED 079 811// 


Chico State Coll., Calif. 
A Survey of Problems in Faculty Recruiting 
Within the California State Colleges. 
ED 070 394 


Child Development Associate Consortium, 
Inc., Washington, D.C. 
C.D.A.: Sample from the Child Development 
Associate Set of Competencies for the Purpose 
of Upgrading the Quality of Child Care and 
Early Education. 
ED 078 964 


Children’s Book Council, New York, N.Y. 
The Children’s Book Showcase. 1973. 
ED 072 831// 
Planning a School Book Fair. 
ED 069 283// 


Children’s Bureau (DHEW), Washington, 
D.C. 
Spotlight on Day Care. Proceedings of the Na- 
tional Conference on Day Care Services 
(Washington, D.C., May 13-15, 1965). 

ED 073 825 
The Story of the White House Conferences on 
Children and Youth. 

ED 078 896 


What Is Good Day Care? 

ED 069 392 
Who Will Take Care of Your Child When You 
are in Training or on the Job? 

ED 071 770 


Children’s Hospital, Los Angeles, Calif. 
Proceedings of Annual UAP Conference, 
Piagetian Theory and the Helping Professions 
(Second, Los Angeles, January 21, 1972). 

ED 073 829 


Children’s Hospital Medical Center, Boston, 
Mass. 
Ss ing and A t of Young Children. 
ED 075 066 


Children’s Hospital of the District of 
Columbia, Washington, D.C. 
Parent Participation Reading Clinic--A 
Research-Demonstration Project. Final Report. 
ED 072 174 





Children’s Television Workshop, New York, 
N.Y. 
The Deer and the Duck. 
ED 078 938 
Formative Research in the Production of 
Television for Children. 
ED 071 434 
Reading with Television: An Evaluation of The 
Electric Company. A Report to the Children’s 
Television Workshop. Volumes | and 2. 
ED 073 178 
Who Watched ‘“‘The Electric Company”; “The 
Electric Company” In-School Utilization Study: 
The 1971-72 School and Teacher Surveys. 
ED 074 438// 


Child Welfare League of America, Inc., 
New York, N.Y. 
A Model for Intake Decisions in Child Welfare. 
ED 075 085 
Obstacles to Interstate Adoption. 
ED 075 084 
Service to Children in Their Own Homes: Its 
Nature and Outcome. 
ED 075 070 
Supply and Demand in ARENA: An Analysis 
of the Relation of Characteristics of Children 
Registered with ARENA and the Charac- 
teristics Acceptable to Families Registered. 
ED 068 171 
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tion in Mathematical Education. 
ED 069 483 
Undergraduate Education in the Mathematical 
Sciences, 1970-71. Volume IV. 
ED 068 074// 


Conference of Executives of American 
Schools for the Deaf. 


Lesson Guide for Captioned Films VIII: A 
Training and Utilization Guide. Florida Edition. 
ED 067 793 


Congress of the U.S., Washington, D.C. 


Uniformed Services University of the Health 
Sciences and Armed Forces Health Professions 
Scholarship Program. Public Law 92-426-92nd 
Congress H. R. 2. 

ED 077 313 


Congress of the U.S., Washington, D.C. 
House. 


Hearings before the Civil Rights Oversight Sub- 
committee (Subcommittee No. 4) of the Com- 
mittee on the Judiciary House of Representa- 
tives. Ninety-Second C: 
on Reports of the U. S. ‘Commission on Civil 
Rights on the Education of the Spanish Speak- 


ing. 
ED 067 513 





Congress of the U.S., Washington, D.C. 
House Committee on Education and Labor. 


Equal Educational Opportunities Act. Hearing 
Before the General Subcommittee on Educa- 
tion of the Committee on Education and 
Labor, House of Representatives, Ninety- 
Second Congress, Second Session on H.R. 
13915, H.R. 13983, and H.R. 15299. Bills to 
Further the Achievement of Equal Educational 
Opportunities. Hearing Held Washington, D.C., 
June 28, 1972. 

ED 072 159 


To Establish a National Institute of Education; 
Hearings before the Select Subcommittee on 
Education of the Committee on Education and 
Labor, House of Representatives, Ninety- 
Second Congress. First Session on H. R. 33, H 
R. 3606, and Other Related Bills to Establish a 
National Institute of Education, and for Other 


Purposes. 

ED 067 512 
Financing of Elementary and Secondary Educa- 
tion: Hearings Before the General Subcommit- 
tee on Education of the Committee on Educa- 
tion and Labor, House of Representatives, 
Ninety-second Congress, Second Session, on 
H.R.44, H.R.128, H.R.981, H.R.1491, 
H.R.6179, H.R.6521, H.R.7796, H.R.12367, 
and Related Bills. 

ED 073 533 


Mobile Teachers’ Retirement Assistance Act: 
Hearing Before the General Subcommittee on 
Labor of the Committee on Education and 
Labor, House of Representatives, Ninety- 
second Congress, Second Session on H.R. 


10216. 

ED 079 254 
Oversight Hearing on Elementary and Seconda- 
ry Education. Hearing Before the Committee 
on Education and Labor, House of Representa 
tives, Ninety-Second Congress, Second Session 
on H.R.44, H.R.981, H.R.6179, H.R.7796, 
H.R.12695, and Related Proposals. Operation 
of Federal Support for Elementary and Secon- 
dary Education and the Future Direction of 
Federal Support for Elementary and Secondary 


Education. 
ED 070 171 


Oversight Hearing on National Institute of Edu- 
cation Before the Select Subcommittee on Edu- 
cation of the Committee on Education and 
Labor, House of Representatives, Ninety-Third 
Congress, First Session on Oversight into the 
Administration of the National Institute of Edu- 
cation. 

ED 079 840 
Oversight Hearings Before the Special Subcom- 
mittee on Education of the Committee on Edu- 
cation and Labor: House of Representatives, 
Ninety-Thir¢ Congress, First Session on Ad- 
ministration of Section 1202 of the Higher 
Education Act. Hearings held in Washington, 
D.C., April 9, 11, 12, 1973. 

ED 080 079 


Pilot Universal Lunch Program. Hearing Before 
the Committee on Education and Labor, House 
of Representatives, Ninety-Second Congress, 
Second Session on H.R. 13452. 

ED 078 524 


The Potential Contribution of Computers to In- 
struction Reform. 
ED 069 140 
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Sixth Annual Report of the National Advisory 
Council on Extension and Continuing Educa- 
tion, Pursuant to Public Law 89-329. Ninety- 
Second Congress, Second Session. 

ED 078 266 


Year-Round Schools. Hearing Before the 
General Subcommittee on Education of the 
Committee on Education and Labor, House of 
Representatives, Ninety-Second Congress, 
Second Session on the Value of Year-Round 
Schools. (Washington, D. C., April 24, 1972.) 

ED 069 043 
Youth Camp Safety. Hearing before the Select 
Subcommittee on Labor of the Committee on 
Education and Labor. House of Representa- 
tives. Ninety-First Congress, First Session on H. 


R.763. 

ED 076 542 
Youth Camp Safety Standards. Hearings before 
the Select Subcommittee on Labor of the Com- 
mittee on Education and Labor. House of 
Representatives. Ninety-Second Congress, First 
Session on H. R. 1264. H. R. 2302, H. R. 
6055, H. R. 6493, and H. R. 8499. 

ED 076 497 
Youth Camp Safety Standards. Hearings before 
the Select Subcommittee on Education of the 
Committee on Education and Labor. House of 
Representatives. Ninetieth C 
Session on H. R. 17131 and H. R. 17307. 

ED 076 541 


Congress of the U. S., Washington, D. C. 
House Committee on Foreign Affairs. 
American Schools and Hospitals Abroad: Hear- 
ing Before the Subcommittee on the Near East 
of the Committee on Foreign Affairs. bene of 
Representatives. Ninety-S d ig 
Second Session. 
ED 068 372 


Ninth Annual Report of the Advisory Commis- 
sion on International Educational and Cultural 


Affairs. 
ED 080 428 


Congress of the U. S., Washington, D. C. 
House Committee on Government 
Operations. 
Automatic Data Processing Equipment; Report 
of the Committee on Government Operations 
on H.R. 4845. 
ED 067 108 


Automatic Data Processing; Hearing Before a 
Subcommittee of the Committee on Govern- 
ment Operations...Ninety-Second Congress, 
First Session, May 20, 1971. 

ED 067 109 


Congress of the U.S., Washington, D.C. 
House Committee on Science and 
Astronautics. 
Teaching and Research in the Field of Science 
Policy - A Survey. 








ED 079 057 


Congress of the U.S., Washington, D.C. 

House Committee on the Judiciary. 
Education of the Spanish Speaking. Hearings 
Before the Civil Rights Oversight Subcommit- 
tee (Subcommittee No. 4) of the Committee 
on the Judiciary, House of Representatives, 
Ninety-Second Congress, Second Session on 
Reports of the U.S. Commission on Civil 
Rights. Serial No. 35. 

ED 071 803 


Leading Court Decision Pertinent to Public 
School Desegregation. 

ED 073 212 
School Busing. Hearings Before Subcommittee 
No. 5 of the Committee on the Judiciary, 
House of Representatives, Ninety-second Con- 
gress, Second Session on Proposed Amend- 
ments to the Constitution and Legislation 
Relating to Transportation and Assignment of 
Public School Pupils. Parts 1-3. Serial No. 32. 

ED 072 519 


Congress of the U.S., Washington, D.C. 
House Committee on Ways and Means. 
Tax Credits for Nonpublic Education. Hearings 
Before the Committee on Ways and Means, 
House of Representatives, Ninety-Second Con- 
gress, Second Session on H. R. 16141 and 
Other Pending Proposals Relating to Aid to 
Primary and Secondary Education in the Form 
of Tax Credits and/or Deductions. Parts 1-3. 
ED 072 520 
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Congress of the U.S., Washington, D.C. 
House Select Committee on Crime. 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: New York City. 
ED 075 727 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Miami, Florida. 
ED 075 757 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Chicago, Illinois. 
ED 075 759 


Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: San Francisco. 

ED 075 760 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Kansas City, Kansas. 

ED 075 761 
Drugs in Our Schools: Hearings before the 
Select Committee on Crime. House of 
Representatives, Ninety-Second Congress, 
Second Session: Los Angeles. 

ED 075 762 


Congress of the U.S., Washington, D.C. 
Senate. 
Hearings before the Subcommittee on Public 
Health, Education, Welfare, and Safety of the 
Committee on the District of Columbia. United 
States Senate, Ninety-Second Congress, Second 

Session on S.2693. 
ED 075 745 


Congress of the U.S., Washington, D.C. 
Senate Committee on Agriculture and 
Forestry. 
Rural Development: 1971--A Year of Listening 
and Watching the Development of the Growing 
Consensus that Something Must be Done for 
the People of the American Countryside. 
ED 075 112 
School Lunch Regulations. Hearing Before the 
Committee on Agriculture and Forestry, United 
States Senate. Ninety-Second Congress, First 
Session on the School Lunch Program for the 
1972 Fiscal Year as Proposed by the U.S. De- 
partment of Agriculture, August 10, 1971. 
ED 078 512 


Congress of the U.S., Washington, D.C. 
Senate Committee on Commerce. 
Metric Conversion. Hearing Before the Com- 
mittee on Commerce, United States Senate, 92 
Congress, Second Session on S.2483 and 


S.J.Res. 219. 

ED 070 636 
Public Broadcasting: Hearings Before the Sub- 
committee On Communications of the Commit- 
tee On Commerce, United States Senate. 
Ninety-Third Congress. 

ED 079 998 


Congress of the U. S., Washington, D. C. 
Senate Committee on Foreign Affairs. 
The Universal Copyright Convention, as 
Revised at Paris on July 24, 1971, Together 
With Two Related Protocols; Hearing Before 
the Committee on Foreign Relations...Execu- 


tive G... 
ED 070 473 


Congress of the U.S. , Washington, D.C. 
Senate Committee on Government 
Operations. 

Status of Property Tax Administration in the 


States. 
ED 078 570 


Congress of the U.S., Washington, D.C. 
Senate Committee on Labor and Public 
Welfare 


Aid to Nonpublic Education, 1971-72. 
Hearings Before the Subcommittee on Educa- 
tion of the Committee on Labor and Public 
Welfare, United States Senate. Ninety-Second 
Congress, First and Second Sessions on Aid to 
Nonpublic Education, December 2, 1971, and 
January 11, 1972. 

ED 078 565 


Casper W. Weinberger to be Secretary of 
Health, Education, and Welfare: Hearings Be- 
fore the Committee on Labor and Public Wel- 
fare. United States Senate, Ninety-Third Con- 
gress. Part 2: Appendix--Comprehensive HEW 
Simplification and Reform “‘MEGA Proposal’’. 

ED 080 148 
A Compendium of Federal Boarding School 
Evaluations. The Education of American Indi- 
ans, November 1969, Volume 3. 

ED 068 210 


Comprehensive Headstart, Child Development, 
and Family Services Act of 1972: Bill Text and 
Section-by-Section Analysis. 

ED 069 333 


Education Revenue Sharing Act of 1971. 
Hearings Before the Subcommittee on Educa- 
tion of the Committee on Labor and Public 
Welfare, United States Senate. Ninety-Second 
Congress, First Session on S. 1669, October 27, 
28, and November 2, 1971. 

ED 078 567 


Field Investigation and Research Reports. The 
Education of American Indians, October 1969, 


Volume 2. 

ED 068 211 
Headstart, Child Development Legislation, 
1972. Joint Hearing before the Subcommittee 
on Children and Youth and the Subcommittee 
on Employment, Manpower, and Poverty. 

ED 069 332 
Indian Education, 1969. Part 2--Appendix. 
Hearings Before the Subcommittee on Indian 
Education of the Committee on Labor and 
Public Welfare, United States Senate, Ninety- 
First Cong , First S on Policy, Or- 
ganization, Administration, and New Legisla- 
tion Concerning the American Indians. 

ED 068 209 
Indian Education. Part 4, Hearings Before the 
Special Subcommittee on Indian Education of 
the Committee on Labor and Public Welfare, 
United States Senate, Ninetieth Congress, First 
and Second Sessions on the Study of the Edu- 
cation of Indian Children. 





ED 073 859 
Marihuana and Health: Second Annual Report 
to Congress from the Secretary of Health, Edu- 
cation, and Welfare. 

ED 068 313 


The Organization Question. The Education of 
American Indians, November 1969, Volume 4. 
ED 068 212 
Rights of Children, 1972: Hearing before the 
Subcommittee on Children and Youth of the 
Committee on Labor and Public Welfare. 
United States Senate Ninety-Second Congress. 
Part 2: Appendix - Selected Readings on Child 
Abuse and Day Care. 
ED 071 740// 


Congress of the U.S., Washington, D.C. 
Senate Committee on Veteran’s Affairs. 
Educational Benefits Available for Returning 
Vietnam Era Veterans; Hearings Before the 
Subcommittee on Readjustment, Education, 
and Employment of the Committee on 
Veterans’ Affairs, United States Senate, Ninety- 
Second Congress, Second Session. Part 1. 
ED 076 864 
A Study of the Problems Facing Vietnam Era 
Veterans on their Readjustment to Civilian 
Life. Senate Committee Print Number 7. 
ED 074 268 


Congress of the U.S., Washington, D.C. 

Senate Select Committee on Equal 

Educational Opportunity. 
The Effects of Dropping Out. The Costs to the 
Nation of Inadequate Education: A Report 
Prepared for the Select Committee on Equal 
Educational Opportunity of the United States 
Senate; Excerpts from “Youth in Transition, 
Volume 3: Dropping Out--Problem or Symp- 


tom?” 

ED 072 171 
Environment, Intelligence, and Scholastic 
Achievement: A Compilation of Testimony to 
the Select Committee on Equal Educational 
Opportunity, United States Senate. 

ED 067 433// 

Goals and Alternatives for the Education of 
Minority Group Students in Elementary and 
Secondary Schools. 

ED 074 170 


Hearings Before the Committee on Education 
and Labor, House of Representatives, Ninety- 


Second Congress, Second Session on H. R. 44, 
H. R. 981, H. R. 1491, H. R. 6179, H. R. 
7796, 4H. R. 12695 and Related 
Proposals...Oversight Hearings on Elementary 
and Secondary Education. Hearings Held 
Washington, D. C., September 26-28, and Oc- 
tober 4 and 11, 1972. 

ED 075 530 


ED 072 521 


Issues in School Finance. 


Justice for Children. 
ED 072 165 
Toward Equal Educational Opportunity: The 
Report of the Select Committee on Equal Edu- 
cational Opportunity, United States Senate, 
Pursuant to S. Res. 359, February 19, 1970. 
ED 072 153 


Congress of the U.S., Washington, D. C. 

Senate Select Committee on Nutrition and 

Human Needs. 
Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-Second Congress, Second 
Session on Nutrition and Human Needs. Part 2- 
-Nutritional Needs of Nation’s Older Amer- 
icans. Hearings Held Washington, D.C., June 


14, 1972. 

ED 072 140 
Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-Second Congress, Second 
Session on Nutrition and Human Needs. Nutri- 
tion and Human Needs--1972. Part 3A--Section 
13, Funds: Summer Lunch-Pre-School Feeding. 
Hearings Held Washington, D.C., April 7 and 


June 2, 1972. 
ED 073 179 


Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-First Congress, Second 
Session on Nutrition and Human Needs. Part 1- 
-Hunger and the Income Gap. Hearings Held 
Washington, D.C., March 2, 3, 4, and 6, 1970. 

ED 075 518 
Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-First Congress, Second 
Session on Nutrition and Human Needs. Nutri- 
tion and Human Needs--1970. Part 2--National 
School Lunch Program; the Urban Crisis. 
Hearings Held Modesto, Calif., March 23, 
1970, and Chicago, Illl., April 20, 1970. 

ED 076 722 
Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-Second Congress, Second 
Session. Nutrition Education--1972. Part 1-- 
Overview; Consultants’ Recommendations. Part 
2--Overview; The Federal Programs. Part 2A-- 
Appendix. Washington, D.C., December 6, 


1972. 

ED 078 117 
Hearings Before the Select Committee on 
Nutrition and Human Needs of the United 
States Senate, Ninety-Third Congress, First Ses- 
sion. Nutrition Education--1973. Parts 3, 4, and 
5--TV Advertising of Food to Children. 
Washington, D.C., March 5, 6, and 12, 1973. 

ED 079 441 
Hunger--1973; Prepared by the Staff of the 
Select Committee on Nutrition and Human 
Needs, United States Senate. 

ED 080 630 


Nutrition and Human Needs--1972. Hearings 
Before the Select Committee on Nutrition and 
Human Needs of the United States Senate. 
Ninety-Second Congress, Second Session. Part 
3B--Unused Food Assistance Funds: Food 
Stamps; Administration Witnesses. Hearings 
Held Washington, D.C., June 7 and 22, 1972. 
ED 072 157 


Congress of the U.S., Washington, D.C. 
Senate Special Committee on Aging. 
Cancelled Careers; The Impact of Reduction- 
in-Force Policies on Middle-Aged Federal Em- 
ployees. A Report to the Special Committee on 
Aging, United States Senate. 
ED 068 823 


Connecticut Coll., New London. Dept. of 


wage of Black Children in the Early 
tudies on Developing Competence in 


The L 
Grades. 
Standard English I. 

ED 067 690 





Connecticut Commission for Higher 
Education, Hartford. 
Distribution of Enrollment Among Constituent 
Units. A Discussic Paper for the Master Plan 
for Higher Education in Connecticut. 
ED 074 941 
Excerpts from the Findings and Recommenda- 
tions of Eight Resource Groups. A Report to 
the Management/Policy Group of the Commis- 
sion for Higher Education. 
ED 074 905 


Fiscal Support and R Allocati A 
Discussion Paper for the Master Plan for 
Higher Education in Connecticut. 

ED 074 902 
Goals for the System of Higher Education; 
Role and Scope of Constituent Units; Number 
and Location of Institutional Units. 

ED 074 915 
Improvement of Opportunity: Alternative Ap- 
proaches for the Delivery of Higher Education 


Services. 

ED 074 940 
Improvement of Opportunity in Higher Educa- 
tion: Alternative Modes for Earning Un- 
dergraduate Degrees and College Credit. 

ED 074 939 
Programs Distribution, Revision, and Termina- 
tion. A Discussion Paper for the Master Plan 
for Higher Education in Connecticut. 

ED 074 943 
Special Needs of Minorities in Higher Educa- 
tion and Methods of Meeting Needs. A Discus- 
sion Paper for the Master Plan for Higher Edu- 
cation in Connecticut. 





ED 074 903 
Transfer of Students Between Institutions and 
Programs. A Discussion Paper for the Master 
Plan for Higher Education in Connecticut. 

ED 074 904 
Utilization of Existing Facilities Needs for New 
Facilities. A Discussion Paper for the Master 
Plan for Higher Education in Connecticut. 

ED 074 942 


Connecticut Education Association, Storrs. 
Fifty-One Percent Minority. Connecticut Con- 
ference on the Status of Women. 

ED 074 958 
Revision, Relief and Redistribution of the Con- 
necticut State and Local Tax Structure. A 
Research Monograph. 

ED 078 587 


Connecticut Regional School District 13, 
Durham. 
Research and Development Project for the 
Establishment of Career Education: K-12 in 
Regional District 13. Final Report. 
ED 069 857 


Connecticut State Board of Education, 
Hartford. 
Connecticut Citizens Response to Educational 
Goals, 1971-1972. 
ED 078 045 


Connecticut State Commission for High 
Education, Hartford. 
Colloquium on Higher Education in Connec- 
ticut. Presentations by Principal Speakers. 
ED 072 733 


Connecticut State Dept. of Education, 
Hartford. Div. of Vocational Education. 
A Demonstration Program to Train 12-15 High 
School EMR Students in Key Punch Operation 
Using Individual Instruction. Final Report. 
ED 072 177 


Connecticut State Dept. of Education, 
Hartford. Office of Program Development. 
Achievement and Related School Factors in 
the Largest Cities of Connecticut. 
ED 080 613 


Connecticut State Library, Hartford. Div. of 
Library Development. 
Long Range Program for the Development of 
Library Services in Connecticut. 
ED 070 489 


Connecticut Univ., Storrs. 
Community Involvement and Teacher Educa- 
tion: One Experimental Program. The Universi- 
ty of Connecticut Technical Paper. 
ED 075 367 
Gifted Disadvantaged Children. 
ED 073 582 


Idea Logistics and Dynamics. Final Report. 

ED 076 481 
Perceptual Capacities of Retarded and Normal 
Children. Final Report. 

ED 074 692 
Perspectives for the University of Connecticut. 
A White Paper on Planning. 

ED 067 060 


Connecticut Univ., Storrs. Agricultural 


Experiment Station. 
Education, Employment and Income of High 
School Vocational Agriculture Graduates. Final 
Report. 
ED 073 309 


Connecticut Univ., Storrs. Dept. of Child 
Development and Family Relations. 
Family Interaction and Cognitive Style: Power 
Around the Dinner Table. 
ED 078 916 


Connecticut Univ., Storrs. Dept. of 
Electrical Engineering. 
A Generative CAI Monitor For Teaching 
Machine-Language Programming. 
ED 078 647 
Generative Computer Assisted Instruction: An 
Application of Artificial Intelligence to CAI. 
ED 078 648 
An Intelligent CAI Monitor and Generative Tu- 


tor. Interim Report. 
ED 078 681 


Connecticut Univ., Storrs. Dept. of Higher, 
Technical, and Adult Education. 
Report of Institute on Planning Vocational 
Education (Uni ity of C ticut, March 
13-16, 1972). 





ED 072 260 


Connecticut Univ., Storrs. Dept. of 


Psychology. 

Brain and Behavior P g of Contrast In- 
formation by Homan | Infants: Spatial and Tem- 
poral Changes. 





ED 076 256 


Connecticut Univ., Storrs. Educational 
Resources and Development Center. 
Achievement and Related School Factors in 
the Largest Cities of Connecticut. 
ED 080 613 


Connecticut Univ., Storrs. National 
Leadership Inst. - Teacher Education/Early 
Childhood 


Effective School Programs for Disadvantaged 
Minority Children. 
ED 080 198 


IQ Testing and Minority School Children: Im- 


peratives for Change. 

ED 078 006 
The Milwaukee Project: Early Intervention as a 
Technique to Prevent Mental Retardation. 

ED 080 162 


Connors State Coll., Warner, Okla. 
Program To Train Instructors of Ten Junior 
Colleges in the Ozark Economic Development 


Region. 
ED 069 616 
Conrad Area School District, Wilmington, 
Del. 


Book III: Language Arts Guide. 
ED 068 928 


Book Il: Language Arts Guide. 
ED 068 927 


Book I: Language Arts Guide. 
ED 068 926 


Conservation Education Association, 
Billings, Mont. 


Critical Index of Films on Man and His En- 
vironment. 
ED 080 298// 


Consortium of Texas Schools of Social 
Work, Austin. 
A Challenge to Social Work Education: Inclu- 
sion of Content on Ethnic and Racial Minori- 
ties in the Curriculum. Social Work Education 
for Economically Disadvantaged Groups in 
Texas. Occasional Paper. 
ED 077 817 


Explorations Into Variations On a Theme: 
Minorities and the Core Dimensions of Prac- 
ticum Instruction in Social Work Education. 
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Social Work Education for Economically Dis- 
advantaged Groups in Texas. 
ED 079 171 


Social Work Education for Economically Dis- 
advantaged Groups in Texas. Final Report, July 
1, 1970 - August 31, 1973. 

ED 080 255 


Consortium on Early Childbearing and 
Childrearing, Washington, D. C. 


Beginning a Program for Pregnant School-Age 
Girls. Information Series # 


ED 070 184// 
A Discussion of State Laws and State and 
Local Policies as They Relate to Education of 
sown School-Age Girls. Information Series 


ED 070 186// 
How Communities Finance Programs for 
Pregnant School-Age Girls. Information Series 
#2. 


ED 070 185// 
Model C ts of C Pro- 
grams for Pregnant School- -Age Girls. Informa- 


tion Series #4. 
ED 070 187// 
To P. te C e Continuing Educa- 
tion Programs for permits Pregnant Girls. 
Annual Report. 
ED 070 183 


Consulting Services Corp., Seattle, Wash. 
Day Care Licensing Study Summary Report on 
Phase I: State and Local Day Care Licensing 
Requirements. 

ED 069 328 


A Survey of State Day Care Licensing Require- 
ments. 
ED 078 955 


Consumer and Corporate Affairs Dept., 
Ottawa (Ontario). 
Metrication: A Guide for Consumers. 
ED 075 683// 
Metrication: A Guide for Producers of 
Packaged Goods. Consumer Research Report 


No. 4 
ED 072 306// 


Contemporary Bibliographical Services, 
Madison, Wis. 
Alcoholism in Employment: Bibliography and 
Refi , With Selected Annotations. 
ED 080 683 


Contemporary Research, Inc., Los Angeles, 
Calif. 
Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner -City Elemen- 
tary Teachers. Volume I: State of the Litera- 
ture. 











ED 073 097// 
Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
ry Teachers. Volume II: Annotated Bibliog- 


raphy Part I and II. 
ED 073 098// 


Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
ty Teachers. Volume Ill: Research Methods 


and Procedures. 

ED 073 099// 
Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
ry Teachers. Volume IV: Inner-City Teachers: 
Their Problems, Compet and S$ of 
Competence. 





ED 073 100// 
t of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
ry Teachers. Volume V: Models of Teacher 


Training. 

ED 073 101// 
Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
try Teachers. Volume VI: Inner-City Teaching 


Strategies. 

ED 073 102// 
Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
ry Teachers. Volume VII: Summary of the Re- 


port. 
ED 073 103// 
Evaluative Assessment of Exemplary Pre-Ser- 
vice Teacher Training for Inner-City Elementa- 
ry Teachers. Volume VIII: Statistical Appendix. 
ED 073 104// 


Reatsest A 
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Cooperative Coll. Development Program, 
New York, N. Y. 
Proposal Planning and Development. 
ED 067 039 


Cooperative College-School Science 
, College Park, Md. 
Iterim Report-Summer Institute. 
ED 075 279 


Cooperative Educational Service Agency 12, 
Wis. 
Final Expenditure Report. 
ED 080 355 


Cooperative Educational Services, Phoenix, 
Ariz. 
Performance Objectives for Educable Mentally 


Handicapped (K-12). 
ED 077 158 
Performance Objectives for Trainable Mentally 
Handicapped (K-12). 
ED 077 156 


Copyright Society of the U.S.A., New York, 
‘A ‘Century of Copyright in the Library of Con- 


gress. 
ED 076 205 


Cornell Univ., Ithaca, N.Y. 
Bibliography on Discourse and Related Topics. 
ED 066 959 
Teacher Expectations and Student Achieve- 
ment: A Replication and Extension. Final Re- 
port. 


Who Are These People? 


ED 080 567 


ED 080 568// 


Cornell Univ., Ithaca, N.Y. Center for 
Improvement of Undergraduate Education. 
Environmental [Illumination and Human 
Behavior: The Effects of Spectrum of Light 
Source on Human Performance in a University 
Setting. 
ED 080 038 
Cornell Univ., Ithaca, N.Y. Dept. of 
Computer Science. 
Experiments in 
Retrieval. 


Multi-Lingual Information 
ED 078 852// 
Information Storage and Retrieval...Reports on 
Text Analysis, Dynamic Indexing, Feedback 
Searches, Dictionary Construction and File Or- 


ganization. 
ED 071 702// 
Proposals for a Dynamic Library. Technical 
Report. 
ED 075 040// 
Cornell Univ., Ithaca, N.Y. Dept of Human 


Development and Family Studies. 
Children’s Understanding of Morals. 
ED 077 571 


Cornell Univ., Ithaca, N.Y. Dept. of Modern 
and Lin 
The Thread of Discourse. 
ED 071 485 


Cornell Univ., Ithaca, N.Y. Dept. of 


The Relationship Between Perceptual Develop- 
ment and the Acquisition of Reading Skill. 
Final Report. 

ED 067 640 
The Relationship Between Perceptual Develop- 


ment and the Acquisition of Reading Skill. Ap- 
pendix to Final Report. 
ED 067 641 


Cornell Univ., Ithaca, N. Y. Dept. of 


Clearing the Air; or How Fares the First 
Amendment--is it Alive and Well? 
ED 070 239// 


Cornell Univ., Ithaca, N.Y. Graduate 
School. 
Evaluation of a Computer-Based Cataloging 


Support System for Use by the Cornell Univer- 
sity Libraries. 
ED 077 520 


Cornell Univ., Ithaca, N. Y. Human Affairs 


Markles Flats Junior High School: A Project of 
the Ithaca School System and the Human Af- 


fairs Program of Cornell University. 
ED 069 575 


Cornell Univ., Ithaca, N.Y. Southeast Asia 


An Intermediate Vietnamese Reader. 
ED 066 997 
Introductory Vietnamese. 

ED 066 998 


Cornell Univ., Ithaca, N.Y. Univ. Libraries 
Development of a Long-Range Strategic Plan 
for a University Library; The Cornell Ex- 
perience: Chronicle and Evaluation of the First 
Year's Effort. 

ED 077 S11 


Corning Community Coll., N.Y. 
Teaching Effectiveness and the Interaction 
Between Teaching Methods, Student and 
Teacher Characteristics. Final Report. 
ED 068 453 


Corporation for Public Broadcasting, 
Washington, D.C. 


Broadcast and Production Statistics of Public 
Television Licensees: Fiscal Year 1971. 

ED 079 982 
Financial Statistics of CPB-Qualified Public 
Radio Stations: Fiscal Year 1970. Advance 


Edition. 

ED 066 874 
One Week of Public Television, April 1972. 
Number Seven. 

ED 078 691 


Remarks at NAEB Convention. 

ED 071 444 
Summary Statistics of CPB-Qualified Public 
Radio Stations: Fiscal Year 1971. 

ED 079 983 


Corpus Christi Independent School District, 
Tex. 
The Young Child Learns: A Guide for Four- 


Year-Olds. 
ED 072 838 


Corvallis School District 509J, Oreg. 
The Development and Implementation of a 
New Model for the Preparation of Teachers for 
Junior High School Youth: Project #2-75 of 
the Educational Coordinating Council of the 
State of Oregon. 
ED 072 036 


Council for Basic Education, Washington, 
D.C. 
What Is Career Education? A Conversation 
with Sidney P. Marland, Jr. and James D. 


Koerner. 
ED 080 726 


— for Exceptional Children, 
Va. 
are Commitments and Responsibilities to Ex- 
ceptional Children and Policy Statement on 
Governmental Affairs. 
ED 074 654 


Exceptional Children Conference Papers: Ad- 
ministration in Special Education. 
ED 078 630 


Conf Papers: Early 


ED 078 631 
Exceptional Children Conference Papers: Edu- 


cation of the Educable Mentally Handicapped. 
ED 078 632 


Exceptional Children Conference Papers: Edu- 


cation of the Trainable Mentally Handicapped. 
ED 078 633 


Exceptional Children Conference Papers: 


Behavioral and Emotional Problems. 
ED 078 634 


Conference Papers: 


ED 078 635 
Exceptional Children Conference Papers: 
Learning and Language Disabilities. 

ED 078 636 


Exceptional Children Conference Papers: 
Physically Handicapped. 
ED 078 637 


Exceptional Children Conference Papers: 
Career Education. 





Exceptional Child 
Childhood Education. 


Exceptional Children 
Gifted and Talented. 


ED 078 638 
Tommy: A Treatment Study of An Autistic 


Child. 
ED 071 216// 


Council for Exceptional Children, 
Arlington, Va. Information Center on 
Exceptional Children. 
Administration; A Selective Bibliography. Ex- 
ceptional Child Bibliography Series No. 610. 
ED 069 067 
Audiovisual Instruction; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 


No. 653. 

ED 074 686 
Aurally Handicapped -- R h; AS 
Bibliography. Exceptional Child ‘Bibliography 
Series No. 625. 

ED 069 068 


A Continuing Summary of Pending and 
Completed Litigation Regarding the Education 
of Handicapped Children. 

ED 067 779 





Council for Exceptional Children Selected 
Convention and Special Conference Papers In- 
dex. 


ED 078 613 
Counseling and Psychotherapy; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 629. 

ED 074 683 


Diagnostic Teaching; A Selective Bibliography. 
Exceptional Child Bibliography Series No. 632. 

ED 069 071 
Digest of State and Federal Laws: Education of 
Handicapped Children. Second Edition. 

ED 071 209 
Directories of Services and Facilities; A Selec- 
tive Bibliography. Exceptional Child Bibliog- 
raphy Series No. 638 

ED 074 684 


Drug Therapy; A Selective Bibliography. Ex- 
ceptional Child Bibliography Series No. 602. 
ED 069 064 
Gifted and Creativity Research; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 639. 
ED 069 073 


Gifted Talented: A General Reading List; A 
Selective Bibliography. Exceptional Child 
Bibliography Series No. 636. 

ED 078 614 


Homebound or Hospitalized; A_ Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 607. 

ED 069 066 


IMC/RMC Network Professional Film Collec- 
tion. Second Edition. 
ED 072 587 


Instructional Alternatives for Exceptional Chil- 


dren. 

ED 074 678 
Instructional Materials; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 
No. 637. 

ED 072 593 
Instructional Materials Thesaurus for Special 


Education. 

ED 075 973 
Minority Groups/Disadvantaged Youth; A 
Selective Bibliography. Exceptional Child 
Bibliography Series No. 646. 

ED 074 685 
A Model Law for the Education of Seven Mil- 
lion Handicapped Children. 

ED 067 780 


Multiply Handicapped; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 


No. 614. 

ED 072 589 
Not All Little Wagons Are Red; the Excep- 
tional Child’s Early Years. 

ED 074 676 


Parent Education/Parent Counseling; A Selec- 
tive Bibliography. Exceptional Child Bibliog- 
raphy Series No. 631. 

ED 069 070 


Physical Facilities; A Selective Bibliography. 
Exceptional Child Bibliography Series No. 634. 
ED 072 591 

Physically Handicapped/Special Health 
Problems and Cerebral Palsy; A_ Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 628. 
aft 682 


Preschool and Early Childhood; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 606. 





ED 069 065 
Professional Education; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 


No. 635 

ED 072 592 
Programed Instruction; A Selective Bibliog- 
raphy. Exceptional Child Bibliography Series 


No. 654. 
ED 074 687 
Reading Methods and Problems; A Selective 
—ie Child Bibliography 
13. 


Series No. 6 

ED 072 588 
Second Dimension: Special Education Adminis- 
trators View the Field. 

ED 073 585 


Speech Handicapped -- Research; A Selective 
Linea ge A 4 Pneoetiannt Child Bibliography 


Series No. 6 

ED 069 069 
Teacher Aides and Nonprofessional Personnel; 
A Selective Bibliography. Exceptional Child 
Bibliography Series No. 647. 

ED 072 594 


Trainable Mentally Handicapped -- Programs; 
A Selective Bibliography. Exceptional Child 
Bibliography Series No. 640. 

ED 069 074 


Trainable Mentally Handicapped -- Research; 
A Selective Bibliography. Exceptional Child 
Bibliography Series No. 641. 

ED 069 075 


Visually Handicapped--Programs; A Selective 
Bibliography. Exceptional Child Bibliography 
Series No. 619. 

ED 072 590 


Vocational Training; A Selective Bibliography. 
Exceptional Child Bibliography Series No. 633. 
ED 069 072 


Council for Exceptional Children, 
Arl , Va. National Clearinghouse for 
the G and Talented. 
Gifted and Talented Children and Youth: A 
Selected Guide to Resources for Information, 
Materials and Assistance. 
ED 079 877 


Council for Financial Aid to Education, 


New York, N.Y. 
Voluntary Support of Education 1970-71. 
ED 077 332 


Council for Intercultural Studies and 
Programs, New York, N.Y. 
Kishan Garhi Village, A Generation of Change: 
Technology, Society, and Culture. 
ED 073 980 
Students, Teachers, and the Third World in the 
American College Curriculum. A Guide and 
Commentary on Innovative Approaches in Un- 
dergraduate Education. Occasional Publication 
No. 19. 


ED 076 494 


Teaching Notes on Population. 
ED 075 298 


Council for National Cooperation in 
Aquatics, Washington, D.C. 
Aquatics for the Impaired, Disabled, and Han- 


dicapped. Information Sheet. 
ED 080 515 


Council for the Advancement of Small 
Colleges, Washington, D.C. 
The Preparation of an Annotated Bibliographi- 
cal Guide to Selected Research Studies Related 
to the Small College, 1965-1971. Final Report. 
ED 071 630 


Council for the Continuing Education of 
Women, Miami, Fla. 


Council for the Continuing Education of . 


Women Annual Report. 
ED 073 330 


Council of Chief State School Officers, 


Washington, D.C. 
The Governance of State Education Systems: 
Pressures, Problems, Options. A mepert. 
D 078 509 


Position Papers on Career Education. 
ED 073 307 


Council of Europe, Strasbourg (France). 
The Role and Structure of University Language 
Centres in Europe. 

ED 071 510 


Selective Review of the Results of Research on 
the Use of Audiovisual Media to Teach Adults. 
ED 066 923 


Council of Europe, Strasbourg (France). 
cee for General and Technical 


Symposium on Part-Time Technical and Voca- 
tional Education. Noordwijk, Netherlands, 
March 29-April 3, 1971. 

ED 080 705 


Symposium on the Place of Grammar in 
Modern Methods of Language Teaching: Re- 
port. (Brussels, Belgium, November 16-20, 
1970). 


ED 074 814 
The Teaching of Technology. A S i 
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ED 079 517 


Council of Europe, Strasbourg (France). 
Committee for Out-of-School Education and 
Cultural Development. 
Audiovision for Information and Entertain- 
ment. Television, New Broadcasting 
Techniques and Cultural Development. 
ED 074 775 
Introductory Considerations Concerning Tutor 
Training. Committee for Out-of-School Educa- 
tion and Cultural Development. Outline Pro- 
grammes, The Tutor. 
ED 074 358 
The SOS-VUX Project: Study Needs and Study 
Obstacles in Adult Education. Background and 
Design. 
ED 074 347 
Council of Europe, Strasbourg (France). 
Council for Cultural Cooperation. 
Annual Report 1971, Council for Cultural Co- 
operation. 
ED 069 479 
Conseil de la Cooperation Culturelle et Fonds 
Culturel. Rapport Annuel 1972. (Council for 
Cultural Co-operation and Cultural Fund. An- 
nual Report 1972.) 
ED 080 528 
Council for Cultural Co-Operation; Annual Re- 


port 1971. 
ED 070 256 


Council for Cultural Co-Operation and Cultural 


Fund. Annual Report 1972. 
ED 080 527 


European Curriculum Studies No. 3: Biology. 
ED 070 652 
The Use of ERIC Tapes in Scandinavia, 
Searching With Thesaurus Terms in Natural 
Language. 
ED 072 794 
Council of Europe, Strasbourg (France). 
Documentation Center for Education in 
Europe. 
Council of Europe Information Bulletin 2/1972. 
ED 069 474 
Council of Europe Information Bulletin 3/1972. 
ED 076 367 
Council of Europe News-Letter 1/73. 
ED 077 681 
Council of Europe News-Letter 2/73. 
ED 079 117 
Council of Europe News-Letter 3/72. 
ED 068 297 
Council of Europe News-Letter 3/73. 
ED 079 118 
Council of Europe News-Letter 4/72. 
ED 068 343 
Council of Europe News-Letter 5/72. 
ED 076 361 
Educational Research Symposium on Research 
into Pre-School Education _ Jyvaskyla, 
Finland, December 7-11, 1971 
ED 078 940 


Symposium on Research and Reform in 


Teacher Education. Part I. 
ED 079 264 


Symposium on Research and Reform in 
Teacher Education. Part Il. 
ED 079 265 


Council of Graduate Schools in the U.S., 
Washington, D.C. 


An Annotated Bibliography of Literature Relat- 
ing to the Costs and Benefits of Graduate Edu- 


cation. 

ED 069 200 
The Costs and Benefits of Graduate Education: 
A Commentary with Recommendations. 
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ED 069 202 
Elements Related to the Determination of 


Costs and Benefits of Graduate Education. 
ED 069 201 


Council of Ontario Universities, Toronto. 
Accessibility and Student Aid. 


Institution Index 


ED 069 207 
Canadians Engaged in Post-Doctoral Studies in 
Other Countries 1969-70. 

ED 069 257 
A Comparative Analysis of University Calendar 
Systems. 

ED 069 240 
A Comparison of the Costs of Building Ele- 
ments Related to Design Requirements for 
Selected University and Non-University 
Buildings in Ontario. Volume 4. 

ED 069 254 
Graduate Enrollments in Relation to Require- 
ments for Academic Staff in Ontario Universi- 
ties. 

ED 069 212 
Participatory Planning: Fifth Annual Review, 
1970-71. 

ED 069 250 
Post-Doctoral Education in the Ontario Univer- 
sities 1969-70. 

ED 069 246 
Preliminary Budget Forecasts for Provincially- 
Assisted Universities of Ontario for the Fiscal 
Year Ended April 30, 1973. 

ED 070 368 
Proceedings of the Ontario Universities Com- 
puting Conference (4th Toronto, Ontario, 
Canada, February 21-23, 1973.) 

ED 079 930// 

Report of the Task Force on Space for Educa- 
tion. Volume 2. 

ED 070 392 
Report of the Task Force-- Space and Utiliza- 
tion. Introduction and Part I, Problem, Ap- 
proach and Conclusion. 

ED 070 367 
Report of the Task Force - Space for Health 
Sciences. Building Blocks. Volume III. 

ED 072 739 
Responses to the Draft Report of the Commis- 
sion on Post-Secondary Education in Ontario. 

ED 069 210 
Review of the Ontario Operating Grants For- 
mula. Interim Report. 

ED 069 211 
Statement by the Council of Ontario Universi- 
ties and Responses to “Ring of Iron: A Study 
of Engineering Education in Ontario.” 

ED 068 073 
“The Ten O'Clock Scholar?” What A Professor 
Does for His Pay. 

ED 069 209 
Total Revenue and Expenses for Provincially- 
Assisted Universities of Ontario for the Fiscal 
Year Ended June 30, 1971. 

ED 069 247 
Total Revenue and Expenses for Provincially- 
Assisted Universities of Ontario for The Ten- 
Month Fiscal Period Ended April 30, 1972. 

ED 070 369 


Council of Planning Librarians, Monticello, 
il. 
Administration and Planning in Higher Educa- 
tion: A Bibliography of Books and Reports. 
ED 068 048 
Architectural/Building Programming: An An- 
notated Bibliography. 
ED 074 629 
Environment and Spatial Behavior: A Selected 
Bibliography. 
ED 070 622 
Council of State Administrators of 
Vocational Rehabilitation, Washington, D.C. 
An Information Service for State Administra- 
tors of Vocational Rehabilitation. Final Report. 
ED 075 584// 
State Agency Exchange; Services to the Men- 
tally Retarded, Vocational Rehabilitation In- 


volvement. 
ED 072 605 


Council of State Governments, Lexington, 
Ky. 
Metrication in the States. 
ED 070 819 
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Council of the Great City Schools, 
Washington, D.C. 
PMIS Project. Planning & Management Infor- 
mation System. A Project To Develop a Data 
Processing System for Support of the Planning 
and Management Needs of Local School Dis- 
tricts. Final Report, Year 2. 
ED 079 864 
Portal Schools Project, First Year Report. 
ED 067 734 


Council on Anthropology and Education, 
Washington, D.C. 
Council on Anthropology and Education 


Newsletter. Volume III, Number 1. 
ED 071 945// 


Council on Children, Media, and 

Merchandising, Washington, D.C. 
The Eleventh Commandment: Thou Shalt Not 
Covet My Child’s Purse. 

ED 071 409 
Television 


Oral Argument in Children’s 


Proceeding. 
ED 071 408 


Council on Education in the Geological 
Sciences, Washington, D. C. 
Introductory Geology: Aspects and Options. 
ED 079 043// 


Council on Environmental Quality, 
Washington, D.C. 
Environmental Quality, the Third Annual Re- 
port of the Council on Environmental Quality. 
ED 073 949 
The President’s 1972 Environmental Program. 
ED 075 166 
The Quiet Revolution in Land Use Control. 
ED 067 272 


Council on Higher Education in the 
American Republics, New York, N.Y. 
Communications Technology and the Crisis in 
Education. A Report on the Bahia Workshop. 
ED 079 949 


Council on Library Technology. 

The LTA in the Library World Today; 
Proceedings of the Workshop (Charlotte, N.C., 
March 3-4, 1972). 

ED 075 062 
LTAS in the Library Manpower Picture; 
Proceedings of Annual Workshop (3rd, 
Chicago, January 28-29, 1972). 

ED 072 818 


Council on Social Work Education, New 
York, N.Y. 
Student Participation in Decision Making in 
Graduate Schools of Social Work in Higher 


Education. 
ED 068 007// 


Countersearch, Aurora, IIl. 
Counterproposals for School Boards in Teacher 
Negotiations. A Comprehensive Response to 
the Demands of Teacher Organizations to 
Balance the Power at the Bargaining Table. 
ED 072 515// 


Cranston School Dept., R.I. 

The Continuous School Year. The Cranston 
Quadricycle Plan for a Continuous School 
Year. Project Pacesetter. 

ED 077 119 
Secondary School Curriculum Guide. Music, 
Grades 7-9. Draft Copy. 

ED 077 836 
Secondary School Curriculum Guide. Music. 
Grades 10-12. Draft Copy. 

ED 077 837 
Secondary School Curriculum Guide: Art. 
Grades 7-12. Draft Copy. 

ED 077 838 
Secondary Schools Curriculum Guide, Science, 
Grades 7-9, Levels 1-16. 

ED 077 737 
Secondary Schools Curriculum Guide, Science, 
Grades 10-12, Levels 17-33. 

ED 077 738 
Secondary Schools Curriculum Guide, Mathe- 
matics, Grades 7-9, Levels 1-86. 

ED 077 739 
Secondary Schools Curriculum Guide, Mathe- 
matics, Grades 10-12, Levels 87-112. 

ED 077 740 
Secondary Schools Curriculum Guide: English, 
Grades 7-12, Levels 1-14. 


ED 079 768 
Creighton School District 14, Phoenix, Ariz. 


Teaching Objectives for the Itinerant Resource 
Teacher of Visually Limited Students. 
ED 077 157 


Cresap, McCormick and Paget, Inc., New 
York, N.Y. 
Attitudes and Interests of Indian People Re- 
garding Health Careers. 
ED 073 887// 


Evaluation of DHEW Health Manpower Train- 
ing Programs Relative to Indians. Final Report. 
ED 073 886// 


Crystal Lake Community School District 
47, ill. 
A Plan for Action or How To Change Old 
Schools into Open Space Schools Without Any 
Money! A Workshop. 
ED 074 632 


CTB/McGraw Hill, Monterey, Calif. 
Exploratory Studies of Bias in Achievement 
Tests. 

ED 070 794 
Missouri Elementary Education: An Assess- 
ment of Fourth and Sixth Grade Basic Skills-- 
1971. 

ED 070 056 
A Summary of an Assessment of Fourth and 
Sixth Grade Basic Skills. 

ED 077 990 


Culver City Unified School District, Calif. 
An Evaluation of Career Guidance Films. 
ED 066 673 


Curricula Improvement Center, Punta 
Gorda, Fla. 
Attending Behavior: Skills for Teaching Excep- 
tional Children. Teacher Handbook. An Inser- 
vice Training Program for Exceptional Child 
Educators. EDUCOURSE I. 
ED 073 599 
Educational Development and Utilization of a 
Composite Approach to Teaching the Excep- 


tional. 
ED 073 598 


Curriculum Development Project for the 
Educable Mentally Retarded, Lake Butler, 
Fl. 
A Summary of Findings and Recommendations 
for Curriculum Development Needs Assess- 
ment of the Educable Mentally Retarded in 
Baker, Bradford and Union Counties. 
ED 079 880 
A Systems Procedure Manual for Conducting a 
Needs Assessment. 
ED 079 879 


Cuyahoga Community Coll., Cleveland, 

Ohio. 
Analysis of the 1972 Summer Session. 

ED 080 114 

The Cleveland State University and Cuyahoga 

Community College 1970-1971  Instructor- 

Counselor Program. Director’s Evaluation Re- 


port. 
ED 077 915 


Cybernetics Research Inst., Inc., 
Washington, D.C. 


Study of Man-Machine Communications 
Systems for the Handicapped. Volume III. Final 


Report. 

ED 070 222 
Study of Man-Machine Communications 
Systems for Disabled Persons (The Han- 
dicapped). Volume IV. Final Report. 

ED 070 223 
Study of Man-Machine Communications 
Systems for Disabled Persons (The Han- 
dicapped). Volume V. Final Report. 

ED 070 224 
Study of Man-Machine Communications 
Systems for Disabled Persons (The Han- 
dicapped). Volume VI. Final Report. 

ED 070 225 
Study of Man-Machine Communications 
Systems for Disabled Persons (The Han- 
dicapped). Volume VII. Final Report. 

ED 070 226 


Dade County Board of Public Instruction, 


Miami, Fla. 
Becoming an Adult. Home and Family Educa- 
tion: 6763.05. 


ED 068 881 


Dade County Public Schools, Miami, Fla. 
The Absurdist Vision, English, Contemporary 
Literature: 5114.148. 

ED 067 699 
Activities with Decimals, Mathematics (Experi- 
mental): 5212.75. 

ED 079 123 


Activities with Fractions, Mathematics (Experi- 
mental): 5212.74. 
ED 079 124 


Activities with Whole Numbers, Mathematics 
(Experimental): 5212.73. 

ED 079 125 
Advanced Competiti Fi ics, Speech 
$115.130 

ED 068 953 
Advanced Oral Interpretation of Literature, 
English, Speech: 5114.109 





ED 071 070 
Advanced Reading, English SL: 5110.21a. 

ED 078 392 
Agricultural Biology, Science (Experimental): 


5314.09. 
ED 079 133 


Algebra 1p, Mathematics: 5215.11. 
ED 067 296 


Algebra 1Q, Mathematics: 5215.12. 


ED 067 283 
Algebra 1s, Mathematics: 5215.14. 

ED 067 284 
Algebra 1d, Mathematics (Experimental): 
5215.24. 

ED 079 126 
Algebra It, Mathematics (Experimental): 
5215.15. 

ED 079 127 
Algebra (Experimental): 
5215.16. 
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ED 079 128 
American Black Art. Art Education: 6677.02. 

ED 079 223 
American Culture, Social Studies, Language 


Arts: 6426.01. 
ED 070 685 


American Foreign Policy. Social Studies: 


6416.58. 
ED 080 440 


American Military History, Social Studies: 


6416.15. 

ED 073 004 
America Since the Civil War, Social Studies: 
6416.09. 

ED 071 942 
Animals from the Outside In, Science (Experi- 
mental): 5314.01. 

ED 079 138 
Animal Str and Functions, Science (Ex- 
perimental): 5314.13. 





ED 079 024 
Apparel Manufacturing (Course Outline), Ex- 
citing Careers in Apparel Manufacturing: 


9377.01. 

ED 078 304 
Apparel Manufacturing (Course Outline), Sec- 
tion Work - Pocket Setting: 9377.05. 

ED 078 305 
Apparel Manufacturing (Course Outline), In- 
dustrial Single Needle Machines and Machine 
Practice: 9377.02. 

ED 078 306 


Applied Meteorology, Science (Experimental): 
5343.06. 

ED 079 025 
Band II, Music: 5623.50. 

ED 071 972 
Behind the Curtain, English, Drama: 5113.50. 

ED 078 441 
The Black Novelist in America, English, Con- 
temporary Literature: 5114.57. 

ED 078 443 


Bull and Bear: The Stock Market. Social Stu- 
dies: 6448.13. 

ED 070 689 
Calculus 2, Mathematics: 5297.42. 

ED 067 286 
Calligraphy, Art Education: 6693.06. 

ED 071 977 
The Changing American Presidency, Social 
Studies: 6448.04. 

ED 073 001 


Changing Cities, Social Studies: 6470.04. 
ED 073 961 
Changing Roles of Women. Social Studies: 


0425.17. 
ED 079 227 





Classical Civilization, English, Social Studies: 


5114.67. 

ED 068 949 
Communicate in Russian--Part 1: 7543.02. 

ED 070 340 


Communicate in Russian--Part 2: 7543.04. 
ED 070 341 


Communicate in Russian--Part 3: 7543.05. 
ED 070 342 


Comparative Dialects: English, Vocabulary. 


$112.23. 

ED 066 749 
Consumer Math 2, Mathematics. 5285.22. 

ED 067 287 
Consumer Math 3, Mathematics: 5285.23. 

ED 067 288 
Consumer Math 4, Mathematics: 5285.24. 

ED 067 289 
Cooperative Business Education - 7725 (Rein- 
forcing Knowledge of Grammar): Department 
48 - Course 7725.08. 

ED 068 940 


C P Structures 1, Mathematics: 5210.21. 
ED 067 285 


Creative Ceramic Design, Art Education: 


6688.01. 
ED 071 971 
Creative Enameling Art, Art Education: 


6681.22 

ED 071 973 
Creative Mosaics, Art Education: 6683.14. 

ED 072 999 
Creative Writing: Informal Prose, English: 


5111.38. 

ED 068 963 
Creative Writing: Short Stories--English, Crea- 
tive Writing. 511.36. 


ED 066 750 
Cuban History and Culture, Social Studies: 
6478.19. 


ED 071 968 
Cuentos de ayer y de hoy (Stories cf Yesterday 
and Today), Spanish-S: 7509.02. 

ED 071 494 


Cuentos y fabulas (Stories and Fables), 
Spanish-S: 7509.13. 
ED 071 500 


Current Domestic Problems, Social Studies: 


6416.18. 
ED 073 003 


Desegregation - September 1972. 

ED 076 253 
Distributive Education 1 - 8726 (Communica- 
tion Skills Relating to Marketing and Distribu- 
tion), Department 48: 8726.03. 

ED 067 691 


Double-S Decimals, Mathematics: 5211.20. 
ED 067 290 
Double-S Fractions, Mathematics: 5211.15. 
ED 067 291 


Double-S Number Theory, Mathematics: 


5211.09. 
ED 067 292 
Dynamics Il, Science (Experimental): 5318.03. 
ED 079 026 


Economics of Poverty, Social Studies: 6448.14. 
ED 072 998 


Effective Business Letters, Business Education: 


$128.41. 

ED 068 943 
Empire to Commonwealth: The British Imprint. 
Social Studies: 6478.18. 

ED 070 686 


Energy: Light, Sound, and Heat, Science (Ex- 
perimental): 5311.04. 
ED 079 027 


Energy: Machines, Science (Experimental): 


$311.03. 
ED 079 028 


English for the Business World: 5110.15b. 
ED 068 942 


The Epic Hero, English: 5113.33. 

ED 067 703 
European Renaissance and Reformation, Social 
Studies: 6414.12. 

ED 071 941 


wipe end Reading and Writing: English. 


$11 

ED 066 751 
Eye for an Eye, A Survey History of Law, So- 
cial Studies: 6448.06. 

ED 068 433 


Faces for the Actor, English, Drama; 5113.49. 
ED 067 704 


Face to Face, Spanish-S: 7509.34, 
ED 071 498 
Facing Life, English: 5113.30. 


ED 067 702 
Fiesta, Spanish-S: 7509.73. 

ED 071 495 
Gem Treasures (Lapidary 1), Art Education: 


6681.23 
ED 071 976 
Geometry 2, Mathematics (Experimental): 


$218.22. 

ED 079 129 
Giants in Art, Visual Arts Education, Social 
Studies: 6677.08. 

ED 071 970 


The Good Man, Good Life, and Good Society, 
Social Studies, Language Arts: 6448.17. 
ED 073 962 


Great Writers of Spain I (Nineteenth Century): 


7506.26. 

ED 071 497 
Health Service Aide - 8007. (Survey of the 
Health Service Field). Course Outline. 

ED 070 016 


Henrik Ibsen--Critic of Society, English: 


§114.152. 

ED 067 693 
Human Relations. 

ED 067 344 
The Individual and the State, English, Social 
Studies: 5113.72. 

ED 071 938 


Industrial America, Social Studies: 6416.13. 
ED 070 727 


Instrumental Techniques: Brass, Music: 5642.3- 
1. 


ED 071 974 

International Relations, Social Studies: 
6448.20. 

ED 071 940 

Introducti to Archaeology, Social Studies: 


6414.07. 





ED 071 939 
Introduction to Eastern Philosophy, Social Stu- 
dies: 6414.23. 

ED 071 937 


Introduction to Plays, English: 5112.44. 
ED 068 935 
Introduction to the Plant World, Science (Ex- 


perimental): 5311.11. 
ED 079 029 
Introductory Spanish II, Foreign Language: 


7503.32. 

ED 067 905 
Investigating Intricacies of Life Science, 
Science (Experimental): 5334.02 

ED 079 134 


Language and Behavior, English: 5114.35 
ED 068 962 


Language and Culture, English as a Second 
Language: 5110.14. 
ED 071 499 


Legends and Heroes of the American West, 
Language Arts: 5113.95. 
ED 068 934 


Lernen Wir Deutsch! Part 5, German: 7534.01. 
ED 070 337 


Lernen Wir Deutsch! Part 9, German: 7535.01. 
ED 070 338 


Lernen Wir Deutsch! Part 10, German: 


7535.02. 
ED 070 352 
Lernen Wir Deutsch! Part 13, German: 


7536.01. 

ED 070 339 
Life in the Past - Biogeography, Science (Ex- 
perimental): 5314.16. 

ED 079 139 


Marriage 4 _ Day. Home and Family Edu- 
cation: 6757. 
ED 069 996 


Math Structures 2, Mathematics: 5211.22. 
ED 067 293 


Microbiology, Science (Experimental): 


5314.17. 
ED 079 140 


Minority Groups in America, English: 5112.47. 
ED 068 975 


Modern Algebra, Mathematics: 5293.36. 
ED 067 294 


Music Laboratory II. angered Materials. 
Course Number 5631.2 
ED 069 592 


A Nation of Immigrants. Social Studies. 


6416.17. 
ED 079 226 
The Nervous System, Science (Experimental): 
2. 


5363.0: 

ED 079 030 
The New You, Home and Family Education: 
6763.06. 
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ED 070 002 
The Novel, Language Arts, English, World 
Literature: 5114.56. 

ED 068 965 
Opaque Watercolor (Tentative Course Out- 
line). Art Education: 6673.05. 

ED 079 222 
Oral Decision-Making, Speech: 5114.111. 

ED 068 952 
Orchestra, Junior. Course Number: Music: 
5601. 

ED 075 313 
Patterns in Mathematics: 5212.65. 

ED 067 295 
The People of Dade County. Social Studies: 
6470.12. 

ED 079 220 
Plant Economics, Science (Experimental): 
5314.07. 

ED 079 135 
Pre-Algebra 2, Mathematics (Experimental): 
$210.12. 

ED 079 130 
Prescriptive Profile Procedure for Children 
With Learning Disabilities. 

ED 074 673 
Primitive Societies, Social Studies: 6478.02. 

ED 073 000 

(Experimental): 


Probability, | Mathematics 


5293.38. 
ED 079 131 


The Problem is People, Social Studies: 


6425.07. 
ED 071 975 


Production and Display Workshop. Art Educa- 
tion: POS 6699.01. 
ED 079 225 


Project You: 6470.42. 
ED 070 970 


Propaganda. Social Studies, Language Arts: 


6470.06. 

ED 079 224 
Pure Mathematics 3, Mathematics (Experimen- 
tal): 5211.33. 

ED 079 132 


The Puritan Ethic, English: 5114.61. 

ED 067 685 
Quest for Utopia, Literature: 5114.71. 

ED 066 748 
Rain, Rocks, Rockets and Reactions, Science 
(Experimental): 5334.04. 

ED 079 136 


Reactions of Atoms and Molecules, Science 


(Experimental): 5316.02. 
ED 070 597 


The Reel Thing. Creative Photography. Art 
Education: Art Cft 7 6681.01, CM Art 1 


0693.01. 
ED 079 229 
Relief in Design (Block Printing), Art Educa- 


tion: 6683.11. 
ED 071 969 


School Volunteer Program. Progress Report 


September 15, 1971-June 15, 1972 
ED 078 264 


Sculpture, Metallic Formations II, Art Educa- 
tion: 6683.12b. 
ED 072 996 


Sculpture: Stone Shapes, Art: 6683.08. 

ED 072 997 
From Sea to Sea, Social Studies: 6412.04. 

ED 070 726 
Sitting Safely, Home and Family Education: 


6755.01. 
ED 069 412 


So You Want to Go to College? a 50. 
070 O15 


Status--Activities and Direction — oe Quin- 
mester Program in the Dade County Public 


Schools. 

ED 071 168 
The Supreme Court in American Life. Social 
Studies: 6448.05 

ED 080 441 


Symbology, English, Vocabulary: 5114.69. 
ED 068 964 
A Taste of Spanish, Foreign Language: 


7503.21. 

ED 070 343 
Three Dimensional Design (Sculpture), Art: 
6681.09. 


ED 071 967 
Tradition and Change in Non-Western Cul- 
tures. Social Studies--Language Arts: 6414.08. 

ED 079 221 


Transparencies. Art Education: Art I 6673.03, 
CM Art I 6693.03. 
ED 079 228 





1082 Institution Index 
Tribes and Nations: Emerging Africa, Social 


Studies: 6478.04. 
ED 071 978 


Trigonometry 1, Mathematics: 5219.11. 

ED 067 297 
Trigonometry 2, Mathematics: 5219.12. 

ED 067 298 
Tuning In, Speech: 5114.108. 

ED 068 950 
Understanding Individual Behavior: 6427.02. 

ED 070 004 
What Is This Thing Called Theatre? English, 


Drama: 5112.53. 
ED 078 442 


What Makes Man Go?, Science (Experimen- 


tal): $334.01. 

ED 079 137 
What People Do - What People Did, English as 
a Second Language: 5110.04. 

ED 071 496 


Where it Starts: Basic Design, Art Education: 
6671.33. 

ED 073 002 
Women in Literature, English, World Litera- 
ture: 5114.301. 

ED 078 440 
Work Experience (Money Management and 
Social Involvement). Course Outline: 8769. 

ED 070 012 
Work-Experience Program - 8769. (Outlook 
for the Future). Course Outline. 

ED 070 013 
Work-Experience Program - 8769. (You and 
Your Occupation). Course Outline. 

ED 070 014 
The World of Plants, Science (Experimental): 
$311.13. 

ED 079 031 
Writing for the Reader, Journalism, English: 
5113.65. 

ED 068 966 
Yearbook Production--Editing. English, Jour- 
nalism: 5115.150. 

ED 067 686 
Yearbook Production, English, Journalism: 
5116.153. 

ED 067 692 
Your STAND on Health: 7391.01. 

ED 069 995 
Your World and Welcome To It, Science (Ex- 
perimental): 5314.03. 

ED 079 141 


Dade County Public Schools, Miami, Fla. 
Dept. of Program Evaluation. 
Evaluation of Desegregation--1970-1971. 
ED 070 792 


Dade County Public Schools, Miami, Fla. 
Dept. of Program Planning and 
Development. 
Supplementary Catalog of Resources for Inclu- 
sion of Negro History and Culture in the Dade 


County Curriculum Preliminary Edition. 
ED 069 559 


Dade County Public Schools, Miami, Fla. 
Dept. of Staff Development. 
Administering a School Volunteer Program. An 
Individualized Volunteer Education Module. 
ED 079 841 
Assisting in the Library; An _ Individualized 


Volunteer Education Module. 
ED 078 861 


Dakota State Coll., Madison, S. Dak. 
Experience Oriented Teacher Education Pro- 


gram. 
ED 075 412 


Dallas County Community Coll. District, 
Tex. 
The Development of Behavioral Objectives and 
Instructional Units in Selected Occupa- 
tional/Technical Courses: A Pilot Project. 
ED 080 678 
Training Paraprofessionals for the Deaf. The 
Planning and Developing of a Training Pro- 
~~ to Provide Pownce Services to the Deaf 
in Pr ™. Pr 





ED 076 791 


Dallas Independent Schoo! District, Tex. 
Product Evaluation at the Career Development 
Center. 1971-72 Final Report. 

ED 075 574 


Dallas Public Library, Tex. 
The Dallas Public Library Independent Study 


Project. 

ED 068 121 
The Dallas Public Library Independent Study 
Project: [Two Presentations]. 

ED 068 122 


Evaluator’s Report to the National Interest 
Council: March 1 and September 15, 1972. 

ED 068 124 
Report to the National Interest Council: March 
7 and September 15, 1972. 

ED 068 123 
Report to the National Interest Council: March 


8, 1973. 
ED 073 790 


Danforth Foundation, St. Louis, Mo. 
Black Studies in Retrospect: A Report on the 
Danforth Foundation’s Program of Postgradu- 
ate Black Studies Fellowships. 
ED 077 319 


Danville Area School District, Pa. 
Youth Problems and their Resolutions as 
Viewed by the Youth and by the Adults of 
Danville, Montour County, Pennsylvania. 
ED 072 320 


Dar es Salaam Univ. (Tanzania). Inst. of 
Adult Education. 
After Literacy What Next? The Role of Libra- 
ries in Post Literacy Adult Education. National 
Adult Education Association of Tanzania 
Seminar (N ber 17 and 18, 1972). 
ED 068 119 





Studies in Adult Education. 
ED 067 547 


Darien Public Schools, Conn. 
Curriculum Guide for the Language Arts: Kin- 
dergarten - Grade 6. 
ED 068 957 


Dartmouth Coll., Hanover, N.H. 
A Simultaneous Equations Econometric Model 
of the Determinants of Vocational and Non- 
Vocational Spending and Enrollment. Final Re- 


port. 
ED 068 655 


Dartmouth Coll., Hanover, N.H. Dept. of 
Anth 
Final Report: Time-Sharing Computer Applica- 
tions in Undergraduate Anthropology at Dart- 
mouth College. 
ED 078 767 


Data Education, Inc., Waltham, Mass. 
A Trainers Guide To Andragogy, Its Concepts, 
Experience and Application. 
ED 066 626 


David Douglas Public Schools, Portland, 


pa VIGOR: Vocational Cluster Education, 
Integrated and Articulated, Grades 1 through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experience, Relevant to 
General Education. Final Evaluation Report. 

ED 067 511 
Project VIGOR: Vocational Cluster Education, 
Integrated and Articulated Grades 1 through 
14 with Guidance Services, Occupational Ex- 
ploration and Work Experiences Relevant to 
General Education. Final Report. 

ED 080 682 


Day Care and Child Development Council 
of America, Inc., Washington, D.C. 
Alternative Federal Day Care Strategies for the 
1970's. (Excerpts from the Final —. 
D 080 135 
Day Care in Vermont (Excerpts oon the In- 
troduction and the Executive Summary). 
ED 078 956 
Day Care Survey 1970-71. 
ED 078 953 
Directory for the Child Care Advocate. 
ED 080 161 
Guidelines for Observation and Assessment: An 
Approach to Evaluating the Learning Environ- 
ment of a Day Care Center. 
ED 080 172 


Money for Migrant Children: A Compilation of 
Federal Funding Sources for the Children of 


America’s Seasonal Farm Workers. 
ED 068 250 


Multi-Ethnic Reading and Audio-Visual Materi- 
als for Young Child Annotated Bibliog- 
raphy. 





ED 073 202 
The Next Step in the Struggle for Comprehen- 
sive Child Care. 

ED 076 252 
Organizing to Coordinate Child Care Services. 
(With an Appendix) The Greater Minneapolis 
Day Care Association: Early History. 

ED 076 254 
A Survey of State Day Care Licensing Require- 
ments. 

ED 078 955 
The Woman Question in Child Care (A Posi- 


tion Paper). 
ED 078 957 


Zoning for Day Care (from Models for Day 
Care Licensing). 
ED 078 954 


Day Care Council of New York, Inc., N. Y. 
Children at Risk: The Growing Problem of 
Child Abuse. 

ED 069 359 


Dayton Univ., Ohio. 
A Personal-Professional Development Program 
for Prospective Cl Pp in 
Teacher Education. 
ED 075 427 


Dayton Univ., Ohio. Research Inst. 
Determination of the Consistency of Relevance 
Judgments and the Reliability of Search Strate- 
gies Among Information Specialists for the 
Aerospace Materials Information Center. 

ED 068 131 
The Use of Selected Portions of Technical 
Documents as Sources of Index Terms and Ef- 
fect on Input Costs and Retrieval Effectiveness. 
ED 076 211 





Dearborn Public Schools, Mich. 

Evaluation of Electronic Data Processing Cur- 
ricula in the Dearborn Public Schools. 

ED 071 429 
A Non-Graded Phased Elective English Cur- 
riculum; O. L. Smith Junior High School Su- 
perior English Program. 

ED 078 430 


Decision Making Information, Inc., Santa 
Ana, Calif. 
Manpower Development and Training Act Out- 
comes Study. Final Report. 
ED 074 291// 


Decision Systems Associates, Inc., Rockville, 
Md. 
Airman Training Line Simulator. 
ED 075 719// 


Defence Research Board, Ottawa (Ontario). 
Defence Scientific Information Service. 
Microforms in DSIS--An Information Center's 
Experience with Microforms. 
ED 078 856// 


Defense Civil Preparedness Agency (DOD), 
Battle Creek, Mich. 
Catalog of Courses and Conferences, 1972- 


1973. 

ED 069 961 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 1. Civil Defense - 
Protection Against What? 

ED 074 311 


Civil Defense, U. S. A.: A Pro med Orien- 
tation to Civil Defense. Unit 2. Nuclear 
Weapons Effects and Shelter. 

ED 074 312 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 3. Natural Dis- 


asters. 

ED 074 313 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 4. Warning, Emer- 
gency Operations, and Support Programs. 

ED 074 314 
Civil Defense, U. S. A.: A Programmed Orien- 
tation to Civil Defense. Unit 5. Governmental 
Responsibilities for Civil Defense. 

ED 074 315 


Defense Documentation Center, Alexandria, 


Va. 
Automatic Selective Documentation Services. 
ED 069 286// 





Defense Documentation Center Referral Data 
Bank Directory. 
ED 077 965 
Information Sci Conf , Symposia, 
Reviews, Supporting Research and STINFO 
Activities. Vol. IV. 
ED 068 128// 


Information Sciences: Data and Information 
Handling, Storing, Retrieving and Dissemina- 


tion. Vol. I. 

ED 068 125// 
Information Centers and 
Special Libraries. Vol. I. 








ED 068 126// 
Information Sciences: Information Processing 
Systems and Techniques. Vol. Ill. 
ED 068 127// 
Machine-Aided Indexing. 
ED 069 290// 
Machine-Aided Indexing. 
ED 075 038// 
Success Prediction: A DDC _ Bibliography. 
December 1949--December 1971. 
ED 078 206 


Defense Documentation Center, Alexandria, 
Va. Plans, Programs and Systems Analysis 
Div. 
Miniaturization of Federal Catalog System 
Publications (Mini-Cats). 
ED 068 141// 


Defense Language Inst., Washington, D.C. 
Czech Basic Course: Advanced Phase (Air 
Force), Lessons 1-23 and Supplementary 
Materials. 

ED 066 947 
Czech Basic Course: Czech Grammar, Volume 
I. 


ED 067 904 
Czech Basic Course: Czech Grammar, Volume 


ED 067 906 
Czech Basic Course: Folklore. 

ED 066 941 
Czech Basic Course: Songs of Czechoslovakia. 

ED 066 946 
German Basic Course: Volume I, Lessons 1-15. 

ED 066 943 
Russian Basic Course: Aural Comprehension 


Enrichment Word Cards. 
ED 066 944 


Thai Basic Course Workbook: Aural Com- 


prehension Enrichment, Lessons 26-36. 
ED 066 940 


Thai Basic Course Workbook: Aural Com- 


prehension Enrichment, Lessons 10-25. 
ED 067 903 


Vietnamese: Aural Comprehension Enrichment 


Word Cards. 
ED 066 945 


DeKalb County Chamber of Commerce, 
Decatur, Ga. 
Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 
Analysis Series Number 7. 
ED 073 354 


Delaware State Board for Vocational 
Education, Milford. 
An Occupational Vocational Education Model 
for the State of Del: . (October 1, 1971- 
September 30, 1972). Interim Report. 
ED 075 686 


Delaware State Coll., Dover. Dept. of 


Education. 
Office of Education Instructional Codes, Titles 
and Definitions for Use in Distributive Educa- 


tion. 
ED 075 629 





Training and Education. 
ED 072 034 


Delaware State Dept. of Community Affairs 
and Economic Development, Dover. Div. of 


Libraries. 
Planning for Statewide Library Development. 
ED 070 451 


Delaware State Dept. of Public Instruction, 
Dover. 
A Training Program for Supervisors for Evolve- 
ment of Skills in Curriculum Development and 
Evaluation. Final Report. 
ED 071 166 


Wholeness in Learning: A Curriculum Guide 
for Foreign Language Programs in the Middle 


Grades. 
ED 076 068 


Delaware State Dept. of Public Instruction, 
Dover. Div. of Elementary Education. 


Environmental Curriculum Materials, Level I 


(K-I). 

ED 073 928 
Environmental Curriculum Materials, Level Il 
(2-3-4). 

ED 073 929 
Environmental Curriculum Materials, Level II 
(5,6). 

ED 073 930 
Special Education Master Key and Index for 
Environmental Curriculum Materials. 

ED 073 927 


Delaware State Higher Educational Aid 
Advisory Committee, Wilmington. 
Delaware Higher Education Survey 1972. 
Present and Future. 
ED 067 974 


Delaware State Planning Office, Dover. 
1971 School Facilities Planning Study. Annual 
Report. 
ED 070 208// 
Vocational-Technical Education Needs in Kent 


County. 
ED 073 352// 


Delaware Univ., Newark. 
The Del Mod System. The Delaware Model: A 
Systems App h to Sci Education. 
ED 676 523 


Delaware Univ., Newark. Div. of Academic 
Planning and Evaluation. 
Academic Growth in Social Science, Humani- 
ties and Natural Science in Various Curriculum 
Groups. 





ED 077 357 
Changes in Values of College Students. 

ED 077 397 
A Comparison of High Ability Under-Achievers 
with Low Ability Over-Achievers. 

ED 077 398 
The Educational Attitudes and Learning Orien- 
tations of Undergraduates: A Pilot Study of 
Inter-Institutional Differences. 

ED 080 585 


An Evaluation of a Living-Learning Residence 


Hall Program. 
ED 077 399 


The Relationship Between Grades and Two Ex- 


ternal Measures of Academic Achievement. 
ED 077 396 


Delaware Univ., Newark. Div. of Technical 
Services. 


Delaware Higher Education Survey 1972. 


Present and Future. 
ED 067 974 


Delaware Univ., Newark. Maine 
Environment Curriculum Study. 
A Bibliography of Popular Books on the 
Marine Environment and Wetlands Ecology. 
ED 067 230// 


Delaware Univ., Newark. Population 
Curriculum Study. 
A Conceptual Scheme for Population-Environ- 
ment Studies. Experimental Edition. 
ED 071 842// 


Delgado Coll., New Orleans, La. 
Prototype of Institute for Training Teachers of 
Minority and Low-Income Students. Director’s 
Evaluation Report. 
ED 074 026 


Del Mod System, Dover, Del. 
Del Mod System. 1972 Annual Report. 
ED 080 521 


Delta Pi Epsilon, St. Peter, Minn. 
Needed Research in Business Education. 
ED 078 157 


Denver Public Schools, Colo. 
Proposal for Quality Education. 
ED 069 456 
Recommendation for Enhancing the Educa- 
tional Process for Hispano Students in the 
Denver Public Schools. 
ED 069 455 
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Denver Univ., Colo. Center for Teaching 
International Relations. 
International Studies Education in Secondary 
Social Studies Classes: A Report on a Survey of 
Colorado Secondary Schools, July 1971. 
ED 080 394 


Institution Index 


The International System. 

ED 071 955 
Political Legitimacy and Revolution. 

ED 075 288 
“Revolution” and “Intervention.” A_Bibliog- 
raphy for Classroom Use. 

ED 075 289 


Denver Univ., Colo. Center on International 
Race Relations. 
Racial Discrimination and Public Policy in the 
United States. Center on International Race 


Relations: Race and Nations Series. 
ED 074 176// 


Denver Univ., Colo. School of Education. 
The Evaluation of Study Abroad Programs 
Under the Auspices of American Colleges and 
Universities: U.S. Regional Accrediting Agen- 
cies Look at Study Abroad. 

ED 071 559 


Denver Univ., Colo. Speech and Hearing 
Center. 
Application of Videotape and Audiotape Self- 
Confrontation Procedures to Training Clini- 
cians in Speech and Hearing Therapy, Part II. 


Final Report. 
ED 076 062 


Department of Agriculture, Washington, 
D.C. 
Environmental Thrust Handbook. 
ED 071 877 
National Growth: The Rural Component. 
ED 072 910 
Structural Models and Occupational Aspira- 
tions: Black-White Variations Among Deep- 
South Adolescents. 
ED 067 206 


Department of Agriculture, Washington, D. 
C. Extension Service. 
Balanced Programming - What ES-USDA Staff 
Understands It to Be, How Much Commitment 
They Have to It, And What Difference the 
April, 1971 In-Depth Workshop Made: Recom- 
mendations for Further Staff Development to 
Achieve Balanced Programming. 
ED 075 703 
Camping with a Purpose...A 4-H Handbook. 
ED 077 606 
Developing Programs for the Rural Han- 


dicapped. 
ED 074 362 


Economic and Human Development on the 
Fort McDermitt Indian Reservation of Nevada. 
Progress Report on a Pilot Project. 

ED 073 876 
Effective Methods of Recruiting Volunteer 
Leaders With Some Implications For Disad- 


vantaged Areas. 
ED 066 627 


Food and Nutrition, In-Service Training for Ex- 
tension Aides: A Problem-Centered Approach. 

ED 074 249 
Land-Grant College Personnel Having Major 
Responsibility for Extension Training. State 
Staff 1 PT 


©. v tD J: 





ED 075 699 
The National Climate for Involving Youth in 
Community Development. 

ED 066 645 


Obtaining Local Resources for County Exten- 
sion Programs. 

ED 074 379 
Our Responsibility For Balanced Programming. 

ED 066 625 
Procedures and Guidelines for Initiating and 
Conducting ECOP-Sponsored Staff Develop- 
ment Activities. 

ED 075 698 


Program Performance 1971 Expanded Food 
and Nutrition Program. 
ED 076 870 


Scholarships and Fellowships Available to Ex- 
tension Workers 1972-1973. 
ED 074 325 


Staff Development Policy in the Extension Ser- 
vice-USDA. 
ED 074 322 


Using Visuals in Agricultural Extension Pro- 
grams. 





Institution Index 


ED 074 364 
Volunteers: A Challenge For Extension Wor- 
kers: Developing Volunteer Leaders From Dis- 
advantaged Families. 

ED 066 629 


Department of Commerce, Washington, 


D.C. 
American Indians. 1970 Census of Population, 


Subject Reports. 
4 ED 077 638 


Commerce Supervisory Course: Discussion 
Guide. Duties and Responsibilities of a Super- 


visor. 
ED 067 528 
Discussion 


1084 


Commerce Supervisory Course: 
Guide. The Leadership Role. 

ED 067 529 
Commerce Supervisory Course: Discussion 
Guide. Theories of Supervision. 

ED 067 530 
Commerce Supervisory Course: Discussion 
Guide. Conference Leadership. 

ED 067 531 
Commerce Supervisory Course: Discussion 
Guide. Merit Promotion Program. 

ED 067 532 
Commerce Supervisory Course: Discussion 
Guide. Grievances. 

ED 067 533 
Commerce Supervisory Course: Discussion 
Guide. Overcoming Resistance To Change. 

ED 067 534 
Commerce Supervisory Course: Discussion 
Guide. Labor-Management Relationships. 

ED 067 $35 
Commerce Supervisory Course: Discussion 
Guide. Guidelines, Objectives. 

ED 067 536 


ED 069 032 
A List of Institutions Offering Degrees in 
Oceanography. 

ED 068 364 


Department of Commerce, Washington, D. 
C. Bureau of Domestic Commerce. 
Data Communications; Market Information 
Sources. 


Lighting for Outdoor Recreation. 


ED 067 140 


Department of Commerce, Washington, D. 
C. Interagency Auditor Training Center. 
The Interagency Auditor Training Center Bul- 
letin for Fiscal Year 1973. 
ED 068 847 


Department of Defense, Washington, D.C. 
Correspondence Courses Offered by Participat- 
ing Colleges and Universities (PC&U) through 
the United States Armed Forces Institute. 

D 068 826 

MAST (Military Assistance to Safety and Traf- 

fic. Report of Test Program by the Interagency 
Study Group (July-December 1970). 

ED 072 293 

Servicemen’s Opportunity College Catalog. A 

New Educational Concept for Community/Ju- 


nior Colleges. 
ED 076 191 


Department of Defense, Washington, D.C. 
Assistant Secretary of Defense 
(Comptroller). 
Selected Manpower Statistics. 
ED 078 152 


Department of Defense, Washington, D.C. 
Assistant Secretary of Defense (Manpower 
and Reserve Affairs). 
Military-Civilian Job Comparability Manual. A 
Guide for Employers, Vocational Counselors 
and Others Concerned with Employment of 


Veterans. 

ED 070 823 
Target: Tomorrow. Second Career Planning for 
Military Retirees. 

ED 069 958 


Department of Education and Science, 
London (England). 
Public Lending Right; Report of the Working 
Party Appointed by the Paymaster General. 
ED 071 720// 


Department of Elementary School 
Washington, D.C. 
Picking up the Options. 


ED 072 507 


Department of Health, Education, and 
Welfare, Washington, D.C. 
The Education Professions 1971-72. Part Il - 
Differentiated Staffing: A State of the Art Re- 


port. 

ED 076 551 
MAST (Military Assistance to Safety and Traf- 
fic. Report of Test Program by the Interagency 
Study Group (July-December 1970). 

ED 072 293 
Planned Variation in Head Start and Follow 
Through. 

ED 069 355 
The President’s Report on Occupational Safety 


and Health. 
ED 074 300 
Press Conference with Elliot L. Richardson, 


Secretary of HEW. 
ED 077 795 


Progress of Public Education in the United 


States of America, 1965-1966. 
ED 070 168 


Department of Health, Education, and 
Welfare, Washington, D.C. Office of 
Management Systems. 
On Line; [Summary of the Events and Activi- 
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Type of Community, and Parental Education. 

ED 077 029 
Writing Objectives for 1973-74 Assessment. 

ED 072 460 


Education Development Center, Inc., 
Newton, Mass. 
Black in White America: Historical Perspec- 
tives. The African Experience: cot Been — 
was Lost to a Man 
the New World. 





ED 068 380// 
Black in White America: Historical Perspec- 
tives. In Bondage: The First 300 Years. 

ED 068 381// 
Black in White America: Historical Perspec- 
tives. The Search for Unity and Equality in the 
Twentieth Century. 

ED 068 382// 


It's So Simple; Click and Print. 
ED 066 860// 


Education Research Associates, Amherst, 
Mass. 
A Handbook of Personal Growth Activities for 
Classroom Use. 
ED 080 425 


Education Service Center Region 1, 
Tex. 
An Evaluative Study of Instructional Strategies 
and Pupil Cognitive Learning in an English as a 
Second Language Program of a Spanish-English 
Bilingual Education Project. 
ED 075 504 


Rationale for Bilingual Education in South Tex- 
as. 


ED 068 256 
Region One Bilingual Education Project. 1971- 
1972 Final Evaluation Report. 

ED 068 243 


Education Service Center Region 13, 
Austin, Tex. 
Guide to Title VII ESEA Bilingual Bicultural 
Projects in the United States. 
ED 080 284 


Achievement Packages in Social Stu- 
dies - History: America a Unique Country; The 





Constitution; Westward Expansion of the 
United States; The American Indian. Calexico 
Intercultural Design. 

ED 080 283 


Proceedings: National Conf on Bilingual 
Education (Austin, Texas, April 14-15, 1972). 
ED 080 282 


Education Turnkey Systems, Inc., 


Washington, D.C. 
45-15 and the Cost of Education. Summary. 
ED 070 150 


Use of Incentive Project. Final Evaluation Re- 


port. 
ED 072 541 


Use of Incentives Project. Final Report. 
ED 072 542 


Educators Progress Service, Inc., Randolph, 


Wis. 
Educators Guide to Free Guidance Materials. 


Eleventh Edition. 





ED 067 865// 
Educators Guide to Free Science Materials. 


Thirteenth Edition. 
ED 077 180// 


Educators Guide to Free Social Studies Materi- 


als; A Multimedia Guide. Twelfth Edition. 
ED 077 181// 


EDUTEK, Inc., Lincoln, Nebr. Inst. for 
Education and Technology. 
Institute for Education and Technology: An- 
nual Report, July 1, 1971 to June 30, 1972. 
ED 080 676 


Effingham School District, Ill. 
The Effingham Program for the Improvement 
of Pre-College English. Final Evaluation Re- 
rt. 


po 
ED 072 573 


Ehime Univ. (Japan). School of Education. 
On the Principle of ‘“‘Speech before Writing.” 
ED 066 968 


El Centro Coll., Dallas, Tex. 
Human Development Instruction for Career 
Students in the Community College: An Ex- 
ploratory Study. 
ED 069 270 


Elizabeth City State Univ., N.C. 
{ Values: Freedom to Learn]. 
ED 075 419 


Employment Standards Administration 
(DOL), Washington, D.C. Wage and Hour 
Div. 

Preschools Under the Fair Labor Standards 


Act, July 1972. 
ED 072 300 


Employment Standards Administration 
(DOL), Washington, D.C. Women’s Bureau. 
Careers for Women in the 70’s. 
ED 079 519 
Careers for Women in the Seventies. 
ED 078 267 


Day Care Facts. 
ED 075 631 


Education Act Extends Sex Discrimination and 
Minimum Wage Provisions. Legislative Series 
ys 


ED 074 626 


Emporia Coll., Kans. 
The Reorganized Teacher Education Program 
at the College of Emporia. 
ED 074 041 


Engelhardt and Engelhardt, Inc. Purdy 
Station, New York. 
Administrative Needs for Career Education. 
ED 072 292 


Engineers Joint Council, New York, N.Y. 
Engineering Manpower Commission. 
Engineering and Technology Graduates 1972. 
ED 075 191 
Professional Income of Engineers 1972. 
ED 075 192// 
Utilization of and Demand for Engineers and 


Scientists in Industrial Research. 
ED 079 075 


English Council of the California State 
Univ. and Colleges. 
Equivalency Testing in College Freshman En- 
glish: A Report and a Proposal. 
ED 073 467 


English-Speaking Union of the U. S., New 
York, N. Y. 
English around the World, Number 1. 
ED 076 063 


English around the World, Number 7. 
ED 076 064 


Entrepreneurial Development Training 
Center, Philadelphia, Pa. 
The Entrepreneurial Development Training 
Center. Final Report. 
ED 074 299// 


ENVIRO/INFO, Green Bay, Wis. 
Energy/Envi t/E y- An Annotated 
Bibliography of Selected U.S. Government 
Publications Concerning United States Energy 
Policy. 





ED 077 704 


Envirometrics, Inc., Washington, D.C. 
The River Basin Model: Computer Output. 

Water Pollution Control Research Series. 
ED 079 177 


Environmental Design Research Association. 
Environmental Design: Research and Practice, 
Volumes One and Two. 

ED 079 828 


Environmental Education Project, Grafton, 
Ti. 
Environment, Teacher Manual, Intermediate, 
Idea I, Land. 
ED 067 242 


Environment, Teacher Manual, Intermediate, 
Idea 2, Air. 

ED 067 246 
Environment, Teacher Manual, Intermediate, 
Idea 3, Water. 

ED 070 681 


Environment, Teacher Manual, Junior High, 


Idea I, Land 
ED 067 243 


Environment, Teacher Manual, Primary, Idea I, 
Land. 


ED 067 241 
Environment, Teacher Manual, Primary, Idea 


2, Air. 
ED 067 245 
Environment, Teacher Manual, Primary, Idea 


3, Water. 
ED 070 680 


Environment, Teacher Manual, Senior High, 


Idea I, Land. 
ED 067 244 


Environmental Protection Agency, Boston, 
Mass. New England Regional Office. 
Recycling of Metals and Materials: A Selected 
Bibliography. 
ED 072 796 


Environmental Protection Agency, 
Cincinnati, Ohio. 
Solid Waste Management: A List of Available 


Literature. 
ED 068 319 


Environmental Protection Agency, Kansas 
City, Mo. 
Environmental Services (Bibliography), Janua- 
ry 1973 (Revised). 
ED 077 684 


Environmental Protection Agency, Research 
Triangle Park, N. C. 
Air Pollution Training Courses July 1972 
through June 1973 and University Training 


Programs. 
ED 070 639 


Environmental Protection Agency, Research 
Triangle Park, N.C. Air Pollution Technical 
Information Center. 
Air Pollution Technical Publications of the 
U.S. Environmental Protection Agency. 
ED 075 231 


Environmental Protection Agency, Research 

Triangle Park, N.C. Office of Air Programs. 
Mercury and Air Pollution: A Bibliography 
With Abstracts. 
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ED 072 965 
Environmental Protection Agency, Seattle, 
Wash 


Institution Index 


Directory of Environmental Organizations for 

Alaska, Idaho, Oregon, Washington, and the 

Province of British Columbia, February 1973. 
ED 077 680 


Environmental Protection Agency, 
Washington, D. C. 
The Challenge of the Environment: A Primer 
on EPA's Statutory Authority. 
ED 077 703 
Clean Air. It’s Up to You, Too. 
ED 079 072 
Information Resources in Pesticides, Environ- 
mental Health and Hazardous Materials. 
ED 068 365 


Environmental Protection Agency, 
Washington, D. C. Office of Research and 
Monitoring. 
An Anthology of Selected Readings for the 
Symposium on the “Quality of Life’ Concept: 
A Potential New Tool for Decision-Makers. 
ED 069 600 
Bibliography of Water Quality Research Re- 


ports. 

ED 068 275 
The River Basin Model: Computer Output. 
Water Pollution Control Research Series. 

ED 079 177 


Environment Information Center, New 
York, N.Y. 
The Environment Film Review. A_ Critical 
Guide to Ecology Films. 





ED 070 650// 
Environment Information ACCESS, Volume 2 
Number 18. 

ED 070 665// 
Environment Information ACCESS, Volume 2 
Number 19. 

ED 070 666// 
Environment Information ACCESS, Volume 2 


Number 20. 
ED 070 667// 


Environment Information ACCESS, Volume 2 


Number 21. 
ED 070 668// 


Ephrata Area School District, Pa. 
A Cooperative Developmental Workshop for 
Career Education in Lancaster County. Final 
Report. 
ED 072 236 


EPIC Diversified Systems Corp., Tucson, 

Ariz. 

Three Year Evaluation Report for the Jordan 
Educational Complex Program. 

ED 080 620 

Three Year Evaluation Report for the Garfield 
Educational Complex Program. 

ED 080 621 


EPI-HAB Phoenix, Inc., Ariz. 
A Project to Determine the Employability of 
Epileptics. Final Report. 
ED 076 855// 


Ep al Church, New York, N.Y. National 
Comm on Indian Work. 
This Land Is Our Land: The American Indian 


in American Society, 1970. 
ED 076 275 


Epsilon Delta Epsilon, Trenton, N.J. 
Teacher Resource Bibliography for Marketing 
and Distribution and Distributive Education, 
1968-1971. 
ED 079 474 


Equal Employment Opportunity 
Commission, Washington, D.C. 
Job Patterns for Minorities and Women in 
Private Industry: Equal Employment Opportu- 
nity Report, 1969. Volume |: The Nation, 
States, Industries. Volume 2: Metropolitan 


Areas. 
ED 076 818 


ERIC Clearinghouse for Social 
Studies/Social Science Education, Boulder, 
Colo. 


Challenge and Change in College Geography. 
ED 067 326 


Community Laboratory in Political Science. 
Profiles of Promise 8. 





Institution Index 


ED 080 401 
Cross-Age Teaching in the Social Studies. 
Profiles of Promise 4. 

ED 077 806 


The Dig: A Study in Archaeology. Profiles of 


Promise 6. 

ED 080 399 
Ill Annual Dade County Social Studies Fair. 
Profiles of Promise 3. 

ED 077 805 


Integrated Social Studies. Profiles of Promise 7. 
ED 080 400 


Learning with Games: An Analysis of Social 


Studies Educational Games and Simulations. 
D 077 826 


The New City School. Profiles of Promise 5. 
ED 077 807 


Quality of Life. Interpretive Series No. 8. 

ED 076 467 
Social Studies Labs: Enfield’s Exciting Alterna- 
tive. Profiles of Promise 2. 
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ED 077 804 
The Status of World History Instruction in 
American Secondary Schools. 

ED 072 984 


ERIC Clearinghouse on Counseling and 
Personnel Services, Ann Arbor, Mich. 
Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 2. 
ED 072 394 
Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 3. 
ED 072 395 
Cc ique: R for Practicing Coun- 
selors, Volume 2, Number 4. 





ED 072 396 
Communique: Resources for Practicing Coun- 
selors, Volume 2, No. 5. 

ED 073 413 
Communique: Resources for Practicing Coun- 
selors, Vol. 2, No. 6. 

ED 075 764 
Communique: R for Practicing Coun- 


— 


selors, Vol 2, No. 7. 





ED 075 765 
Communique. Resources for Practicing Coun- 
selors, Vol. 2, No. 8. 

ED 075 766 
Communique: Resources for Practicing Coun- 
selors, Volume 2 Number 9. 

ED 078 344 
Communique: Resources for Practicing Coun- 
selors, Volume 2, Number 10. 

ED 078 345 


IMPACT: The Magazi for I ati and 
Change in the Helping Professions. Volume 2, 


Number 1. 

ED 071 012 
IMPACT: The Magazine for Innovation and 
Change in the Helping Professions. Volume 2, 
Number 2. 





ED 071 013 
Impact: The Magazine for Innovation and 
Change in the Helping Professions, Volume 2, 


Number 3. 

ED 075 763 
Impact: The Magazine for Innovations and 
Change in the Helping Professions. Volume 2, 
Numbers 4-5. 

ED 078 343 
Readings: The APGA/Impact Workshop on 
Career Development and Career Guidance. 
Selected Readings and Annotated Bibliography 
from Research in Education. 

ED 078 346 


ERIC Clearinghouse on Early Childhood 
Education, Urbana, Ill. 

A Black Curriculum for Early Childhood Edu- 
cation: Teaching Units. 

ED 069 374 
Creativity: A Positive of Young Children. 
(Paper and Abstract Bibliography ). 

ED 076 264 
Current Research and Perspectives in Open 
Education: A Research Review From EKNE. 

ED 076 509 
Day Care: An Abstract Bibliography (Supple- 
ment #1). 

ED 069 402 
Early Childhood Teaching: An _ Abstract 
Bibliography. 

ED 072 842 
Four Questions on Early Childhood Education. 

ED 073 820 
Modeling and Imitation Learning in Young 
Children: An Abstract Bibliography. 


ED 077 600 

Multiply Handicapped Children: A_Bibliog- 
raphy. 
ED 075 098 
between Education 





Notes on the Disti 
and Excitement. 

ED 076 263 
Nutrition and Learning in Preschool Children. 

ED 069 433 
Open Education: An Abstract Bibliography. 

ED 075 099 
Parent Education: An Abstract Bibliography 
(Supplement #1). 

ED 072 841 
Perspectives on Early Childhood Education. 

ED 068 203 
Research on Open Education: Problems and Is- 
sues. 

ED 068 202 
Socialization of Young Children: An Abstract 
Bibliography. 

ED 075 104 
Systems for Observing Parent-Child Interac- 
tions. 

ED 069 434 
Systems for the Observation of Classroom 
Behavior in Early Childhood Education. 

ED 068 204 
Understanding Readiness: A Rationale (A 
Rejoinder to Jensen). 

ED 076 226 
Where is Early Childhood Going? 

ED 073 826 
Young Children with Handicaps: Part I, Emo- 
tional Disturbance and Specific Learning Disa- 
bilities. An Abstract Bibliography. 

ED 076 262 
Young Children with Handicaps: Part Ill, 
Educable and Trainable Mentally Handicapped. 
An Abstract Bibliography. 

ED 076 265 
Young Children with Handicaps: Part IV, 
Resources: Directories, Newsletters, Bibliogra- 
phies, and General Information. An Abstract 
Bibliography. 

ED 077 579 
Young Children with Handicaps: Part II, Physi- 
cally Handicapped. An Abstract Bibliography. 

ED 077 580 


ERIC Clearinghouse on Higher Education, 
Washington, D.C. 
A Current Perspective on Accreditation. Re- 
port Number 7. 


ED 068 071 
Enrollment Trends in Higher Education. 
Research Currents. 

ED 076 175 


The Impact of the Academic Revolution on 


Faculty Careers. 
ED 072 758 


Institutional Analysis of Sex Discrimination: A 


Review and Annotated Bibliography. 
ED 076 176 


The Integration of Learning and Earning: 
Cooperative Education and Nontraditional Stu- 


dy. 
ED 080 100 


A Look at External Degree Structures. 
ED 068 070 


A Matter of Degree: The Setting for Contem- 
porary Master’s Programs. 
ED 071 623 


Postsecondary Education: The New Meaning. 
Research Currents. 
ED 080 101 


Productivity: The Burden of Success. 
ED 076 174 


A Profile of Upper-Level Colleges. 
ED 071 622 


Renovating the Freshman Year. 
ED 068 075 


Small College Management: Key to Survival. 


Research Currents. 
ED 074 980 


Strategies for Improving College Teaching. Re- 


port 8. 

ED 071 616 
Traditionally Black Colleges: A Brief Review. 
Research Currents. 

ED 080 099 


University-City Relations: From Coexistence to 


Cooperation. 

ED 080 098 
Who's Reading What in Higher Education. 
Research Currents. 

ED 074 998 


Women’s Studies: Courses and Programs for 
Higher Education. 
ED 074 997 


ERIC Clearinghouse on Languages and 
Linguistics, New York, N.Y. 
1971 ACTFL Annual Bibliography of Books 
and Articles on Pedagogy in Foreign Lan- 


guages. 

ED 072 675 
Addresses of Embassies, Consulates, and Edu- 
cational and Information Offices of Interest to 
Foreign Language Teachers. 

ED 074 853 
ERIC Documents on the Teaching of Foreign 
Languages: List Number 9. 

ED 073 710 
Leadership in Foreign-Language Education: 
Developing the State Foreign Language As- 


sociation. 

ED 069 199 
Maintenance of the Language Laboratory. 
ERIC Focus Reports on the Teaching of 
Foreign Languages, Number 28. 

ED 069 190 
A Selective Bibliography of Doctoral Disserta- 
tions in Modern Language Education. 

ED 069 187 


ERIC Clearinghouse on Library and 
Information Sciences, Washington, D.C. 

Audiovisual Materials in Support of Informa- 
tion Science Curricula: An Annotated Listing 
with Subject Index. First Edition, Revised. 

ED 076 215 
Bibliography of Basic Textbooks on Informa- 
tion Science. 

ED 075 051 
The Changing Role of the Special Librarian in 
Industry, Business, and Government. 

ED 078 850 
Directory of Educational Programs in Informa- 
tion Science. Supplement, 1972-1973. 

ED 069 310 
The Economics of Information; Bibliography 
and Commentary on the Literature. Second 
Edition, 1972. 

ED 076 214 
ERIC Information Analysis Products 1967- 
1972. 

ED 078 862 
ERIC Products 1971-1972. An Annotated 
Bibliography of Information Analysis Publica- 
tions of the ERIC Clearinghouses, July 1971 


Through June 1972. 
ED 077 512 


The Invisible Medium: The State of the Art of 
Microform and a Guide to the Literature. 

ED 075 029 
Paraprofessional and Nonprofessional Staff in 
Special Libraries. 

ED 078 851 
Planning and Designing: The Future in Library 


Education. 

ED 077 523 
The Purpose of the American Public Library in 
Historical Perspective: A Revisionist Interpreta- 
tion. 

ED 071 668 
Trends in Modern Subject Analysis with 
Reference to Text Derivative Indexing and Ab- 
stracting Methods: The State of the Art. 

ED 073 787 


ERIC Clearinghouse on Reading and 
Communication Skills, Urbana, Ill. 
Alternatives in English: A Critical Appraisal of 
Elective Programs. ERIC/RCS Information 
Analysis Series: Group 1. 
ED 068 951 


ERIC First Analysis: 1973-74 National High 


School Debate Resolutions. 
ED 073 515 


The Politics of Reading: Point-Counterpoint. 
ED 073 447 


ERIC Clearinghouse on Teacher Education, 
Ww » D.C. 
An Abstract Bibliography of Teacher Educa- 
tion Programs: Part I of the ERIC 
Clearinghouse on Teacher Education Project 

on Career Education. 
ED 067 382 


A Bibliography of Bibliographies on Career and 
Vocational Education: Part II of the ERIC 
Clearinghouse on Teacher Education Project 
on Careers Education. 

ED 067 387 





Career Education--A Humanistic View (Part 3 
of the ERIC Clearinghouse on Teacher Educa- 
tion Project on Career Education). 

ED 071 995 


Competency-Based Education: The State of the 


Scene. 

ED 073 046 
Concepts of Teacher Centers. 

ED 075 375 
Current Research and Perspectives in Open 


Education: A Research Review From EKNE. 
ED 076 509 


In Defense of Man: Educators and Environ- 
mental Action. 
ED 067 392 


Drug Education: An Annotated Bibliography. 
ED 076 495 


Evaluating School Personnel Today. 
ED 073 045 


In-Service Education for Rural School Person- 


nel. 
ED 073 082 


Reformese Jargon: The Language and Litera- 
ture of Educational Reform. 
ED 073 044 


What Do They Mean By Parity? 
ED 067 391 


ERIC Clearinghouse on Tests, 
Measurement, and Evaluation, Princeton, 
N.J. 
Criterion-Referenced Measurement. 
ED 073 143 


Educational Evaluation. 

ED 073 144 
Educational Statistics. 

ED 073 142 
Ill. Educating Those Who Teach Reading. 

ED 072 118 
II. Research 1960-1970 on Methods and 
Materials in Reading. 

ED 072 115 
I. Research 1960-1970 on the Reading Problem 
in the United States. 

ED 072 116 
Measures Pertaining to Health Education: Il. 
Drugs. An Annotated Bibliography. 

ED 068 569 


Measures Pertaining to Health Education: III. 


Alcohol. An Annotated Bibliography. 
ED 068 570 


Performance Contracting in Principle and Prac- 


tice. 
ED 069 665 


Test Development, Interpretation, and Use. 
ED 073 141 


TM News. 
ED 068 510 


TM News. 
ED 068 511 


ERIC Information Analysis Center for 
Science Education, Columbus, Ohio. 
Annual Meeting of National Association for 
Research in Science Teaching, Abstracts of 
Presented Papers (46th, Detroit, Michigan, 
March, 1973). 
ED 080 305 


ERIC Information Analysis Center for 
Science, Mathematics, and Environmental 
Education, Columbus, Ohio. 
Ability and Creativity in Mathematics. Mathe- 
matics Education Reports. 
ED 077 730 


Computer-Extended Problem Solving and 
Enquiry, 11. The Use of Computers in Mathe- 
matics Education Resource Series. Revised Edi- 


tion. 

ED 077 732 
Computer Innovations in Education, I. The Use 
of Computers in Mathematics Education 
Resource Series. 

ED 077 731 


A Directory of Projects and Programs in En- 
vironmental Education for Elementary and 
Secondary Schools. Environmental Education 
Information Reports. 

ED 071 881 


Handbook of Unpublished Evaluation Instru- 
ments in Science Education. 
ED 076 359 


Language Factors in Learning Mathematics. 
ED 068 340 
Meaningful Instruction in Mathematics Educa- 


tion. 
ED 068 329 


Recent Research in Cognition Applied to 
Mathematics Learning. 
ED 077 773 


Research in Earth Science Education: An An- 
notated Bibliography. 
ED 068 317 


Research in Science Teaching in a Larger Con- 


text. 
ED 076 426 
R h on Computers in Mathematics Educa- 


tion, IV. The Use of Computers in Mathe- 
matics Education Resource Series. 
ED 077 734 


Research on Mathematics Education (K-12) 
Reported in 1972. 
ED 076 437 


Research Reporting Sections, National Council 
of Teachers of Mathematics 5ist Annual Meet- 
ing, Houston, Texas, April 25-28, 1973. 

ED 076 387 
A Review of British Science Curriculum Pro- 
jects, Implications for Curriculum Developers. 

ED 076 427 
in Sci Ed ion for 





h 





Review of R 
the Year 1971. 
ED 077 775 


A Review of Research Related to Environmen- 


tal Education. 

ED 068 359 
SMEAC Newsletter, Mathematics Education, 
Volume 4, Number 2. 

ED 067 276 
SMEAC Newsletter, Mathematics Education, 
Volume 4, Number 3. 

ED 076 383 
SMEAC Newsletter, Mathematics Education, 


Volume 5, Number 1. 
ED 076 436 


SMEAC Newsletter, Mathematics Education, 
Volume 5, Number 2. 
ED 079 112 


Unified Science Education Programs and 
Materials. Occasional Paper Series, Science 
Paper 10. Science Education Information Re- 


ports. 
ED 077 772 
The Use of Comp s in Math tics Educa- 
tion: Bibliography, Ill. The Use of Computers 
in Mathematics Education Resource Series. 
ED 077 733 


U.S. Office of Education Grants for Environ- 
mental Education, 1972. 





ED 070 601 
ERIC Processing and Reference Facility, 
Bethesda 


. ° 
Managing the ERIC Data Base. (Technical and 
Managerial Considerations in Operating a 
Computerized Information Processing Center in 
Support of a Multi-Disciplinary Network.) 

ED 069 303 


Erie County Board of Cooperative 
Educational Services, Buffalo, N.Y. 
An Operational Model for the Application of 
Planning-Programming-Budgeting Systems to 
Local School Districts. Post-Pilot-Test Version. 
Parts One and Two. 
ED 066 832 


Escambia County School Board, Pensacola, 
Fla. Evaluation Services. 


Test Analysis Manual. 
ED 069 722 


Essex Community Coll., Md. 
An Educational Response to the Urban Chal- 
lenge. Urban Development Assistant Project. 


Final Report. 
ED 076 190 


Essex County Coll., Newark, N.J. 
Directors’ Evaluation of Urban Instructional 
Training and Development Institute, Essex 
County College. 
ED 077 910 


Etowah County Board of Education, 
Gadsden, Ala. 
Equalizing Multi-School Curriculum by 
Technology. 
ED 079 964 


Euclid City Schools, Ohio. 
Biology for the Blind. 
ED 077 677// 


Eugene School District 4, Oreg. 
Catalysts: A G 1 Eclectic Hand 


hh. 
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ED 073 470 


European Broadcasting Union, Geneva 
(Switzerland). 
Structures and Organization of Broadcasting in 
the Framework of Radiocommunications. 
ED 076 026// 


Evaluation Technologies, Inc., Arlington, 
Va. 
Design of an Operational Planning and Report- 
ing System for the Educational Extension Pro- 
gram (EEP). Final Report. 
ED 073 571 


Evaluation Technology Corp., Camarillo, 
Calif. 
NYC Summer/in-School Goes to Community 
College. Proven Program for Youth. Final Re- 


port. 
ED 076 739 


Evanston Township High School, Ill. 
Directory of Mediated Instructional Materials. 
ED 079 959 
English as Exploration: A Personalized Ap- 
proach to Teaching | English 1 and 2 English 
1. 


ED 068 978 


Mediated Instructional Materials. Final Report. 
ED 079 958 


Evansville-Vanderburgh School Corp., Ind. 


Summer Journal. 
ED 071 076// 


Evergreen State Coll., Olympia, 
Academic Freedom and Faculty Responsibility. 
ED 071 617 
The Evergreen State College Bulletin 1972-73 


and Catalog Supplement 1972-73. 
ED 071 605 


The Evergreen State College Bulletin 1973-74. 
ED 074 949 
Governance and Decision-Making at Ever- 


green. 
ED 071 614 


Social Contract Among the Members of the 
Community of the Evergreen State College. 
ED 071 615 


Evergreen State Coll., Olympia, Wash. 


Library. 
Library Group, The. 
ED 072 809 


Everybody’s Money, Madison, Wis. 
Information for Consumers. 
ED 072 314 


Exceptional Children’s Foundation, Los 
Angeles, Calif. 
Coordination of Workshops for the Mentally 
Retarded in a Metropolitan and Suburban 


Area. 
ED 076 860// 


Executive Office of the President, 
Washington, D.C. 
Environmental Quality Research and Develop- 
ment. A Review and Analysis of Federal Pro- 


grams. 
ED 070 624 


The Federal Ocean Program. 

ED 072 962 
Second Annual Report on Government Ser- 
vices in Rural America. Message from the Pre- 
sident of the United States Transmitting the 
Second Annual Report on Government Ser- 
vices in Rural America, Pursuant to the 
Agricultural Act of 1970. 

ED 067 173 


Exotech Systems, Inc., Washington, D. C. 
Drugs. Social Issues Resources Series. 
ED 069 $77// 


Experiment in International Living, Putney, 
Vt. 
E.I.L. Czech: An Audio-Lingual Course with 


Correlated Tapes, Volume I. 
ED 080 001 


E.LL. Dutch: An Audio-Lingual Course with 
Correlated Tapes, Volume I. 
ED 080 004 


E.LL. Polish Basic Audio-Lingual Course with 
Correlated Tapes. 
ED 078 707 
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E.L.L. Portuguese: Basic Audio-Lingual Course 


with Correlated Tapes, Volume !. 
ED 080 003 


{E.1.L.] Swedish: Basic Audio-lingual Course 


with Correlated Tapes, Volum 1. 
ED 080 002 


Experiment in International Living (EIL) Latin- 
American Spanish Volume II: An Audio-Lin- 
gual Course with Correlated Tapes. 


ED 074 790 
Fairfield Univ., Conn. Graduate School of 
Education 


Career Education: The Student in Focus. 
ED 075 625 


Fairleigh Dickinson Univ., Rutherford, N.J. 
Cable T.V.--Educational Medium of the Fu- 
ture? Perspective Number Five. 

ED 076 020 


A Model Plan for a Career Education Curricu- 


lum Laboratory. Final Report. 
ED 079 553 


Fairmont State Coll., W. Va. 
Effect of a Video Taped Modeling Procedure 
on Verbal Questioning Practices of Secondary 
Social Studies Student Teachers. Final Report. 
ED 079 967 


Family Learning Centers, Inc., Atlanta, Ga. 
Demonstration: Male Workers in Day Care. 
Demonstration Project Progress Report. 

ED 072 873 


Family Service Association of America, New 
York, N.Y. Plays for Living. 
Stop, Look, and Listen: Children Ahead. 
ED 073 857 


Fanshawe Community Coll., London 
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dation Comprehensive School Improvement 
Program, 1960-1970. 

ED 071 190 


The Importance of Being Different. 
ED 077 413 
An Inquiry Inio the Uses of Instructional 


a ED 078 685 


Making Education Relevant. 

ED 076 827 
Pay-As-You-Earn: Summary Report and 
Recommendations. Ford Foundation Studies in 
Income Contingent Loans for Higher Educa- 
tion. 

ED 077 370 
The Pay of Professors. 

ED 077 454 
The Present-Minded Professor. 

ED 077 414 
Social Progress and the Liberal Arts College. 

ED 077 415 
Toward Greatness in Higher Education. 

ED 077 453 
Using C ial R in Population 
Communications Programs. 





ED 071 109 


Ford Foundation, New York, N.Y. 

International Urbanization Survey. 
Infrastructure Problems of the Cities of 
Developing Countries. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 465 
Race and the Third World City. An Interna- 
tional Urbanization Survey Report to the Ford 


Foundation. 

ED 079 467 
Survey of European Programs: Education for 
Urbanization in the Developing Countries. An 
International Urbanization Survey Report to 
the Ford Foundation. 

ED 079 466 


Urbanization in Brazjl. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 451 
Urbanization in Chile. An International Ur- 
banization Survey Report to the Ford Founda- 


tion, 

ED 079 455 
Urbanization in Colombia. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 452 
Urbanization in Developing Countries: The 
Response of International Assistance. An Inter- 
national Urbanization Survey Report to the 
Ford Foundation. 

ED 079 464 


Urbanization in India. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 462 
Urbanization in Jamaica. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 450 
Urbanization in Kenya: Urbanization Trends 
and Prospects; Rural Development and Urban 
Growth. An International Urbanization Survey 
Report to the Ford Foundation. 

ED 079 458 
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Urbanization in Morocco. An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 

ED 079 460 
Urbanization in Nigeria: A Planning Commen- 
tary. An International Urbanization Survey Re- 
port to the Ford Foundation. 

ED 079 457 


Urbanization in Peru. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 454 
Urbanization in Thailand. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 

ED 079 463 
Urbanization in Tropical Africa: A Demo- 
graphic Introduction. An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 

ED 079 456 
Urbanization in Turkey. An International Ur- 
banization Survey Report to the Ford Founda- 
tion. 

ED 079 461 
Urbanization in Venezuela. An_ International 
Urbanization Survey Report to the Ford Foun- 
dation. 

ED 079 453 
Urbanization in Zambia. An International Ur- 
banization Survey Report to the Ford Founda- 


tion. 
ED 079 459 


Foreign Service (Dept. of State), 
Washington, D.C. Foreign Service Inst. 
Africa, Sub-Sahara: A Selected Functional and 
Country Bibliography. 
ED 076 489 
Contemporary Cambodian: Introduction. 
ED 074 819 
Eastern Europe and the U.S.S.R.: A Selected 
Functional and Country Bibliograpy. 
ED 076 492 
German Basic Course, Units 13-24. 
ED 074 818 
Latin America: A Sel d Functional and 
Country Bibliography. 





ED 076 490 
Near East and North Africa: A Question Syl- 
labus. Center for Area and Country Studies. 

ED 079 195 


Near East and North Africa: A Selected Func- 


tional and Country Bibliography. 
ED 076 488 


South Asia Area Syllabus. Center for Area and 


Country Studies. 
ED 079 194 


South Asia: A Selected Functional and Country 
Bibliography. 


ED 076 486 
Southeast Asia: A Selected Functional and 





Country Bibliography. 
ED 076 487 
Western Europe: A Selected Functional and 
Country Bibliography. 
ED 076 491 
Forest Service (DOA), Berkeley, Calif. 
Pacific Southwest Forest and Range 
Experiment Station. 
Fire Prevention in California’s Riverside Coun- 


ty Headstart Project: An Evaluation. 
ED 069 399// 


Forest Service (DOA), Washington, D.C. 
Forestry Activities. A Guide for Youth Group 


Leaders. 
ED 068 273 


Our Air: Unfit for Trees. 
ED 079 049 


Fort Benning Dependents’ Schools, Ga. 
Development of the Fort Benning Dependents’ 
Schools Multi-Ethnic Curriculum Guide and 
Human Relations Workshop; Post-Workshop 
Evaluation. 

ED 073 180 


Fort Bragg (Army), N.C. Libraries. 
Focus on Minorities. 
ED 080 639 


Fort Worth Public Schools, Tex. 
Project 1982: Instruction, Administration, Busi- 
ness, Special Services, 
ED 079 829 
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ED 080 747 


Foundation Information Centre for School 
Building, Rotterdam (Netherlands). 
Development Project Low-Cost Comprehensive 


School in Lelystad, the Netherlands. 
ED 074 635 


Founders Annex Public Service Project, 
Inc., Dedham, Mass. 


Cable in Mass 2. 
ED 074 710// 


Fountain Valley School District, Calif. 
Handicapped Children in the Regular Class- 


room. 
ED 073 592 


Four Corners Regional Commission, Santa 
Fe, N. Mex. 
Indians’ Problems in Acquiring Development 
Capital. Four Corners Agriculture and Forestry 
Development Study. Special Report No. 11. 
ED 068 258 


Fox Valley Technical Inst., Appleton, Wis. 
Predicting Success in Teaching. 
ED 077 913 
Framingham Public Schools, Mass. 
Motivational Determinants of Curricular Cho- 
ice in College Males. 





ED 068 856 


Framingham State Coll., Mass. 
1969 Insti for Fi ial Aid Administrators 
Evaluation Report. 





ED 068 001 


Franklin and Marshall Coll., Lancaster, Pa. 
Cognitive Abilities in Culturally Disadvantaged 
Preschool Children. Final Report. 

ED 069 825 
Conceptual and Subjective Organizational 
Processes in Human Learning and Memory. 
Final Report. 

ED 067 643 


Freed-Hardeman Coll., Henderson, Tenn. 
The Improvement of Instruction in Developing 


Junior Colleges. 
ED 071 658 


Free Library of Philadelphia, Pa. 
An Annotated List of Audio-Visual Materials, 
Supplement One. Reader Development Pro- 


gram. 
ED 070 937 
Reader Development Program: Annotated 
Bibliography. Supplement Two. 
ED 074 318 


French and European Publications Inc., 
New York, N. Y. 
Afro Writers: Bibliography of Recent Works in 


French. 
ED 069 197 


Fresno City Coll., Calif. Technical and 
Industrial Div. 
Workshop in the Preparation of Measurable 
Performance Objectives. 
ED 073 258 


Fresno City Unified School District, Calif. 

Office of Planning and Research Services. 
Survey of Burglary and Vandalism Occurrence 
and Preventative Measures in Twenty-Five 
Large California School Districts. Summary Re- 


port. 
ED 077 104 


Videcor. End of Project Report. 
ED 079 963 


Fresno County Dept. of Education, Fresno, 
Calif. 
PEAPOL (Program Evaluation at the Per- 
formance Objective Level) Outside Evaluation. 
ED 072 219 
PEAPOL I (Program Evaluation at the Per- 
formance Objective Level) User's Manual. 
ED 072 220 
PEAPOL I (Program Evaluation at the Per- 
formance Objective Level) Technical Manual. 
ED 072 221 


Friends of Day Care, Tulsa, Okla. 
Help! A Handbook for Child Care Workers. 


ED 073 821 


Friends Peace Committee, Philadelphia, Pa. 
Training for Nonviolent Action for High School 
Students: A Handbook. 

ED 070 713 
Training for Nonviolent Responses in Social 
Conflict: A Manual for Trainers. 

ED 070 712 


Frontenac County Board of Education, 
Kingston (Ontario). 
The Use of Behaviour Modification Techniques 
in a Class of Slow Learners. A Research Re- 


port. 
ED 077 161 
Froomkin (Joseph) Inc., Washington, D.C. 


Goals and Alternatives for the Education of 
Minority Group Students in Elementary and 
Secondary Schools. 

ED 074 170 


Frostburg State Coll., Md. 
A College and Its Community: A Survey. 
ED 077 362 


Status of Professional Women in Higher Educa- 


tion. 
ED 067 573 


Fund for the Improvement of Postsecondary 
Education (DHEW), Washington, D.C. 
Program Information and Application 
Procedures Fund for the Improvement of Post- 
secondary Education. 
ED 077 335 


Furman Univ., Greenville, S.C. 
The Predictive Validity of the “Minnesota 
Teacher Attitude Inventory.” Final Report. 
ED 072 111 


Galion School System, Ohio. 
Final Evaluation Report, Exemplary Middle 
School Mathematics. 

ED 077 767 


Gallaudet Coll., Washington, D.C. 
The Effectiveness of Testbook, Individualized, 
and Pictorial Instructional Formats for Hearing 
Impaired College Students. 
ED 075 968 
ition for Hear- 





Research on Freq y Tr 
ing Aids. Final Report. 
ED 072 608 


Gallaudet Coll., Washington, D.C. Office of 
Demographic Studies. 
Academic Achievement Test Results of a Na- 
tional Testing Program for Hearing Impaired 
Students. United States: Spring 1971. 
ED 067 802 
Characteristics of Hearing Impaired Students 
by Hearing Status. United States: 1970-71. 
ED 074 668 


Gallup-McKinley County Schools, Gallup, 
N. Mex. 
Manual of Sentence Patterns for Teaching En- 
glish as a Second Language. 
ED 076 079 


Garden Club of America, New York, N.Y. 
The World Around You. Environmental Edu- 


cation Packet. 
ED 076 395// 


Garden Grove Unified School District, Calif. 
Multihandicapped Blind. Final Project Report. 
ED 079 906 


Gary City Public School System, Ind. 
The Gary - Indiana - Moorhead State College 
Project in Cooperative Urban Teacher Prepara- 
tion. 
ED 073 091 
General Accounting Office, Washington, 
D.C. 
Improvements Needed in Administration of the 
Guaranteed Student Loan Program. 
ED 077 373 
Program Evaluation: Legislative Language and 
a User’s Guide to Selected Sources. 
ED 078 846 


General Learning Corp., Morristown, N.J. 
Career Education In-Service Training Guide. 
ED 076 786// 
Environmental Science, Teacher’s Edition. Pro- 
bing the Natural World/3. 
ED 072 952// 


Heat and Particles, Individualized Teacher 
Preparation. 

ED 072 950// 
Individualizing Objective Testing, Individual- 
ized Teacher Preparation. 

ED 072 945// 
Investigating Variation, Teacher's Edition. Pro- 
bing the Natural World/3. 

ED 072 953// 
Measuring Electricity: Individualized Teacher 
Preparation. 

ED 072 949// 
Operationally Defining Work, Individualized 
Teacher Preparation. 

ED 072 948// 
In Orbit, Teacher’s Edition. Probing the Natu- 
ral World/3. 

ED 072 954// 
Questioning, Individualized Teacher Prepara- 
tion. 

ED 072 944// 
Well-Being, Teacher’s Edition. Probing the 
Natural World/3. 

ED 072 956// 
What’s Up?, Teacher's Edition. Probing the 
Natural World/3. 

ED 072 955// 
Why You're You, Teacher’s Edition. Probing 
the Natural World/3. 

ED 072 951// 


General Learning Corp., Washington, D.C. 
Career Education Resource Guide. 
ED 069 918// 


General Motors Inst., Flint, Mich. Dept. of 
Communication and Organizational 
Behavior. 
Machiavellianism and Religiosity as Determi- 
nants of Cognitive Dissonance in a Counterat- 


titudinal Situation. 
ED 071 934 


General Turtle, Inc., Cambridge, Mass. 
New Educational Technology. 
ED 074 740// 


George Peabody Coll. for Teachers, 
Nashville, Tenn. 
Comparison of Two Instructional Strategies for 
th luti to Verbal Problems. 





Finel Report. 
ED 075 260 


Instruction Pamphlet for Parents of Opposi- 
tional Children. 
ED 070 220 


Parent Training Manual Emphasizing Data 
Systems for Mothers and Children in a Diag- 


nostic Preschool. 
ED 070 221 


George Peabody Coll. for Teachers, 
Nashville, Tenn. Inst. on Mental 
Retardation and Intellectual Development. 
Differential Dishabituation as a Function of 
Magnitude of Stimulus Discrepancy and Sex of 
the Newborn Infant. 
ED 078 927 


Effects of Motivation Orientation, Ability, So- 
cial Class, and Mediation on Verbal Learning. 
IMRID Papers and Reports. Volume VII, No. 
3. 


ED 079 615 


George Peabody Coll. for Teachers, 
Nashville, Tenn. Inst. on School Learning 
and Individual Differences. 
Identification of School-Related Objects as Per- 
ceived by Children on Primary School Levels. 
ED 069 400 


George Peabody Coll. for Teachers, 
Nashville, Tenn. Peabody International 
Center. 
China: The Cultural Revolution: Its Aftermath 
and Effects on Education and Society: A Select 
and Partially Annotated Bibliography. Educa- 
tion Library Bulletin. Supplement Sixteen. 
ED 079 166// 
International Education: Understandings and 
Misunderstandings. 
ED 073 979 


Georgetown Univ. Law Center, Washington, 
D.C. Inst. of Criminal Law and Procedure. 
The Closed Door: The Effect of a Criminal 
Record on Employment with State and Local 
Public Agencies. 

ED 079 530 





Georgetown Univ., Washington, D.C. 
Technology and Public Policy. The Process of 
Technology Assessment in the Federal Govern- 


ment. 
ED 070 377 


Georgetown Univ., Washington, D.C. Dept. 


of Psychology. 
Personalized System of Instruction Newsletter, 


Number 8. 
ED 079 208 


Georgetown Univ., Washington, D.C. School 
of meee ens ~~ L 


H lity of Discourse Con- 
stituents in i ye ne Languages: Texts. 
ED 066 984// 
Hierarchy and Universality of Discourse Con- 
stituents in New Guinea Languages: Discussion. 
ED 066 985// 


George Washington Univ., Alexandria, Va. 
Human Resources Research Office. 
The Captive Helicopter as a Training Device: 
Experimental Evaluation of a Concept. Techni- 
cal Report 68-9. 
ED 078 661 


Flight Evaluation Procedures and Quality Con- 
trol of Training. Technical Report 68-3. 
ED 078 660 


George Washington Univ., Washington, 
To Promote Comprehensive Continuing Educa- 
tion Programs for School-Age Pregnant Girls. 
Annual Report. 
ED 070 183 


George Washington Univ., Washington, 
D.C. Biological Sciences Communication 
Project. 
Language of Information Science: Convertibili- 
ty in Information Science. Final Report, Part 2. 
ED 068 139// 
Publications of the Rehabilitation Research and 
Training Centers: A Bibliography. Special Cen- 


ters Series. 

ED 080 751 
Training Directory of the Rehabilitation 
Research and Training Centers, 1972-1973. 

ED 068 787 


George Washington Univ., Washington, 
D.C. Dept. of Psychology. 
The Development of Spatial Awareness and 
Representation in Children. Final Report. 
ED 080 573 


George Washington Univ., Washington, D. 
C. National Advisory Council on 
Supplementary Centers and Services. 
Title Il in Environmental Education. 
ED 068 274 


George Washington Univ., Washington, 
D.C. Social Research Group. 
The Accelerated Learning Experiment: An Ap- 
proach to the Remedial Education of Out-of- 
School Youth. Final Report. 
ED 075 546 


Evaluation of ESEA Title I Programs for the 
District of Columbia, 1970-71. Final Report. 
ED 075 529 


Research Problems and Issues in the Area of 
Socialization. 
ED 072 857 


A Review of the Present Status and Future 
Research Needs of Programs to Develop 
Parenting Skills. 

ED 068 150 


A Review of the Present Status and Future 
Needs in Day Care Research. A Working 


Paper. 
ED 075 673// 





A Study of the Effectiveness of Selected Out- 
of-School Neighborhood Youth Corps Pro- 
grams (A Study of Selected NYC-1 Projects). 
ED 069 911 
Toward Interagency Coordination: An Over- 
view of Federal Research and Development 
Activities Relating to Early Childhood. Second 


Annual Report. 

ED 080 202 
Toward Interagency Coordination: An Over- 
view of Federal Research and Development 
Activities Relating to Early Childhood. Second 
Annual Report. Executive Summary. 

ED 080 203 


Work Experience as Preparation for 
Adulthood: A Review of Federal Job Training, 
Vocational, and Career Education Programs, 
An Analysis of Current Research, and Recom- 
mendations for Future Research. 

ED 079 504 


Georgia Agricultural Experiment Stations, 
Athens. 


Educational Trends of the Rural and Urban 
Population of Georgia. 
ED 080 254 


Georgia Association of Elementary School 
Principals, Athens. 
The Middle School. A Monograph. 
ED 075 953 
A Status Survey of the Elementary School 
Assistant Principalship in Georgia, 1971. 
ED 079 854 


Georgia Inst. of Tech., Atlanta. 
Proceedings of the 1972 Conference on Com- 


puters in Undergraduate Curricula. 
ED 066 875 


Georgia Inst. of Tech., Atlanta. Industrial 
Management Center. 
Proceedings of Conference on Maximizing 


Productivity Improvement of Hourly Workers. 
ED 079 500 


Georgia Inst. of Tech., Atlanta. School of 
Information Science. 
APL/IV: Fourth International APL Users’ Con- 
ference. June 15-16, 1972, Atlanta, Georgia, 
U.S.A. 
ED 074 766 
The Audiographic Learning Facility: Objectives 
and Design. Research Report. 
ED 079 977 


Georgia Intern Program, Atlanta. 
Governor’s Intern Program. Final Report. 
ED 070 374 


Georgia Southern Coll., Statesboro. 
Use of the Automated Readability Index for 
Evaluating Peer-Prepared Material for Use in 
Adult Reading Education. 
ED 068 814 


Georgia Speech Communication Association. 
Philosophy and Rhetoric. 
ED 072 485 


Georgia State Dept. of Education, Atlanta. 
Div. of Program ane Staff Development. 
The Georgia Plan for Career Education. 
ED 079 652 
Georgia Statewide Testing Program Results 
1972-73: 8th Grade Schools Category Report. 
ED 079 403 
Georgia Statewide Testing Program Results 
1972-73: 11th Grade Schools Category Report. 
ED 079 404 
Georgia Statewide Testing Program Results 
1972-73: Systems Category Report. 
ED 079 405 
Georgia Statewide Testing Program Results 
1972-73: 4th Grade Schools Category Report. 
ED 079 406 


Georgia State Dept. of Education, Atlanta. 
Georgia Assessment Project. 
Focus on the Future of Georgia 1970-1985. 
ED 075 482 


Georgia State Dept. of Education, Atlanta. 
Office of Instructional Services. 
Evaluation of the State of Georgia’s Governor's 


Honors Program. 
ED 073 145 


Governor's Honors Program Instructor Follow- 
Up Questionnaire. Appendix I. 

ED 073 151// 
Governor’s Honors Program Participant End- 
of-Program Questionnaire. Appendix J. 

ED 073 152// 
Governor’s Honors Program Participant Fol- 
low-Up Questionnaire. Appendix K. 
ED 073 153// 


Pupil Control Ideology Instrument. Appendix 
B. 


ED 073 147// 
Selection and Interview Forms for Nomination 
Area Committees. Appendix A. 

ED 073 146// 


Staff Semantic Differential. Appendix C. 
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ED 073 148// 
Student Semantic Differential. Appendix H. 

ED 073 150// 
What Kind of Person Are You? Instrument. 
Appendix D. 

ED 073 149// 


Georgia State Dept. of Education, Atlanta. 
Public Library Service. 
Long Range Program for Georgia Libraries 
Under the Library Services and Construction 
Act, as Amended, and the Regulations Promul- 
gated Thereunder. 
ED 071 694 


Georgia State Univ., Atlanta. Center for 
Applied Behavioral Research. 
Achieving Academic and Social Objectives in 
Kindergarten through Behavioral Analysis. 
Research and Development Report, Vol. VI, 
No. 3. 
ED 072 854 
Achieving Academic and Social Objectives in 
Elementary Grades Through Behavioral Analy- 
sis. Volume VI, No. 4. 
ED 074 059 
A Nine-Month Token Reinforcement Program 
for the Trainable Retarded. Research and 
Development Report, Volume VI, Number !. 
ED 071 257 


Georgia Univ., Athens. 
Communication in Conflict: A Communication 
Training Handbook for Law Enforcement Of- 


ficers. 
ED 077 038// 


The Factor Structure of Certain Behavioral, 
Academic Achievement and Socioeconomic 


Measures. 
ED 068 493 


Georgia Univ., Athens. Anthropology 
Curriculum Project. 
A Comparison of the Effects of Organizers on 
the Learning of Structured Anthropology 
Materials in the Third Grade. 
ED 073 041 
Education for American Indians: A Book of 
Readings. 
ED 080 278// 
Education for American Indians. An Expository 
Essay. 
ED 080 277// 
Education for American Indians. [Set]. 
ED 080 276// 
Education for the American Indians. Summary 
Report. 
ED 080 281 
The Effects of the Position of Organizers to 
Facilitate Learning of Structured Anthropology 
Materials in the Sixth Grade. 
ED 073 040 
Student Workbook for use with Education for 
American Indians. 
ED 080 279// 
Teacher’s Edition of Student Workbook for use 
with Education for American Indians. 
ED 080 280// 


Georgia Univ., Athens. Bureau of 
Educational Studies and Field Services. 
The Middle School. A Monograph. 
ED 075 953 
A Status Survey of the Elementary School 
Assistant Principalship in Georgia, 1971. 
ED 079 854 


Georgia Univ., Athens. Center for 
Management Systems. 
Do-It-Yourself Critical Path Method. 
ED 067 992 


Georgia Univ., Athens. Coll. of Education. 
Development of Performance Goals for a New 
Office and Business Education Learning 
Systems: Part I, Analysis of Hardware Used by 
Office Workers; and Part Il, Analysis of Social 
Interaction Critical Incidents. Final Report. 

ED 073 256 
The Effects of the Position of Organizers on 
the Learning of Structured Anthropology 
Materials in Grades Three and Six. Final Re- 
port. 

ED 069 597 
Evaluation of the State of Georgia’s Governor's 
Honors Program. 

ED 073 145 
Governor’s Honors Program Instructor Follow- 
Up Questionnaire. Appendix I. 
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ED 073 151// 
Governor’s Honors Program Participant End- 
of-Program Questionnaire. Appendix J. 
ED 073 152// 
Governor's Honors Program Participant Fol- 
low-Up Questionnaire. Appendix K. 
ED 073 153// 
Institute for Principals, Planning and Imple- 
menting Programs in Vocational Education. 
ED 080 761 
Institute for Superintendents, Planning and Im- 
plementing Programs in Vocational Education. 
ED 080 762 
Invitational Conference on Measurement in 
Education; Proceedings (of the) Eleventh 
Southeastern Conference (December 8-9, 
1972). Pre-Session. 


1100 


ED 075 445 
Invitational Conference on Measurement in 
Education; Proceedings (of the) Eleventh 
Southeastern Conference (December 8-9, 
1972). Session I. 

ED 075 449 
Invitational Conference on Measurement in 
Education; Proceedings (of the) Eleventh 
Southeastern Conference (December 8-9, 
1972). Session II. 


ED 075 464 
Pupil Control Ideology Instrument. Appendix 
B 


ED 073 147// 
Selection and Interview Forms for Nomination 


Area Committees. Appendix A. 

ED 073 146// 
Specifying Assumptions, Goals and Objectives 
for Competency Based Teacher Education Pro- 
grams. 

ED 068 437 

Staff Semantic Differential. Appendix C. 

ED 073 148// 
Student Semantic Differential. Appendix H. 

ED 073 150// 
What Kind of Person Are You? Instrument. 
Appendix D. 

ED 073 149// 


Georgia Univ., Athens. Dept. of Educational 
Psychology. 


Creativity in Communication with Young Chil- 


dren. 

ED 073 835 
A Discussion of the Theoretical Contradictions 
Found in Modeling Research and Social Learn- 
ing Theory When Interpreted within 
Phenomenological and Social Comparison Con- 
texts. 

ED 074 392 
Reports on Some Salient Topics and/or Issues 
in Educational Psychology, Measurement and 
Research as Presented by Doctoral Students. A 


Seminar. 
ED 075 470 


Georgia Univ., Athens. Dept. of Language 
Education. 
An Instructional Module Designed to Heighten 
Awareness of Syntactic Structure. Studies in 


Language Education, Report No. 1. 

ED 077 024 
A Test of Perception of Syntactic Alternatives. 
Studies in | ge Education, Report No. 2. 

ED 077 025 
Use of an Instructional Module to Heighten 
Awareness of Syntactic Structure. Studies in 
Language Education, Report No. 3. 

ED 077 026 


Georgia Univ., Athens. Dept. of Science 


Education. 
Individualizing Science Instruction: A Bibliog- 
raphy of Readings. 





ED 069 498 


Georgia Univ., Athens. Dept. of Social 
Science Education. 
Concept Formation--Concept Teaching. Social 
Studies for the Elementary School. Proficiency 


Module #3. 

ED 073 986 
The Effects of a Simulation Game on Learning 
of Geographic Information at the Fifth Grade 
Level. Final Report. 

ED 068 889 


Harmonizing Questions and Activities Used by 
Teachers with the Level of Cognitive Behavior 
Expected of Pupils. Social Studies for the Ele- 
mentary School. Proficiency Module #2. 

ED 073 989 


Intercultural Understanding: The Problem and 
a Process. Social Studies for the Elementary 
School. Proficiency Module #7. 

ED 073 983 


Interpreting Data. Social Studies for the Ele- 
mentary School. Proficiency Module #4. 
ED 073 985 


Organizing Knowledge for Instruction. Social 
Studies for the Elementary School. Self Instruc- 
tional Module #1. 

ED 073 988 


Simulation Games and Role Playing. Social 
Studies for the Elementary School. Proficiency 


Module #6. 

ED 073 987 
Skill Development--Maps and Globes. Social 
Studies for the Elementary School. Proficiency 


Module #8. 

ED 073 984 
Values and the Valuing Process. Social Studies 
for the Elementary School. Proficiency Module 


#5. 
ED 073 990 


Georgia Univ., Athens. Dept. of Sociology 
and Anthropology. 
Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 


Analysis Series Number 7. 
ED 073 354 


Georgia Univ., Athens. Div. for Exceptional 
Children. 
The Development and Application of Intel- 
ligence Tests for the Blind: A Research Utiliza- 
tion Conference. Final Report. 
ED 074 655 
Development and Application of Intelligence 
Tests for the Blind: A Research Utilization 
Conference. Final Report. 
ED 080 595 


Georgia Univ., Athens. Div. of Vocational 
Education. 
Conference on Administrative Planning for Al- 
lied Health Occupations. Final Report. 
ED 078 162 
Conference on Career Development and Pro- 
gram Articulation in Health. Final Report. 
ED 079 501 
Evaluation: Coordinated Vocational Academic 
Education (1969-1970 and 1970-1971). 
ED 068 665 


Georgia Univ., Athens. Geography 
Curriculum Project. 
The Effects on Achievement of Using the 
Forced Inferential Resp Mode in an Inter- 
mediate Grade Population-Geography Unit. 
ED 075 317 


Georgia Univ., Athens. Georgia Center for 
Continuing Education. 


The Challenge of New Directions in Campus 
Law Enforcement. 
ED 067 044 


The Continuing Education Unit: A Compilation 
of Selected Readings. 
ED 067 540 


New Directions in Campus Law Enforcement: 
A Handbook for Administrators. 





ED 066 999 
Proceedings of a Symposium on the Use of 
Group Procedures in the Prevention and Treat- 
ment of Drug and Alcohol Addiction. 

ED 073 395 


Georgia Univ., Athens. Inst. for Behavioral 


Research. 
Effects of Similarity of Fate on Bad News 
Transmission: A Reexamination. 
ED 076 914 


Poverty Dimensions of Rural-to-Urban Migra- 
tion: A Statistical Report. Population-Migration 
Reports, Rural-Urban Migrants, Volume I, Part 
1. 


ED 073 902 
Georgia Univ., Athens. Inst. of Community 


and Area Development. 


Community Social Analysis of DeKalb County, 
Georgia, January, 1972. Community Social 
Analysis Series Number 7. 

ED 073 354 


Educational and Other Needs of Disadvantaged 
Adults in a Model Cities Neighborhood of 
Savannah, Georgia. Final Report. 

ED 068 840 


Georgia Univ., Athens. Inst. of Government. 
The Challenge of New Directions in Campus 


Law Enforcement. 
ED 067 044 


Georgia Univ., Athens. Inst. of Higher 
Education. 
The Administrative Internship as an Out-of- 
Class Methodology in Leadership Development 
ED 080 064 
Higher Education: The Law and Campus Is- 


sues. 
ED 074 929 
Management Information for College Adminis- 


trators. 

ED 067 019 
Management Information Systems for Develop- 
ing Colleges. Final Report for the Education 
Professions Development Act Special Training 
Program. 

ED 067 994 
The Need for Reform and Renewal in Higher 


Education. 
ED 070 422 


Understanding the College Budget. 
ED 078 732 


Georgia Univ., Athens. Office of Program 
Planning and Analysis. 
The Concept of a Program Structure an Alter- 
native to NCHEMS PCS. 
ED 076 132 


Costing Principles in Higher Education and 
Their Application (First Revision). 

ED 076 129 
Data Element Dictionary Research Related 
Elements Section. 

ED 076 126 
Data Elements Dictionary Service Related Ele- 
ments Section. 

ED 076 127 


Manpower Requirements Report to 1980: Jobs 
for University of Georgia Graduates in Georgia 
and the Nation. 

ED 076 125 
Measuring One University Output: A Survey of 
Undergraduate Degree Holders from the 
University of Georgia from the Classes of 


1960-1970. 

ED 078 731 
A Study of the Ph.D. Graduates of the Univer- 
sity of Georgia 1966-1970. 

ED 076 128 


University of Georgia Output Programs with 
HEGIS Crossclassification. 
ED 076 131 


University of Georgia: System of Program 
Planning and Budgeting. 
ED 076 130 


Georgia Univ., Athens. Research and 
Development Center in Educational 
Stimulation. 
Counting. 
ED 077 689 
Developing and Evaluating “Patterns”. 
ED 077 686 
Early and Continuous Stimulation of Children 
3-9 Years of Age. Final Report. 
ED 069 349 
Geometry. 
ED 077 688 
Matching. 
ED 077 685 
Patterns. 
ED 077 690 
Shadow Geometry Project. 
ED 077 687 


Wray Behavior Scale. 
ED 069 653 


Glassboro State Coll., N.J. 
The Academic Achievement and Social Mobili- 
ty of Community College Transfer and Native 
Students in a Professional Education Program. 
ED 075 016 
Creating Adult Basic Education Programs. 
ED 070 904 
Environmental Education: A Selected Bibliog- 


raphy. 
ED 068 363 


Golden West Coll., Huntington Beach, Calif. 
A Pilot Study of Students at Golden West Col- 
lege; Their Perceptions of the College, Them- 
selves, and the Learning Experience. A Motiva- 
tion Study Based upon Personal Interviews of 
Eighty-Eight Students. 

ED 076 181 





Good Neighbor Commission of Texas, 
A ° 
A Resource Manual For Implementing Bilin- 

gual Education Programs. 
ED 070 552 


Texas Migrant Labor. Annual Report, 1971. 
ED 070 555 

Texas Migrant Labor. Annual Report, 1972. 
ED 079 009 


Goose Creek Consolidated Independent 
School District, Baytown, Tex. 
English Program Nongraded Phase-Elective. 
ED 073 471 


Gorsline (Lester) Associates, Terra Linda, 
Calif. 
Master Plan for the Drew Postgraduate Medi- 


cal School, Los Angeles, Calif. 
ED 078 795 


Gothenburg School of Education (Sweden). 
Comparative Studies in Foreign-Language 
Teaching. Goteborg Studies in Educational 


Sciences 9. 

ED 069 189 
Expert Opinions on the Use of Literature in the 
Swedish Comprehensive School: A Taxonomic 
Approach to Requirement Analysis. 

ED 066 982 
Objectives Stated for the Use of Literature at 
School, An Empirical Analysis. Part HB: Appen- 


dices. 
ED 068 958 


Gothenburg School of Education (Sweden). 
Dept. of Educational Research. 
Goal-Based Literary Instruction: A Summary of 
the Basic Analyses of the LIGRU Project and a 
Programme for Practical Application and 
Further Research. 
ED 078 437 
Intelligibility: A Study of Errors and Their Im- 
portance. 
ED 072 681 
Planning Literary Instruction: A Discussion of 
the Curricular Objectives for the Teaching of 
Literature in the Swedish Comprehensive 
School and a Rationale for Objective- 
Procedure-Criterion Units. 
ED 070 105 


Self-Observation and Self-Analysis in Teacher 
Training. Teacher Materials and Curriculum 
Together with Preliminary Findings on Their 
Use. Research Bulletin No. 14. 

ED 076 552 


Teaching Foreign Language Grammar to 
Adults: A Comparative Study. 
ED 070 350 


Gothenburg Univ. (Sweden). Dept. of 


lish. 
Intelligibility: A Study of Errors and Their Im- 
portance. 


ED 072 681 
Teaching Foreign Language Grammar to 


Adults: A Comparative Study. 
ED 070 350 


Gothenburg Univ. (Sweden). Dept. of 


Effects of Cued Modelling Procedures and Self- 

Confrontation in a Microteaching Setting 

Aimed at Developing Non-Verbal Behavior. 
ED 076 533 


Gothenburg Univ. (Sweden). Inst. of 
Education. 
Pedagogical Frames and the Teaching Process. 
A Report From An Empirical Curriculum Pro- 


ject. 
ED 077 888 
Process Analysis of Non-Graded Rural Schools 


in Sweden. Outline of an Evaluation Project. 
ED 072 885 


Goucher Coll., Baltimore, Md. 
The Three-Year B.A. Who Will Choose It? 


Who Will Benefit? 
ED 077 426 


Government Studies & Systems, 
Philadelphia, Pa. 
STEP: System for Trenton’s Educational 


Planning. User’s Manual. 
ED 071 143 


Governor’s Citizens’ Committee on 
Education, Tallahassee, Fla. 


Improving Education in Florida. A Report. 
ED 078 531 


Governor’s Commission on Schools, 
Springfield, Il. 


A New Design: Financing for Effective Educa- 


tion in Illinois. Final Report. 
ED 078 555 


Governor’s Commission on the Status of 


Women, Little Rock, Ark. 
Education and Counseling Status Report of 
Young Men and Women: A Survey of Senior 
Students from Fourteen Public Secondary 
Schools in Arkansas. 
ED 073 311 


Governor’s Committee on Community 
Health Assistance, Raleigh, N. C. 
Medical Care for Small Communities. 
ED 069 443 


Governors State Univ., Park Forest South, 
I. 
Computerized Institutional Planning Models: 
An Objective Analysis. 
ED 077 408 
Evaluating Nontraditional Higher Education. A 


New Perspective. 
ED 077 306 


Governors State University Urban Teacher 
Education Program. 

ED 076 517 
The Open University. 

ED 076 088 


Governor’s Task Force on Financing Higher 
Education, Albany, N.Y. 
Higher Education in New York State. 
ED 078 779 


Grambling Coll., La. 
Characteristics of College and Non-College At- 
tendants Who Submitted ACT Scores to a 


Black College. 
ED 072 172 


Grand Rapids Public Schools, Mich. 
Planning and Operation of an Educational 


Park. Final Report. 
ED 070 201 


Grand Rapids Public Schools, Mich. Office 
of Testing and Evaluation. 
Fourth Year Results in Experiments in Early 
Education: A Comparative Assessment of Pro- 
ject Follow-Through, Project Read and the 


Basal Reading Program. 
ED 077 873 


Grayson County Coll., Sherman/Denison, 
Tex. 
An Analysis of Fifteen Occupational Clusters 
Identified by the U.S. Office of Education. 
ED 067 474 


Greater Lawrence Regional Vocational- 


Technical School, Andover, Mass. 


A Model for a Career Education Document In- 
formation System in Massachusetts. A Five 


Year Project Plan. 
ED 078 184 


Great Lakes Colleges Association, Ann 


Arbor, Mich. 


Student Financial Aid at Private Colleges. 
ED 077 354 
Great Neck Public Schools, N.Y. 
Increasing Positive Int tive 
Behavior. 


cl 





ED 080 421 


Great Plains School District Organization 


Project, Lincoln, Nebr. 
Educational Needs -- Some Changing Realities. 
ED 074 567// 
Five Tough Questions. 
ED 074 581// 
Planning for School District Organization -- 


Selected Position Papers. 
ED 074 566 


Vocational-Technical Education and School 
District Organization. 
ED 072 189 
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Greeley School District 6, Colo. 
An Innovative Program for Prevention of Read- 
ing Failure in Disadvantaged Pre-School Chil- 
dren by Home Intervention. 
ED 068 175 


Green Bay Joint School District 1, Wis. 
A Program of Enrichment Opportunities for 
Disadvantaged Children, Phase VIII, 1972-73. 
Project, 30-156. 
ED 073 836 


Gresham Grade School District 4, Oreg. 
The Gresham Grade School District #4 Year- 
Round Plan. Community-School Planning and 


Implementation. 
ED 074 582 


GRI Computer Corp., Newton, Mass. 
If Minicomputers Are the Answer, What Was 
the Question? 
ED 067 886// 


Grossmont Coll., El Cajon, Calif. 
Instructional Associate: A Suggested Associate 


Degree Curriculum. 
ED 073 756 


Grossmont Union High School District, 
Calif. 
Black Studies. Courses of Study: Prejudices; 


Afro-American Studies. 
ED 070 720 


Group 10 for the Seventies, Chicago 
Heights, Ill. 
Consortia: A Challenge to Institutional Autono- 


my. 
ED 074 932 


Grove Press Film Div., New York, N.Y. 
Radical Voices; A Film Course Study Guide. 
ED 079 796 


Guelph Univ. (Ontario). Dept. of Sociology 
and Anthropology. 
Occupational and Employment Characteristics 
of Post-War Japanese Immigrants in 


Metropolitan Vancouver. 
ED 073 181 


Guelph Univ. (Ontario). Ontario 
Agricultural Coll. 
Farmers’ Use of Publications. Report of a Sur- 
vey of Ontario Farmers’ Receipt and Use of 
Three Technical Publications of the Ontario 
Department of Agriculture and Food. 
ED 072 345 
Farmer’s Use of the Soil Test Report. 
ED 070 948 


Guilford Technical Inst., Jamestown, N.C. 
Development of a Research Instrument Which 
Can Assess the Occupational and Educational 
Status of Former Occupational Enrollees of 
North Carolina Community Colleges and 
Technical Institutes. Occupational Education 
Research Project Final Report. 

ED 072 238 


Gulfport Public Schools, Miss. 
An Individualized, Non-graded Pilot Study in 

English for the Under-achiever. 
ED 068 944 


Hackensack Public Schools, N.J. 
Career Resource Center: A “Pre-K to Adult” 
Model for Career Development. Final Report. 
ED 068 635 
Overview and Evaluation of Project LEM. In- 


novative Education in Action. 
ED 069 822 


Hahnemann Medical Coll. and Hospital, 
Philadelphia, Pa. 
The Application of a Behavioral Effectiveness 


Measure in a Longitudinal Study. 
ED 077 555 


The Concept of Behavioral Effectiveness in the 


Classroom. 
ED 080 180 


A Preventive Mental Health Program for Four- 


Year-Old Head Start Children. 
ED 076 230 


Halton County Board of Education, 
Burlington (Ontario). 


Activities in Geometry, Grades 4-6. 
ED 069 537 
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Congruent Transformations. A Workshop Ap- 
proach for Grade 9 Students. 
ED 070 646 
Introduction of Solids, Faces, Points and Lines, 
Synthesis. 
ED 070 645 


Measurement, Grades 4-6. 
ED 069 538 


Hanover School System, Mass. 


Educational Objectives. 
ED 077 776 


Harcourt Brace Jovanovich, Inc., New 
York, N.Y. 
The Development and Management of Banks 
of Performance Based Test Items. 
ED 072 099 
The Use of Standardized Instruments with 
Urban and Minority-Group Pupils. 
ED 068 505 


Harcum Junior Coll., Bryn Mawr, Pa. 

Art Education - Means or End? 

ED 078 835 
Capstone Survey (Mail Questionnaire Returns). 

ED 069 267 
Simple Statistics: - Summarized! 

ED 069 745 
Two-Year College Faculties: Their Values and 
Perceptions [and] Values and Perceptions of 
Public and Private Junior College Students. 

ED 076 194 
Two-Year College Faculty Attitudes: Innova- 
tion Readiness (A Parallel-Perceptions 
Inquiry). 

ED 069 273 


Harlandale Independent School District, San 
Antonio, Tex. 

Educational Accomplishment Audit of the 
Bilingual Education Program. Harlandale Inde- 
pendent School District, San Marcos Indepen- 
dent School District, Southwest Texas State 
University, 1969-1970. 

ED 080 272 
Educational Accomplishment Audit of the 
Bilingual Education Program. Harlandale Inde- 
pendent School District, San Marcos Indepen- 
dent School District, Southwest Texas State 
University, 1970-71. 

ED 080 273 
Evaluation Report of the Bilingual Education 
Program. Harlandale | dent School Dis- 
trict, San Marcos Independent School District, 
Southwest Texas State University. 1971-72. 

ED 071 795 
Evaluation Report of the Bilingual Education 
Program. Harlandale Independent School Dis- 
trict, San Marcos Ind dent School District, 
Southwest Texas State University, 1969-70. 

ED 078 973 
Final Educational Accomplishment Audit of 
the Bilingual Education Program. Harlandale 
Independent School District, San Marcos Inde- 
pendent School District, Southwest Texas State 
University, 1971-72 








ED 080 274 


Harless Educational Technologists, Inc., 
Falls Church, Va. 
An Operational Model for the Application of 
Planning-Programming-Budgeting Systems to 
Local School Districts. Post-Pilot-Test Version. 


Parts One and Two. 
ED 066 832 


Harris (Louis) and Associates, Inc., New 
York, N.Y. 


Survival Literacy Study. 
ED 068 813 


Harrisburg Area Community Coll., Pa. 
The Impact of the College on the Local Econo- 
my. Research Report No. 11. 
ED 072 779 


Harrisburg City Schools, Pa. Outdoor and 
Environmental Education Center. 
Fifth Grade: Winter and Spring Curriculum 
Guide. 
ED 068 368 
Fourth Grade: Late Fall and Early Spring Cur- 
riculum Guide. 
ED 068 367 
Sixth Grade: Fall and Winter Curriculum 
Guide. 
ED 068 310 


Harrison County School District, 
Clarksburg, W. Va. 


Harrison County Teacher Center. 
ED 072 012 


Harry Diamond Labs., Washington, D.C. 
Automated SDI Services. (Selective Dissemina- 
tion of Information). 

ED 070 462// 


Hartford City Board of Education, Conn. 
An Evaluation of Shared Remedial Programs 
with Eligible Non-Public Schools in Hartford, 
1971-1972. E.S.E.A.-S.A.D.C. Project. 

ED 067 430 


Hartford Public Schools, Conn. 
Alternate Learning Centers, 1971-1972. 
ED 068 590 
A Case for Early Learning: An Invitational En- 
vironment for Children, Ages 3 - 6. 
ED 071 744 
Early Childhood Education Program: The Hart- 
ford Connecticut Public School System’s Pro- 
gram of Open Informal Education in the Prima- 
ry Grades Pre-K through 3. 
ED 071 738 
Higher Horizons: An Evaluation of an Ex- 
panded Team Program. 
ED 068 591 
and Instructional Teams 


Intensive Reading 
Profiles of Progress: An 


(IRIT), 1972-73. 
Evaluative Report. 
ED 080 648 


Intensive Reading Instructional Teams (IRIT), 


1971-1972. 
ED 066 707 


Middle School: World of Work, Vocational 
Self-Concept and Career Planning. Final Re- 


port. 
ED 068 667 
Structure and Freedom: A Manual for Commu- 
nication Arts 3-6. 
ED 066 766 


Hartford Univ., West Hartford, Conn. 

Connecticut Migratory Children’ 's pp 
An Evaluation of the Effecti 
Experimental Bilingual Education eat in 


Connecticut. 
ED 070 326 


Hartford Univ., West Hartford, Conn. Dept. 
of Psychology. 
g and A t of Young Children. 
ED 075 066 


Harvard Univ., Cambridge, Mass. 
Development and Legal Regulation of Coercive 
Behavior Modification Techniques with Offen- 


ders. 

ED 075 739 
Low-Income Labor Markets and Urban Man- 
power Programs: A Critical Assessment. 

ED 075 676 
M Devel t and Utilization in the 
Contract Construction Industry. 

ED 068 701// 


Studies in Curriculum Decision Making: A 


Conflict Theory Approach. Final Report. 
ED 070 030 


Harvard Univ., Cambridge, Mass. Center 


for Educational Research. 
The Effects of Title 1, ESEA: An Exploratory 


Study. 

ED 073 216 
The Existentialist Reality of Educational 
Production Functions (Their Existence Has 
Preceded Their Essence). 

ED 073 009 


Grease the Squeaky Wheel. A Report on the 
Implementation of Title V of the Elementary 
and Secondary Education Act of 1965, Grants 
to Strengthen State Departments of Education. 

ED 078 590 
The Schools and Social Reform: The Case of 
Compensatory Education. 

ED 073 215 


Harvard Univ., Cambridge, Mass. Center 
for Law and Education. 
Classification Materials. 











ED 073 545 


Student Fees. 
» ED 067 744 


Student Rights Litigation Packet. Revised Edi- 
tion. 
ED 071 195 


Testing and Tracking: Bias in the Classroom. 
Inequality in Education, Number 14, July 1973. 
ED 079 449 
Title I Litigation Materials. A bye yr Packet 
for Title I of the El y 
Education Act. Revised Edition. 
ED 067 755 


Harvard Univ., Cambridge, Mass. Center 
for Studies in Education and Development. 
The Relationship Between Productivity and the 
Formal Education of the Labor Force in Manu- 
facturing Industries. 
ED 073 242 


Harvard Univ., Cambridge, Mass. 
Community Crisis Intervention Project. 
Report from a National Workshop on Commu- 
nity Crisis Intervention, April 21-23, 1972. 
ED 067 329 


Harvard Univ., Cambridge, Mass. Graduate 
School of Business Administration. 
An Accounting System for Public Schools. A 
Memorandum. 
ED 073 559 


Harvard Univ., Cambridge, Mass. Graduate 
School of Education. 
Basic Abilities Required for Understanding and 
Creation in the Arts. Final Report. 
ED 071 989 
The Career of the Bay City Public School 
Custodian: A Sociological Inquiry. 
ED 073 232 
Employment and Addiction: Perspectives on 


Existing Business and T: P; 


Final Report. 
ED 074 295// 
Financing Public Schools: Selected Papers from 
a New England School Development Council 
Conference (Cambridge, Massachusetts, Janua- 
ry 7-8, 1972.) Federal Reserve Bank of Boston 
Conference Series No. 7. 
ED 070 192 


Learning, Teaching, and Television Production 

for Children: The Experience of Sesame Street. 

ED 070 248// 

Mobility or Community: The Hard Choice of 
the New Professional. 

ED 076 462 


Harvard Univ., Cambridge, Mass. Harvard 
Project Physics. 
Development of a Secondary School Physics 
Program: Harvard Project Physics. Volume 1, 
Text and Appendices. Final Report. 
ED 071 874// 
Development of a Secondary School Physics 
Program: Harvard Project Physics. Volume 2, 
More Appendices. Finai Report. 
ED 071 875// 
Four-Year Follow-Up on Physics Students. A 


Preliminary Report. 

ED 079 069 
Project Physics Handbook 1, Concepts of Mo- 
tion. 


ED 071 884 
Project Physics Handbook 2, Motion in the 


Heavens. 
ED 071 889 
Project Physics Handbook 3, The Triumph of 


Mechanics. 

ED 071 894 
Project Physics Handbook 4, Light and Elec- 
tromagnetism. 

ED 071 899 


Project Physics Handbook 5, Models of the 


Atom. 
ED 071 904 


Project Physics Handbook 6, The ean 
071 909 


Project Physics Programmed cunttian Vec- 
tors 1. 








ED 071 912 
Project Physics Programmed Instruction, Vec- 


tors 2 

ED 071 913 
Project Physics Programmed Instruction, Vec- 
tors 3. 


ED 071914 


Project Physics Programmed Instruction, 
Waves | 
ED 071 915 


Project Physics Programmed Instruction, 
Waves 2 


ED 071 916 
Project Physics Reader 1, C pts of Moti 
ED 071 882 








Project Physics Reader 2, Motion in the 


Heavens. 
ED 071 887 
Project Physics Reader 3, The Triumph of 


Mechanics. 

ED 071 892 
Project Physics Reader 4, Light and Elec- 
tromagnetism. 

ED 071 897 


Project Physics Reader 5, Models of the Atom. 
ED 071 902 


Project Physics Reader 6, The Nucleus. 
ED 071 907 


Project Physics Teacher Guide 1, Concepts of 


Motion. 
ED 071 886 
Project Physics Teacher Guide 2, Motion in the 


Heavens. 

ED 071 891 
Project Physics Teacher Guide 3, The Triumph 
of Mechanics. 

ED 071 896 


Project Physics Teacher Guide 4, Light and 
Electromagnetism. 
ED 071 901 


Project Physics Teacher Guide 5, Models of 


the Atom. 
ED 071 906 
Project Physics Teacher Guide 6, The Nucleus. 
ED 071 911 
Project Physics Tests 1, Concepts of Motion. 
ED 071 883 
Project Physics Tests 2, Motion in the Heavens. 
ED 071 888 
Project Physics Tests 3, The Triumph of 


Mechanics. 
ED 071 893 
Project Physics Tests 4, Light and Electromag- 


netism. 

ED 071 898 
Project Physics Tests 5, Models of the Atom. 

ED 071 903 
Project Physics Tests 6, The Nucleus. 

ED 071 908 
Project Physics Text 1, Concepts of Motion. 

ED 071 885 
Project Physics Text 2, Motion in the Heavens. 

ED 071 890 
Project Physics Text 3, The Triumph of 
Mechanics. 

ED 071 895 


Project Physics Text 4, Light and Electromag- 


netism. 
ED 071 900 
Project Physics Text 5, Models of the Atom. 
ED 071 905 


Project Physics Text 6, The Nucleus. 
ED 071 910 


Harvard Univ., Cambridge, Mass. Harvard 
Project Zero. 
Metaphors and Modalities: How Children Pro- 
ject Polar Adjectives onto Diverse Domains. 
ED 080 142 


Harvard Univ., Cambridge, Mass. Lab. of 
Human Development. 
An Evaluation of a Curriculum for Primary 
Group Children Based on Cognitive-Develop- 
mental Theory 0f Moral Reasoning. 
ED 077 565 


Harvard Univ., Cambridge, Mass. Lab. of 
Social Relations. 
Cross-Cultural Perspectives on Early Develop- 


ment. 
ED 073 855 
Day Care and Intervention Programs for In- 


fants. 
ED 080 173// 


Haskell Indian Junior Coll., Lawrence, 
Kans. 
The Haskell Transition Evaluation. Research 
and Evaluation Report No. 7. 
ED 069 453 


In Step with the States. A Comparison of State 
and Indian Service Educational Objectives and 


Methods. 
ED 077 615 


Haskins Labs., New Haven, Conn. 

Speech Research: A Report on the Status and 

Progress of Studies on the Nature of Speech, 

Instrumentation for Its Investigation, and Prac- 

tical Applications, 1 July-31 December 1972. 
ED 077 285 

Status Report on Speech Research, No. 29/30, 

January-June 1972. 


ED 071 484 
Status Report on Speech Research, No. 27, 
July-September 1971. 

ED 071 533 


Hatch (C. Richard) Associates, New York, 


Planning for Change. 


ED 069 621 
Planning for Change: A Course in Urban 
Politics and Neighborhood Planning for the 
Fourth and Fifth Grades in New York City’s 
Public Schools. Teacher’s Manual. 

ED 069 623 


Hawaiian Language Teachers Association, 
Honolulu 


TESL: Antidote for Truancy? 
ED 070 346 


Hawaii Dietetic Association, Honolulu. 
Nutrition Books and Resources 1971. 
ED 069 481 


Hawaii State Dept. of Education, Hilo. 
A Report on the Development of Negation in 
English by a Second Language Learner--Some 


Implications. 
ED 067 952 


Hawaii State Dept. of Education, Honolulu. 
State Support and Operation of Public Schools 
in Hawaii. Report of a Study. 

ED 079 824 


Hawaii State Dept. of Education, Honolulu. 
Office of Instructional Services. 


Item Study Summary Report Sequential Tests 
of Educational Progress (STEP); Reading, 
Mathematics and Writing for Grades 4, 6, 8, 10 
and 12 by State and District School Year 1970- 
1971. Research Report No. 77. 

ED 074 441 


Mini-Course on Consumer Education Teacher's 


Guide. 
ED 076 474 
Summary Report of Minimum Testing Program 


1970-1971. Evaluation Report No. 80. 
ED 079 408 


Teacher's Kit for Consumer Education. 
ED 070 688 


World Cultures. Curriculum Resource Guide. 
ED 073 015 


Hawaii State Dept. of Education, Honolulu. 
Office of Library Services. 
Long-Range Program, Hawaii State Library 
System; 1973-1978. 
ED 069 319 


Hawaii State Senior Center, Honolulu. 
Hawaii State Senior Center--Third Annual Re- 
port. 

ED 069 275 

Hawaii Univ., Honolulu. 

100 Books for Teachers of English as a Second 


Language: An Annotated Bibliography. 
ED 070 327 


Advanced Vietnamese: A Reader in Culture. 
ED 066 995 


Black Stereotypes of Non-Black Communica- 
tors: A Descriptive Study. 
ED 066 907 


Intermediate Vietnamese, Volume I. 
ED 074 867// 


Intermediate Vietnamese, Volume II. 
ED 074 866// 


Maie Student Success in the Collegiate Early 


Admission Experiment. Final Report. 
ED 068 017 


Occupational Resource Manual for Hawaii. 
ED 068 689 


The Teaching of English to Hawaiian Creole- 
Speaking Children. 
ED 076 973 


UHTSS Library Management Yesterday, 
Today, and Tomorrow. 
ED 069 289// 


Hawaii Univ., Honolulu. Coll. of Education. 


Objective Measurement of Emerging Affective 
Traits in Preschool Children. 
ED 069 675 


Hawaii Univ., Honolulu. Community Coll. 
Ss 


jystem. A 
Occupational Information and Guidance Ser- 
vice Center. Final Report. 

ED 067 461 
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Hawaii Univ., Honolulu. Dept. of Political 


Teaching Practical Policy Analysis. 
ED 068 399// 


Hawaii Univ., Honolulu. East-West Center. 
Developmental Communication Resource 
Materials. 

ED 067 868 
Exploratory Observations on Family Interaction 
Patterns and Family Planning in the Filipino 
Community of Waialua, Hawaii. 
ED 074 423 
Quality in 'nstructional Television. 
ED 079 937// 
Report of the Training Workshop on the 
Evaluation of Asian Educational Credentials 
(Vietnam, Laos, Cambodia, Thailand, Indone- 


sia, Korea). 
ED 071 507 


Hawaii Univ., Honolulu. Education 
Research and Development Center. 
Adult Basic Education in Corrections. 
ED 068 774 
Collection of Papers Prepared for 1970 Na- 
tional Seminars. Adult Basic Education in Cor- 


rections. 

ED 068 791 
The Differential Measurement of Visual Read- 
ing Difficulty. Final Report. 

ED 072 417 
Evaluative Data Pertaining to a Modified 
Teacher Education Program at the University 
of Hawaii: A Summary Report. 

ED 075 353 


Experimental Training Program in Adult Basic 
Education in Correctional Institutions. Final 


Report. 

ED 068 788 
Experimental Training Program in Adult Basic 
Education in Corrections. Final Report Il. 

ED 068 789 
Experimental Training Program in Adult Basic 
Education in Corrections. National Advanced 
Training Seminar, October 22 to 27, 1971; Re- 

Basic Training Seminars, January 2 to 

May 18, 1972. 

ED 069 966 
Goals of Adult Basic Education in Corrections. 

ED 068 790 
Songbook to Accompany “Music for 


Preschool.” 
ED 068 147// 


Hawaii Univ., Honolulu. Foreign Language 
Labs. 
Guidelines to Console Utilization. 
ED 071 488 
Teacher's Handbook on Lab Utilization. 
ED 071 487 


Hawaii Univ., Honolulu. Graduate School of 
Library Studies. 
Narrative Evaluation Report on the Institute 
for Training in Librarianship: The Librarian in 
a Pluralistic Society: Cross-Cultural Training 
for Social Action (Univ. of Hawaii, Honolulu; 
Aug. 1971-May 1972). 
ED 075 059 


Hawaii Univ., Honolulu. Honolulu 


Community Coll. 
The Development of the Hawaii State Senior 


Center. 
ED 078 828 


Trainees and TV. 
ED 067 835 
Hawaii Univ., Honolulu. Pacific and Asian 
Linguistics Inst. 
Chamorro Orthography: A Final Report on the 
Decisions of the Marianas Orthography Com- 


mittee. 
ED 080 012 


Hawaii Univ., Honolulu. School of Social 
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On the Improvement of Instruction in Higher 
Education: A Bibliography. 
ED 074 898 
The Organization of Group Care Environments: 


The Infant Day Care Center. 
ED 078 909 


The Organization of Group Care Environments: 


Behavioral Ecology in the Classroom. 
ED 078 915 


The Organization of Group Care Environments: 
Toy Evaluation. 
ED 078 929 


Public School Teachers’ Work Motivation, Or- 
ganizational Incentives, Job Satisfaction, and 
Primary Life Interests. 

ED 072 000 


The Use of the Delphi Technique to Gain Con- 
sensus of the Professional Education Com- 
ponents of Teacher Certification Requirements 
in Kansas. Final Report. 

ED 072 025 


Kansas Univ., Lawrence. Bureau of 
Educational Research and Services. 
TITLE Ill, ESEA Impact Study. 
ED 071 183 


Kansas Univ., Lawrence. Communication 
Research Center. 
Negative Self-Image in Relation to Balance 


Theory. 

ED 078 472 
A Study of the Impact of Laboratory Training 
upon Concepts of Leadership and Communica- 
tion. 

ED 074 559 


Kansas Univ., Lawrence. Dept. of Human 
Development. 
Behavior Analysis and Education. 
ED 080 416 
Supervising Paraprofessionals: Performance-Re- 
lated Feedback. 
ED 073 387 


Kansas Univ., Lawrence. Dept. of Speech 
and Drama. 
Television and the New Persuasion. 
Proceedings of the Annual Symposium on Is- 
sues in Public Communication (3rd, Lawrence, 
Kansas, July 16-17, 1970). 
ED 074 543// 


Kansas Univ., Lawrence. Head Start 
Evaluation and Research Center. 
Summary of 1968 - 1969 Data. Progress Re- 


port No. 4. 
ED 070 530 


University of Kansas: 1968-1969 Head Start 


Evaluation Report. 
ED 071 736 


Kansas Univ., Lawrence. Kansas Center for 
Research in Early Childhood Education. 
Attention & Cognitive Style, FY 1972. 
ED 075 087 


Kansas Univ., Lawrence. School of 
Education. 
An Empirical Investigation of Specified Viola- 
tions of the Assumptions Underlying Statistical 
Techniques. Final Report. 
ED 069 666 


Kellogg Foundation, Battle Creek, Mich. 
Proceedings of a Conference on Interprofes- 
sional Continuing Education in the Health 


Sciences. 

ED 068 770 
The W. K. Kellogg Foundation and Rural 
Development. 

ED 073 334 


Kelsey (Lamar) and Associates, Colorado 
Springs, Colo. 
Site Planning: Auraria Higher Education 


Center. 
ED 072 548 


Kenai Peninsula Borough School District, 
Soldotna, Alaska. 
(Multidisciplinary Environmental Experiences, 
K-12.] 
ED 076 413 
Kenosha Unified School District 1, Wis. 
Dept. of Special Education. 
Learning to Earn a Living: A Resource Guide 
for Implementation of the State Curriculum for 
the Educable Mentally Retarded. 
ED 074 664 


Kent State Univ., Ohio. Coll. of Education. 
A Comparative Study of Selected Ethnic 
Characteristics of Information Sources and 
Their Influence on the Receiver. 

ED 072 621 


Kent State Univ., Ohio. Dept. of Psychology. 
The Social Ecology of Free Seating Arrange- 
ments in a Small Group Interaction Context. 

ED 079 635 


Kentucky Council for Education in 
Journalism. 


Learning about Mass Communication. 
ED 078 449 


Kentucky Council of Teachers of English, 
Louisville. 
The Role of the High School Newspaper: 


Problems and Solution. 
ED 068 969 


Kentucky Council on Public Higher 
Education, Frankfort. 
Kentucky Revised Statutes Pertaining to Higher 
Education. 
ED 067 026 
Origin of Enrollments, A dited Colleges and 
Universities, Fall Semester 1971. 





ED 077 430 
Origin of Enrollments, Accredited Colleges and 
Universities, Fall Semester, 1972. 

ED 077 431 
Policy on Out-Of-State Enrollment. 

ED 077 436 


Kentucky Mental Health Manpower 
Commission, Louis 
Community Mental Health Workers Project: 
Report I (January 1971), Report II (February 
1971), Report Hl (June 1971), and Report IV 
(March 1973). 
ED 079 477 


Kentucky, Ohio, Michigan Regional Medical 
Library, Detroit, Mich. 
Detroit MEDLINE Consortium; An Interim Re- 


port. 

ED 080 130 
Lending Patterns Among Large Borrowing In- 
stitutions in KOMRML. 

ED 071 670 


Kentucky Research Coordinating Unit, 
Lexington. 
Central Kentucky Vocational 
Evaluation Project. Final Report. 


Education 


ED 073 243 


Kentucky State Coll., Frankfort. 
[Afro-American Influence in the Cultural and 
Historical Development of the United States. ] 

ED 067 029 


Kentucky State Commission on Human 
Rights, Louisville. 
Southern Cities--Except Louisville--Desegregate 
Schools. A Report on Public Schools in 
gag and Major Southern Cities, 1968 and 
1971. 


ED 068 593 


Kentucky State Dept. of Education, 
Frankfort. 


Current Strategies for Educational Communica- 
tions and Program Experimentation in Ken- 


tucky. 

ED 078 596 
Goals for Kentucky Schools. K ky Assess- 
ment and Evaluation Project. A Progress Re- 


port. 
ED 077 941 
Kentucky Educational Needs Assessment Study 


Outline. Phase II: Condensed Report. 
ED 077 940 
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Frankfort. Bureau of Vocational Education. 
The National Vocational Education Conference 
on Methods and Strategies for State Plan 
Development in Accordance with the _Provi- 
sions of the Vocational Education A ts 
of 1968 (Covington, Ky., March 25, 26, and 
27, 1969). Final Report. 
ED 067 504 


Kentucky State Dept. of Education, 
Frankfort. Office of Curriculum 
Development. 
Learning about Mass Communication. 
ED 078 449 
Learning Through Student Activities. New 
Directions: New Dimensions Series. 
ED 072 537 
New Directions, New Dimensions. Elementary 
Programs in Kentucky. 





ED 067 310 
New Directions, New Dimensions. Secondary 


Education in Kentucky. 
ED 067 309 


Kentucky State Dept. of Libraries, 
Frankfort. 
Planning and Evaluation Framework: A Five 
Year Program for the Department of Libraries, 
Commonwealth of Kentucky. 
ED 078 842 


Kentucky Univ., Lexington. 
Training Program on Utilization of Closed-Cir- 
cuit Television in the Community Colleges of 
Kentucky. Director’s Evaluation Re 





port 
ED 070 296 


Kentucky Univ., Lexington. Agricultural 
Experiment Station. 
Enterprise Dominance as Related to Communi- 
cation and Farmers’ Technological Com- 
petence and Satisfaction. 
ED 070 964 
Poverty and Life Satisfaction: A Rural-Urban 


Comparison. 
ED 073 889 


Kentucky Univ., Lexington. Bureau of 
School Service. 
Culture Shock and the Transfer Teacher. 
ED 070 744 
Ohio Valley Higher Education in_ the 
Nineteenth Century. 
ED 077 365 
Research Procedures for Comprehensive Edu- 
cational Planning: Curriculum and Instructional 
Practices. 
ED 077 085 


Kentucky Univ., Lexington. Coll. of 
Education. 
Computerized Instruction in Mathematics Ver- 
sus Other Methods of Mathematics Instruction 
Under ESEA Title I Programs in Kentucky. 
ED 068 354 
A Reading and Study Skills Institute for Junior 
College Teachers. Director’s Report. 
ED 079 232 


Kentucky Univ., Lexington. Curriculum in 
Recreation and Parks. 
Career Education for Leisure Occupations: 
Curriculum Guidelines for Recreation, 
Hospitality, and Tourism. 
ED 079 538 


Kentucky Univ., Lexington. Div. of 
Vocational Education. 
Synopsis: Career Education in Kentucky. 
ED 072 190 


Kentucky Univ. Research Foundation, 

Lexington. 
Community Action in Appalachia. Unit 4, 
Family Life Styles, Social Participation, and 
Socio-Cultural Change. (Profiles of Selected 
Knox County Families-Patterns of Family 
Behavior, Belief and Value Systems and Their 
Relation to Participation in Community Action 


Programs.) 
ED 076 293// 


Kenya Inst. of Education, Nairobi. 
Who Pays for Adult Education in Kenya? 
ED 068 768 
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Kern Joint Union High School District, 
Bakersfield, Calif. 

Reflections of the Community: The Community 

Aide and Consumer and Homemaking Educa- 

tion. 

as ED 075 607 

Kingsport City Schools, Tenn. 

Investigations for a Mobile Environmental Edu- 


cation Laboratory. 
ED 073 923 


Mobile Environmental Education Laboratory. 
ED 073 922 


Kirschner (E.J.) and Associates, 
Washington, D.C. 
Intermodal Transportation Careers: A Guide 
for Development of Educational Programs for 
Transportation Careers from Grade Ten 
Through Two Years of Post High School Edu- 


cation. A Report of a Workshop. 
ED 072 287// 


Kirschner Associates, Inc., Albuquerque, N 
Mex. 
National Evaluation of Manpower Services for 
Veterans, Volume II of Il. Inventory of Services 
Operated or Coordinated by National Or- 
ganizations. Final Report. 
ED 076 843// 


National Evaluation of Manpower Services for 
Veterans, Volume I of II. Evaluation Report. 


Final Report. 
ED 076 844// 


Knox County Dept. of Public Instruction, 
Knoxville, Tenn. Dept. of Vocational 
Education. 
Guide for Establishing a Career Education Pro- 
gram: K-12. Contemporary Curriculum for 
Career Development Series. 
ED 074 288 


A Guide for Implementation of a Career Edu- 
cation Program: Elementary Grades. Contem- 
porary Curriculum for Career Development Se- 


ries. 
ED 074 289 


Knox County Schools, Knoxville, Tenn. 
Contemporary Curriculum for Career Develop- 
ment. Year End Report (1 July 71-30 June 


72). 

ED 068 683 
Guide for Establishing a System-Wide Job 
Placement Program. Contemporary Curriculum 
for Career Development Series. 

ED 078 131 


A New Approach to the Teaching of English 
Language Arts, Grades 7-12. 
ED 079 756 


Kramer (Leo), Inc., Washington, D.C. 
The Health-Impaired Miner Under the Black 
Lung Legislation. Revised. 
ED 074 380 
Recommendations for Developing the Retired 


Senior Volunteer Program. 
ED 076 887 


Kutztown State Coll., Pa. 
Art Education Program at Kutztown State Col- 


lege. 
ED 076 534 


Kutztown State Coll., Pa. Educational 
Development Center. 
Authenticity and Theories of Administrative 
Behavior. 
ED 071 157 
Consideration of a Model: Toward Possible 
Resolution of Some Professional Conceras. 
ED 071 156 
Educational Trends, Innovations, Technology, 
Multi-Media, Taxonomies of Learning, Librari- 
anship: A_ Bibliographical Checklist, 1965- 
1. 
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ED 067 132 
Organizational and Technical Aspects of Edu- 
cational Change. 

ED 071 160 
Organizational Climate and Attitudes Toward 
Educational Change: A Case Study. 

ED 071 159 
Preference for Bargaining Representative: 
Some Empirical Findings. 

ED 071 158 


Labor-Management Services Administration 
(DOL), Washington, D.C. Office of Labor- 
Management Policy Development. 

Admission and Apprenticeship in the Building 


Trades Unions. 
ED 072 233 


Ladue School District, Mo. 
Film-Making and the Curriculum. 
ED 067 898 


Lake City Community Coll., Fla. Creativity 
Center. 
First Report of the Creativity Center. 
ED 066 921 


Lake Land Coll., Mattoon, Ill. 
Profile of Lake Land College Students: 1972. 
A Summary Description of Socio-Economic 
Characteristics, Academic Characteristics, Spe- 
cial Educational Needs, Educational Aspira- 
tions, Enrollment Statistics. 
ED 071 663 


Lakeshore Technical Inst., Sheboygan, Wis. 
Career Education Guide, K-14. 
ED 074 266 


K-14 Career Education Multi-Media Catalogue. 
ED 075 639 


Lakota Higher Education Center, Pine 


Ridge, S. Dak. 
Report of the Lakota Higher Education Center. 
ED 077 611 


Lambton Coll. of Applied Arts and 
Technology, Sarnia (Ontario). 
The Pragmatics of Accountability (Philosophy 
into Practice). Proceedings: Annual Interna- 
tional Institute on the Community College 
(3rd, Sarnia, Ontario, Canada, June 14-16, 


1972). 
ED 077 501 
Lancaster County Vocational-Technical 


Pa. 
A Cooperative Developmental Workshop for 
Career Education in Lancaster County. Final 


Report. 
ED 072 236 
Lancaster Univ. (England). Dept. of Russian 
and Soviet Studies. 
The Organisation of Audiovisual Materials in 
Education, A Bibliography: No. 2, 1968-1972. 
ED 078 864 
Lancaster Univ. (England). Library. 
A Library Management Game; A Report on a 
Research Project. 
ED 071 700 


Language Research Foundation, Cambridge, 
Mass. 
A Collection of Studies. Research on Syntactic 
Typology Volume III of III Volumes. Final Sub- 
stantive Report. 
ED 067 963 
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Syntactic Typology, Volume Il of Ill Volumes. 
Final Substantive Report. 

ED 067 962 


Syntactic Typology and Contrastive Studies. 
Research on Syntactic Typology, Volume I of 


Ill Volumes. A Final Substantive Report. 
ED 067 961 


La Salle Coll., Philadelphia, Pa. 
Cross-Cultural Scaling Studies in the Develop- 
ment of Probabilistic Teaching Performance 
Criteria Anchored to Utility and Time Scales. 

ED 068 523 

LATSEC, Inc., La Jolla, Calif. 

Optimization of Systran System. 
ED 066 975 

Laval Univ., Quebec (Quebec). International 

Center for Research on Bi 
Graduate Education in Foreign Language 
Teaching. 

ED 071 530 
Polychronometry: The Study of Time Variables 


in Behavior. 
ED 077 963 


Law Enforcement Assistance Administration 
(Dept. of Justice), Washington, D.C. 
Third Annual Report of the Law Enforcement 
Assistance Administration (LEAA), Fiscal 
Year 1971. 
ED 072 215 
Lawyers Committee for Civil Rights Under 
Law, Washington, D. C. 
A Manual for Enforcing Title I Comparability. 
ED 075 539 
School Finance Reform: A Bibliography. 
ED 070 147 
School Finance Reform: A Directory of Or- 
ganizations. 
ED 070 142 
Title I Comparability: A Preliminary Evalua- 
tion. 
ED 070 148 
Title I Comparability: One Year Later. 
ED 080 634 


Leadership Inst. for Community 
Development, Washington, D.C. 
Day Care in Vermont (Excerpts from the In- 


troduction and the Executive Summary). 
ED 078 956 


League for Innovation in the Community 
Coll., Los Angeles, Calif. 
Increasing the Effectiveness of Educational 
Management in Community Colleges. Project 


USHER. 
ED 075 007 


League of California Cities, Sacramento. 
Cable Television Report and Suggested Or- 


dinance. 
ED 072 661 


League of United Latin American Citizens, 
San Francisco, Calif. 
Statement Before the Federal Communications 


Commission. 
ED 071 441 


League of Women Voters of the City of New 
York, N.Y. 
Leading Film Discussions; A Guide to Using 
Films for Discussion, Training Leaders, 
Planning Effective Programs. 
ED 074 771// 


Learning Inst. of North Carolina, Durham. 
A Report of the Home Based Working Con- 
ference, Learning Institute of North Carolina 
(LINC) (March 12-15, 1973). 

ED 078 968 


Lee County Board of Public Instruction, 
Fort Myers, Fla. 
“Multi-County Di tic-1 tional Pro- 
gram for Young Deaf Children” (Serving Lee 
Collier, Hendry and Charlotte Counties). 
ED 073 600 





Leeds Univ. (England). 
The Evaluation of Schools’ Broadcasts: Piloting 


a New Approach. 
ED 066 870 


Leeds Univ. (England). Centre for Studies 
in Science Education. 
Objective Testing: A Guide for Science 


Teachers. 
ED 079 033// 


Leflore County Schools, Greenwood, Miss. 


Visions of Sugarplums. 
ED 067 427 


Lehigh Univ., Bethlehem, Pa. 
Studies in Evaluation of Information System Ef- 
fectiveness. 
ED 071 714// 
Lehigh Valley Association of Independent 


Coll. Libraries, Pa. 
Community Services Study. 
ED 068 103 


Leslie (C.E.) and Associates, Glen Head, 
‘Comprehensive Vocational Education Person- 


nel Development and Utilization. 
ED 070 896 





Levittown Union Free School District 5, 
N.Y. 
Information Retrieval and Dissemination 


Center. Final Project Report 1968-71. 
ED 078 872 


Library Automation Research and 
Consulting Association, Tempe, Ariz. 
Available Data Banks for Library and Informa- 


tion Services. 

ED 076 219// 
A Bibliography of Literature on Planned or Im- 
plemented Automated Library Projects, Part I; 


Volume 9, World Survey Series. 
ED 076 209// 


A Bibliography of Literature on Planned or Im- 
plemented Automated Library Projects, Part Il; 
Volume 10, World Survey Series. 

ED 076 210// 
Proceedings of the LARC Computer-Based 
Unit Cost Studies Institute (University of Tex- 


as, Austin, September 16-17, 1971). 
ED 077 533// 


Proceedings of the LARC Institute on Auto- 
mated Circulation Systems (Stateline, Nevada, 
January 22-28, 1972). 

ED 080 128// 


Proceedings of the LARC Institute on Acquisi- 
tions Systems and Subsystems (Lake Geneva, 
Wisconsin, May 25-26, 1972). 

ED 080 129// 


A Survey of Commonplace Problems in Library 
Automation; Volume 11, World Survey Series. 
ED 080 127// 


Library of Congress Professional 
Association, Washington, D. C. 
LC in the 19th Century; An Informal Account. 
ED 070 465 


Library of Congress, Washington, D.C. 
Children’s Books 1972: A List of Books for 
Preschool Through Junior High School Age. 

ED 075 064 
Cuban Acquisitions and Bibliography. 
Proceedings and Working Papers of an Interna- 
tional Conference Held at the Library of Con- 
gress, April 13-15, 1970. 

ED 070 709 


Library of Congress, Washington, D.C. 
Children’s Book Section. 
Creating Independence, 1763-1789; A Selected 
Annotated Bibliography. 
ED 076 196 


Library of Congress, Washington, D.C. 
Congressional Research Service. 
Environmental Organizations. 
ED 068 331 


Major Aspects of Day Care: Statements and 


Articles. 

ED 078 890 
What Should Be the Policy Toward Financing 
Elementary and Secondary Education in the 
United States? A Collection of Excerpts and 
Bibliography Relating to the High School 
Debate Topic, 1972-73. Pursuant to Public 


Law 88-246. 
ED 067 771// 


Library of Congress, Washington, D. C. 
Div. for the Blind and Physically 
Handicapped. 
1972 Directory of Library Resources for the 
Blind and Physically Handicapped. Second 
Revised Edition. 
ED 070 456 


Aids for Handicapped Readers. 
ED 079 884 


Communication for the Blind: Part I - Right to 
Read for Blind and Physically Handicapped 
and Part II - New Think: Communication Is for 


Everyone. 
ED 070 133 


Library of Congress, Washington, D.C. 
General Reference and Bibliography Div. 
The National Union Catalog, Reference and 
Related Services. 
ED 075 036 


Library of Congress, Washington, D.C. 
Information Systems Office. 
National Serials Data Program; Phase I, Final 


Report. 
ED 076 220 


Library of Congress, Washington, D. C. 
MARC Development Office. 
Information on the MARC System. 
ED 067 119 
Manuscripts: A MARC Format, Specifications 
for Magnetic Tapes Containing Catalog 
Records for Single Manuscripts or Manuscript 
Collections. 
ED 073 791 


Order Division Automated System. 
ED 077 516 


Library of Congress, Washington, D.C. 
National Referral Center for Science and 
Technology. 
A Directory of Information Resources in the 
United States: Biological Sciences. 
ED 067 102// 
A Directory of Information Resources in the 
United States: Physical Sciences, Engineering. 
ED 080 299 


Lincoln Center for the Performing Arts, 
New York, N.Y. 
A Report of the Sullivan County Festival of the 
Arts, 1968 to 1971. 
ED 080 433 


Lincoln County Schools, Hamlin, W. Va. 
Improving a Rural Area School Program with 
Expanded Vocational Education Services by 
Utilizing Comprehensive Career Orientation 
and Exemplary Activities. Interim Report. 

ED 075 610 
Lincoln County Exemplary Program in Voca- 
tional Education, Resource Units Developed by 
Exemplary Teachers for Grades 1-12, Volume 
IV of Volume I. 

ED 075 611 


Research Model for Levels Nine and Ten: Lin- 
coln County School Based Model for Career 
Education, Volume Il of Volume I. 

ED 075 613 
A Suggestive Resource Unit for Levels Seven 
and Eight Using the Occupational Clusters in 
Career Orientation, Volume II of Volume I. 

ED 075 612 


Liscole Land Community Coll., Springfield, 


The Identification and Comparison of the 
Tasks for the Occupational Role of Industrial 
Production Technologist. 

ED 075 636 


Lincoln Public Schools, Nebr. 

Non-Print Media: Cataloging and Classification 
in the Lincoln Public Schools. Manual. 

ED 067 114 
Project ADMIRE: Assistance for Decision 
Making Through Information Retrieval in Edu- 
cation. End of Budget Period Report. 

ED 066 820 


Literacy Volunteers, Inc., Syracuse, N.Y. 
LEADER: Literacy Education Assistance for 
the Development of Educational Resources. A 
Handbook for Organizers of Basic Reading 
Programs for Adults and Teenagers. 

mi 078 234// 


READ: Reading Evaluation Aduit D: 
ED 078 236// 


TUTOR: Techniques Used in the Teaching of 
Reading. A Handbook for Teaching Basic 
Reading to Adults and Teenagers. 

"ED 078 235// 


Little (Arthur D.), Inc., Cambridge, Mass. 
A Library Program for Fairfield County, Con- 
necticut. 

ED 071 691 

Little (Arthur D.), Inc., San Francisco, 

Calif. 


Master Plan for the Drew Postgraduate Medi- 
cal School, Los Angeles, Calif. 
ED 078 795 


The Urban Central Library: Development Al- 
ternatives for San Francisco. 
ED 073 792 
Little Rock Public Schools, Ark. 
Investigating Career Opportunities. Curriculum 
Guide. 
ED 072 308 
Local Government Training Board, London 


). 
Metrication at Work. Training Man 


ual. 
ED 068 650// 
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Lock Haven State Coll., Pa. 
Computer P iogr Using Numeri- 
cal and Vector Printouts. 
ED 079 996 





London Univ. (England). 
Report of the Committee on Library 


Resources. 
ED 067 101 


London Univ. (England). Inst. of Education. 
China: The Cultural Revolution: Its Aftermath 
and Effects on Education and Society: A Select 
and Partially Annotated Bibliography. Educa- 
tion Library Bulletin. Supplement Sixteen. 

ED 079 166// 


London Univ. (England). Saint Mary’s 
Hospital Medical School. 
Mother-Stranger Discrimination in the Early 


Weeks of Life. 
ED 080 167 


Long Beach City Coll., Calif. 
Current Practices of Placing Students in En- 
glish Composition Courses in the California 
Community Colleges: Some Answers to 
Questions Asked in an “English Placement 


Questionnaire”. 
ED 073 749 


Evaluation of an Innovative Approach to En- 
glish Composition Instruction: Phases Two and 


Three. 
ED 073 748 


A Look at Some Goals for Long Beach City 
College: Results of the Statewide Institutional 


Goals Inventory Survey, Spring 1972. 
ED 076 177 


Long Beach Unified School District, Calif. 
A Study of Two College Credit Courses Of- 
fered Over Television by the Southern Califor- 
nia Consortium for Community College Televi- 


sion. 
ED 076 013 


Los Angeles City Coll., Calif. 
Academic Performance of L.A.C.C. Transfers 
to UCLA Through the Special Services Pro- 


gram, 1971-72. 
ED 067 089 


External College Survey. 
ED 067 096 


Factors Affecting Student Choices of Instruc- 
tional Methodologies. 
ED 077 497 


Feasibility Study of Training Environmental 


Technicians. Final Report. 
ED 072 302 


The Institutional Goals Inventory, Spring, 1972. 
ED 072 771 
Proposed Evaluation Design for Los Angeles 
City College’s Auto-Tutorial Programs and 
Learning Resources Center. 
ED 070 440 


The Radiologic Technology Program at 
L.A.C.C., 1958-1972. 
ED 067 090 


Some Observations or the Fall, 1972 Early Re- 


gistration Procedure. 
ED 073 763 


“Student Evaluation of an Experimental Course 


Conducted Via Conference Telephone.” 
ED 078 814 


Los Angeles City Schools, Calif. 
Comprehensive Career Education Research 
Unit. 


Possibilities: Career Exploration; 54 Occupa- 
tional Profiles for Career Guidance in Seconda- 
ry Schools. 

ED 080 715 


Los Angeles City Schools, Calif. Div. of 
Career and Continuing Education. 
Producing Instructional Media: The Overhead 
Projector and Copy Machines. 
ED 067 864 


roid, -cothe saa gata of 
Special Ed 
A peacoat ‘Language Program. 
ED 079 904 


We Serve the Exceptional Child: Schools, 
Classes, Programs and Services for Children 
with Special Physical and Educational Needs. 


Revised 
ED 078 629 
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Los Angeles Community Colleges, Calif. 


Director's Evaluation Report. 
ED 066 647 


Los Angeles Police Dept., Calif. 
Computer Assisted Instruction Program for Po- 


lice Training. eeaiies 


Los Angeles Trade-Technical Coll., Calif. 
Proposal Writing: Reactions of an Evaluator. 
ED 070 439 


Les Angeles Unified School District, Calif. 
“Building Communication Skills: Home-School- 
Community” July 1, 1970 to June 30, 1972. 
Florence-Firestone Project. Final Report. 

ED 075 689 


Program of In-Service Education for Teachers. 
Hispanic Urban Center Evaluation Report. 
ED 067 184 


Systems for Multicultural Education Planning 
Framework. Volume 1, Volume 2, and Summa- 


ry. 
ED 072 143 


Los Angeles Unified School District, Calif. 
Measurement and Evaluation Branch. 
Executive Abstracts: Summary of the Title I 
Evaluation, 1971-1972 School Year. 
ED 075 533 


Louisiana Library Aeneinaon, Baton 
Rouge. 
LNR: Numerical Register of Books in Loui- 
siana Libraries; Basic Documents, I. 
ED 070 470 
LNR: Numerical Register of Books in Loui- 
siana Libraries; Basic Documents, II. 
ED 070 471 


Louisiana State Advisory Council for 
Vocational and Technical Education, Baton 
Rouge. 
The Annual Evaluation Report of Louisiana's 
Vocational and Technical Education Program-- 
Fiscal Year 1972. 
ED 073 322 


Louisiana State Coordinating Council for 
Higher Education, Baton Rouge. 
Annual Report 1972 (3rd, Louisiana Coor- 
dinating Council for Higher Education). 
ED 077 466 


Louisiana State Dept. of Education, Baton 


Education 


Curriculum Guide for Adult 
Teachers. 


ED 073 356 
A Special Experimental Study in Guidance and 
Counseling for Adults Enrolled in the Adult 
Basic Education Program in Certain Louisiana 
Parishes 1968-1969. 

ED 074 309 


Louisiana State Library, Baton Rouge. 
Clear Purpose--Complete Commitment; A 
Long-Range Program to Provide Louisianians 
with Library and Information Services 
Adequate to Their Needs, 1973-1977. 
ED 070 492 


Louisiana State Univ. and A and M Coll. 
System, Baton Rouge. School of Vocational 
Education. 
An Analysis of the Informational Items and 
Procedures Used in the Selection of Teachers 
in the Public School Systems of Louisiana. 
Final Report. 
ED 070 180 


Summaries of Research Studies in Agricultural 


Education Southern Region, 1971-72. 
ED 079 472 


Louisiana State Univ., Baton Rouge. 
Agricultural Experiment Station. 
Residential Projections and Place of Residence 
of Selected Louisiana Rural Youth. 
ED 072 911 
Sociological Dimensions of Agricultural Struc- 
tures in the United States. 
ED 071 794 


Louisiana State Univ., Baton Rouge. Coll. of 
Education. 
Changes in Self-Concept During the Student 
Teaching Experience. Research Report, 
Volume 2, No. 5. 


ED 074 055 


Louisiana State Univ., Baton Rouge. 
Cooperative Extension Service. 
Factors Associated with Clothing Habits and 
Attitudes among Older Persons. The Findings 
from Extension Studies. 
ED 072 357 


Factors Concerned with Cooperative Extension 
Work with Low-Income Clientele in Louisiana. 
The Findings from Extension Studies. 

ED 072 356 


Instruction in the Cooperative Extension Ser- 


vice. 

ED 070 963 
Problem Identification Survey Handbook for 
Parish Rural Development Committees. 

ED 071 801 
A Profile of Students Enrolled for Credit in the 
Extramural Teaching Program at Louisiana 
State University, Spring Semester, 1973. 

ED 080 529 
A Study of the Expanded Nutrition Education 
Program in Three Northeast Louisiana 
Parishes. The Findings from Extension Studies. 

ED 072 358 


Tuning In On Rural Louisiana: A Survey of 
Adult Radio Listening and Television Viewing 


Habits. 
ED 067 526 


Louisiana State Univ., Baton Rouge. 
Library. 
Library Lectures; Numbers One, Two, Three, 
and Four, March 1965 - May 1966. 
ED 078 841 


Library Lectures; Numbers Seventeen, 
Eighteen, Nineteen, and Twenty, January 1971 


- March 1972. 
ED 078 874 


Louisiana State Univ., Baton Rouge. 
Russian Area Studies Center. 
An Aggregate Data Archive for the Russian 
Area Studies Center, Louisiana State Universi- 


ty. Final Report. 
ED 074 015 


Louisiana State Univ. Medical Center, New 
rieans. 


oO 
Treating the Mother-Child Dyad in the Nursery 


School. 
ED 077 573 


Louisiana State Univ., New Orleans. 
Negro Construction Craftsmen in a Southern 
Labor Market. Final Report. 
ED 074 296// 


A Study of Curricula Innovations in Trade and 
Industrial Arts, Distributive and Business Edu- 
cation in Jefferson, Orleans, and St. Bernard 
Parish Public Schools. 

ED 080 757 


Louisiana Technological Univ., Ruston. 
Dept. of A Education. 
The Aims and Needs of College Vocational 
Education Dropouts. A Research Report. 
ED 075 579 


Louisville Univ., Ky. Dept. of Psychology. 
Four Preschool Programs: Their Dimensions 
And Effects. 

ED 069 411 


Police Training in Family Crisis Intervention. 
Final Report. 
ED 078 247 


Loweil Public Schools, Mass. 
Lowell Environmental Arts and Science 
Center. Summary Report, Fiscal Year 1968. 
ED 067 337 


Lowell State Coll., Mass. 
Field Studies Program in Elementary Educa- 


tion. 
ED 076 520 


Lower Merion Township School District, 
Ardmore, Pa. 
Project 18. (Student and Teacher Booklets. ) 
ED 071 932// 
Project 18: Effectively Influencing Political 


Decisions. 
ED 071 964 


Lowndes County Schools, Ga. 
Early Childhood Education for Migrants: An 
Evaluation of Behavioral and Physical Change. 
Research Monograph No. 3. 


ED 067 190 


Loyola Univ., Chicago, Ill. 
Training Future Teachers as Play Therapists: 
An Investigation of Therapeutic Outcome and 
Orientation Toward Pupils. Final Report. 
ED 067 794 


Loyola Univ., Chicago, Ill. Psychometric 
Lab. 


Appendix: Instructions and Corresponding 
Questions and Answers. 
ED 080 578// 


Effects of Training on the Test of Diagnostic 
Skills. Publication No. 30. 
ED 079 382 


Evaluation and hang of Clinical Diagnostic 
Skills. Publication No. 4 
ED 079 381 


A Study of the Relationship between Complex 
Problem Solving and a Measure of Scholastic 


Aptitude. 
ED 080 577 


Lutheran Educational Conference of North 
America, Washington, D.C. 


Uncommon Means for the Common Task. 
ED 078 807 


Lutheran Theological Southern Seminary, 
Columbia, S.C. 


Survey of Pastors’ Concerns in Continuing 
Education. 
ED 072 343 


Macalester Coll., St. Paul, Minn. 
Research on the Program of Expanded Educa- 

tional Opportunities. Final Report. 
ED 072 760 


Macmillan Information, New York, N.Y. 
Career Education: An ERIC Bibliography. 
ED 080 780// 


Macquarie Univ., North Ryde (Australia). 
Planning an Environmental Studies Centre. 
ED 068 360// 


Madison Area Technical Coll., Wis. 
An Evaluative Study of Auto Mechanics and 
Automotive Technology Programs and Curricu- 
la. Final Report. 
ED 079 469 


Madison Public Schools, Wis. 
Development of an Inservice Model for Imple- 
menting New Methodology in the Social Stu- 
dies Curriculum. End of Project Period Report. 


Volume IV. 

ED 067 313 
A Guide to Concept Teaching, United States 
History, Grade 9. (From Reconstruction to the 
Present). 

ED 068 464 
The Teacher Aide Program. ESEA, Title IlI- 
Social Studies In-Service Model Project Bul- 


letin 3. 
ED 067 314 


Madison Public ~— Wis. Dept. of 
Curriculum 
CURMIS. Curriculum Sennen Informa- 
tion System (and) Prospectus of a Design to 
Assist a High School Staff in the Evaluation of 
Its Program. 
ED 075 281 


Defining and Implementing a Content-Process 
Approach to Teaching Social Studies. 

ED 068 404 
A Description of an Assessment of Reading 
Literacy: A Pilot Project of a Statewide Read- 
ing Assessment Model. 

ED 078 395 


An Interim Report of Results of the Pilot As- 
sessment of Reading Literacy. 
ED 079 704 


Seventh Grade  Interdisciplinary Packet 
(Science-Social Studies). 
ED 070 766 


Madison Public Schools, Wis. Dept. of 
Human Relations. 
Overview: Title I] ESEA Intergroup Relations 
Inservice Project. 
ED 067 353 


Madison Public Schools, Wis. Dept. of 
Specialized Educational Services. 
Toward the Development and Implementation 
of an Empirically Based Public School Program 





for Trainable Mentally Retarded and Severely 
Emotionally Disturbed students. Part Il. 
ED 072 580 


Madonna Coll., Livonia, Mich. 
Competency Based Teacher Education. 
ED 076 518 


Magnolia Special Education Center, 


Orlando, Fla. 
Curriculum for the Intellectually Disabled 


Trainable. 
ED 069 079 
Maharaja Sayajirao Univ. of Baroda 


TESL and Spoken English in the Indian Con- 


text. 
ED 071 470 


Maine Council of Teachers of English. 
An Interdisciplinary Approach: An English-So- 
cial Studies-Art-Music Seminar, Senior High 


School. 
ED 066 768 


Maine Environmental Education Project, 


Yarmouth. 
Comprehensive Community Environmental In- 
ventory, Yarmouth, Maine. 
ED 067 235 
Guidelines for Planning and Implementing a 
Comprehensive Community Environmental In- 


ventory. 
ED 067 233 


Maine School Union 87, Orono. 
Project Pride Evaluation Report. 
ED 080 424 


Maine State Dept. of Educational and 
Cultural Services, Augusta. 
Do Federal Programs Really Work? A Study of 
the Effect of One Project on Public Elementary 


and Secondary Schools in Maine. 
ED 076 002 


Maine Assessment of Educational Progress, Re- 
port 2. Results Report 1: Citizenship and Writ- 


ing, 1972. 

ED 080 598 
Maine Assessment of Educational Progress, Re- 
port 3. Results Report 1: Appendixes A - E, 
Citizenship and Writing, 1972. 

ED 080 599 


Maine Assessment of Educational Progress, Re- 
port 5: Methodology; Citizenship and Writing, 


1972. 
ED 080 600 


Maine State Dept. of Education, Augusta. 
Bureau of Vocational Education. 
Career Development Guide for the Elementary 
School. A Guidebook for Teachers and 
Guidance Counselors. 
ED 074 218 


Handbook for Vocational Programs for the 
Handicapped. 
ED 080 760 


Maine State Dept. of Indian Affairs, 


Augusta. 
A Compilation of Laws Pertaining to Indians. 


State of Maine. 
ED 076 281 
Maine State Higher Education Facilities 
Commission, Augusta. 
Proceedings of ist Annual Conference on 
Higher Education Institutional Research and 


Planning. 
ED 077 432 


Maine State Library, Augusta. 
Library Services and Construction Act, Five- 
Year Plan for Statewide Library Development 


in Maine. 
ED 070 475 


Maine Univ., Farmington. 
Teacher Training Component of the 
of Basic Studies at the University of Maine at 


Farmington. 
ED 067 372 


Maine Univ., Orono. Coll. of Education. 
Rural Improvement Project (RIP). [Summary 
and Final Evaluation Report.] 

ED 075 159 


The UMO (University of Maine, Orono) 
Teacher Training Program: A Case Study and a 
Model. 


ED 080 429 


Maine Univ., Orono. New Engiand-Atlantic 
Provinces Quebec Center. 
The Algonkian Region: An Examination of the 
Indians Within the Eastern Region in Both 
Historical and Contemporary Contexts. Learn- 
ing Activity Packet. 
ED 079 219 


The Atlantic Canada-New England Region and 
Environment. A Learning Activity Packet. 

ED 080 439 
Canada and the United States--Government 
and Political Parties--A Comparison. A Learn- 
ing Activity Packet. 

ED 080 437 


Canada and the United States. Perspective. 
Learning Activity Packet. 

ED 080 438 
French-Canadians, Acadians and the French in 
New England. A Learning Activity Packet. 

ED 080 436 


Mamaroneck Public Schools, N.Y. 
Right to Read Evaluation; Mamaroneck Public 
Schools 1971-1972. 
ED 069 735 


Management and Information System for 
Occupational Education, Winchester, Mass. 
Conceptual Issues in Cost-Impact (Benefit) 
Analysis, 
ED 072 303 


Delineation of MISOE’s Static Space. 

ED 068 647 
Management and Information System for Occu- 
pational Education. An Overview. 

ED 072 226 


MISOE in Motion. 
ED 068 646 


Noneconomic Analysis Considerations for 
Management and Information System for Occu- 
pational Education. 

ED 072 228 


On Organization for Dynamic Educational 


Simulation. 

ED 072 304 
Sampling and Weighting Considerations for 
Management and Information System for Occu- 
pational Education. 

ED 072 225 


Manzgement and Organization 
Development, Inc., La Jolla, Calif. 
The Professional Development of Correctional 
Personnel. An Action Research Report on 
Planned Change in the Military Justice System. 
ED 072 179 


Manchester Board of Education, N.H. 
Manchester, New Hampshire Regional Voca- 
tional Education Planning Project (MAN- 
REVEP). Final Report of Project Re 71-06 
(April 1971-August 1972). 

ED 072 209 


Manchester Community Coll., Conn. 
Development of a Follow-Up Questionnaire for 
Community College Graduates. Final Report. 

ED 077 494 


Survey of Needs for Services to the Elderly. 
Final Report. 
ED 073 266 


Manchester Univ. (England). Dept. of Adult 
Education 


Sociological Perspectives on Adult Education. 
ED 072 347// 


Manitoba Association of School Trustees, 
Winnipeg. 
Abstracts of Papers Available from the Educa- 
tional Services Department of the Manitoba 
Association of School Trustees. Occasional 


Paper No. 17. 
ED 074 056 


Educational Copeman in Manitoba: A fered 
of expen Med Educational ity and 
School Division m in Manitoba. 

ED 073 217 
The Improvement of Aggregate Teaching Ef- 
fectiveness in a School Division. Occasional 


Paper No. 18. 
ED 074 047 


Improving Teacher Education: Some Con- 
siderations. Occasional Paper No. 16. 
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ED 074 048 
School Division Planning in an Era of Declin- 
ing Enrollments. Occasional Paper No. 19. 

ED 075 924 
Teacher Turnover in School Divisions and Dis- 
tricts in Manitoba, 1971-107972. Occasional 
Paper No. 15. 


Institution Index 


ED 077 872 


Manitoba Dept. of Agriculture, Winnipeg. 
Manitoba High School Students and Drop- 


Outs. 
ED 073 867 


Manitoba Dept. of Education, Winnipeg. 
IMPACTE: Indian-Metis Project for Careers 
Through Teacher Education. 

ED 080 508 
Winnipeg Centre Project. 
ED 080 507 


Manitoba Dept. of Education, Winnipeg. 
Planning and Research Branch. 
{Saturday Seminars Coordinator’s Report.] 
Seminars for Interested Students, Experimental 
Project, Department of Education, Planning 
and Research, June 15, 1973. 
ED 080 221 


Manitoba Univ., Winnipeg. 
The Harmonic Mean and Kramer Unequal n 
Forms of the Tukey Statistic. 

ED 074 077 


Mankato State Coll., Minn. School of 
Education. 
Improving Instruction through Tailored Cur- 


riculum Development Programs. 
ED 076 519 


Manpower Administration (DOL), 
Ww m, D.C. 
BLS Handbook of Methods for Surveys and 


Studies. 

ED 067 505 
Doing Your Best on Aptitude Tests. 

ED 080 593 
Handbook for Manpower Planners, Part 1. 
Census Use Study. 

ED 079 560 
Health Careers Guidebook. 

ED 078 187 
Index to Publications of the Manpower Ad- 
ministration, January 1969 Through June 1972 
{and] Supplement to Index to Publications of 
the Manpower Administration, July Through 
December 1972. 

ED 076 793 
Low-Income Labor Markets and Urban Man- 
power Programs: A Critical Assessment. 

ED 075 676 
Manpower Advice for Government. National 
Manpower Advisory Committee Letters to the 
Secretaries of Labor and of Health, Education, 
and Welfare, 1962-1971. 

ED 080 787 


Manpower Research and Development Projects 
Sponsored by the U. S. Department of Labor, 
Manpower Administration. 

ED 078 186 


Negro Employment in the South. Volume 2: 
The Memphis Labor Market. 
ED 067 496 


Negro Employment in the South. Volume 3: 
State and Local Governments. 

ED 079 478 
Review of the Rural Manpower Service, 1972. 

ED 072 889 
U.T.E.S. Interest Check List. 

ED 068 583 


Manpower Administration (DOL), 
Washington, D. C. Job Corps. 
Algebra: Level Il, Unit 8, Lesson 1; Powers and 
Roots: Lesson 2; Geometry: Lesson 3; Number 
Series: Lesson 4. Advanced General Education 
Program. A High School Self-Study Program. 
ED 070 908 
Atomic Structure and Chemical Change: Level 
I, Unit 7, Lesson 1; Chemical Compounds: Les- 
son 2; Forms of Energy: Lesson 3. Advanced 
General Education Program. A High School 
Self-Study Program. 
ED 069 987 


Atomic Structure and Valence: Level Il, Unit 
10, Lesson 1; Chemical Bonding: Lesson 2; 
The Table of Elements: Lesson 3; Electrolysis: 
Lesson 4. Advanced General Education Pro- 
gram. A High School Self-Study Program. 
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ED 070 916 
Basic Economic Systems: Level I, Unit 4, Les- 
son 1; Representative Democracy and Political 
Parties: Lesson 2; Reading to Draw Inferences: 
Lesson 3. Advanced General Education Pro- 
gram. A High School Self-Study Program. 

ED 069 984 
Craftsmanship and Technology: Level I, Unit 5, 
Lesson 1; Government Separation of Powers: 
Lesson 2; Comparisons in Literature: Lesson 3. 
Advanced General Education Program. A High 
School Self-Study Program. 

ED 069 985 


Difficult Words to Spell: Level Il, Unit 4, Les- 
son 1; Sentences and Their Parts: Lesson 2; 
Adjectives and Adverbs: Lesson 3; Compara- 
tive Forms: Lesson 4; Spelling ie and ei Words: 
Lesson 5; Using Negatives Correctly: Lesson 6; 
Using Prepositions and Prepositional Phrases: 
Lesson 7; Spelling - ance and ence Words: Les- 
son 8; Subject and Object Pronouns: Lesson 9; 
Possessive and Reflexive Pronouns: Lesson 10; 
Possessive and Plural Nouns. 

ED 070 913 


Free Enterprise and Government Regulation: 
Level Ill, Unit 1, Lesson 1; Social Legislation: 
Lesson 2; Taxes: Lesson 3. Advanced General 
Education Program. A High School Self-Study 


Program. 

ED 070 910 
Free Trade and Tariffs: Level Ill, Unit 2, Les- 
son 1; Capitalism, Communism, Socialism: Les- 
son 2; Nationalism vs. Internationalism: Lesson 
3. Advanced General Education Program. A 
High School Self-Study Program. 

ED 070 911 


Industrialization and Growth of the Cities: 
Level II, Unit 3, Lesson 1; Immigration: Lesson 
2; Union and Management: Lesson 3. Ad- 
vanced General Education Program. A High 
School Self-Study Program. 

ED 069 991 


Life Functions and Cells: Level Il, Unit 7, Les- 
son 1; Cell Structure: Lesson 2; Tissues, Or- 
gans, Systems: Lesson 3; Growth and Nutrition: 
Lesson 4; Metabolism: Lesson 5. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 907 


Map Reading Skills: Level I, Unit 2, Lesson 1; 
Climate: Lesson 2; Studying Man and the Natu- 
ral World: Lesson 3; Man and His Culture: 
Lesson 4; Reading for Implied Meanings: Les- 
son 5. Advanced General Education Program. 
A High School Self-Study Program. 

ED 069 982 
Plants and Photosynthesis: Level III, Unit 3, 
Lesson 1; The Human Digestive System: Les- 
son 2; Functions of the Blood: Lesson 3; 
Human Circulation and Respiration: Lesson 4; 
Reproduction of a Single Cell: Lesson 5; 
Reproduction by Male and Female Cells: Les- 
son 6; The Human Reproductive System: Les- 
son 7; Genetics and Heredity: Lesson 8; The 
Nervous System: Lesson 9; The Glandular 
System: Lesson 10. Advanced General Educa- 
tion Program. A High School Self-Study Pro- 


gram. 

ED 070 912 
Positive and Negative Numbers: Level I, Unit 
6, Lesson 1; States of Matter: Lesson 2; Pro- 
perties and Measures of Matter: Lesson 3; 
Energy, Matter, Theory and Law: Lesson 4; 
The Particles and Structure of Matter: Lesson 
$5. Advanced General Education Program. A 
High School Self-Study Program. 

ED 069 986 


Production and Consumption: Level I, Unit 3, 
Lesson 1; Forms of Government: Lesson 2; 
Reading for Facts, Opinions and Issues: Lesson 
3. Advanced General Education Program. A 
High School Self-Study Program. 

ED 069 983 


Reading for Feelings: Level II, Unit 4, Lesson 
1; Reading for Shifts in Feeling: Lesson 2; 
Reading for Character: Lesson 3; Reading for 
Signs of Hidden Character: Lesson 4. Ad- 
vanced General Education Program. A High 
School Self-Study Program. 

ED 069 992 


Screening Tests: Advanced General Education 
Program. A High School Self-Study Program. 
ED 069 978 
Solving Fraction Word Problems: Level I, Unit 
8, Lesson 1; Solving Decimal Word Problems: 
Lesson 2; Solving Percentage Word Problems: 
Lesson 3. Advanced General Education Pro- 
gram. A High School Self-Study Program. 


ED 069 988 
Speed, Acceleration, and Velocity: Level I, 
Unit 9, Lesson 1; Force, Mass, and Distance: 
Lesson 2; Types of Motion and Rest: Lesson 3; 
Electricity and Magnetism: Lesson 4; Electri- 
cal, Magnetic, and Gravitational Fields: Lesson 
5; The Conservation and Conversion of Matter 
and Energy: Lesson 6; Simple Machines and 
Work: Lesson 7; Gas Laws: Lesson 8; Princi- 
ples of Heat Engines: Lesson 9; Sound and 
Sound Waves: Lesson 10; Light Waves and 
Particles: Lesson 11; Program. A High 

ED 070 909 
Spelling Endings Added to e: Level III, Unit 5, 
Lesson 1; Capitalization: Lesson 2; Question 
Marks and Exclamation Points: Lesson 3; 
Quotation Marks: Lesson 4; Spelling Double 
Letter Demons: Lesson 5; Colons and Dashes: 
Lesson 6; Punctuating Series with Commas and 
Semicolons: Lesson 7; More Confusing Word 
Pairs: Lesson 8; Separating Sentence Parts with 
Punctuation: Lesson 9; Other Uses for Commas 
and Semicolons. 

ED 070 914 


Spelling More Endings: Level III, Unit 6, Les- 
son 1; Matching Sentence Parts: Lesson 2; 
Using the Right Sentence Connectives: Lesson 
3; More Ways to Make Sentences Effective: 
Lesson 4; Last of the Confusing Word Pairs: 
Lesson 5. Advanced General Education Pro- 


gram. A High School Self-Study a Mig 


Students’ Answer Keys: Advanced General 
Education Program. A High School Self-Study 


Program. 

ED 069 980 
Student’s Handbook: Advanced General Edu- 
cation Program. A High School Self-Study Pro- 


gram. 

ED 069 979 
Tables and Graphs: Level II, Unit 1, Lesson 1; 
Line Graphs: Lesson 2. Advanced General 
Education Program. A High School Self-Study 


Program. 

ED 069 989 
Teacher's Answer Key: Advanced General 
Education Program. A High School Self-Study 


Program. 

ED 069 976 
Teacher’s Manual: Advanced General Educa- 
tion Program. A High School Self-Study Pro- 


gram 
ED 069 975 
Unit Tests: Advanced General Education Pro- 


gram. A High School Self-Study Program. 
ED 069 977 


U. S. Colonization to Independence: Level Il, 
Unit 2, Lesson 1; U. S. Confederation to Con- 
stitutional Convention: Lesson 2; Framing the 
U. S. Constitution: Lesson 3; Founding Fathers: 
Lesson 4; The Election Process: Lesson 5; The 
Civil War: Lesson 6. Advanced General Educa- 
tion Program. A High School Self-Study Pro- 


gram 

ED 069 990 
What to Look for In Narrative Writing: Level 
Il, Unit 6, Lesson 1; Interpreting Figurative 
Writing: Lesson 2; Keeping Track of the Sub- 
ject in Writing: Lesson 3; Reading Literature 
for Understanding: Lesson 4. Advanced 
General Education Program. A High School 
Self-Study Program. 

ED 070 906 


Word Roots, Prefixes and Suffixes: Level I, 
Unit 1, Lesson 1; Word Context Clues: Lesson 
2. Advanced General Education Program. A 
High School Self-Study Program. 

ED 069 981 


Words that Paint Pictures: Level Il, Unit 5, 
Lesson 1; Devices Used in Literature: Lesson 
2; The Meaning of Literary Devices: Lesson 3; 
Periods and Levels of Writing: Lesson 4; Quali- 
ties of Good and Bad Writing: Lesson 5. Ad- 
vanced General Education Program. A High 
School Self-Study Program. 

ED 070 905 


Manpower Administration (DOL), 
Washington, D.C. U.S. Employmen' 
Development of USES Aptitude Test Battery 
for Manager, Beauty Shop (per. ser.)-187.168. 
ED 078 069 
Development of USES Aptitude Test Battery 
for Covering-Machine Operator (textile)- 


t Service. 


681.885-030. Technical Report. 
ED 078 070 


Manpower Administration (DOL), 
Washington, D.C. U.S. Training and 
Employment Service. 
Airplane Stewardess (air trans.) 352.878-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 
ED 068 564 


Asparagus Sorter (agric., can. & preserv.; 
whole tr.) 529.687 (8-04.10)--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 069 769 
Assembler (elec. equip.) 826.884, Assembler, 
Electrical (elec. equip.) 826.884--Technical 
Report on Development of USTES Aptitude 
Test Battery. 

ED 069 647 


Assembler, Accessories (elec. equip.; elec- 
tronics) 729.887--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 068 545 
Assembler, Electrical Accessories I 7-00.921- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 072 064 


Assembler, Medical and Surgical Supplies (inst. 
& app.) 719.885-014; Medical and Surgical 
Supplies Assembler (inst. & app.) 719.885- 
022--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 059 


Assembler, Microwave Tube (electronics) 
725.884--Technical Report on Development of 
USES Test Battery. 

ED 067 408 


Assembler, Oil Filters (auto mfg.) 739.887- 
Technical Report on Development of USTES 


Aptitude Test Battery. 
ED 069 644 


Assembler, Small Products (any ind.) 739.887- 
034--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 643 


Blown Plastic Container Machine Operator 
(fabric. plastic prod.) 556.885--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 067 412 
Body Maker Feeder (tinware) 616.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 628 


Book-and-Game-Line Attendant (print. & 
pub.) 920.887--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 415 
Cable Assembler (wirework) 709.884--Techni- 
cal Report on Development of USES Aptitude 


Test Battery. 
ED 068 539 


Cannery Mechanic (can. and preserv.) 
638.281-022--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 626 
Carder (dental equip.) 712.887; Assembler 
(dental equip.) 712.887--Technical Report on 
Development of USES Aptitude Test Battery. 

; ED 068 542 

Card Tender (asbestos prod.; textile) 6-19.031- 
-Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 070 772 


Chemical and Metallurgical Technology- 
Technical Institute Training 008.--- and 011. -- 
--Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 773 


Chemical Operator (chem.) Ill 559.782-- 
Technical Report on Development of USTES 


Aptitude Test Battery. 
ED 069 775 


Claim Adjuster (insurance) 1-57.40--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 069 


Coding Clerk (clerical) 219.388--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 068 541 
Coin-Vending-Machine Collector (bus. ser.) 
292.483--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 413 


Cook, Short Order (Hotel & rest.) 314.381-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 





ED 069 636 
Correction Officer (gov. ser.) 372.868--Techni- 
cal Report on Development of USTES Ap- 
titude Test Battery. 

ED 072 051 


Corrugator Operator (paper goods) 643.782-- 
Technical Report on Development of USES 


seein’ ED 067 411 


Counselor (profess. and kin.) Il 045.108-010-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 638 


Cross-Validation of the General Aptitude Test 
Battery and Development of a Weighted Appli- 
cation Blank for Computer Technology Trainee 


828.XX. 

ED 068 546 
Customer-Engineering Specialist (office mach.) 
828.281--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 648 


Department Head-Buyer (ret. tr.) 299.138-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 551 


Diesel Mechanic (any ind.) 625.281--Technical 
Report on Development of USES Aptitude Test 
Battery. 

ED 068 554 
Dietary Aid (hotel & rest.; medical ser.) 
317.877-010--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 068 567 
Doffer (textile) 6-19.166--Technical Report on 
Standardization of the General Aptitude Test 
Battery. 

ED 070 771 
Electro-Mechanical Assembly Curriculum 
70XX; 72XX--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 068 557 
Electronics Foreman (electronics) 5-92.621 
(726.134)--Technical Report on Development 
of USES Aptitude Test Battery. 

ED 069 649 


Engineer (water trans.) 197.130--Technical Re- 
port on Development of USTES Aptitude Test 


Battery. 
ED 069 633 


Engineering Aid (press. & kin.) Il 019.281-- 
Technical Report on USTES Aptitude Test 


Battery. 

ED 069 768 
Envelope-Machine Set-Up Man (paper goods) 
641.780--Technical Report on Development of 
USES Test Battery. 

ED 067 410 


Experimental Assembler (any ind.) 6-78.642-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 069 777 


Farm Hand, Dairy (agric.) 1 411.884--Techni- 
cal Report on Development of USES Aptitude 


beens: ED 068 547 


Flexographic Press Man (print. & pub.) I 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 766 


Food-Service Supervisor (hotel and rest.) 
319.138-010--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 627 
Forester Aid (gov. ser.) 441.384--Technical 
Report on Development of USTES Aptitude 


Test Battery. 
ED 069 625 


Fourdrinier-Machine Tender (paper & pulp, 
wallboard) 539.782; Back Tender, Paper 
Machine (paper & pulp) 534.782--Technical 
Report on Development of USTES Aptitude 


Test Battery. 

ED 068 559 
Garment Looper (knit goods) 6-!4.410- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 072 065 


Garment Packer (any ind.) 9-68.30--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 072 061 
Glass Blower, Laboratory Apparatus (inst. & 
app.) 4-65.440-—Technical Report on Stan- 
dardization of the General Aptitude Test Bat- 


tery. 
ED 072 048 


Hand Sewer, Shoes (boot and shoe) 788.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 049 


Heat Treater (heat treat.) I 504.782-026 and II 
504.782-030--Technical Report on Develop- 
ment of USTES Aptitude Test Batteries. 

ED 067 416 
Hose Maker (rubber goods) 752.781-010-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 645 


Hospital-Admitting Clerk (medical ser.) 
237.368--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 409 


IWustrator (profess. & kin.) 141.031-Technical 
Report on Development of USTES Aptitude 
Test Battery. 

ED 068 566 
Inspector (dental equip.) 712.887; Inspector, 
Plastic (dental equip.) 712.687--Technical Re- 
port on Development of USES Aptitude Test 


Battery. 

ED 068 543 
Inspector, Assemblies and Installations (aircraft 
mfg.) 806.381--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 419 
Inspector, Mechanical and Electrical (elec. 
equip.) 6-99.435--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 069 652 
Insulation Worker (const.) 863.884--Technical 
Report on Development of USTES Aptitude 
Test Battery. 

ED 068 563 


Intercom Serviceman (any Ind.) 5-83.418-- 
Technical Report on Standardization of the 
General Aptitude Test Battery. 

ED 072 066 


Knitting-Machine Operator (knit goods) 4- 
14.061--Technical Report. 
ED 069 780 


Lather (const.) 842.781-010--Technical Report 
on Development of USTES Aptitude Test Bat- 


tery. 

ED 069 770 
Lemon Picker (agric.) 404.887-018--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 072 054 
Levers-Lace-Machine Operator (tex. prod., n. 
€. c.) 683.782--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 067 420 
Loader (can. & preserv.) 8-04.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 070 775 


Machine Operator, Mass Mailing (clerical) 
234.885 (1-25.411)--Technical Report on 
Development of USES Aptitude Test Battery. 

ED 069 771 
Machinery Erector (engine & turbine; mach. 
mfg.) 638.281--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 632 
Maintenance Man, Building (any ind.) 5- 
83.611--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 053 


Manager, Restaurant or Coffee Shop (hotel & 
rest.) 187.168--Technical Report on Develop- 
ment of USES Aptitude Test Battery. 

ED 068 556 
Meat Cutter (ret. tr.; whole. tr.) 316.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 052 


Mine-Machinery Mechanic (mining & quarry- 
ing) 620.281-078-Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 069 642 
Model Maker (aircraft mfg.) I 693.381-— 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 635 


Molded-Goods_ Inspector-Trimmer (rubber 
goods) 759.687--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 630 
Multi-Moulding Unit Operator (dental equip.) 
712.884; Heater Operator (dental equip.) 
712.884--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 068 549 
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Napkin Packager (paper goods) 920.885- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 767 


National Assessment of the New Careers Pro- 
gram, July 1967-October 1969. Final Report. 

ED 075 5835// 
New Careers in the State Employment Security 
Agencies: Part I, Instruction for a New Careers 
Program; Part Il, Suggested Staff Training 
Guide; and Part Ill, Handbook. 

ED 072 180// 


Occupational Therapist (medical ser.) 079.128- 
-Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 055 


Offset-Duplicating-Machine Operator (clerical) 
207.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 072 058 


Offset-Web-Press Man (print. & pub.), 4- 
48.033--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 650 


Operating Engineer (const.) Il 859.883- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 072 046 
Packager, Machine (any ind.) 920.885--Techni- 
cal Report on Development of USTES Ap- 
titude Test Battery. 

ED 068 565 


Packer (Glass Mfg.) 8-65.01--Technical Report 
on Standardization of the General Aptitude 
Test Battery. 

ED 072 063 


Painter Automobile (auto serv.) 845.78!- 
Technical Report on Development of USES 
Aptitude Test Batteries. 

ED 067 417 


Pants Presser (any ind.) 363.782--Technical 
Report on Development of USES Aptitude Test 


Battery. 

ED 068 540 
Parking Enforcement Officer (gov. ser.) 
375.588--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 068 568 


Part Programer, Numerical Control (mach. 
shop) 11 007.187--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 068 562 
Photograph Finisher (any ind.) I 976.886-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 631 


Photo-Offset Lithography (print. & pub.) 97-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 772 


Physical Therapist (medical ser.) 079.378- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 072 050 


Plaster Trimmer (dental equip.) 712.887; in- 
serter (dental equip.) 712.884--Technical Re- 
port on Development of USTES Aptitude Test 


Battery. 

ED 068 561 
Polisher (jewelry) 700.887--Technical Report 
on Development of USES Aptitude Test Bat- 


tery. 

ED 068 555 
Precision Lens Grinder (optical goods) 5- 
08.071--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 778 
Printer-Slotter Operator (paper goods) 
651.782--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 069 764 


Printing Curricula 65XX; 97XX--Technical Re- 
post on Development of USES Aptitude Test 
Battery. 

ED 068 552 
Production Mechanic, Tin Cans (tinware) 
619.380--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 765 


Programmer, Detail, Graphic Arts (clerical) 
219.388--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 637 


Quality Control Worker (can. & preserv.) 
529.387--Technical Report on Development of 
USES Aptitude Test Battery. 

ED 067 422 
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Radiation Monitor (profess. & kin.) 199.187-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 553 


Refrigeration and Heating Mechanic (any ind.) 
637.251-010--Technical Report on Develop- 
ment on USTES Aptitude Test Battery. 

ED 068 544 
Rewinder Operator (paper goods) 640.885-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 068 560 


Room Clerk (hotel and rest.) 1-07.60--Techni- 
cal Report on Standardization of the General 
Aptitude Test Battery. 

ED 069 776 


Screw-Machine Set-Up Operator, Jobbing 
(mach. shop) 604.380-028--Technical Report 
on Development of USTES Aptitude Test Bat- 


tery. 
ED 069 640 
Set-Up Man, Sheet Metal (any ind.) 616.380-- 
Technical Report on Development of USES 
Aptitude Test Battery. 
ED 067 421 


Sewage-Plant Operator (any ind.), Water- 
Treatment-Plant Operator (waterworks) 
954.782; Sewage-Plant Operator (sanitary ser.), 
Waste-Treatment-Plant Operator (sanitary ser.) 
955.782, 1 955.782--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 776 
Spooler Operator, Automatic (textile) 689.886- 
-Technical Report on Development of USES 
Aptitude Test Battery. 

ED 068 558 


Stationary Engineer (any ind.) 950.782-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 072 057 


Steam-Power-Plant Operator (light, heat & 
power) 952.782-040--Technical Report on 
Development of USTES Aptitude Test Battery. 

ED 070 774 
Structural-Steel Lay-Out Man (any ind.) 
809.381-030--Technical Report on Develop- 
ment of USTES Aptitude Test Battery. 

ED 072 047 
Surveyor (profess. & kin.) 0-64.10--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 070 773 


Taper (const.) 842.884--Technical Report on 
Development of USES Aptitude Test Battery. 
ED 072 062 
Teacher Aid, Elementary School (education) 
099.368--Technical Report on Development of 
USES Aptitude Test Battery. 
ED 067 414 


Technician, Automated t (office 
mach.) 823.281--Technical een on Develop- 
ment of USTES Aptitude Test Battery. 

ED 069 651 
Telephone Ad Taker (print. & pub.) 249.368-- 
Technical Report on USES Aptitude Test Bat- 


tery. 
ED 068 548 
Traffic Device Maintainer (gov. ser.) 869.884-- 
Technical Report on Development of USES 
Aptitude Test Battery. 
ED 068 550 


Transportation Agent (air trans.) 912.368-- 
Technical Report on Development of USES 
Aptitude Test Battery. 

ED 069 774 


Tricot-Knitting-Machine Operator (knit goods) 
685.885--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 629 


Tube-Machine Operator (elec. equip.) 7- 
00.216--Technical Report on Standardization 
of the General Aptitude Test Battery. 

ED 069 779 
Twister-Tender (asbestos prod; glass mfg.; 
synthetic fibers; textile) 681.885--Technical 
Report on Development of USTES Aptitude 


Test Battery. 
ED 069 639 


Various Occupations in the Iron and Steel In- 
dustry. Technical Report on Development of 
USTES Aptitude Test Batteries. 

ED 072 056 


V-Belt Wrapper (rubber goods) 690.885-438-- 
Technical Report on Development of USTES 
Aptitude Test Battery. 

ED 069 646 





Vending-Machine Repairman (bus. ser.; coin 
mach.) 639.381--Technical Report on Develop- 
ment on USES Aptitude Test Battery. 
ED 067 418 
Venetian Blind Assembler 6-39.55 1--Technical 
Report on Standardization of the General Ap- 
titude Test Battery. 

ED 072 068 


Weighing Station Operator (gov. ser.) 0- 


95.906--Technical Report on Standardization 
of the General Aptitude Test sae * 
D 072 067 


Welder, Production Line (welding) 812.884- 
018--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 634 


Yarn Service Trainee (synthetic fibers) 
929.887--Technical Report on Development of 
USTES Aptitude Test Battery. 

ED 069 641 


Yarn Winder (any ind.) 6-19.117--Technical 
Report on Development of USES Aptitude Test 


Battery. 
ED 072 060 
Manpower Resources, Inc., Washington, D. 
Cc. 
Illinois Task Analysis Project: Phase II, A Stu- 
dy. 
ED 067 111 


Manufacturing Chemists Association, 
Washington, D.C. 
Experiments in the Chemistry of Food. 
ED 080 359 


Marie H. Katzenbach School for the Deaf, 
West Trenton, N.J. 
Understanding Math - Part I. 
ED 072 980 
Understanding Math - Part II. 
ED 072 981 
Understanding Math - Teachers Guide. 
ED 072 982 


Marin Community Coll. District, Kentfield, 
Calif. 
Environmental Impact Report, November 15, 
1972. Indian Valley Colleges Project. 
ED 073 752 


Marin County Superintendent of Schools, 
San Rafael, Calif. 
A Social Studies Curriculum for a Modern 
World. The Marin Social Studies Project. Final 


Report. 
ED 070 708 


Marion County Board of Public Instruction, 
Ocala, Fla. 
Alternative Approaches to Instruction and 
Scheduling of Middle School EMR Students. 
ED 077 162 


Marketing Science Inst., Cambridge, Mass. 
Appraising the Economic And Social Effects of 
Advertising. A Review of Issues and Evidence. 

ED 074 776 


Marquette Univ., Milwaukee, Wis. School of 
Education. 
A li of the 
Poradion in Counseling Research. 
ED 074 409 


Marshall Independent School District, Tex. 
The Impact of Resource Room Instruction on 
Academic Achievement of L/LD Students. 

ED 078 611 
The Impact of Resource Room Instruction on 
Principal and Teachers’ Attitudes. 

ED 078 612 


Marshall-Poweshiek Joint County School 
System, Marshalltown, Iowa. Dept. of 
Special Education 
Behavioral Development Profile. Manual I. 
Parent/Child Home Stimulation "The Marshall- 


town Project’ 
ED 079 917 


Behavioral Prescription Guide. Manual Ila: 
Communication. Parent/Child Home Stimula- 
tion "The Marshalltown Project.’ 

ED 079 918 
Behavioral Prescription Guide. Manual IIb: 
Motor. Parent/Child Home Stimulation ‘The 
Marshalltown Project.’ 

ED 079 919 


Research 





Behavioral Prescription Guide. Manual Ilc: So- 
cial. Parent/Child Home Stimulation ‘The 
Marshalltown Project.’ 

ED 079 920 


Home Stimulation of Handicapped Children: 
Parent Guide. Parent/Child Home Stimulation. 
ED 079 921 


Home Stimulation of Handicapped Children: 
Professional Guide. Parent/Child Home Stimu- 


lation. 
ED 079 922 


Marshall Univ., Huntington, W. Va. Dept. 
of Vocational-Technical Education. 
Career Education Institutes. A Report on an 
EPDA Project Entitled: Strategies for Develop- 
ing Career Education Programs. 
ED 080 710 


Education for Reality: In-Service Design for 
Teacher Orientation in Career Education. 

ED 074 255 
An Evaluation of Elementary Career Education 
Based on Language Achievement, Mathematics 
Achievement, and Occupational Awareness in 
Lincoln County, West Virginia. Volume V of 


Volume I. 
ED 074 305 


Mars Hill Coll., N.C. 
[The Teacher Education Program at Mars Hill 


College.) 
ED 072 035 


Martin Luther King, Jr. Center for Social 
Change, Atlanta, Ga. 

Institute for Nonviolent Social Change. Final 

Report. 

ED 077 811 

Marygrove Coll., Detroit, Mich. 

CORD Conducts a Feasibility Study. Final Re- 

rt. 

4 ED 070 418 

Maryland Association of Junior Colleges. 


Mathematics Div. 
Annual Newsletter 1971-72. 
ED 071 871 


Maryland Community Coordinated Child 
Care (4-C) Committee, Baltimore. 
Training for Child Care: Suggested Content for 
Minimum Training Requirements. 
ED 073 844 
Maryland Hospital Education and Research 
Foundation, Lutherville. 
A Guide to Educational and Training Programs 
in Maryland Health Careers. 
ED 071 595 


Maryland School for the Blind, Baltimore. 
A Vocational Education Program for Blind 
Children and Youth. Phase I Final Report. 

ED 072 607 


Maryland State Advisory Council on 

Vocational-Technical Education, Baltimore. 
Maryland Advisory Council on Vocational- 
Technical Education Third Annual Evaluation 


Report, 1972. 
ED 076 801 


Maryland State Dept. of Education, 
Baltimore. 
Education and the Environment. Report of a 
Multi-state Conference, November 8-10, 1971, 
Annapolis, Maryland. 

ED 075 314 


Goals and Needs of Maryland Public Educa- 
tion. A Study. 
ED 077 121 


Guidelines for Early Childhood Education. 
ED 078 918 


Records Retention and Disposition. A 
Reference Manual for Maryland Public School 


Systems. 

ED 078 557 
Wholeness in Learning: A Curriculum Guide 
= Foreign Language Programs in the Middle 


ED 076 068 
Maryland State Dept. of Education, 


Tomorrow Is Today's Dream. 
ED 075 348 





Maryland State Dept. of Education, 
Baltimore. Div. of Library Development and 
Services. 

Toward Total Library Service: An Action Pro- 


gram for Library Development in Maryland. 
ED 070 449 


Maryland State Dept. of Education, 
Baltimore. Div. of Research, Evaluation, 
and Information Systems. 
A Study of Desired Student Involvement in 
Five Selected Areas of Decision Making in 
High Schools in Maryland School Systems. 
ED 075 748 


Maryland State Dept. of Education, 
Baltimore. Div. of Vocational-Technical 
Education. 
The Maryland Career Development Project-- 
Phase I. Final Report. 
ED 074 243 
The Maryland Career Development Project (K- 
Adult): Career Exploration Workshops (Junior 
High). Second Progress Report. 
ED 079 487 


Maryland State Dept. of Education, 
Baltimore. Office of Special Education. 
A Design for a Continuum of Special Educa- 
tion Services. Interim Report. 
ED 072 604 


Maryland State Dept. of Employment and 
Social Services, Baltimore. Employment 
Security Administration. 
Occupational Outlook: Montgomery and Prince 
Georges Counties. A Forecast of Training 
Requirements for Occupations Which Will 
Hold Promise in the Next Five Years. 
ED 069 277 


Maryland State Teachers Association, 
Baltimore. Higher Education Council. 
General Report on the Program Priorities Sur- 
vey of Maryland Public Higher Educators. 
ED 067 036 


Maryland Univ., Baltimore. Dept. of 
Psychiatry. 
Social Factors in Health Care: An Evaluation 
of Selected Films and Videotapes. 
ED 076 022// 


Maryland Univ., Baltimore. School of 
Nursing. 
Development of Multimedia, Self-Instructional, 
Study Units. Fourth Annual Progress Report, 
April 1, 1972 Through December 8, 1972. 
ED 072 647 


Maryland Univ., College Park. 
Career Education for Gifted and Talented Stu- 


dents. 
ED 079 905 


Problems in the Measurement of Vocational 
Maturity. 
ED 066 666 


Maryland Univ., College Park. Coll. of 


Education. 
Behavior Modification for Teachers. 
ED 075 373 
Case Studies of Children in Head Start Planned 
Variation, 1970-1971. 
ED 069 354 


The Teacher Education Center: A Unifying 
Approach to Teacher Education. 
ED 073 072 


Maryland Univ., College Park. Computer 
Science Center. 
Document Retrieval Experiments Using Cluster 
Analysis. 
ED 072 837// 
Impact of the Cybernetic Law of Requisite 
Variety on a Theory of Information Science. 
ED 073 777 


The Maryland Refutation Proof Procedure. 
ED 072 817 


Maryland Univ., College Park. Counseling 
Center. 
The Accuracy of Self-Administration and Scor- 
ing on Holland’s Self-Directed Search. 
ED 067 968 
Attitudes Toward Student Activities. 
ED 071 604 


Black and Other Minority Admissions to Large 
Universities: A Four Year National Survey of 
Policies and Outcomes. 

ED 075 740 


Career Orientation of University and High 


School Women. 
ED 074 950 


A Comparison of Satisfied and Dissatisfied 


Users of Holland's Self Directed Search (SDS). 
ED 079 619 


Counselor Perceptions of Sexual Attitudes of 


Female University Students. 
ED 079 631 
Counselor Ratings of Male and Female Clients. 
ED 071 597 
Differential Faculty Attitudes Towards Blacks, 


Females and Students in General. 
ED 074 418 


The Effect of Audio and Video Recording on 


Clients. Research Report 2-72. 

ED 068 064 
Effect of Information on Students’ Perceptions 
of Counseling and Their Willingness to Seek 
Help. 

ED 074 396 
Freshmen Expectations of the University of 


Maryland, 1971-72. 
ED 072 743 


Grief Reactions Among University Students. 


Research Report 5-72. 
ED 068 063 


“Hey Wait a Minute, Let’s Look at the Data!” 
The Effects of Recording on Counselors and 


Clients. 
ED 073 396 


A Profile of University of Maryland (College 


Park) Undergraduates 1971-72. 
ED 067 969 


A Profile of University of Maryland, College 


Park, Freshmen, 1972-73. 
ED 077 347 


Sexist Attitudes Among Maile University Stu- 


dents. 
ED 074 421 


Student Demonstrations and Riots: Past, 


Present, and Future. 
ED 074 387 


Maryland Univ., College Park. Cultural 
Study Center. 
Correlates of Black and White University Stu- 
dent Grades Beyond the Freshman Year. 
ED 071 557 
Fall 1972 University Racial Census. 
ED 076 133 
Interracial Contact and Attitudes Among 


University Students. 
ED 071 558 


A Non-Technical Summary of Cultural Study 


Center Research 1969-1972. 
ED 077 351 


Predictors of Academic Success for University 


Students in Special Programs. 
ED 073 222 


Racial Attitudes of White University Students 


and Their Parents. 
ED 077 328 


Racism in the Public Schools: A Model for 


Change. 
ED 074 193 


Repeated Measures Effects in Racial Attitudes 


Measurement. 
ED 073 223 


Maryland Univ., College Park. Dept. of 
Industrial Education. 


A Report on the Baltimore City Funded Pro- 
ject on Problems of Urban Vocational Schools 
Using a  Cross-Discipline, Team-Teaching 
Model for Inservice Education. 

ED 073 083 
A Report on the Baltimore City Funded Pro- 
ject on Problems of Urban Vocational Schools 
Using a Cross-Discipline Team Teaching Model 
at Carver and Mergenthaler, Summer 1972. 

ED 073 087 


Maryland Univ., College Park. Dept. of 
Mesurement and Statistics. 


A Comparison of Selected Variables from the 

1965 and 1970 Doctoral Dissertations of the 

College of Education, University of Maryland. 
ED 077 427 
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Maryland Univ., College Park. Dept. of 
Physics and Astronomy. 
An Approach to Obtaining Student Evaluation 
of University Teaching; Part II - A Full Operat- 
ing Manual. 
ED 078 753 
An Approach to Obtaining Student Evaluation 
of University Teaching: Part I - A General 


Discussion. 
ED 078 810 


Energy and the Environment. 
ED 075 230 


Maryland Univ., College Park. Dept. of 
P : 


The Effect of Organizational Environment on 
Perceived Power and Climate: A Laboratory 


Study. 
ED 069 960 
The Process of Supervision in the Context of 


Motivation Theory. 
ED 079 576 


Maryland Univ., College Park. Regional 

Rehabilitation Research Inst. 
Work Measurement in 
Workshops. 


Rehabilitation 
ED 069 880 


Maryland Univ., College Park. School of 
Library and Information Services. 
A Guide to Reference Sources on Copyright. 
ED 067 130 
A Survey of Indexing and Abstracting Services 


for Water Resources Engineering. 
ED 070 503// 


Survey of Information Needs of Educational In- 


formation Specialists. 
ED 068 101 


Massachusetts Advisory Committee on 

Conservation Education, Lincoln. 

Environmental Education Task Force. 
Environmental Education Massachusetts. 1972 


Assessment with Recommendations. 
ED 071 565 


Massachusetts Advisory Council on 
Education, Boston. 
Modernizing School Governance for Educa- 
tional Equality and Diversity. Summary Report. 
ED 071 169 
Modernizing School Governance for Educa- 
tional Equality and Diversity. A Study. 
ED 071 170 


Massachusetts Bay Community Coil., 
Watertown. 
The Rehabilitation Specialist Program. A Re- 
port of a Demonstration Project for The 
Development of a Training Course for Housing 
Rehabilitation Specialists. 
ED 080 115 


Massachusetts Council of Teachers of 
English, Needham. 
A Common Wealth: Views in Massachusetts 


Humanities Education. 
ED 068 936// 


Massachusetts Developmental Disabilities 
Council, Boston. 
A Guide to Federal/State Plan Review Under 
the Provisions of the Developmental Disabili- 
ties Services and Construction Act. 
ED 071 210 


Massachusetts Inst. of Tech., Cambridge. 
The Classroom Information and Computing 
Service. 

ED 069 291// 
A Feasibility Study of a Computer-Based Man- 
power Information System for the Construction 


Industry. 
ED 078 139// 


Massachusetts Inst. of Tech., Cambridge. 
Artificial Intelligence Lab. 
A Computer Laboratory for Elementary 
Schools. Artificial Intelligence Memo Number 


246. 

ED 077 242 
NIM: A Game-Playing Program. Artificial Intel- 
ligence Memo Number 254. 

ED 077 236 


Teaching Children Thinking. Artificial Intel- 
ligence Memo Number 247. 
ED 077 241 





1126 Institution Index 


Teaching Children to be Mathematicians vs. 
Teaching About Mathematics. Artificial Intel- 
ligence Memo Number 249. 

ED 077 243 


Toward a Model of Children’s Story Com- 


prehension. 
ED 078 372// 
Twenty Things to Do With a Computer. Artifi- 
cial Intelligence Memo Number 248. 
ED 077 240 


Massachusetts Inst. of Tech., Cambridge. 
Dept. of Metallurgy and Materials Science. 
Computer Assistance for Writing Interactive 
Programs: TICS. 
ED 078 646 


Illustrations of Conversational, Inquiry, 
Problem-Solving, and Questionnaire Type In- 
teractions Within The TICS System. 

ED 077 245 
TICS: A System For The Authoring and 
Delivery Of Interactive Instructional Programs. 
ED 077 246 


Massachusetts Inst. of Tech., Cambridge. 
Dept. of Urban Studies and Planning. 
Project ADAPT (Report Number 2): Review 
and Assessment of Post-Orientation Careers of 
Project Participants. Aerospace Employment 
Project. Final Report. 
ED 070 814 


Massachusetts Inst. of Tech., Cambridge. 
Electronic Systems Lab. 
INTREX Buffer-Controller Display System 
Operation and Software. 
ED 070 506 


Massachusetts Inst. of Tech., Cambridge. 
Office. 
Child Care is Everybody's Baby: A Com- 
prehensive Report of Child Care Services, Past, 
Present, and Future at M.1.T. Final Child Care 
P Ils as A ted by M.LT. 
ED 071 777 


Research and Demonstration Program of Day 
Care Services for M.I.T. Employees. Interim 


Report. 
ED 071 776 


Massachusetts Inst. of Tech., Cambridge. 
Sensory Aids Evaluation and Development 
Center. 
Development and Demonstration of Communi- 
cation Systems for the Blind and Deaf/Blind. 
Braille Communication Terminals and Tactile 
Paging Systems. Final Report. 
ED 074 663 


Transcription of ‘‘In Darkness” via DOTSYS Ill 
and the BRAILLEMBOSS. 





ED 074 661 


Massachusetts Inst. of Tech., Lexington. 
Lincoln Lab. 
Educational Technology Program. Quarterly 
Technical Summary Report, | December 1971- 
29 February 1972. 
ED 072 609// 


Educational Technology Program. Quarterly 
Technical Summary, 1 March - 31 May 1972. 
ED 074 698// 


Massachusetts Inst. of Technology, 
Cambridge. Operations Research Center. 
Optimal Linear Ordering of Information Items. 
ED 068 140// 


Massachusetts State Advisory Committee to 
U.S. Commission on Civil Rights, Boston. 
Issues of Concern to Puerto Ricans in Boston 
and Springfield. 
ED 069 823 


Massachusetts State Board of Higher 
Education, Boston. 
The Open University. A Preliminary Report. 
ED 072 721 


Massachusetts State Dept. of Education, 
ge oe 


aleidoscope 7: Winter 1973. Special Issue: 
E S.E.A. Title Ill Projects in Massachusetts. 
ED 077 567 
Massachusetts Application of National Assess- 
ment Items in Citizenship and Science. 
ED 075 490 
Massachusetts Fourth Grade Testing Program 


1971. 
ED 075 489 


Massachusetts State Dept. of Education, 
Boston. Bureau of Library Extension. 
Massachusetts Long-Range Under 
Library Services and Construction Act, (P.L. 
91-600). 
ED 069 320 


Massachusetts State Dept. of Education, 
Boston. Div. of Soonpanenes Education. 
Occupational Safety and Health Programs in 
Career Education. 
ED 078 185 


Project CAREER/Career Development Process 
for the Handicapped. Interim Report (July 1, 
1972-November 15, 1972). 

ED 070 824 
Project CAREER Process as It Relates Particu- 
larly to Project CAREER/Handicapped. 

ED 078 163 


Massachusetts State Office for Children, 
Boston. 
The Office for Children: A New Approach to 
the Development of Children’s Services in Mas- 


sachusetts. 
ED 078 894 
Massachusetts Teachers Association, Boston. 


Education Finance Reform in Massachusetts: 
Meeting the Constitutional Demands of Ser- 


rano v. Priest. 
ED 078 584 


Massachusetts Univ., Amherst. 
A Critical Review of Strategies Intended to 
Modify Behavior. 
ED 066 899 


The Development of Audiologic Criteria to 
Differentiate Between Auditory Thresholds and 
Cutile Thresholds of Deaf Children. Final Re- 


port. 

ED 071 250 
The Experimental Validation of an Evaluation 
Model for Mastery Testing. Final Report. 

ED 069 702 
Modernizing School Governance for Educa- 
tional Equality and Diversity. Summary Report. 

ED 071 169 
Modernizing School Governance for Educa- 
tional Equality and Diversity. A Study. 

ED 071 170 
Peer Counseling and Professional Responsibili- 


ty. 
ED 066 679 
Personality Development in Public School Chil- 
dren. Final Report. 
ED 071 249 


Massachusetts Univ., Amherst. Cooperative 
Extension Service. 
A Study of Inner City Cooperative Extension 
Work in Selected States and Cities in the 


Northeast. 
ED 079 608 


Massachusetts Univ., Amherst. Dept. of 
Human Development. 


Socialization and Career Orientation Among 
Black and White College Women. 
ED 074 412 


Massachusetts Univ., Amherst. Dept. of 


The Role of Comprehension in Learning 
Concrete and Abstract Sentences. 
ED 074 443 


Massachusetts Univ., Amherst. Human 
Relations Center. 
The Clinician as Teacher of Interpersonal 
Skills. Let’s Give Away What We've Got. 
ED 073 398 


Massachusetts Univ., Amherst. Labor 
Relations and Research Center. 
Discussions You Can Lead: A Guide for 
Discussion Leaders. 
ED 075 706 


Massachusetts Univ., Amherst. Office of 
Institutional Studies. 
On Developing a List of Institutions Com - 
ble to the University of Massachusetts. Phase 
Il: The Institutional Data Card. 
ED 067 020 


Massachusetts Univ., Amherst. School of 
Education 


The Development of Three Applied Research 
Training Programs. 


ED 074 984 
Futures Information Interchange. 

ED 080 422 
Simulated Administration of a Regular 
Guidance Operation (SARGO). 

ED 069 993 
(Teacher Preparation Programs. } 

ED 075 430 
In Touch. Dedicated to the Education of 
Young Children. Volume II, Number 3. 

ED 079 207 


Mathematical Association of America, 
Lincoln, Nebr. Committee on High School 
Contests. 

{Annual Mathematics Examination, 1966- 


1972.] 
ED 070 634 


Matrix Research Co., Alexandria, Va. 

Test Administrator’s Handbook and Student In- 
structions for Job-Task Performance Tests for 
Doppler Radar, AN/APN-147 and its Com- 
puter AN/ASN-35, and Associated Test Equip- 
ment and Hand Tools. Report for June- 
December 1972. 

ED 075 723// 


Mayor’s Office for Senior Citizens, Chicago, 
Ii. 


Why Organize a Reti it Program? How to 
Organize a Retirement Program. 
ED 078 293// 


McDonnell Douglas Astronautics Co. - East, 
ee 


Relationships Between Design Characteristics 
of Avionics Subsystems and Training Cost, 
Training Difficulty, and Job Performance. Final 
Report, Covering Activity from 1 July 1971 
Through 1 September 1972. 

ED 076 007 


McGill Univ., Montreal (Quebec). 
Microteaching: A Brief Review. 





ED 066 863 
User’s Guide to “MULE”; McGill University 
Language for Education. A Computer-Assisted 


Instruction Author Language. 
ED 066 862 


McGill Univ., Montreal (Quebec). Center 
for Learning and Development. 


The Interaction of Divergence and Conver- 
gence of Students and Teachers with Personali- 
ty and Instructional Variables Affecting Educa- 
tional Outcomes. 

ED 075 744 


McGill Univ., Montreal (Quebec). Dept. of 


Development of Resolution in Children’s Ap- 


preciation of Humor. 
ED 076 231 


McGill Univ., Montreal (Quebec). School of 
Nursing. 
The Development of Clinical Nursing Situa- 
tions on Videotape for Use via Closed-Circuit 
Television in the Teaching of Nursing. Final 
Report. 
ED 074 286 
McKeesport Area School District, Pa. 
A Long-Range Development Program. 
ED 079 814 
McMaster Univ., Hamilton (Ontario). 
The Development of the Ability to Understand 
Numerical Symbols. 
ED 080 195 


Mead Technology Labs., Dayton, Ohio. 
Chinese/Japanese Input Feasibility Study. Final 
Technical Report. 

ED 078 876// 


Medical Library Association, Chicago, Ill. 
Standards for Medical Library Technicians, 
Medical Library Association. 

ED 071 705// 


Meeker School District RE-1, Colo. 
Meeker Schools ICDC [Integrated Career 
Development Curriculum] Implementation 
Case Study. 
ED 079 008 





Memorial Univ., St. John’s (Newfoundland). 
Developing an Understanding of Hypothesis 
Formation and Testing in Science, Two Con- 

sti bod App h 
ED 079 032// 

Memphis City School System, Tenn. 
Computer Profile of School Facilities Energy 
Consumption. 

ED 078 508 


An English Program for Junior and Senior High 
Schools (Grades 7-12). 
ED 072 455 





Memphis State Univ., Tenn. 
Secondary School Attitudes Toward Memphis 


State University. Research Report. 
ED 077 375 


The Summer of 72: An Assessment of the 
Adult Basic Education Institutes in Tennessee, 


1972. 
ED 070 949 


Memphis State Univ., Tenn. Bureau of 
Educational Research and Services. 
A Small College Information System. Report of 
an Administrative Improvement Project in Data 
Processing at Freed-Hardeman College, Hen- 
derson, Tennessee. 
ED 072 751 


Memphis State Univ., Tenn. Dept. of 
Eiementary Education. 
Early Childhood Education Leadership Con- 
ference (Memphis, Tennessee, April 25-26, 
1969) “In a Nutshell”. 
ED 077 592 


Memphis State Univ., Tenn. Dept. of Special 
Education and Rehabilitation. 
The Effect of Teaching Styles on Student 
Behaviors as Related to Social-Emotional 
Development. 
ED 075 376 


Memphis State Univ., Tenn. Reading 
Center. 
A Readability Analysis of Reading Materials 
Used in Adult Basic Education. 
ED 067 627 


Memphis State Univ., Tenn. Regional 
Economic Development Center. 
Planning Jobs for People. Annual Report, No. 
5, 1 July 71-30 June 72. 
ED 079 604// 


Memphis State Univ., Tenn. School of 
Education. 
Resident Intern Program. 
ED 073 073 


Menomonie Public Schools, Wis. 
Environmental Activities, K-12 Environmental 


Education Program, Summer Workshop 1972. 
ED 079 068 


Mental Hygiene Inst., Inc., Montreal 
(Quebec). 
An Evaluation of Some Family Life Education 


Services. 
ED 080 159 


Mentec Corp., Los Angeles, Calif. 
How to Maintain a Social Reinforcement Pro- 


gram. 

ED 070 839 
How to Train Supervisors in Behavior Modifi- 
cation. 

ED 070 837 
Job/Behavioral Analysis Manual. 

ED 070 836 
Operation Pathfinder: Shaping Work Behavior 
of Ex-Offenders and Other Disadvantaged Peo- 
ple Using Social Reinforcement Techniques. 
Final Report (September 1969-April 1972). 

ED 070 840 


Supervisory Workbook on Behavior Modifica- 
tion. 
ED 070 838 


Mercy Coll. of Detroit, Mich. 
Validating Performance Models for Re-Educat- 
ing Certified Urban Teachers in Multicultural 
Dimensions. Final Report. 
ED 072 162 


Merrimack Education Center, Chelmsford, 


Education: Targeted Information 
ED 072 310 
An Innovative Approach to Pulic School Staff 
Development. A Collaborative Mode. 
ED 069 602 
Local Curriculum Exchange Project. 
ED 078 881 
Preparing Educators in an In-Service Program 
in Learning Disabilities. 
ED 075 967 
Mesa Public Ariz. 
The Effect of Incentives on Reading Readiness 
Skills. Final Report. 
ED 075 093 


Metric Association, Inc., Waukegan, Ill. 
Bibliography of the Metric System. 
ED 078 202 


Metrication Board, London (England). 
Going Metric: Looking Ahead. Report of the 
Metrication Board for 1971. 

ED 073 230// 


Metropolitan Detroit Bureau of School 
Studies, Inc., Mich. 
Busing, Taxes, and Desegregation. Special 
Monograph No. 4. Management Series. 
ED 073 535// 
Inside the Management Team. A Study of 
Management Team Patterns of School Or- 
ganizations Including the Role of the Superin- 
tendent, Decisionmaking and the Professional 
Welfare of Administrators. Research Mono- 


graph No. 1. 
ED 075 923// 


Metropolitan Junior Coll. District, Kansas 
City, Mo. 
1971 - 1972 Student Attrition: Antecedent and 
Consequent Factors. 
ED 070 435 
Research Memorandum, Vol. 1, No. 1. 
ED 076 192 
The Status of Women in Higher Education and 
the Professions: Metropolitan Junior College 
District, 1971-1972. 
ED 070 436 


Metropolitan Junior Coll. District, Kansas 
City, Mo. Office of Educational 
Development and Research. 
Assessment of Community College Enrollment 
Patterning: A Sociocultural Analysis. 
ED 078 834 


Metropolitan School Study Council, New 


York, N.Y. 
Program Evaluation: An Overview. 
ED 078 084 


Metropolitan Toronto and Region 
Conservation Authority, Downsview 
(Ontario). 
Guide to Pre-Planning. A Guide to be Used in 
Preparation of Classes Attending Albion Hills 
Conservation Field Centre or Claremont Con- 
servation Field Centre. Revised Edition. 
ED 080 266 


Metropolitan Toronto School Board 
(Cnatario). Study of Educational Facilities. 
Hints for Survival in Open Plan Schools. 
ED 074 611 


Meyer (Robert S.) and Associates, Walnut 
Creek, Calif. 
Two Fineless Years, A History, Analysis, and 


Evaluation. 
ED 072 788 
Miami-Dade Junior Coll., Fla. 


Alternatives for Man and _ Environment, 


Revised Curriculum. 

ED 071 856 
Implementing Law Enforcement Training: A 
Suggested Basic Training Program. 

ED 072 210 
An Input-Output Assessment of Community 
College Graduates. 

ED 075 020 


Man and Environment, Study Guide, Volume 
One. 
ED 071 855 


Institution Index 1127 


An Overview of the Scope and a Description of 
the Components of Man and Environment 
Television Learning System. 

ED 067 875 


Miami-Dade Junior Coll., Fla. Dept. of 
Educational Research. 
Learning Options and Student Achievement: 
Test of a Model in a Large Urban Community 
College. Inner College Report Number 2. 
ED 073 746 
Predicting Who Will Withdraw During Their 
First Semester of Attendance at Miami-Dade 
Junior College, South Campus. 
ED 078 830 


Miami-Dade Junior Coll., Fla. Div. of Allied 
Health Studies. 
The Curriculum Development Project for the 
Medical Laboratory Technology Program at 
Miami-Dade Junior College, Miami, Florida. 


Final Report. 
ED 074 233 


Miami Univ., Coral Gables, Fla. 
Why Don't They Teach the Teachers to Teach? 
ED 068 448 


Miami Univ., Coral Gables, Fla. School of 
Education. 
Emerging Identity through Movement. 
ED 073 854 


Miami Univ., Oxford, Ohio. 
A Research Study in the Development of Ef- 
fective Means of Altering the Attitudes of Ele- 
mentary School Teachers Toward Vocational 


Education. 
ED 068 726 


Miami Univ., Oxford, Ohio. School of 
Education. 
Admission, Retention and Guidance of Teacher 


Candidates. 
ED 072 038 


Michigan Council of Teachers of English, 
Ann Arbor. 
Critical Resources in Afro-American Litera- 
ture: A_ Bibliography of Paperbacks for 


Teachers. 

ED 068 987 
Producing a Multimedia Presentation. 

ED 066 761 


Michigan Education Association, East 


Michigan Education Association, Division of 
Minority Affairs, Annual Report, August 1972. 

ED 069 446 
Reading Inservice Program. 

ED 071 055 
A Selected Annotated Bibliography of Material 
Relating to Racism, Blacks, Chicanos, Native 
Americans, and Multi Ethnicity. Volume I. 

ED 069 445 


Michigan Environmental Education 
Association. 
Developing an Environmental Education Pro- 


gram, K-12. 
ED 071 867 


Michigan Law Enforcement Officers 
Training Council, East . 
Instructor Guidelines Basic Training Manual. 
ED 073 314 


Michigan School for the Blind, Lansing. 
Environmental Programming for the Deaf- 
Blind. 

ED 069 057 
A Handbook for Parents of Deaf-Blind Chil- 


dren. 
ED 067 803 


Michigan Speech Association. 


Debate in the Secondary School, MSA Curricu- 


lum Guide 4. 

ED 069 000 
Discussion in the Secondary School, MSA Cur- 
riculum Guide 5. 

ED 069 001 


Dramatic Arts in the Secondary School, MSA 
Curriculum Guide 6. 

ED 069 002 
Oral Interpretation in the Secondary School, 
MSA Curriculum Guide 7. 

ED 069 003 
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Radio, Television, and Film in the Secondary 


School, MSA Curriculum Guide 8. 
ED 069 004 


Radio, Television, and Film in the Secondary 


School. 
ED 079 926// 
Speech Activities in the Elementary School, 


MSA Curriculum Guide 1. 
ED 068 997 


Speech and Drama in the Intermediate School, 


MSA Curriculum Guide 2. 
ED 068 998 


Speech Communication in the High School, 


MSA Curriculum Guide 3. 
ED 068 999 


Michigan State Board of Education, 
Lansing. 
Educational Telecommunications. Cable Con- 


ference. 
ED 079 966 


Michigan State Commission on Indian 
Affairs, Lansing. 
The Indian in Michigan: Ottawa; Chippewa; 
Potawatomi. John E. Munson Michigan History 


Fund Kit Number 1. 
ED 068 264 


A Study of the Socioeconomic Status of 


Michigan Indians, 1971. 
ED 075 127 


Michigan State Dept. of Education, Lansing. 
The Common Goals of Michigan Education, 
Tentative. 

ED 078 016 
Drug Education Guidelines. 

ED 074 416 
Local District and School Report: Explanatory 
Materials. The Third Report of the 1971-1972 
Michigan Educational Assessment Program. 

ED 068 504 


Local District Results: Michigan Educational 
Assessment Program. 

ED 067 525 
The Michigan Planning Study for Follow 
Through. Interim Report to U.S. Office of Edu- 
cation. 

ED 074 025 
Objectives and Procedures: The First Report of 
the 1972-73 Michigan Educational Assessment 


Program. 
ED 073 139 
Performance Contracting - Accountability and 


the Michigan Education Program. 

ED 069 746 
A Study of Elementary and Secondary Social 
Studies Textbooks: Part I, The Textbook Re- 
port; Part Il, The Textbook Reviews. 

ED 077 788 


Michigan State Dept. of Education, Lansing. 
Bureau of Library Services. 
The Long Range Plan of the Michigan Depart- 
ment of Education for Library Services 
Throughout the State. 
ED 070 486 


Michigan State Dept. of Education, Lansing. 
Div. of General Education. 
Current Report on Career Development Pro- 
jects, 1972-1973. 
ED 073 295 


Michigan State Dept. of Education, Lansing. 
Div. of Vocational Education. 
The Cooperative Vocational Program. Multi- 
Media and Simulated Cases for Pre-Service and 
In-Service Development of Teacher-Coordina- 
tors. Final Report. 
ED 068 676 


Michigan State Dept. of Education, Lansing. 
Research, Evaluation, and Assessment 
Services. 

Background and Attitude Questionnaire Items 


and A Priori Weights. Table 4. 
ED 072 090// 
Distribution of Educational Performance and 
Related Factors in Michigan. The Sixth Report 
of the 1970-71 Michigan Educational Assess- 
ment Program. 
ED 072 088 


Educational Assessment and District Enroll- 
ment in Michigan. The Seventh hr of the 
1970-71 Michigan Educati 

Program. 





ED 072 086 


Levels of Educational Performance and Re- 
lated Factors in Michigan. The Fifth Report of 
the 1970-71 Michigan Educational Assessment 


Program. 
ED 072 087 


Technical Report of the 1970-71 Michigan 
Educational Assessment Battery. The Ninth Re- 
port of the 1970-71 Michigan Educational As- 
sessment Program. 

ED 072 089 


Michigan State Dept. of Labor, Detroit. 
Michigan Employment Security 
Commission. 


1972 Post Season Rural Manpower Report. 
ED 080 225 


Achieving Manpower Goals Through More Ef- 
fective Employer Services Programs. Final Re- 


port. 

ED 078 175 

Employer Services Activities and Manpower 
Policy. Interim Report. 

ED 075 589// 


Guidelines for Installing and Maintaining an Ef- 
fective Employer Services Program Locally. 
Final Report. 

ED 078 176 


Michigan State Univ., East Lansing. 
The Cooperative Vocational Program. Multi- 
Media and Simulated Cases for Pre-Service and 
In-Service Development of Teacher-Coordina- 


tors. Final Report. 
ED 068 676 


A Longitudinal Study of the Social Develop- 
ment of Three-and Four-Year-Old Children in 
a Preschool Program. 

ED 068 883 
A Study of the Relationship of the Factors of 
Organizational Climates of Low  Socio- 
Economic Status Elementary Schools to the 
Political Orientations of Fifth Grade Students. 


Final Report. 
ED 074 001 


Michigan State Univ., East Lansing. 
Agricultural Experiment Station. 
Linkages of Mexico and the United States. 
Study Based on Modified Probability Samples 
of Rural Michigan, the U.S. General Public, 
Spanish-speaking Latinos of the Southwestern 
United States, Urban Mexico, and Rural Mex- 


ico. 

ED 075 124 
Mexican Americans in Transition: Migration 
and Employment in Michigan Cities. Final Re- 
port. 


ED 079 471 
Profiles of Rural Youth: A Decade of Migra- 
tion and Social Mobility. Research Report 178, 
Development and Public Affairs. 

ED 073 884 
Selected Attitudes and Opinions of Michigan’s 
Rural Population. Research Report 169, 
Development and Public Affairs. 

ED 073 883 


Michigan State Univ., East Lansing. Center 
for Rural Manpower and Public Affairs. 
Manpower Planning for Jobs in Rural America. 
Proceedings of a Conference (Michigan State 
University, December 14-15, 1972). 
ED 075 155 


Michigan State Univ., East Lansing. Center 
for Urban Affairs. 
Survey of Minority Participation on Michigan 
Newspapers and in Michigan Schools of Jour- 


nalism. Research Report No. 8 
ED 075 107 


Michigan State Univ., East Lansing. Cvll. of 
Agriculture and Natural Resources 
Education Inst. 
Communication between Administrative-Pro- 
gram Staff and Field Staff in the Michigan 
Cooperative Extension Service. 
ED 073 341 


Job Market Situation Survey for Agricultural 
Communication Graduates. 
ED 072 319 


Reader Survey for INSECT ALERTS. 
ED 072 318 


Michigan State Univ., East Lane 
Cooperative Extension Service. 
Instant Writing Course. "self Instruction 
Manual. 


ED 073 342 


Michigan State Univ., East Lansing. Dept. 
of Communication. 


The Communication Environment of the Urban 


Poor. 

ED 075 553 
Communication in Development: Modifications 
in the Classical Diffusion Model for Family 


Planning. 
ED 072 329 


Field Experiments of Family Planning Incen- 


tives. 

ED 074 317 
Taboo Communication and Social Change: 
Family Planning in Asia, and Some Suggested 
Modifications in the Classical Diffusion Model. 


ED 073 366 
Michigan State Univ., East Lansing. Dept. 
of Psychology. 


Neurophysiological Factors in Spatial Develop- 
ment. 
ED 080 163 


Michigan State Univ., East Lansing. 
Educational Development Program. 
Educational Development at Michigan State 
University. Report Number 4. 
ED 067 027 


Educational Development at Michigan State 
University. 
ED 067 030 


Michigan State Univ., East Lansing. Inst. 
for Community Development. 
M.E.T.R.O.: A Gaming Simulation. Report on 


Phase I. 
ED 066 885 


Michigan State Univ., East Lansing. Inst. 

for International Studies in Education. 
Bibliographies in Non-Formal Education. 
Number 1: Non-Formal Education in 


Anthropological Perspective. 
ED 068 428 


Program of Studies in Non-Formal Education. 
A Report to the Administrator’s Advisory 


Council. 
ED 079 196 


Michigan State Univ., East Lansing. Mott 
Inst. for Community Improvement. 

Community-Based Teacher Education Pro- 

grams. 

ED 077 883 

Michigan State Univ., East Lansing. Office 
of Evaluation Services. 

An Alternative Analysis for the Situational At- 


titudes Scale. 
ED 072 104 


Michigan State Univ., East Lansing. Office 
of Institutional Research. 
A New Look at Tenure: A Management Im- 


perative. 
ED 080 097 


Michigan State Univ., East Lansing. Office 
of Studies in Continuing Education. 
Bibliography on Continuing Education. 
ED 078 242 
Lifelong Learning. Bibliography on College and 
University Related Programs of Formal and 
Nonformal Education for Adults. 
ED 078 243 


Michigan State Univ., East Lansing. 
Regional Instructional Materials Center for 
Handicapped Children and Youth. 
Abstractors Manual. Fourth Edition. 
ED 078 606 


Automated Braille System (Autobraille). Dis- 
semination Document No. 3. i, 
ED 078 609 


DUB: A Format for Writing Descriptive Litera- 


ture. Dissemination Document No. 9. 
ED 078 604 


Educational Uses of Cartridge Tapes. Dis- 
semination Document No. 11. 

ED 078 605 
Evaluation of Instructional Materials. Position 
Paper No. 1. 

ED 078 610 


Keypunching Manual. Third Edition. 
ED 078 608 





Operations of a Small Computer-Assisted Infor- 
mation Center; The Information Needs of the 
Users of a Regional Special Education Instruc- 
tional Materials Center. 

ED 071 690 


A Recorded Aid for Braille Music. Paper No. 
3. The Prospectus Series. 
ED 077 177 


Regional Information Centers: A Frontier in 
Small Library Automation. Dissemination 


Document No. 12. 
ED 078 607 


Selective Observation Simulator (SOS). Dis- 
semination Document No. 2. 
ED 077 179 


Simulation and Recording Device for Research 
in Programmed Instruction, Paper No. 5. The 
Prospectus Series. 

ED 077 176 


Survey of Special Education Teacher Popula- 
tion of Indiana, Michigan and Ohio with Spe- 
cial Reference to Consultant Effectiveness. 
Monograph Series No. 5. 


ED 077 175 
Variable-Interval Sequenced-Action Camera 


(VINSAC). Dissemination Document No. 1. 
ED 077 178 


Michigan State Univ., East Lansing. Univ. 
Coll. 


General Studies: A Trend in Higher Education 


in the Seventies. 
ED 076 134 


Michigan State Univ., East Lansing. 
Women’s Steering Committee. 

Report to the President of Michigan State 
University by The Women’s Steering Commit- 


tee 
ED 078 730 


Michigan Student Environmental 
Confederation, Lansing. 

Developing an Environmental Education Pro- 

gram, K-12. 

ED 071 867 

Michigan Univ., Ann Arbor. Architectural 
Research Lab. 

Some Sensible and Outrageous Ideas for the 

Future--Community Services and Facilities for 

Young Children. 


ED 068 170//: 


Michigan Univ., Ann Arbor. Center for 
Research on Language and Language 
Behavior. 

Language and Language Behavior Abstracts. 


Final Report. 
ED 066 978 


Michigan Univ., Ann Arbor. Center for 
Research on Learning and Teaching. 
An Evaluative Review of Uses of Computers in 
Instruction, Project CLUE (Computer Learning 


Under Evaluation). Final Report. 
ED 078 696 


Michigan Univ., Ann Arbor. Center for 
Research on Utilization of Scientific 
Knowledge. 
Planning and Social Systems: Organizations as 
a Special Case. A CRUSK-ISR Working Paper. 
ED 075 894 
The Tavistock Group Relations Conference: 
Description and Comparison with Laboratory 


Training. A CRUSK-ISR Working Paper. 
ED 075 895 


Michigan Univ., Ann Arbor. Center for the 
Study of Higher Education. 
Assessing Quality in Doctoral Programs: 


Criteria and Correlates of Excellence. 
ED 078 728 


Some Organizational Implications of a Manage- 
ment Information System. Occasional Papers. 
ED 077 356 
Michigan Univ., Ann Arbor. Commission on 
Resource Allocation. 
The Budgetary Process at the University of 
Michigan. 
ED 072 727 


Michigan Univ., Ann Arbor. Dept. of 


Extinction of Conservation and Transitivity of 
Weight. 


ED 078 933 
Trends in Child Care Legislation from the Per- 
spective of the National Research Council Ad- 
visory Committee on Child Development. 

ED 070 507 


Michigan Univ., Ann Arbor. English 
Language Inst. 
English Pattern Practices: Establishing the Pat- 
terns as Habits. 
ED 072 670// 


Michigan Univ., Ann Arbor. Environmental 
Simulation Lab. 
Coding Instructions, Worksheets, and 
Keypunch Sheets for M.E.T.R.O.-APEX Simu- 


lation. 

ED 075 261 
A Selected List of Urban and Environmental 
Gaming/Simulations. 

ED 067 228 


Michigan Univ., Ann Arbor. Inst. for Social 


Research. 
Facts and Fiction About the American Work- 


ing Woman. 
ED 074 235 


Problems of Advocacy. 

ED 067 584 
Pupil-Teacher Adjustment and Mutual Adapta- 
tion in Creating Classroom Learning Environ- 
ments. Final Report. 

ED 068 416 


Michigan Univ., Ann Arbor. Inst. for the 
Study of Mental Retardation. 
Advocacy for the Legal and Human Rights of 


the Mentally Retarded. 
ED 072 582 


Environmental Forces Impinging Upon Normal 
and Disturbed Children in a Regular Class- 
room. Final Report. 

ED 071 262 


Michigan Univ., Ann Arbor. Inst. of Labor 
and Industrial Relations. 
Aspiration Vs. Opportunity: “Careers” in the 
Inner City. Policy Papers in Human Resources 
and Industrial Relations, Number 20. 
ED 080 624// 
Discrimination in Employment: An Appraisal 
of the Research. Policy Papers in Human 
Resources and Industrial Relations 16. 
ED 074 256// 
Rural Worker Adjustment to Urban Life: An 
Assessment of the Research. Policy Papers in 
Human Resources and Industrial Relations 15. 
ED 074 242// 


Michigan Univ., Ann Arbor. International 
Data Archive and Analysis Center. 
International Data Archive and Analysis 


Center. I. International Relations Archive. II. 
Voluntary International Coordination. III. At- 


tachments. 
ED 068 397// 


Michigan Univ., Ann Arbor. Medical Center 
Library. 
University of Michigan Medical Center Library: 
MEDLARS Cumulative Report 1966 - 1972. 
ED 069 297 


Michigan Univ., Aun Arbor. Office of 
Research Administration. 


Countermeasures for Young Drivers. Final Re- 
port. 
ED 076 834// 


Michigan Univ., Ann Arbor. School cf 


Education. 
The Educational Day Care Consultation Pro- 


gram. 

ED 067 157 
Proceeding of Conference on Multi-Ethnic 
Curriculum and the Changing Role of the 


Teacher. 

ED 074 159 
Proceedings of Conference on Development in 
School Desegregation and the Law. 

ED 074 157 


Proceedings of Conference on the Personnel 
Director in the Desegregation Process. 

ED 074 158 
Proceedings of Conference on the Role of the 
Principal in the Desegregation Process. 

ED 074 160 
The Regents of The University of Michigan and 
the Legislature of the State, 1920-1950. 
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ED 074 948 
Resources for School Change I: A Manual on 
Issues and Programs in Training Educational 


Change. 
ED 069 044 
Resources for School Change III: A Manual on 
Issues and Strategies in Resource Utilization. 
ED 069 046 
Resources for Social Change II: A Guide for 
School Administrators. 


Institution Index 


ED 069 045 


Michigan Univ., Ann Arbor. School of 
Library Sciences. 
Women in the Library Profession: Leadership 


Roles and Contributions. 
ED 077 514 


Michigan Univ., Ann Arbor. Survey 
Research Center. 
Survey of Working Conditions. Final Report on 


Univariate and Bivariate Tables. 
ED 067 495 


Youth in Transition: Volume V, Young Men 


and Military Service. 
ED 072 185 


Michigan Univ., Ann Arbor. Univ. 


Libraries. 
Education of Adults; A Bibliography. 
ED 079 583 


Microdata Corp., Santa Ana, Calif. 
Microprogramming Handbook. Second Edition. 
ED 069 113// 


Mid-Atlantic Regional Interstate Planning 
Project. 


Urban Education Project. ESEA Title V-505. 
ED 070 751 


MIDCO Educational Associates, Inc., 
Denver, Colo. 
Investigation of the Effects of Parent Participa- 
tion in Head Start. Final Technical Report. 
ED 080 215 
Investigation of the Effects of Parent Participa- 


tion in Head Start. Non-Technical Report. 
ED 080 216 


Investigation of the Effects of Parent Participa- 
tion in Head Start. Appendices to the Final 


Technical Report. 
ED 080 218 


Perspectives on Parent Participation in Project 
Head Start: An Analysis and Critique. 
ED 080 217 
Mid-Continent Regional Educational Lab., 
Inc., Kansas City, Mo. 
Case Study: Description and Development of 


the ISD Program in Inquiry. 
ED 077 859 


Instructional Staff Development. Component 1: 
Orientation to Inquiry. 
ED 077 851// 


Instructional Staff Development. Component 2: 
Inquiry Influence. 
ED 077 852// 


Instructional Staff Development. Component 3: 


Inquiry Behaviors. 
ED 077 853// 


Instructional Staff Development. Component 4: 


Behavioral Objectives. 
ED 077 854// 


Instructional Staff Development. Component 5: 


Pupil Centered Inquiry. 
ED 077 855// 


Instructional Staff Development. Component 6: 
Affective Attitudes Which Promote Inquiry. 
Trainer’s Manual. 

ED 077 856// 


Overview of the Instructional Staff Develop- 
ment Program. 
ED 077 860 


Mid-Continent Scientific, Chicago, Il. 
Environmental Reference Series, Conservation 


and Wildlife. 
ED 072 972// 


Environmental Reference Series, Earth and En- 
vironment Studies, Part I. 
ED 072 969// 


tal Ref Series, Earth and En- 
tal Studies, Part II. 
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ED 072 970// 
Environmental Reference Series, National 


Ecology Centers. 
ED 072 971// 
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Middlesex County Vocational and Technical 
High Schools, New Brunswick, N.J. 


Strength of Materials--Machinists. 
ED 072 244 


Middle States Association of Colleges and 
Secondary Schools, New York, N.Y. 
The Master’s Degree. 
ED 078 752 


Mid-Eastern Ohio Library Organization. 
Libraries in Mid-Eastern Ohio: An Overview 
and Guide for Future Planning. 

ED 077 519 


Mid State Educational Consultants, Normal, 
An Analysis of the Process, Intent, Distribu- 
tion, and Effects of Priority Funding for Voca- 
tional and Technical Education in the State of 
Illinois. 

ED 079 525 
A Benefit-Cost Analysis of Vocational-Occupa- 
tional Training at Selected Illinois Junior Col- 
leges. 

ED 079 527 
The Distribution and Effects of Vocational and 
Technical Education Funding in Illinois in 
Fiscal Year 1972. 

ED 079 491 
Survey Study of Selected Illinois Vocational 
Education Personnel: Qualifications, Needs, 
Trends, and Implications. Final ee 

ED 079 524 


Midwest Association of Student Financial 
Aid Administrators, Bloomington, Ind. 
Income Contingent Loans: Conceptual and Ap- 
plied Framework for the Small College. 
ED 077 404 


Midwestern Regional Library System, 
Kitchener (Ontario). 
Serials for Information Services; Report on a 
Survey to Examine Current Subscriptions of 
the Major Libraries of the Midwestern Re- 
gional Library System to a Selected List of In- 
dexed Serial Titles. 
ED 069 302 


Midwest Modern Language Association, 
Iowa City, Iowa. 
Criticism and Culture: Papers Presented at the 
Annual Meeting of the Midwest Modern Lan- 
guage Assn. (St. Louis, October 23-25, 1969). 
ED 077 013// 


Migrant Action Program, Mason City, 
Iowa. 
Migrant Action Program. Annual Report, 1972. 
ED 072 903 


Migrant Legal Action Program, Inc., 
Washington, D.C. 
Court Action for Migrants. 
ED 077 608 


Miles Coll., Birmingham, Ala. 
[Report on the Summer Institute on the 
Teaching of Humanities at Miles College in 
1969.] 
ED 068 011 


Milford Exempted Village Schools, Ohio. 
Milford Visual Communications Project. 
ED 075 823 


Milford Special School District, Del. 
Career Education Resource Bibliography: 
Delaware's Occupational-Vocational Education 
Model. 
ED 073 317 


Military Academy, West Point, N.Y. Office 
of Institutional Research. 
A Comparison of New Cadets at USMA with 
Entering Freshmen at Other Colleges Class of 


1974, 

ED 074 967// 
A Comparison of USMA Prep School Gradu- 
ates in the USMA Class of 1973 with Other 
Cadets at Entrance in July 1969. 

ED 078 723// 


Miller Junior High School, Marshalltown, 
Iowa. 
Learning Activities Packages, Earth Science 
and Life Science. 
ED 068 277 


Millersville State Coll., Pa. Ganser Library. 
Annotated/Categorized Bibliography of Social 
Science Journals. 

ED 075 302 


Milligan Coll., Tenn. 
Development of a Performance Based Teacher 
Education Curriculum. Final Report. 
ED 079 283 


Mills Coll., Oakland, Calif. 
{A Program to Prepare College and University 
Officials to Increase the Enrollment and Meet 
the ete of Minority Groups and Low Income 
d y and Recommenda- 
tions. ] 





ED 070 438 


Milwaukee Area Technical Coll., Wisc. 
Audio Visual Tutorial Development at the Mil- 
waukee Area Technical College. 

ED 074 770 


Survey and Analysis of Barbering in Wisconsin. 
Final Report. 
ED 079 518 


Milwaukee Public Schools, Wis. 
Career Development Program. A Report of the 
Pre-Program Development Study Concerning 
the Milwaukee Career-Development Program. 
ED 069 856 
Community Awareness Program: Classroom 
Teacher Questionnaire. Appendix D. 
ED 069 805// 
o ity A Program Evaluation Re- 
port: 1971- -1972. 





ED 069 801 
Test. Appendix C-3. 

ED 069 804// 
Cooperative Programming — of Learning Ex- 
periences Through 
Education. 





Community A 





ED 074 038 
Instructions for Pilot Test Community Aware- 
ness Program. Appendix B-1 and B-2. 
ED 069 802// 
Local School and Central Office Planning 
Spring, 1972. (Study Document). 
ED 077 984 
Om Instructions for Final Test: Community 
Awareness Program. Appendix C-1 and C-2. 
ED 069 803// 
Procedures for Establishing School Goals and 
Objectives. Planning Document 2. Rough 
Draft. 
ED 077 960 
Procedures for Program Evaluation. Planning 
Document 4. Rough Draft. 
ED 077 973 


Program Development (Resources Inventory, 
Process Objective). Planning Document 3. 


Rough Draft. 
ED 077 961 


School-Based Needs Assessment Procedure. 
Planning Document 1. Rough Draft. 
ED 077 959 


Milwaukee Public Schools, Wis. Dept. of 
Educational Research and Program 
Assessment. 

Elementary Staff Questionnaire, Spring, 1972. 


Appendix J. 
ED 072 082// 
Milwaukee Bilingual Education Program, 1971 
- 1972. Evaluation Report. 
ED 072 077 


Parent-Community Questionnaire. Appendix K. 
ED 072 083// 
Performance Test 4 SCIS, Material Objects 


Science Program. Appendix F. 
ED 072 079// 


Secondary Student Questionnaire. Appendix I. 
ED 072 081// 
Test of Comprehension and Use of Oral 
Spanish. Appendix A. 
ED 072 078// 
Test of Hispano-American Culture, Language, 


and History. Appendix G. 
ED 072 080// 


Milwaukee Public Schools, Wis. Div. of 
Curriculum and Instruction. 
The American: His Heritage, Rights, Responsi- 
bilities. An Introduction to the Social Sciences 


and Humanities. Volume 1. 
ED 070 701// 
A Driver Education Manual for Teachers of 
High School Exceptional Education Students. 
ED 069 088 


Extension and Improvement of Psychological 
Services Provided to Children in Areas of 
Economic Deprivation, January 31, 1966 - 


June 17, 1966. 

ED 072 375 
Program to Increase the Effectiveness of 
Foreign Language [Laboratory] Utilization by 
Employing Language Laboratory Aides; Janua- 
ry 31, 1966-June 17, 1966. Program Evalua- 
tion. 


ED 078 700 
Second Interim Report of the Broadly-Based 


Community Study of Exceptional Education. 
ED 071 222 


Ministerio de Cultura y Educacion, Buenos 

Aires (Argentina). Centro National de 

Documentacion e Informacion Educativa. 
Bibliografia Especializada: Educacion Media 
(Specialized Bibliography: Intermediate Educa- 


tion). 

ED 067 911 
Bibliografia Especializada: Educacion Basica 
(Specialized Bibliography: Basic Education). 

ED 067 923 
Bibliografia Especializada: Formacion Docente 
(Specialized Bibliography: Teacher Education). 

ED 067 924 
Ciclo Basico Polivalente (Basic Comprehensive 


Courses of Study). 
ED 067 912 


Formacion Agropecuaria en las Escuelas 
Polivalentes (Agricultural Education in Com- 
prehensive Middle Schools). 

ED 067 915 


Formacion, Perfeccionamiento y Actualizacion 
Docente (Training and Advanced and Continu- 
ing Education for Teachers). 

ED 067 913 


La educacion permanente del maestro (Con- 
tinuing Teacher Education). 

ED 077 260 
Microexperiencia Educativa (Microeducational 


Experimentation). 
ED 067 $17 


Novedades Bibliograficas (Bibliographic News). 

ED 067 920 
Novedades Bibliograficas No. 4 (Bibliographi- 
cal News No. 4). 

ED 067 921 
Novedades Bibliograficas No. 5 (Bibliographi- 
cal News No. 5). 

ED 067 922 
Plan Nacional de Desarrollo y Seguridad 1971- 
1975 (National Plan for Development and 
Security, 1971-1975). 

ED 067 916 


Primera Reunion de la Comision Nacional de 
Analisis y Evaluacion del Sistema Educativo: 
Informe Final (The First Meeting of the Na- 
tional Committee for Analysis and Evaluation 
of the Educational System: Final Report). 

ED 066 950 
Realidades y Probemas de la Ensenanza 
Alemana (The Reality and Problems of Ger- 
man Education). 

ED 067 914 
Une ecole elementaire nouvelle pour une 
societe nouvelle (New Elementary Schools for 
a New Society). 

ED 077 261 


Ministerio de Cultura y Educacion, Buenos 
Aires (Argentina). Direccion Nacional de 
Arquitectura Educacional. 

Politica de las Construcciones Escolares (Pol- 


icy for School Construction). 
ED 071 462 


Ministerio de Educacion, Caracas 
(Venezuela). Centro de Documentacion e 
Informacion. 
Origen social de los estudiantes y sus posi- 
bilidades de exito (The Social Origin of Stu- 
dents and Their Chances for Success). 

ED 067 918 
Plan Multinacional de Educacion del Adulto 
(Multinational Plan for Adult Education). 

ED 066 958 
Seminario latinoamericano de didactica de los 
medios audiovisuales (Latin American Seminar 
on Teaching with Audiovisual Aids). 

ED 067 919 





Ministerio de Educacion, Caracas 
(Venezuela). Departamento de 
Documentacion Pedagogia. 
Directrices para la Creacion del Centro Na- 
cional de Informacion y Documentacion 
(Guidelines for the Creation of a National In- 


formation and Documentation Center). 
ED 066 949 


Ministerio de Educacion, Guatemala City 

(Guatemala). Direccion de Bienestar 

Estudiantil y Educacion Especial. 
Tabla de Especificaciones e Instructivo sobre 
Elaboracion de Pruebas Objetivas en la En- 
senanza Primaria, para las asignaturas de Estu- 
dios Sociales, Idioma Espanol, Matematicas y 
Ciencias Naturales (Specification Tables and 
Instructions for the Construction of Objective 
Tests in the Primary Grades in Social Studies, 
Spanish, Mathematics, and Natural Sciences). 

ED 067 926 


Ministerio de Educacion, Guatemala City 
(Guatemala). Oficina de Planeamiento 
Integral de la Educacion. 
Boletin Estadistico de la Educacion: Ano VI, 
No. 1 (Statistical Bulletin on Education: 
Volume VI, No. 1). 
ED 066 969 
Boletin Estadistico Presupuestario (Bulletin of 
Budgetary Statistics). 
ED 071 467 


Ministerio de Educacion Nacional, Bogota 
(Colombia). Centro Nacional de 
Documentacion e Informacion Pedagogica. 
La Communicacion entre los Centros de In- 
vestigacion en Educacion (Communication 
among Educational Research Centers). 
ED 078 699 
Nuevas Adquisiciones (Recent Acquisitions). 
ED 072 687 


Ministerio de Educacion Nacional, Bogota 
(Colombia). Instituto Colombiano de 


Actualiaacion Matematica, AM-2 (Modernizing 
Mathematics, AM-2). 
ED 066 970 


Concepcion de la Educacion Basica en Algunos 
Paises. Series Divulgaciones No. 1 (The Notion 
of Basic Education in Several Countries. Infor- 
mation Series No. 1). 

ED 072 671 
Fundamentos, Orientaciones, Areas Basicas y 
Procedimientos para la Investigacion Educativa 
(Bases, Guidelines, Basic Areas, and 
Procedures for Educational Research). 

ED 066 955 
Guia para la Elaboracion y Evaluacion de 
Proyectos de Investigacion (Guidelines for Re- 
porting and Evaluating Research Projects). 

ED 066 954 
Investigacion Educativa: Areas - Politicas - Es- 
trategias y Proyectos del ICOLPE, 2 (Educa- 
tional Research: Topics, Policies, Strategies, 
and Projects of the Colombian Institute of 
P edagogy , 2), 

ED 072 672 


La Communicacion entre los Centros de In- 
vestigacion en Educacion (Communication 
among Educational Research Centers). 

ED 078 699 


Naci para ensenarte (I Was Born to Teach 


You). 

ED 072 674 
Version Condensada de la Clasificacion de los 
Objectivos de la Educacion (A Condensed, 
Translated Version of the Taxonomy of Educa- 
tional Objectives). 

ED 066 957 


Ministerio de Educacion Nacional, Bogota 
(Columbia). Centro de Documentacion & 
Informacion Pedagogica. 
Reforma Educativa: Proyecto de Reforma Edu- 
cativa para Francia (Educational Reform: 
French Educational Reform Proposals). 
ED 066 956 


Ministerio de Educacion y Cultura, Santa 
Fe (Argentina). Centro de Documentacion e 
Informacion Educativa de la Provincia de 
Santa Fe. 
Boletin de Informacion Educativa, 14 (Educa- 
tional Information Bulletin, 14). 
ED 067 936 


Boletin de Informacion Educativa, 12 (Educa- 
tional Information Bulletin, 12). 

ED 067 937 
Boletin de Informacion Educativa, 13 (Educa- 
tional Information Bulletin, 13). 

ED 067 938 
Boletin de Informacion Educativa, Ano 2, No. 
3. (Educational Information Bulletin, Volume 
2, No. 3). 

ED 067 939 
Boletin de Informacion Educativa, Ano 1, No. 
2 (Educational Information Bulletin, Volume 1, 
No. 2). 

ED 067 940 
Boletin de Informacion Educativa, Ano 2, No. 
4 (Educational Information Bulletin, Volume 2, 


No. 4) 

ED 067 941 
Boletin de Informacion Educativa, Ano 3, No. 
5 (Educational Information Bulletin, Volume 3, 
No. 5) 

ED 067 942 
Boletin de Informacion Educativa, Ano Ill, No. 
6 (Educational Information Bulletin, Volume 
Ill, No. 6). 

ED 067 943 
Boletin de Informacion Educativa, Ano Ill, No. 
7 (Educational Information Bulletin, Volume 
Ill, No. 7). 

ED 067 944 
Boletin de Informacion Educativa, Ano IV, No. 
8 (Educational Information Bulletin, Volume 
IV, No. 8). 

ED 067 945 
Boletin de Informacion Educativa, Ano VI, No. 
10/11 (Educational Information Bulletin, 
Volume VI, No. 10/11). 

ED 067 946 
Boletin de Informacion Educativa, Ano V, No. 
9 (Educational Information Bulletin, Volume 
V, No. 9). 

ED 067 947 


Ministerio de Informacion y Turismo, 
Madrid (Spain). 
Fundamental Laws of the State: The Spanish 
Constitution. 
ED 071 501 


Ministerio do Educacao e Cultura (Brazil). 
Adult Education in Brazil. 
ED 068 775 


Ministros de Educacion de la Region 

Andina, Lima (Peru). 
Convenio ‘‘Andres Bello:” Informe Final [de 
la] Segunda R de Mini de Educa- 
cion de la Region Andina (“Andres Bello” 
Agreement: Final Report of the Second Meet- 
ing of the Andean Region Ministers of Educa- 
tion). 





ED 067 909 


Ministry of Education (Republic of China). 
Educational Statistics of the Republic of China. 
ED 067 268 
Education in the Republic of China. 
ED 067 267 


Ministry of Education and Cultural Affairs 


). 
Some Problems of the Development of Higher 
Education in Europe. 
ED 068 019 


Ministry of Education and Culture, 


(Israel). 
“A New Look” at the Continuing Education 
(or In-Service Training) of Educational Wor- 
kers. 


ED 077 880 


Ministry of Education and Science (Federal 
Republic of Germany). 
Further Education: Chapter III, Section 4. 
ED 069 970 


Permanent Further Education: Chapter Il, Sec- 
tion 2. 
ED 069 969 


Ministry of Education and Science, Madrid 
(Spain). National Centre of Research for the 
Development of Education. 
Report: Educational Reform in Spain. Interna- 
tional Seminar on the Prospective of Educa- 


tion. 
ED 069 826 
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Ministry of Education, Buenos Aires 
(Argentina). 
Boletin Del Centro De Documentacion E Infor- 
macion Pedagogica (Bulletin of the Documen- 


tation and Teaching Information Center). 
ED 069 335 


Ministry of Education, Helsinki (Finland). 
Comprehensive School in Finland. Goals and 
an Outline for a Curriculum. 

ED 079 178 


Ministry of Education, Stockholm (Sweden). 

Adult Education Bill. Press Communique. 

ED 068 740 
Swedish Ministry of Education Press Commu- 
nique (Government Bill 1973:54). 

ED 076 880 
University Studies without a Degree. Report to 
the 1968 Educational Commission. Summary 
and Comments. 

ED 068 769 


Ministry of Education, Tokyo (Japan). 
Report on Social Education in Rapidly Chang- 
ing Society. 

ED 069 955 
Social Education and Its Administration in 
Japan. 

ED 069 956 


Minneapolis Public Schools, Minn. 
Basic Skill Centers Evaluation, September, 
1969 - June, 1971. 
ED 068 900 
Bibliography of Resources on the American In- 
dian for Students and Teachers in the Elemen- 
tary School. 
ED 074 005 
Evaluation of a Reading Program for Severely 
Retarded Readers, Spring 1971. 
ED 070 034 
Evaluation of the Mobile Learning Centers in 
Minneapolis Secondary Schools 1970-1971. 
ED 073 416 
The First Americans--Yesterday and Today. 
ED 074 007 
Indian Games. 
ED 073 037 
Indian Music. 
ED 073 038 
Instructional Materials Center, Project 
Director’s Report: 1969-70. 
ED 068 899 
Instructional Materials Center Project 
Director’s Report 1970-71. 
ED 068 905 
Interaction Language - Culture. 
ED 071 508 
Second Year Evaluation, IP] Mathematics Pro- 
ject; Hall School, 1970-71. 
ED 067 874 


Minneapolis Public Schools, Minn. Dept. of 
Guidance Services. 
Evaluating Counselor Effectiveness Fact or Fal- 
lacy--Counselors Relate Equally Well to All 


Students. 
ED 078 331 


Minneapolis Public Schools, Minn. Dept. of 
Intergroup Education. 
Forty Four Years a King. 
ED 074 003 
{Indian Poetry.] 
ED 074 006 
My Afro-American Workbook. 
ED 074 004 


Minneapolis Public Schools, Minn. Special 
School District 1. 
Urban Arts Program: Project Director’s Report, 
1970-1971. 
ED 068 608 
Work Experience Career Exploration Program 
(WECEP) Advisory Committee Report: 
Evaluation and Recommendations. 
ED 068 651 


Minneapolis Public Schools, Minn. Task 
Force on Ethnic Studies. 
American Ethnic Groups: A Selected Bibliog- 


raphy. 

ED 075 304 
Audio Visual Based Indian Resource Unit. 

ED 075 303 
Bibliography of Contemporary American Indi- 
an and Eskimo Arts and Crafts. 
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Chicano Bibliography. 
ED 076 475 
Minneapolis Public Schools, Minn. Task 
Force on Minority Cultures. 
Multi-Ethnic Micro-Units. 
ED 075 305 
The Original Americans. An Experimental 


Teaching Unit. 
ED 075 308 


Songs of the Sun Dance. 
ED 075 306 


{The Minnesota Story, American Indian 
Legends. ] 
ED 075 307 


Minneapolis Rehabilitation Center, Inc., 
Minn. 
Employability Plan Instructor’s Guide to be 
Used with Employability Plan Reference 


Manual. Older Worker Specialist Training. 
ED 074 323 


Minneapolis Special School District 1, Minn. 
Audio Visual Mobile Instructional Laboratory 
Project Director's Report 1970-71. 

ED 069 143 
Clinton Pilot Cassette Center Project Director's 
Report and Evaluation Addendum 1969-1970. 

ED 069 141 
Clinton Pilot Cassette Center Project Director's 
Report 1970-1971. 

ED 069 145 


Mobile Audio Visual Instructional Laboratory 
Project Director's Report 1969-1970. A Title I, 
ESEA Project. 

ED 069 144 
Teachers’ Ratings of Cassettes Developed at 
the Clinton Pilot Cassette Center, Clinton Ele- 
mentary School, Summer 1971. 

ED 070 257 


Use Of, and Reaction To, Educational Televi- 
sion Lessons (KTCA, Channel 2) by Min- 
neapolis Elementary School Teachers 1970-71. 

ED 069 142 


Minnesota Council of Teachers of English, 
Duluth. 
Literature, Freshmen, and Morality. 
ED 067 655 


Minnesota Environmental Education 
Council, St. Paul. 
A State Plan for Environmental Education for 
the Citizens of Minnesota. 
ED 080 341 


Minnesota Environmental Sciences 
Foundation, Inc., Minneapolis. 
Exemplary Vocational Education Program 
Based on Environmental Studies K-14. Interim 
Report for the Period June 1, 1972 to May 31, 


1973. 
ED 078 214 


Minnesota Higher Education Coordinating 
Commission, St. Paul. 
Responding to Change: Recommended State 
Policy for Meeting Minnesota's Present and Fu- 
ture Needs for Post-Secondary Education. 
ED 074 945 


Minnesota Metropolitan State Coll., St. 
Paul. 
An en Guide to MMSC [Minnesota 
Metropolitan State College]. 
ED 070 411 


Minnesota Research Coordinating Unit for 
Vocational Education, Minnea 
Developing a State System of Managed 
Research and Development Activities in Voca- 
tional Education. 
ED 079 497 


Individual Demand for Vocational Education: 
Structure and Determination. 
ED 079 558 


Minnesota Research Coordinating Unit in 
Occupational Education, Minnea: 
Occupational Demand in Minnesota for 1973. 
ED 075 663 
Project IMPROVE: Developing and Testing a 
Statewide System for Evaluation of Vocational 
Education Programs. 
ED 077 946 


A Study of the Usefulness of Weighting Test 
Item Responses. 
ED 069 692 


Minnesota State Dept. of Education, St. 
Paul. 


Annual Report to the Office of Indian Affairs 
from the Director and the Supervisors of Indian 
Education for the State of Minnesota, 1970-71. 

ED 078 990 
Annual Report to the Office of Indian Affairs 
from the Director and the Supervisor of Indian 
Education for the State of Minnesota, 1971-72. 

ED 078 991 
Kindergarten Evaluation Study: Full-Day Al- 
ternate Day Programs. 

ED 070 529 


Migrant Education. A Consultant Report, State 
of Minnesota Department of Education, Title I, 
Elementary and Secondary Education Act, 
Migrant Amendment Annual Evaluation Report 
(BOB $1-RO-719). Summer of 1972. 

ED 071 807 


Minnesota State Dept. of Education, St. 
Paul. Div. of Instruction. 
L'Humanite n’en Sortira pas...Vivante (Hu- 
manity Will Not Get Out Alive). French Ecolo- 
gy Packet: Resource Materials and Readings 
for French Classes at Advanced Levels. 
ED 074 849 


Sind Sie fit (Are You in Shape)?: Calisthenics 


in German. 
ED 074 848 
Suggested Solutions to Problems Teachers En- 
counter with their Gifted Students. 
ED 071 217 
Minnesota State Dept. of Education, St. 
Paul. Div. of Vocational and Technical 
Education. 
A Project to Demonstrate Making Vocational 
Education More Accessible to Persons in Rural 
Minnesota Through Cooperative Vocational 
Centers. Final Report. 
ED 075 633 


Minnesota State Dept. of Education, St. 
Paul. Library Div. 
Minnesota Long Range Plan for Library Ser- 


vice, 1972. 
ED 070 479 


Minnesota State Dept. of Education, St. 
Paul. Pupil Personnel Services Section. 
Elementary School Guidance: Demonstration 
and Evaluation. 
ED 072 371 


A Resource Guide for Career Development in 
the Junior High School. 
ED 067 469 


Minnesota State Dept. of Natural aaa 
St. Paul. Bureau of Information 
Education. 
The Buried Town of Beaver. 
ED 072 966// 
Educational Lands Resource Assessment 
ED 073 912 
A Guide to Minnesota Environmental Educa- 


tion Areas. 
ED 073 911 


Learning to Live: A Manual of Environmental 
Education Activities. 
ED 073 913 


Minnesota Univ., Duluth. 
The Effect of T-Group Experience on Partici- 
pant’s Level of Personal Functioning. 
ED 076 902 
Minnesota Univ., M 
Perceptual Structure of Scientific Knowledge. 
Final Report. 
ED 072 974 


The Status of Vocational Education R, D, D, 
and E Personnel. Final Report. 
ED 079 533 


Minnesota Univ., Minneapolis. Center for 
Research in Human 
Effect of Age, Native Language, and Instruc- 
tion on Speech Sound Discrimination. Final 
Report. 
ED 067 964 


Minnesota Univ., Minneapolis. Center for 
rganizational Performance 


the Study of O: 
and Human Effectiveness. 


A Comparison on the Rasch Item Probability 
with Three Common Item Characteristics as 
Criteria for Item Selection. 

ED 068 516 


The Equival of S tic and Figural Test 
Presentation of the Same Items. 





ED 068 515 
The Nature of Objectivity with the Rasch 
Model. 

ED 075 484 


Minnesota Univ., Minneapolis. Center for 
Urban and Regional 4 “irs. 
The Formal Educatic * Menominee Indian 
Children: Recent Ec.-ational Background 
Conditions. 
ED 067 177 


Indian Americans in Southside Minneapolis: 
Additional Field Notes From the Urban Slum. 
ED 067 209 


Minnesota Univ., Minneapolis. Coll. of 


Education. 
College Faculty View Themselves and Their 
Jobs. 


ED 074 960 
Undergraduates’ Expectations and Perceptions 
of a College Environment. 

ED 074 937 


Minnesota Univ., Minneapolis. Dept. of 
P: ° 
Ability Measurement: Conventional or Adap- 
tive? 

ED 077 933 
Analogical Reasoning: A Review of the Litera- 


ture. 
ED 077 947 


An Investigation of the Rasch Simple Logistic 
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Part Three; Group Dynamics. Content Outline, 
Terminal and Enabling Objectives. 

ED 071 358 





Introduction to Psychology and Leadership. 
Part Four; Achieving Effective Communication. 
Content Outline, Terminal and Enabling Objec- 


tives. 

ED 071 359 
Introduction to Psychology and Leadership. 
Part Five; Military Management. Content Out- 
line, Terminal and Enabling Objectives. 

ED 071 360 
Introduction to Psychology and Leadership. 
Part Six; Authority and Responsibility. Content 
Outline, Terminal and Enabling Objectives. 

ED 071 361 
Introduction to Psychology and Leadership. 
Part Seven; Leadership Behavior and Style. 
Content Outline, Terminal And Enabling Ob- 


jectives. 

ED 071 362 
Introduction to Psychology and Leadership. 
Part Eight; Senior-Subordinate Relationships. 
Content Outline, Terminal and Enabling Objec- 


tives. 

ED 071 363 
Introduction to Psychology and Leadership. 
Part Nine; Morale and Esprit De Corps. Con- 
tent Outline, Terminal and Enabling Objec- 
tives. 

ED 071 364 
Introduction to Psychology and Leadership. 
Part Ten; Discipline. Content Outline, Terminal 
and Enabling Objectives. 

ED 071 365 


Introduction to Psychology and Leade 
Part Eleven; Personnel Evaluation. Content 
Outline, Terminal and Enabling Objectives. 

ED 071 366 
Introduction to Psychology and Leadership. 
Part Twelve; Applied Leadership. Content Out- 
line, Terminal and Enabling Objectives. 

ED 071 367 
Remedial Sheets for Progress Checks, Seg- 


ments 1-14. 
ED 075 249 


Remedial Sheets for Progress Checks, Seg- 
ments 19-40. 

ED 075 250 
Revised Listing of Objectives, Appendix 1. 

ED 075 257 
Self-Paced Physics, Course Materials. 

ED 075 236 
Self-Paced Physics, Documentation Report, 


Final Report 5.0. 
ED 075 254 


Self-Paced Physics, Documentation Report, 
Management System Report 5.4a. 
ED 075 255 


Self-Paced Physics, Documentation Report, 
Course Description 5.1; Course Objectives 
5.2.1; Course Structure and Sequence 5.2.2. 
ED 075 256 
Self-Paced Physics, Documentation Report, 
Test Item Bank 5.3. 
ED 075 258 


Self-Paced Physics, Documentation Report, 


Revision Process Documentation 5.5. 
ED 075 259 
Self-Paced Physics, Instructor Manual. 

ED 075 237 
Self-Paced Physics, Segment 18. 

ED 075 242 
Self-Paced Physics, Segment 41A-41E. 

ED 075 248 
Self-Paced Physics, Segments 1-5. 

ED 075 238 
Self-Paced Physics, Segments 6-10. 

ED 075 239 
Self-Paced Physics, Segments 11-14. 

ED 075 240 
Self-Paced Physics, Segments 15-17. 

ED 075 241 


Self-Paced Physics, Segments 19-23. 

ED 075 243 
Self-Paced Physics, Segments 24-27. 

ED 075 244 
Self-Paced Physics, Segments 28-31. 

ED 075 245 
Self-Paced Physics, Segments 32-36. 

ED 075 246 
Self-Paced Physics, Segments 37-40. 

ED 075 247 
Self-Paced Physics [Talking Book Cassette 


Tapes). 
ED 075 253// 
Talking Books (Master Set). 
ED 075 252 


Naval Academy, Annapolis, Md. 
Educational Systems Center. 
Naval Academy’s CAI Project (Computer- 
Assisted Instruction Project). Final Project Re- 
port 1 July 1968 - 30 June 1971. 
ED 075 992// 


Naval Aerospace Medical Research Lab., 
Pensacola, Fla. 
The Effects of Instructor Differences Upon Stu- 
dent Progress in Naval Aviation Training. 
Medical Research Progress No. 4. 
ED 075 726// 


Naval Inst., Annapolis, Md. 
An Investigation of Spoken Brazilian Portu- 
guese: Part I, Technical Report. sar rs onan 
D 067 958 


Naval Personnel and Training Research 
Lab., San Diego, Calif. 

Application and Utilization of Training Aids 
and Devices: Simulated Exercises and Trainee 
Performance Evaluation. Final Report. 

ED 070 932// 
Computer Assisted Instruction in Navy Techni- 
cal Training Using a Small Dedicated Com- 
puter System: Final Report. 

ED 075 993// 
Development of Two Models for Improvement 
of a Combat Information Center Watch Officer 
Course: A_ Proposal for Implementation. 
Research Memo. (Final). 

ED 074 700// 
Fixed Sequence and Multiple Branching Strate- 
gies in Computer Assisted Instruction. 
Research Report. 

ED 074 707// 
The Relationship between Navy Classification 
Test Scores and Final School Grades in 98 
Class “A” Schools. 

ED 069 727// 
Use of Biographical and Interview Information 
in Predicting Naval Academy Di 11 t 

ED 076 094// 
Use of the Strong Vocational Interest Blank in 
Identifying Naval Academy Early Motivational 
Disenrolees. 





ED 076 093// 


Naval Personnel Program Support Activity, 
Washington, D. C. 
Engineering Administration. 
ED 070 573 
Introduction to Sonar, Navy Training Course. 
ED 070 572 
Navy Space and Astronautics Orientation. 
ED 070 566 


Opticalman 1 and C, Rate Training Manual. 
ED 070 574 
Opticalman 3 and 2, Rate Training Manual. 
ED 070 575 
Principles of Guided Missiles and Nuclear 
Weapons. 


ED 070 581 
Principles of Naval Engineering. 

ED 070 580 
Quartermaster | and C, Rate Training Manual. 

ED 070 571 
Shipboard Electronic Equipments. 

ED 070 576 


Naval Personnel Research and Development 
Lab., Washington, D.C. 
Preliminary Results on the Evaluation of a 
Fleet Post-Training Performance Evaluation 


Technique. 
ED 075 691 


Naval Postgraduate School, Monterey, Calif. 
Analysis of a Cohort Peshonos Model with 
Applications to Stud it Forecast- 


ing. 

ED 074 966// 
Course Scheduling to Find the Minimum Cost 
Set of Facilities Required. 





ED 074 371// 
Establishing Criteria in Programmed Learning. 

ED 074 748// 
A Generalized Management Information 
System for Computer Facilities at Educational 


Institutions. 

ED 066 798// 
A Study of the Monetary Value of the Master’s 
Degree in Management Issued by the Naval 
Postgraduate School. 

ED 074 976// 
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Naval Technical Training Command, 
Millington, Tenn. Research Branch. 
An Evaluation of a Race Relations Seminar. 
ED 074 366 


Naval Training Equipment Center, Orlando, 
Fla. 
Annotated Bibliography of Human Factors 
Laboratory Reports (1945-1968), Supplement 
#1, 1968-1972. 
ED 077 227 
Construction of a Self-Instructional Course for 
the Resources Management System. Research, 
Development, Test and Evaluation, Navy. 
ED 076 882// 
Effects of Task Index Variations on Training 
Effectiveness Criteria. 
ED 073 237 
Factors Leading to the Acceptance or Rejec- 
tion of Training Devices. 
ED 070 309 
Physiological Indices of a Simple Cognitive 
Task. 
ED 074 774 
Relative Effectiveness of Two and Three 
Dimensional Image Storage Media. Technical 
Report. 
ED 072 646 
Training Device Design: Human _ Factors 
Requirements in the Technical Approach. 
Technical Report. 
ED 072 645 


Naval Training Equipment Center, Orlando, 
Fla. Training Analysis and Evaluation 
Group. 
Analysis of the Transfer of Training, Substitu- 
tion, and Fidelity of Simulation of Training 
Equipment. TAEG Report 2. 
ED 070 272 
Staff Study on Cost and Training Effectiveness 
of Proposed Training Systems. TAEG Report 1. 
ED 070 271 


Naval Undersea Center, San Diego, Calif. 
Evaluation of Courses Taken by NUC Em- 


ployees from June 1971 to May 1972. 
ED 068 749 


Naval Underwater Systems Center, 
Newport, R.I. 
Application of the Navy Average Grade Model 


to the Naval Underwater Systems Center. 
ED 076 872 


Nebraska Library Commission, Lincoln. 
People...Serving People; A 1977 Long-Range 
User Program for Nebraska Libraries. 

ED 070 494 
Planning to Plan; A Search for a 1977 General 


Plan for Nebraska Libraries. 
ED 070 495 


Nebraska Speech Association. 
A Curriculum Guide for Speech Communica- 
tion--Grades 8-12. 
ED 066 776// 


Nebraska State Advisory Council on 
Libraries, Lincoln. 
People...Serving People; A 1977 Long-Range 
User Program for Nebraska Libraries. 
ED 070 494 
Planning to Plan; A Search for a 1977 General 
Plan for Nebraska Libraries. 
ED 070 495 


Nebraska State Colleges, Lincoln. Libraries. 
Proposed Model Budget Analysis System and 
Quantitative Standards for the Libraries of the 
Nebraska State Colleges. 

ED 077 529 


Nebraska State Dept. of Education, Lincoln. 


Adult Basic Education Teacher Workshop, July 


17 - July 28, 1972. 
ED 070 942 


Career Education: A Position Paper. 
ED 069 858 


Nebraska State Dept. of Education, Lincoln. 
Div. of Instructional Services. 


Evaluation. 

ED 077 927 
Planning...Accountability...1. 

ED 078 559 
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Nebraska Technical Coll., Milford. 
Vocational Education Follow-Up Study: Busi- 
ness and Industrial Community Attitude 
Toward the Effectiveness of the Vocational 
Technical Program. Final Research Report. 


Part Il of Ill. 
ED 078 199 


Vocational Educati Follow-Up Study: 
Parents Attitude Toward Nebraska Vocational 
Technical School’s Educational Program and 
Student’s Occupational Aspirations. Final 
Research Report. Part Il of Il. 





ED 078 200 
Nebraska Univ., Lincoln. 


Intervention Programs Designed to Improve 
Communication Between Parents and Students. 

ED 068 855 
An Open University for the Midlands: Why and 


For Whom? 
ED 074 896 


Nebraska Univ., Lincoln. Curriculum 
Development Center. 
Toward a Community of Seekers: A Report on 


Experimental Higher Education. 
ED 076 090 


Nebraska Univ., Lincoln. Dept. of Adult and 
Continuing Education. 
Adult Basic Education Teacher Workshop, July 
17 - July 28, 1972. 
ED 070 942 


Nebraska Univ., Lincoln. Dept. of 
Chemistry. 
Development of an Undergraduate Course in 
the Use of Digital Computers With Chemistry 
Instrumentation. 
ED 071 270// 


Nebraska Univ., Lincoln. Great Plains 
National Instructional Television Library. 
Instructional Television Service in the United 
States; A Composite Profile. 
ED 072 639 
Recorded Visual Instruction; 1973 Edition. 
ED 070 263 


Nebraska Univ., Lincoln. Media Research. 
Survey of Public Television Station Managers 
1973. 

ED 074 762 


Nebraska Univ., Lincoln. Teachers Coll. 
Case Study: Description and Development of 
the ISD Program in Inquiry. 

ED 077 859 
NUSTEP, A Performance-Based Teacher Edu- 
cation Program: The First Four Years, 1969- 
1973. 

ED 077 865 
Overview of the Instructional Staff Develop- 


ment Program. 
ED 077 860 


Student Attitudes Toward the Teacher Prepara- 
tion Program of the University of Nebraska- 
Lincoln: 1970-71. 

ED 076 588 


Nebraska Univ., Omaha. 
Defense Mechanisms: A Bibliography. 
ED 067 578 
Displacement, Substitution, Sublimation: A 
Bibliography. 
ED 067 579 
Identification, Introjection, Incorporation, In- 
ternalization: A Bibliography. 
ED 067 580 
Reaction Formulation: A Bibliography. 
ED 067 581 


Nebraska Univ., Omaha. Dept. of 


Cc ° 
The Effect of Type of Punishment on Re- 


sistance to Deviation. 
ED 078 969 


Nederland Independent School District, Tex. 
The Business Letter. 
ED 069 620// 
Elementary Mathematics, Grades 1-6. ’ 
ED 069 622// 
Physical Science-Supplement: Project Oriented. 
ED 075 441 
Speech 7 through 12. 
ED 072 041 
Tabulation. 
ED 069 619// 


Typing Manuscripts and Reports. Typing 13. 
ED 070 769 


Needham, Harper, and Steers, Inc., New 
York, N.Y. 
The Growth of Television in the United States 
(1960 to 1980). 
ED 074 785 


Neshaminy School District, Langhorne, Pa. 
A Review of Neshaminy School District’s Ex- 
emplary Vocational-Technical English/Lan- 
guage Arts Program Against Commonwealth 
Goals for Quality Education. Focusing on 
Goals One, Three and Seven: Annual Phase I 
Report, Addendum and Appendices. 

ED 072 176 


Nevada Center for Cooperative Library 
Services, Carson City. Center. 
Handbook for Member Libraries (Revised Sep- 


tember 1972). 
ED 067 117 


Nevada Foreign Language Teachers 
Association. 
What Price Survival? or Are the Red Queen's 
Days Numbered? Tape Hiss: Nevada Foreign 
Language Newsletter, Volume 7, Number 1. 
ED 071 539 


Nevada Indian Affairs Commission, Carson 
City. 
Report to the Governor and the Legislature by 
the Nevada Indian Affairs Commission for the 
Period, 1 July 1968 thru 30 June 1972. 
ED 072 914 


Nevada Occupational Research 
Coordinating Unit, Reno. 
The Role of the National System of Research 
Coordinating Units in the Research-to-Practice 


Continuum. 
ED 080 688 


Nevada Southern Univ., Las Vegas. 
Career Awareness/Job Orientation VIA Taped 
Television Programs. Experimental Study. 
ED 067 560 


Nevada State Dept. of Education, Carson 
City. 
Annual Report, 1971-1972, to the United 
States Bureau of Indian Affairs. Indian Educa- 
tion Program [Nevada]. 
ED 070 551 
Career Development in Nevada. 
ED 078 207 
Educational Management Information System; 


Systems Design. 
ED 071 687 


Indian Education Division, Nevada State De- 
partment of Education, 1960-1961 Annual Re- 
port to United States Bureau of Indian Affairs. 
ED 068 205 
Nevada Master Plan: Providing for Improved 
Educational Opportunities. Report of a Study. 
ED 079 822 


Nevada State Dept. of Education, Carson 
City. Div. of Vocational-Technical and 
Adult Education. 
A Position and Policy Statement for Career 
Education. Career Development in Nevada. 
ED 069 859 


Nevada State Library, Carson City. 
Nevada Long Range Program Under the Libra- 
ry Services and Construction Act (Public Law 
91-600) for Fiscal Years 1973-1977. 
ED 073 769 


Nevada Univ., Reno. 
Basic C ts of Cognitive Structure. Final 
Report. 





ED 072 418 
Personal Causation and Children’s C: pts of 
Persons. Final Report. 

ED 067 603 


Nevada Univ., Reno. Agricultural 
Experiment Station. 
Public Elementary & Secondary Education Ex- 
penditures in Nevada. 
ED 072 886 





Nevada Univ., Reno. Bureau of 


Governmental Research. 


Native American Politics: Power Relationships 
in the Western Great Basin Today. 


ED 076 277 


Nevada Western States Small Schools 
Project, Carson City. 
Integrated Career Development Curriculum 
(ICDC) Instructional Statement. 


ED 071 818 


New Albany City Schools, Miss. 
Career Centered Curriculum Workshop Hand- 
book. 


ED 073 296 
Career-Centered Curriculum Workshop Hand- 


book. 
ED 076 798 


Newark Public School System, N.J. 
Afro-American History. (Supplements to the 
Elementary School Curriculum and the Social 
Studies Curriculum for Secondary Schools.) 

ED 070 702// 


New Bedford Public Schools, Mass. 
A Project to Evaluate the Effectiveness of Pre- 
Phonic Training Between Kindergarten and 
First Grade Levels (Project PEEP). Final Re- 


port. 
ED 066 711 


New Britain Consolidated School System, 


Conn. 
Community-Career Orientation Program. Final 


Report. 
ED 068 734 


New Careers Systems Inst., Inc., New 
Brunswick, N.J. 
ALPHA: A Case Study in Upgrading. 
ED 080 674// 


New Coll., Sarasota, Fla. 
The New Student Housing at New College. 
ED 069 033 


New England Board of Higher Education, 
Wellesley, Mass. 
The Effects of Faculty Collective Bargaining on 
Higher Education. 
ED 074 918 


Facts About New England Colleges, Universi- 
ties and Institutes 1972-73. 
ED 070 402 


New England Regional Student Program 
Evaluation 1957-1972. 

ED 074 916 
A Preliminary Implementation Plan for Public 
Act 140. A Report Presented to the Connec- 
ticut Commission for Higher Education. 

ED 071 562 
Student Enrollment in Institutions of Higher 
Education in the Boston Standard Metropolitan 
Statistical Area, Fall 1972. 

ED 077 441 
Student Enrollment in New England Institu- 
tions of Higher Education, Fall 1972. 

ED 077 440 


New England Board of Higher Education, 
Wellesley, Mass. New England Library 
Information Network. 

The Need for a College of Veterinary Medicine 


to Serve New England and New Jersey. 
ED 078 755 


A Survey of Serials Lists in New England 
Libraries: A Preliminary Report. 
ED 071 722 


New England Center for Continuing 
Education, Durham, N. H. New England 
in Teacher Education. 
Descriptive Listing: New England Teacher Edu- 
cation Programs. 
ED 068 461 
Evaluation of Data Collected by the N.E.P.T.E. 
Relating to Proposed Guidelines for 
School/College Student Teaching Partnerships. 
ED 067 368 
New England Program in Teacher Education. 
Futurist Working Papers: The Teacher in 1984. 
ED 069 609 
A Survey on Student Teaching Practices. 
ED 067 369 


New England Center for Continuing 
Education, Durham, N.H. Outreach 
Network. 
Leadership for Change; A Report of the 


Outreach Leadership Network. 
ED 071 671 
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ED 073 321 
Special Papers on Career Education. 
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New England Resource Center for New Jersey School Boards Association, 


Trenton. Div. of 


Occupational Education, Newton, Mass. 
The Universe of Need for Occupational Educa- 
tion in New England. 
ED 069 878 


New England School Development Council, 
Cambridge, Mass. 
Financing Public Schools: Selected Papers from 
a New England School Development Council 
Conference (Cambridge, Massachusetts, Janua- 
ry 7-8, 1972.) Federal Reserve Bank of Boston 
Conference Series No. 7 
ED 070 192 


New England School Development Council, 
Newton, Mass. 
The Computer and the School. The Results of 


a Case Study. 
ED 071 206 


Enrollment Forecasting Handbook Introducing 
Confidence Limit Computations for a Cohort- 
Survival Technique. 

ED 066 781 


New Hampshire State Dept. of Education, 
Concord. Office of Adult Basic Education. 
An Informal Reading Inventory for Use by 
Teachers of Adult Basic Education. 
ED 070 057 


New Hampshire State Library, Concord. 
Long-Range Program for Library Service in 
New Hampshire. 

ED 069 326 


New Hampshire Univ., Durham. Bureau of 
Educational Research and Testing Services. 
Planning for Educational Decision-Making in 
the 70’s. University of New Hampshire Summer 
Research Training Institute. Final Report and 
Supplementary Appendix D. 
ED 075 002 


New Hampshire Univ., Durham. Dept. of 


“Hey You”: A Study of the Social-Psychologi- 
cal Implications of Form of Address. 
ED 074 405 


New Hampshire Univ., Manchester. 
Merrimack Valley Branch. 
Library Technical Assistant - A Paraprofes- 
sional Training Institute, Interim Report. 
ED 075 033 


New Haven Univ., West Haven, Conn. 


An Experimental Study of the Effects of 


Guided Revision and Delayed Grades on Writ- 

ing Proficiency of College Freshmen. Final Re- 
port. 

ED 079 764 

New Jersey Business Education Association. 

Business Education Curriculum Guides for the 


70's. 
ED 072 201 


New Jersey Committee for the Right to 
Read, Caldwell. 
A Survey of New Jersey Psychiatrists and 
Psychologists Pertaining to the Proscription by 
Legislation of Sexually Oriented Publications 


for Persons Under 18 years. Final Report. 
ED 075 807 


New Jersey Occupational Resource Center, 


Elementary School Learning Resources for 
Career Education. “Putting It All Together” 
for K-6 New Jersey School Media Centers and 


Libraries. 
ED 080 713 
Grades 7, 8, and 9 Learning Resources for 


Career Education. 
ED 080 712 


Senior High Learning Resources for Career 
Education. 
ED 080 711 


New Jersey School Boards Association, 
Trenton. 
Journal of the Proceedings, School Law Forum. 
ED 078 507 
A Study of Methods for Evaluating Chief 
School Officers in Local School Districts. 
Management Information Series No. 1. 
ED 079 815 


Salary Guides and Fringe Benefits for Non-Cer- 
tified Personnel, 1972-73. Bulletin No. I. 

ED 071 177 
Salary Guides and Fringe Benefits for Non-Cer- 
tified Personnel, 1972-73. Bulletin No. II. 

ED 071 178 
Salary Guides and Fringe Benefits for Non-Cer- 
tified Personnel, 1972-73. Bulletin No. Ill. 

ED 077 141 
Salary Guides and Fringe Benefits for Non-Cer- 
tified Personnel, 1972-73. Bulletin No. IV: 
Index & Analysis. 


ED 077 142 
New Jersey School Media Association, New 
Brunswick. 


School Media Programs and the Right to Read. 
Programs of Media Centers Recommended for 
Visiting and Observation, and Video-Taping 


Critique. 
ED 079 968 


New Jersey State Dept. of Education, 
Trenton. 
The Model Cities Project of the Department of 
Education in New Jersey. Report of a Study. 
ED 079 821 


New Jersey State Dept. of Education, 
Trenton. Center for Corsumer Education 
Services. 
A Survey of Existing Consumer Education 
Practices in New Jersey Schools. 
ED 067 507 


New Jersey State Dept. of Education, 
Trenton. Div. of Research, Planning, and 
Evaluation. 

Annotated Bibliography: Extended School Year 


Materials. 

ED 066 799 
Evaluation in New Jersey Education: A Survey 
of Present Practices and Recommendations for 
Future Action. 

ED 077 950 


The Hispanic Experience in New Jersey 
Schools: An Issue Paper on a Topical Subject 
in Education. 

ED 074 831 


Neurological Impairment: Nomenclature and 


Consequences. 
ED 071 256 


Social Conflict: Teachers’ Strikes in Newark, 
1964-1971. An Issue Paper on a Topical Sub- 
ject in Education. 

ED 073 519 


Year-Round Education Activities in the United 
States. First Annual Survey of State Education 
Agencies Concerning Activities, Including 
Legislation, in Year-Round Education in the 
United States. 

ED 077 133 


New Jersey State Dept. of py amc 
Trenton. Div. of Vocational Education 
Automotive Pollution Control. 
ED 072 299 


Business Education Curriculum Guides for the 


70's. 

ED 072 201 
Career Resource Center: A “Pre-K to Adult” 
Model for Career Development. Final Report. 

ED 068 635 
The Chemical Technology Program: Its Inaugu- 
ration, Operation, and Evaluation. 

ED 067 508 
Developing Distributive Education Programs. A 
Manual for Schcol Administrators. 

ED 073 275 
Innovative Projects in Distributive Education. 

ED 073 274 
A Mode! Plan for a Career Education Curricu- 
lum Laboratory. Final Report. 

ED 079 553 


Reflections: Researchers Conference in Voca- 
tional-Technical Education (October 29, 


1971). 

ED 069 893 
The Related Science of Cosmetology. 

ED 072 245 
Scientific Glassblowing Technology: A Sug- 
gested Two-Year Post High School Curriculum. 

ED 072 246 
The Slow Learner in Homemaking Classes in 
Junior and Senior High Schools. 


ED 069 892 
Strength of Materials--Machinists. 

ED 072 244 
Understanding Math - Part I. 


Understanding Math - Part I. 


ED 072 980 


ED 072 981 
Understanding Math - Teachers Guide. 

ED 072 982 
Vocational Guidance and Career Education 
Programs: Report of 1969/71. 

ED 068 668 


Voices for Careers. 
ED 069 870 


Where to Find Job Services and Training in 


New Jersey. 
ED 078 227 


New Jersey State Dept. of Education, 
Trenton. Office of Adult and Continuing 
Education. 
English and Citizenship Programs For The 
Foreign Born: A Handbook For Teachers. 
ED 066 649 


New Jersey State Dept. of Health, Trenton. 
Migrant Health Program. [New Jersey} 1970 
Annual Report. 

ED 071 826 


New Jersey State Dept. of Labor and 
Industry, Trenton. Rehabilitation 
Comm 
A Cooperative Vocational Rehabilitation Pro- 
gram Between a Public Agency, a State Univer- 
sity, and Organized Labor. Final Report. 
ED 074 293// 
The Role of Labor, Management, a University, 
and Public Vocational Rehabilitation Agency in 
Serving Disabled, Disadvantaged Workers. 
Final Report, 1968-71. 
ED 075 720// 


New Jersey State Dept. of Public Utilities, 
Trenton. Office of Cable Television. 
Regulations; Office of Cable Television, State 


of New Jersey. 
ED 079 969 


Rules of Practice; Office of Cable Television, 


State of New Jersey. 
ED 079 970 


New Jersey State Div. on Civil Rights, 
Trenton. 


Enforcing Equality in Housing and Employ- 

ment Through State Civil Rights Laws. The 

Administrative Process Project (1969-1972). 
ED 075 674// 


New Jersey State Library, Trenton. 
Library Education in Jew Jersey, Report and 
Recommendations of a Study. 
ED 067 120 


New Jersey State Library, Trenton. Library 
Development Bureau. 
Five-Year Program for Public Library Develop- 
ment with LSCA Funds 1973-1977. 
ED 070 438 
School Media Programs and the Right to Read. 
Programs of Media Centers Recommended for 
Visiting and Observation, and Video-Taping 


Critique. 
ED 079 968 


New Mexico Highlands Univ., Las Vegas. 
Media Materials Center. 
Theatre Training Overseas. 
ED 079 805 


New Mexico State Advisory Committee to 
the U.S. Commission on Civil Rights, Santa 
Fe. 
Welcoming Remarks of Edward Yudin, Vice 
Chairman, New Mexico Committee to the U. S. 
Commission on Civil Rights at Hearings on In- 
dian Problems (Albuquerque, New Mexico, 
November 14-15, 1972). 





ED 080 227 


New Mexico State Dept. of Education, Santa 


Fe. 
Analysis of Statewide Testing Program Results, 
1972-1973. Grades 1, 5, and 8 and ACT Re- 


port 1973. 
ED 079 421 
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Evaluation and Assessment Unit. 1972-73 An- 
nual Report. 
ED 079 422 


Isolated Apprenticeship Program. Final Report 


on Phase 2 

ED 075 724// 
A Manual for Teachers to Aid the Understand- 
ing and Implementation of Statewide Evalua- 


tion. 

ED 079 425 
A Manual to Aid the Understanding and Imple- 
mentation of Statewide Evaluation. 

ED 079 423 
New Mexico Title I, ESEA Migrant Program: 
Projects for Migratory Children of Migratory 
Agricultural Workers. State Annual Evaluation 
Report for Fiscal Year 1967 

ED 070 538 


New Mexico State Dept. of Education, Santa 
Fe. Div. of Indian Education. 
New Mexico State Department of Education, 
Division of Indian Education, Annual Report, 


1971-1972. 
ED 071 806 


New Mexico State Dept. of Education, Santa 
Fe. Div. of Research and Development. 
Analysis and Follow-Up of 1969-70 Evaluation 
Report. 
ED 077 957 
New Mexico State Dept. of Education, Santa 
Fe. Div. of Special Education. 
A Guide for the Teacher of the Trainable Men- 
tally Handicapped. 
ED 074 667 


New Mexico State Employment Service, 
Santa Fe. 
Catron County, New Mexico. A Report on 


Manpower Resources. 
ED 080 234 


Mora County, New Mexico. A Report on Man- 
power Resources. 

ED 080 235 
Rio Arriba County, New Mexico. A Report on 
Manpower Resources. 

ED 080 233 
San Miguel County, New Mexico. A Report on 
Manpower Resources. 

ED 080 238 


Taos County, New Mexico. A Report on Man- 


power Resources. 
ED 080 236 


Torrance County, New Mexico. A Report on 
Manpower Resources. 
ED 080 237 


New Mexico State Library, Santa Fe. 
A Five Year Program for Library Development 
in New Mexico, 1972-1977. 


ED 069 325 


New Mexico State Univ., Las Cruces. 
The Effects of Differential Reinforcement Con- 
ditions and the Conditioned Emotional 
Response on Discrimination Learning. Final 


Report. 

ED 066 854 
Inside the Hatch Valley: A Study of a Rural 
New Mexico Community. Resident Instruction 


Series No. 1. 

ED 070 549 
New Directions in Planning for a World of 
Work. 

ED 068 866 
A Preliminary Analysis of Economic Un- 
derstanding Among Two Ethnic Groups in the 
Southwest. Center for Business Services Occa- 
sional Paper No. 209. 

ED 068 223 


New Mexico State Univ., Las Cruces. 
Agricultural Experiment Station. 
Characteristics of Recreationists in Northeast- 
ern New Mexico. Agricultural Experiment Sta- 
tion Research Report 209. 
ED 079 290 


Indians’ Problems in Acquiring Development 
Capital. Four Corners Agriculture and Forestry 
Development Study. Special Report No. 11. 

ED 068 258 
Labor Resources in the Four Comers 
Economic Development Region. Four Comers 
Agricultural and Development Study. 

ED 073 238 


Paraprofessionals: An Approach to Education. 
Four Corners Agriculture and Forestry 
Development Study. 

ED 073 270 


Recreational Use and Value of Water at 
Elephant Butte and Navajo Reservoirs. New 
Mexico State University Agricultural Experi- 
ment Station Bulletin 535. 

ED 080 461 


New Mexico State Univ., Las Cruces. 

Center for Business Services. 
A College Degree: Does it Substantially 
Enhance the Economic Achievement of 
Chicanos? Center for Business Services Occa- 


sional Paper No. 503. 
ED 079 011 


New Mexico State Univ., Las Cruces. 
Claude C. Dove Learning Center. 
Application of Research Management 


Techniques. 
ED 073 572 


New Mexico State Univ., Las Cruces. 

Southwest Regional Resource Center. 
Dimensions and Attributes of Resource 
Teacher Systems Serving Handicapped Lear- 


ners. 
ED 073 584 


New Mexico State Univ., University Park. 
ERIC Clearinghouse on Rural Education 
and Small Schools. 
American Indian Education, A_ Selected 
Bibliography (with ERIC Abstracts). ER- 
IC/CRESS Supplement No. 3. 
ED 075 121 
An Annotated Bibliography of Dissertations on 
American Indian, Mexican American, Migrant 
and Rural Education. 
ED 080 251 


Career Education Handbook for Rural School 
Administrators. 

ED 073 861 
Health Services for Migrant Children. 

ED 069 449 
Indian Parent Involvement in Education: A 
Basic Source Book. 

ED 076 273 
Migrant Education, A Selected Bibliography 
(with ERIC Abstracts). ERIC/CRESS Supple- 
ment No. 3. 

ED 075 162 
Outdoor Education, A Selected Bibliography 
(with ERIC Abstracts). ERIC/CRESS Supple- 
ment No. 2. 

ED 073 903 


Reading Achievement of Lower Socioeconomic 
Level Mexican American Students. 
ED 068 221 


New Mexico State Univ., University Park. 
Water Resources Research Inst. 
School Learning Materials on Water Problems 


of New Mexico and the Southwest. 
ED 073 910// 


New Mexico Univ., Albuquerque. 
Advances in Navajo Bilingual Education i1969- 
72. Navajo Reading Study Progress Report No. 
20. 


ED 069 461 
Evaluating Reading Materials in Navajo: Re- 
port of a Teachers’ Conference (Gallup, New 
Mexico, April 28-29, 1972). Navajo Reading 
Study Progress Report No. 18. 

ED 068 228 


Evaluation of the Impact, Costs and Benefits of 
the Albuquerque Model Cities Library Materi- 
als and Cultural Centers. Final Report. Volume 


I and I. 

ED 072 829 
Guide to Performing Arts Programs in Elemen- 
tary and Secondary Schools. Final Report. 

ED 071 986 


Mirror Image; The Influence of the Daguerreo- 
type on American Society. 
ED 067 880// 


Navajo Reading Study. Progress Report No. 4, 
December 1969. 
ED 068 225 


Navajo Spelling Lists. Navajo Reading Study 
Progress Report No. 11. 

ED 068 226 
The Situation of Navajo Literacy Projects. 


Navajo Reading Study Progress Report No. 17. 
ED 068 227 


Written Navajo: A Brief History. Navajo Read- 
ing Study Progress Report No. 19. 
ED 068 229 


New Mexico Univ., Albuquerque. Navajo 
Reading Study. 
Trends in the Study of Athapaskan Language 
Maintenance and Bilingualism. Navajo Reading 
Study Progress Report No. 21. 
ED 078 715 


New Mexico Univ., Albuquerque. School of 
Medicine. 
Cognitive Growth in Young Children: Some 
Theoretical Implications Pertaining to Identity, 
Language and Memory. 
ED 076 238 
The Development of Competence and the 
Child Development Team: A_ Program 
Proposal. 
ED 077 594 


New Mexico Univ., Albuquerque. Urban 
Observatory. 
and Expenditure Projections for the 
Public Sch Final Report. 
ED 066 824// 


New Mexico Univ., Albuquerque. 
Zimmerman Library. 
Approval Plans: A Survey. 





“ 


ED 072 810 
Criteria for Promotion and Tenure of Librari- 
ans in Zimmerman, Parish, and Fine Arts 
Libraries of the University of New Mexico, Al- 
buquerque, New Mexico. 

ED 080 124 


New Orleans Dept. of Welfare, La. 
Evaluation Report of Format for Development 
of In-Service Training for Child Serving Sub- 
Professionals. 

ED 066 700 


New Orleans Public Schools, La. 

Evaluation of the Teacher Aide Program for 
the Louisiana State Department of Education 
Report: Annual Evaluation Instrument of Pro- 
grams for Educationally Deprived Children 
Funded Under ESEA Title I, 1969-70. 

ED 077 086 
An Exemplary Program for Occupational 
Preparation. Final Report. 

ED 076 750 


New Orleans Public Schools, La. Div. of 
Instruction. 


The Aural-Oral Method of Teaching Usage in 
the Total English Program. 

ED 073 469 
Guidelines for the English Program in the Mid- 
dle School and in the Junior High School. Cur- 
riculum Bulletin No. 57. 

ED 077 017 


Newport Independent School District, Ky. 
The Development and Implementation of an 
Integrated Career-Centered Curriculum for 
Elementary Grades One Through Six. Final Re- 
port, Fiscal Year 1971-72. 

ED 067 446 


Newport-Mesa Unified School District, 
Newport Beach, C 
Establishing Guidelines for Career Education 
K-12: A Summer Project, 1972. 
ED 079 539 


New Providence Board of Education, N.J. 
Prescriptive Teaching Workshop Resource 
Manual. 

ED 072 598 


New River Community Coll., Dublin, Va. 
Organization and Proceedings of the New River 
Articulation Conference (New River Communi- 
ty College, Dublin, Virginia, April 28, May 5, 
May 12, 1973). 

ED 077 485 


News and Letters, Detroit, Mich. 
Black, Brown and Red: The Movement for 
Freedom Among Black, Chicano and Indian. 
ED 076 728 


New School for Social Research, New York, 


Eye Movement Disorders in Dyslexia. Final Re- 


port. 
ED 074 691 





New School for Social Research, New York, 

N. Y. Center for New York City Affairs. 
Minority Access to Higher Education in New 
York City. City Almanac, Volume 7, Number 


2, August 1972. 
ED 067 437 


Newsreel, San Francisco, Calif. 
Newsreel. 16MM Documentary Film Catalog 


1972-1973. 
ED 079 933// 


New York City Board of Education, 


Brooklyn, N.Y. 
The Bilingual School (P.S. 25, Bronx). 
ED 066 983 


New York City Board of Education, 
Brooklyn, N.Y. Bilingual Resource Center. 
Bilingual ERIC Reprints. 
ED 078 719 


Bilingual Training Sessions. (A Partial Listing 
Including Staff Development Components 
under Title VII, ESEA). 

ED 078 720 


Materials Used in Bilingual Programs. 
ED 078 721 


New York City Board of Education, 
Brooklyn, N.Y. Bureau of Curriculum 
Development. 
Asian Studies: Experimental Course of Study, 
11th or 12th Year Elective. 
ED 070 684 


Consumer Education for High Schools. 
ED 068 675// 


Industrial Arts in the Elementary School Pro- 
gram: Motivation for Learning in Kindergarten 


to Grade 4. 
ED 068 685// 


New York City Board of Education, 
Brooklyn, N.Y. Bureau of Educational and 
Vocational Guidance. 
“Agenda for Action”: A Report of the 
Guidance Advisory Council to the Board of 
Education of the City of New York. 
ED 074 415 


New York City Board of Education, 
Brooklyn, N.Y. Bureau of Social Studies. 
Women Studies: Women in American History; 
HERstory-Changing Roles of American 
Women. Preliminary Edition. 
ED 071 954 


New York City Board of Education, 
Brooklyn, N.Y. Div. of Funded Programs. 
The Welfare-Education Program: A Five Year 
Report, 1964-1969. 
ED 072 331 


New York City Dept. of City Planning, N.Y. 
Three out of Ten. The Nonpublic Schools of 


New York City. 
ED 078 530// 


New York Civil Liberties Union, N.Y. 
New York Civil Liberties Union Student Rights 
Project Report on the First Two Years, 1970- 


1972. 
ED 073 524 


New York Education Dept., Albany. Bureau 


of Art Education. 
Perspectives on Prison Legal Services: Needs, 
Impact, and the Potential for Law School In- 


volvement. 

ED 076 092// 
Visual Arts Handbook. A _ Directory of 
Resource Materials. 

ED 076 483 


New York Friends Group, Inc., New York. 
Center for War/Peace Studies. 
Environmental Issues Conflict Unit. Teacher's 
Guide and Student Book. 
ED 073 032 


Military Obligation and the Invididual, With a 
Focus on Conscription in the U.S. Teacher's 
Guide and Student Workbook. Third Draft. 

ED 073 031 
Power: A Questioning Strategy for Analyzing 
Power Relationships. 

ED 073 030 


Report on the Inquiry: Utilization of Scholar- 
ship in Teaching About War, Peace, and Social 


Change. 
ED 077 815 


Understanding the Concepts of System and 
Model. Prerequisites to the Study of World 


Politics. 
ED 073 029 


New York Inst. of Tech., Old Westbury. 


Automated Instructional Management Systems 
(AIMS) Version Ill, System Manual. 

ED 076 415 
Automated Instructional Management Systems 


(AIMS) Version Ill, Users Manual. 

ED 076 416 
Automated Instructional Management Systems 
(AIMS) Version III, Operator’s Guide. 

ED 076 417 
Automated Instructional Management Systems 
(AIMS) Version III, Program Logic Manual, 
Volume 1. Source Statement Flowcharts. 

ED 076 418 
Automated Instructional Management Systems 
(AIMS) Version Ill, Program Logic Manual, 
Volume 2. Source Statement Listings. 

ED 076 419 
Automated Instructional Management Systems 
(AIMS) Version III, Source Programs. 

ED 076 420// 


Illustrated Texts (Master Set). 
ED 075 251 


Programmed Math Continuum, Level One, Al- 


gebra, Handbook. 
ED 075 200 
Programmed Math Continuum, Level One, Al- 


gebra, Measurable Behavioral Objectives. 
ED 075 201 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 1. 
ED 075 202 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 2. 
ED 075 203 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 3. 
ED 075 204 


Programmed Math Continuum, Level One, Al- 


gebra, Volume 4. 
ED 075 205 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 5. 
ED 075 206 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 6. 
ED 075 207 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 8. 
ED 075 209 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 9. 
ED 075 210 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 10. 
ED 075 211 


Programmed Math Continuum, Level One, Al- 


gebra, Volume 11. 
ED 075 212 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 12. 
ED 075 213 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 13. 
ED 075 214 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 14. 
ED 075 215 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 15. 
ED 075 216 


Remedial Sheets for Progress Checks, Seg- 


ments 1-14. 
ED 075 249 
Remedial Sheets for Progress Checks, Seg- 


ments 19-40. 

ED 075 250 
Revised Listing of Objectives, Appendix 1. 

ED 075 257 
Self-Paced Physics, Course Materials. 

ED 075 236 
Self-Paced Physics, Documentation Report, 
Final Report 5.0. 

ED 075 254 


Self-Paced Physics, Documentation Report, 
Management System Report 5.4a. 
ED 075 255 


Self-Paced Physics, Documentation Report, 
Course Description 5.1; Course Objectives 
5.2.1; Course Structure and Sequence 5.2.2. 

ED 075 256 
Self-Paced Physics, Documentation Report, 
Test Item Bank 5.3. 
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ED 075 258 
Self-Paced Physics, Documentation Report, 
Revision Process Documentation 5.5. 

ED 075 259 
Self-Paced Physics, Instructor Manual. 

ED 075 237 


Institution Index 


Self-Paced Physics, Segment 18. 

ED 075 242 
Self-Paced Physics, Segment 41A-41E. 

ED 075 248 
Self-Paced Physics, Segments 1-5. 

ED 075 238 
Self-Paced Physics, Segments 6-10. 

ED 075 239 
Self-Paced Physics, Segments 11-14. 

ED 075 240 
Self-Paced Physics, Segments 15-17. 

ED 075 241 
Self-Paced Physics, Segments 19-23. 

ED 075 243 
Self-Paced Physics, Segments 24-27. 

ED 075 244 
Self-Paced Physics, Segments 28-31. 

ED 075 245 
Self-Paced Physics, Segments 32-36. 

ED 075 246 
Self-Paced Physics, Segments 37-40. 

ED 075 247 
Self-Paced Physics [Talking Book Cassette 


Tapes}. 
ED 075 253// 


Talking Books (Master Set). 
ED 075 252 


New York Life Insurance Co., New York. 
High School Health Fairs. Manual for Conduct- 
ing Medical Examinations for Students in a 
Large Urban High School. 

ED 075 544 


New York Public Library, N.Y. 
Books for the Teen Age 1972. 
ED 066 760// 


New York Public Library, N.Y. Research 
Libraries. 
The Use of Microfilm in Relation to the 
Retrospective and Prospective Catalogs of the 
Research Libraries of the New York Public 
Library: A Report to the Council on Library 
Resources (CLR Grant No. 516). 
ED 067 107 


New York State Advisory Council on 
Vocational Education, Albany. 
New York State Advisory Council on Voca- 
tional Education First Annual Report, Fiscal 
Year 1970. 
ED 078 208 
New York State Advisory Council on Voca- 
tional Education Third Annual Report, Fiscal 
Year 1972. 
ED 080 667 


New York State Association of Foreign 
Language Teachers. 
Why FLES? A Rationale for Beginning Foreign 
Languages at the Elementary School Level. 
ED 069 188 


New York State Commission on the Quality, 
Cost, and Financing of Elementary and 
Secondary Education. 
Report of the New York State Commission on 
the Quality, Cost and Financing of Elementary 
and Secondary Education. Volume 2. 
ED 069 841// 
Report of the New York State Commission on 
the Quality, Cost and Financing of Elementary 
and Secondary Education. Volume 3. 
ED 069 842// 


New York State Dept. of Civil Service, 
Albany, N.Y. 
Annual Report on the Occupations, Job Status 
and Ethnic Characteristics of Employees in 
New York State Agencies, 1971 (Fifth). 
ED 074 259 


New York State Dept. of Labor, Albany. 
Registered Apprenticeship Training in New 
York State. A Joint Report. 

ED 070 834 


New York State Dept. of Mental Hygiene, 
New York. 
Process Accounting: An Examination of Some 
Effects of Student Grouping and Grading Prac- 
tices in a Metropolitan Area High School. Final 
Report. 





Institution Index 


ED 078 589 
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New York State Educational 
Communication Association. 
Curricular Implications of Visual Literacy; 
Conference Report. 
ED 076 019 


Strategies for Learning. Convocation Reports. 
ED 071 393 


New York State Education Dept., Albany. 
Affirmative Action Through Affirmative At- 


titudes. 

ED 076 091 
Bilingual Education: A Statement of Policy and 
Proposed Action of the Regents of the Univer- 
sity of the State of New York. Position Paper 
Series, Number 16. 

ED 069 840 


Drug Abuse Education: A Selected Bibliog- 
raphy of Books, Pamphlets, Recordings, Trans- 
parencies, Slides for Schoo! Libraries. 

ED 068 858 
Education Beyond High School. The Regents 
Tentative Statewide Plan for the Development 
of Post-Secondary Education, 1972. 

ED 068 052 
Equal Opportunity for Women. A Statement of 
Policy and Proposed Action by the Regents of 
the University of the State of New York. Posi- 


tion Paper 14. 
ED 067 016 
t of Pol- 





Instructional Technology; A Stat 
icy and Proposed Action. 

ED 071 417 
Measuring the Performance of School Districts. 

ED 069 709 
A Multimedia Reference Listing of Materials 
on Drug Education. 

ED 072 364 
Performance Indicators in Education: Local 


District Results-1972. 
ED 069 792 


Reading: A Statement of Policy and Proposed 
Action; Position Paper, No. 12. 

ED 076 974 
Registered Apprenticeship Training in New 
York State. A Joint Report. 

ED 070 834 


Sample Examination Questions. Grade 7 Social 
Studies: Our Cultural Heritage; Grade 8 Social 
Studies: United States History. 

ED 076 482 


That Extra Dollar in Later Life. Four Courses 
of Study. 
ED 069 952 


New York State Education Dept., Albany. 
Bureau for Mentally Handicapped Children. 
Prevocational and Vocational Training of 
Trainable Mentally Retarded Youth in Shel- 
tered Workshops Established by Local Educa- 
tional Agencies. 
ED 072 601 


Programmed Math Continuum, Level One, Al- 
gebra, Volume 7. 
ED 075 208 


New York State Education Dept., Albany. 
Bureau for Physically Handicapped 
Children. 
Urban Issues in Special Education. A Special 
Study Institute Proceedings. 
ED 079 893 


New York State Education Dept., Albany. 
Bureau of Business and Distributive 
Education. 
Approaches to Individualized Instruction. 
ED 078 132 


New York State Education Dept., Albany. 
Bureau of Child Development and Parent 
Education. 

Parent Education in the Adult Education Pro- 


gram. 
ED 069 951 


New York State Education Dept., Albany. 
Bureau of Continuing Education 
Curriculum Development. 
Communications and Decision Making. Instruc- 
tor’s Guide for an Adult Course. 
ED 074 352 
Environmental Relationships in Business. In- 


structor’s Guide for an Adult Course. 
ED 074 351 


Inventory of Readiness for Literacy. Phase 1: 
Visual Discrimination and Select Cognitive 


Abilities. 

ED 069 959 
Inventory of Readiness for Literacy. Phase 2: 
Auditory Discrimination. 

ED 073 355 
Learning Laboratories for Unemployed, Out-of- 
School Youth: Cultural Realization and 
Development of an Adequate Self-Concept. 

ED 070 928 


Learning Laboratories for Unemployed, Out-of 


-School Youth. Occupational Orientation. 
ED 074 349 


Learning Laboratories for Unemployed, Out-of- 
School Youth. Health Education - Part 1. 

ED 074 350 
Multimedia for Americanization Programs. 

ED 077 205 
Parent Education & Family Life. Child 
Development: The Teenager. Lesson Plan 
Manual: A_ Series of Lesson Plans and 
Worksheets. 

ED 070 927 


New York State Education Dept., Albany. 
Bureau of Elementary Curriculum 
Development. 

Elementary School Mathematics, A Parents’ 


Guide. 
ED 076 384 


English Language Arts: Composition Section, 
K-12. 

ED 078 426 
English Language Arts: Language Section K- 
12, Experimental Edition. 

ED 074 515 
Improving Reading-Study Skills in Mathematics 


K-6. 
ED 067 257 


Mathematics K-6: A Recommended Program. 
ED 067 238 
Outdoor Education: A Guide for Planning Re- 


sident Programs. 
ED 067 202 


Pupil Progress Record-Keeping. 

ED 072 008 
Strand III - Mental Health for Grades K-3. Spe- 
cial Edition for Evaluation and Discussion. 

ED 070 994 
Strand III, Mental Health: Health Curriculum 


Materials for Grades 4, 5, 6. 
ED 072 377 


Strand I - Physical Health; Disease Prevention 


and Control for Grades 4-6. 
ED 072 365 


Strand I: Physical Health Nutrition. Health 
Curriculum Materials. Grades 4-6. 
ED 076 528 


Strand I: Physical Health. Sensory Perception. 


Health Curriculum Materials Grades 4, 5, 6. 
ED 075 436 


Strand IV _ Environmental and Community 
Health, Environmental and Public Health, 
Grades K-3. 

ED 077 725 


Strand IV Environmental and Community 
Health, World Health, Grades 4-6. 
ED 077 727 


Strand V: Education for Survival. First Aid and 


Survival Education. Grades 4, 5, 6. 
ED 076 537 


New York State Education Dept., Albany. 
Bureau of Guidance. 
Manual on Pupil Records. Revised. 
ED 078 539 


Problem Solving Project, Phases I and II. 
ED 068 864 


New York State Education Dept. , Albany. 
Bureau of Mass Communications. 
Cable Television Information. 
ED 076 023 


Man Builds, Man Destroys. 

ED 068 338 
Media Duplication and Distribution Service. 
Video Tape Catalog. 

ED 071 418 


New York State Education Dept., Albany. 
Bureau of Migrant Education. 


An Aid to Comprehensive Planning for Migrant 
Programs. 
ED 071 793 


Statewide Conference on Migrant Education 
(State University College in Geneseo, New 
York, July 8, 1971). 

ED 069 460 


New York State Education Dept., Albany, 
Bureau of Music Education. 
Major New Movements in Elementary School 
Education. Report on a One-Day Statewide 
Demonstration-W orkshop. 


ED 075 328 


New York State Education Dept., Albany. 
Bureau of Occupational Education 
R 


An Educational Component Incorporated into 
a Residential Drug Rehabilitation Program. 
Phase Ill. Report of Pilot Project. 

ED 070 003 
New York State Occupational Education Mini- 
Grant Program. 1972 Final Report. 

ED 080 709 


New York State Education Dept., Albany. 
Bureau of Pupil Testing and Advisory 
Services. 
Diagnostic Tests in Reading: An Annotated 
Bibliography. 
ED 073 426 
New York State Pupil Evaluation Program. 
School Administrator’s Manual. Revised. 
ED 071 162 


New York State Education Dept., Albany. 
Bureau of School and Cultural Research. 
Mathematics Objectives, Level 6 [Project 
SPPED, System for Frogram and Pupil Evalua- 
tion and Development}. 
ED 067 237 


Mathematics Objectives, Level 7 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development]. 

ED 069 500 


Mathematics Objectives, Level 8 [Project 
SPPED, System for Program and Pupil Evalua- 
tion and Development}. 

ED 067 258 


A System of Objectives in Reading. A Draft 
Manual for the Selection of Reading Objectives 


in Project SPPED. 
ED 074 440 


New York State Education Dept., Albany. 
Bureau of School Programs Evaluation. 
Performance Indicators Workbook: Edition I, 
for Calculating School District Performance in 
Elementary School Reading and Arithmetic. 
ED 080 591 
Variables Related to Student Performance and 
Resource Allocation Decisions at the School 
District Level. A Survey of Research with 
Emphasis on the Policy Implications of the 


Findings. 
ED 071 181 


New York State Education Dept., Albany. 
Bureau of Secondary Curriculum 
Development. 
American Civilization in Historic Perspective. 
Part IIl-Education. A Guide for Teaching Social 
Studies, Grade 11. 
ED 071 961 


Beauty Products and the Consumer. 

ED 079 263 
The Consumer and His Health Dollar: One of a 
Series in Expanded Programs of Consumer 


Education. 

ED 073 959 
The Consumer and Transportation. 

ED 068 802 
The Consumer Looks at His Automobile In- 


surance. 
ED 068 845 
Credit and the Consumer: One of a Series for 
Expanded Program in Consumer Education. 
ED 075 559 
Education and the Consumer. Expanded Pro- 
grams in Consumer Education. 





ED 067 355 
English Language Arts: Composition Section, 
K-12. 





ED 078 426 
English Language Arts: Language Section K- 
12, Experimental Edition. 

ED 074 515 


Let’s Learn Languages. 
ED 077 271 





Mathematics 7-8 Handbook, 1973 Reprint. 

ED 079 115 
Mathematics Courses for the Seventh Year and 
Eighth Year, 1973 Reprint. 

ED 079 114 


Music in the High School. A Syllabus in Music, 
Grades 9-12. 
ED 069 595 


Social Studies: Grade 9: Asian and African 
Culture Studies. 
ED 067 348 


Social Studies: Grade 12: Advanced Economics 


(One Semester). 
ED 079 185 


Strand I - Physical Health; Dental Health for 
Grades 7, 8, 9. 
ED 070 991 


Strand I - Physical Health; Disease Prevention 
and Control for Grades 10, 11, and 12. Special 
Edition for Evaluation and Discussion. 

ED 070 992 
Strand I - Physical Health; Disease Prevention 
and Control for Grades 7, 8, and 9. 

ED 072 366 
Strand I: Physical Health Nutrition. Health 
Curriculum Materials. Grades 7-9. 

ED 076 529 
Strand I: Physical Health Nutrition. Health 
Curriculum Materials. Grades 10-12. 

ED 076 530 


Strand I: Physical Health. Sensory Perception. 
Health Curriculum Materials Grades 7, 8, 9. 
ED 075 437 


Strand IV Environmental and Community 
Health, Ecology and Epidemiology of Health, 
Grades 10, 11, and 12. 

ED 077 723 


Strand IV _ Environmental and Community 
Health, Ecology and Health, Grades 7, 8, and 
9. 


ED 077 724 
Strand IV_ Environmental and Community 
Health, Environmental and Public Health, 
Grades 7, 8, and 9. 

ED 077 726 


Strand IV_ Environmental and Community 
Health, World Health, Grades 7, 8, and 9. 
ED 077 728 


Strand IV Environmental and Community 
Health, World Health, Grades 10, 11, and 12. 
ED 077 729 
Strand V: Education for Survival. First Aid and 
Survival Education. Health Curriculum Materi- 
als Grades 10-12. 
ED 076 531 


Strand V: Education for Survival. First Aid and 
Survival Education. Health Curriculum Materi- 
als. Grades 7-9. 

ED 077 857 


Strand V: Education for Survival. Safety Edu- 
cation. Health Curriculum Materials. Grades 7- 
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ED 076 $32 
A Teacher's Guide to Folksinging. A Curricu- 
lum Guide for a High School Elective in Music 


Education. 

ED 073 036 
Teaching About Basic Legal Concepts in the 
Junior High School. 

ED 080 432 


Teaching About Latin America. ‘ 
ED 071 962 


Teaching Guitar. A Curriculum Guide for a 


High School Elective in Music Education. 
ED 074 008 


Teaching the Age of the City: The Gilded Age 
and After (1865-1914). A Guide for Seventh 
Grade Social Studies. 

ED 068 422 


New York State Education Dept., Albany. 
Bureau of Social Studies Education. 
Bureau of Social Studies Education Newsletter. 
Volume 1, Number 3. 

ED 077 835 


New York State Education Dept., Albany. 
Bureau of Special Continuing Education. 
Americanization Guidelines for Public School 
Education and 


ED 079 578 
Training for New Trends in Clubs and Centers 
for Older Persons. 

ED 074 344 


Directors of Continuing 
Teachers of the Foreign Born. 


New York State Education Dept., Albany. 
Bureau of Urban and Community Programs 


Evaluation. 
1971-72 Urban Education Program. 
ED 076 715 
Program Evaluators Handbook: Measurement. 
ED 078 021 


New York State Education Dept., Albany. 


Studies. 
The Dimensions of International Education in 


New York State. 
ED 073 014 


New York State Education Dept., Albany. 
Center for International Programs and 
Services. 


Teaching Notes on Population. 
ED 075 298 


New York State Education Dept., Albany. 
Curriculum Development Center. 
English Language Arts: Literature Section K- 
12, Experimental Edition. 
ED 078 427 
Physical Education for the Exceptional Child. 
ED 071 213 
Strand I - Physical Health; Dental Health for 
Grades K-3. Special Edition for Evaluation and 
Discussion. 
ED 070 989 


Strand I - Physical Health; Dental Health for 
Grades 4-6. Special Edition for Evaluation and 
Discussion. 

ED 070 990 


Strand I - Physical Health; Health Status for 
Grades K-3. Special Edition for Evaluation and 
Discussion. 


ED 070 993 
Strand I, Physical Health: Health Status. Health 


Curriculum Materials for Grades 4-6. 
ED 072 376 


Strand I: Physical Health Nutrition. Grades K- 
3. 


ED 076 527 
Strand I: Physical Health. Sensory Perception 
for Grades K-3. 

ED 075 435 


New York State Education Dept., Albany. 
Div. for Handicapped Children. 
Health Education on Drug Abuse and the Han- 
dicapped Child. 
ED 066 852 


Professional and Instructional Music Materials 
for Exceptional Children. 

ED 071 259 
Reaching the Pre-School Handicapped Child. 

ED 069 086 
A Special Study Institute Proceedings: To 
Acquaint Public School Administrators with 
the Role of the Special Education Administra- 
tor and to Present a General Overview of Spe- 
cial Education Programs. 

ED 067 806 


New York State Education Dept. , Albany. 
Div. of C Education. 
Handbook for Directors of Continuing Educa- 


tion. 
ED 079 607 


New York State Education Dept., Albany. 
Div. of Educational Communications. 
A New Motivation for Learning: The Graphics 
Expression System. Manual for Administrators. 
ED 079 965 


New York State Education Dept., Albany. 
Div. of Evaluation. 
District Evaluator’s Handbook of Selected 
Evaluation Procedures for Categorically Aided 


Programs Serving Disadvantaged Learners. 
ED 069 839 


Training and Development Programs for Edu- 
cational Research Personnel for School Ser- 
vice. Final Report. 

ED 073 118 


New York State Education Dept., Albany. 
Div. of General Education. 
Spanish-Speaking Students and Standardized 
Tests. 


ED 080 594 
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New York State Education Dept., Albany. 
Div. of Health, Physical Education, and 
Recreation. 

Report on Experiment Girls on Boys’ In- 


terschool Athletic Teams. March 1969-1970. 
ED 073 059 


New York State Education Dept., Albany. 
Div. of Humanities and Arts. 
A Report of the Sullivan County Festival of the 
Arts, 1968 to 1971. 
ED 080 433 


New York State Education Dept., Albany. 
Div. of Intercultural Relations in Education. 
So You're Going to Run a Day Care Service! 

ED 069 351 
The What and How of Teaching Afro-Amer- 
ican Culture and History in the Elementary 


Schools. 
ED 069 578 


New York State Education Dept., Albany. 
Div. of Library Development. 
A Directory of Reft and R h Libra- 
ry Resources Systems in New York State. 
ED 069 314 


Long Range Plan for Library Service to the 
People of New York State, (July 1, 1972-June 
30, 1977); Utilizing Local, State and Federal 


Resources. 

ED 069 324 
Reference Books for a Regional Reference Col- 
lection. Revised Edition. 





ED 067 100 


New York State Education Dept., Albany. 

Div. of Physical Education and Research. 
New York State Physical Fitness Test for Boys 
and Girls Grades 4-12. A Manual for Teachers 


of Physical Education. 
ED 070 759 


New York State Education Dept., Albany. 
Div. of Special Occupational Services. 
Institutional Manpower Development and 
Training in New York State. Annual Report 
(July 1, 1970-June 30, 1971). 
ED 068 643 


New York State Education Dept., Albany. 
Div. of Teacher Education and Certification. 
Performance Education: Strategies and 
Resources for Developing a Competency-Based 
Teacher Education Program. 
ED 080 460 


Resources for Performance-Based Education. 
ED 076 555 
Teacher Education Programs and Certification 


Policies. 1972 Edition. 
ED 075 365 


New York State Education Dept., Albany. 
Educational Programs and Studies 
Information Service. 
Dissemination as a Process Component with 
Implications for Organizing a State Agency Dis- 
semination Unit. 
ED 074 584 
New York State Education Dept., Albany. 
Foreign Area Materials Center. 
East Asia: A Bibliography for Undergraduate 
Libraries. 
ED 070 723// 
Guide to Reference Sources on Africa, Asia, 
Latin America and the Caribbean, Middle East 
and North Africa, and Russia and East Europe: 
Selected and Annotated. 
ED 070 725// 
Intercultural Studies Information Service. 


Volume 1, Number 2. 
ED 075 299 


Kishan Garhi Village, A Generation of Change: 


Technology, Society, and Culture. 
ED 073 980 


Middle East and North Africa: A Bibliography 
for Undergraduate Libraries. 
ED 070 724// 


Students, Teachers, and the Third World in the 
American College Curriculum. A Guide and 
Commentary on Innovative Approaches in Un- 
dergraduate Education. Occasional Publication 


No. 19. 
ED 076 494 
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Survey of Bibliographies and Reference Works 
on Asia, Africa, Latin America, and Russia and 
East Europe and Compilation of Bibliographies 
on East Asia, South Asia, and Africa South of 
the Sahara for Undergraduate Libraries. Final 


Report. 
sei ED 070 722 


New York State Education Dept., Albany. 
New York Research Coordinating Unit. 
Evaluation of Selected Two-Year College Cer- 
tificate and Diploma Programs. Project Report. 
ED 078 825 
The Status and Role of Lunchroom Aides in 
Selected New York State School Districts. 
Phase Two of a Continuing Study -- School 
Paraprofessionals: Roles and Job Satisfactions. 
ED 072 549 


New York State Education Dept., Albany. 


Office of Occupational Education. 
Annotated Bibliography of Career-Relevant 
Literature at the Junior and Senior High 


School Level. 

ED 076 830 
Cooperative Occupational Education Programs. 
Administrative Handbook. 





ED 073 247 
Directory of Occupational Education Programs 


in New York State. 
ED 072 188 


Infusion Models: Career Education in the Ele- 


mentary School. 
ED 076 831 


New York State Annual Report for Occupa- 
tional Education (July 1, 1971-June 30, 1972). 

ED 070 825 
Placement Services in New York State Two- 


Year Colleges. 
ED 076 832 


A Selected List of Educational Material Availa- 


ble from Commerce and Industry. 
ED 076 826 


New York State Education Dept., Albany. 
Office of State History. 
Research and Publications in New York State 


History 1971-72. 
ED 075 329 


New York State Education Dept., Albany. 
Office of Vocational Rehabilitation. 
An Educational Component Incorporated into 
a Residential Drug Rehabilitation Program. 


Phase III. Report of Pilot Project. 
ED 070 003 


New York State Education Dept., Albany. 
Regents External Degree Program. 
Regents External Degree Associate in Applied 


Science in Nursing. 
ED 074 938 


The Regents External Degree. Handbook of In- 


formation for Candidates. 
ED 068 034 


New York State Education Dept., Albany. 
Special Education Instructional Materials 
Center. 

Professional and Instructional Music Materials 


for Exceptional Children. 
ED 071 259 


SEIMC Services to Parents of Handicapped 


Children. 
ED 072 600 


New York State English Council. 


Prescriptions/Strategies for Teaching/Learning 


English. 

ED 070 082 
Studies in English to Speakers of Other Lan- 
guages and Standard English to Speakers of 
Non-Standard Dialect. Monograph No. 14. 

ED 068 984 


New York State Interdepartmental 

Committee on Indian Affairs, Albany. 
Annual Report of New York State Interdepart- 
mental Committee on Indian Affairs, 1971- 


1972. 

ED 080 267 
The Indian Today in New York State. 

ED 073 870 


New York State Library, Albany. 
Long Range Plan for Library Service to the 
*eople of New York State, (July 1, 1972-June 


30, 1977); Utilizing ‘Local, State and Federal 
Resources. 
ED 069 324 


New York State Narcotic Addiction Control 
Commission, Albany. 


Annotated Bibliography of Literature on Nar- 
cotic Addiction. 
ED 078 312 


New York State Personnel and Guidance 
Association, Inc., 
Extending Guidance and " Counseling Services 
for the Mentally Handicapped. 
ED 070 017 
New York State Public Service Commission, 


Albany. 
Regulation of Cable Television by the State of 


New York. 
ED 074 788 


New York State Teachers of the Mentally 


Handicapped, Inc. 
Extending Guidance and Counseling Services 


for the Mentally Handicapped. 
ED 070 017 


New York State Temporary Commission on 

Youth Education in Conservation, Albany. 
Supplement to the Third Report to the Gover- 
nor and Legislature on Conservation Educa- 


tion. 

ED 077 716 
Third Report to the Governor and Legislature 
on Conservation Education. 

ED 077 715 


New York State Temporary Commission to 
Study the Causes of Campus Unrest, 
Albany. 
demy or Battleg d. Third Report of the 
ea Commission to Study the Causes of 
Campus Unrest. 
ED 077 412 


New York Univ., N.Y. Alternate Media 


Center. 
A Story About People. 





ED 076 012 


New York Univ., N.Y. Center for Field 


Research and School Services. 
The Development of Research Capabilities of 
Key Puerto Rico Professionals in Vocational- 
Technical Education. 
ED 073 292 


An Evaluation of Operation Return. New York 
City Title I Project. 
ED 072 137 


New York Univ., N.Y. Deafness Research 
and Training Center. 
Curriculum Guide for Interpreter Training. 
ED 074 656 
New York Univ., N.Y. Graduate School of 
Business Administration. 
A Note on the Interaction of Schooling and 


Ability. 
ED 080 089 


New York Univ., N.Y. Inst. of Afro- 


American Affairs. 
Ethnic Studies in Elementary Schools and 
Secondary Schools in New York. 
ED 075 558 


Institute for Training Minority Group Research 
and Evaluation Specialists II. 
ED 074 983 


New York Univ., N.Y. Inst. of 
Rehabilitation Medicine. 
Residential Needs of Severely Physically Han- 
dicapped Non-Retarded Children and Young 
Adults in New York State. A Report to the 


Governor. 
ED 071 214// 


New York Univ., N.Y. New Careers 
Development Center. 
Mobilization for Youth’s New Model for Sub- 
professional Training: Its Impact on New York 
City’s Health Services. 
ED 072 199 


New York Univ., N.Y. School of Education. 
Deafness and Mental Retardation. 
ED 067 788 


The Development of Guidelines for Classifying 
and Writing Abstracts of Dance Research. 

ED 070 706 
An Examination of Policy Making in an Urban 
Setting. Final Report. 

ED 070 811 
A Study of the Responses of High School Stu- 
dents to Poetry in Three Differently Directed 
Situations and the Relationship of the Respon- 
ses to Sex and Reading Level. Final Report. 

ED 068 954 


New Zealand Council for Educational 


Research, W 
Children’ 's Reading Interests: A Wellington Sur- 


vey. 
ED 074 452// 


Nielsen (A.C.) Co., Chicago, Ill. 
Nielsen Television '73; A Look at the Medium. 
ED 076 015// 


Ninety Six High School, S. C. 
Learning Activity Package, Algebra. 

ED 069 504 

Algebra- 


Learning Activity Package, 


oo ED 069 505 


Learning Activity Package, Biology, LAPs 12, 
13, 15, 17, and 18. 
ED 080 332 


Learning Activity Package, Biology, LAPs 20, 
30, 31, 32, and 33. 
ED 080 333 


Learning Activity Package, Geometry. 
ED 069 506 
Learning Activity Package, Pre-Algebra. 
ED 069 503 
The Ninety Six Story. 
ED 069 502 
Nolde Forest Environmental Education 
Center, Reading, Pa. 
Elementary Environmental Education. 
ED 080 368 
Environmental Education Curriculum Guide 
for Intermediate Social Studi 





ED 080 367 
[Field Learning Activities]. 
ED 080 366 


North Allegheny School District, Pittsburgh, 
Pa. 
Gemini 220: An Extended School Day and 
School Calendar as an Alternative to New Con- 
struction. A Feasibility Study. 
ED 079 830 


North American Rockwell Information 
Systems Co., Arlington, Va. 
PGIS (Project Grant Information System) Tax- 
onomy [Rough Draft]. 
ED 067 103 


North Atlantic Treaty Organization, 
Neuilly-sur-Seine (France). Advisory Group 
for Aerospace Research and Development. 
Image Storage and Transmission Systems for 
the Dissemination of Information, AGARD 
Conference Proceedings No. 92 (Oslo, Norway, 
September 9, 1971). 
ED 068 136// 


North Carolina Central Univ., Durham. 
A Pilot Study of the Social and Educational 
Impact of School Desegregation. 
ED 080 637// 


North Carolina Central Univ., Durham. 
School of Library Science. 
The Child’s Literary Heritage, Folk and Fairy 


Literature. 
ED 069 299 


Early Childhood Library Specialist Program. 
ED 067 144 


North Carolina Internship Office, Raleigh. 
A Notebook on Service-Learning. 
ED 070 395 


North Carolina Manpower Development 
Corp., Chapel Hill. 
Management Awareness Program. Instructor’s 
Manual. 
ED 079 612 
An Overview of the Management Awareness 
Program. 
ED 079 611 





North Carolina State Advisory Committee 
on Services to Migrants, Raleigh. 


Serving Migrant Families. 
ED 080 268 


North Carolina State Board of Higher 
Education, Raleigh. 
A Brief History of Service-Learning Internship 


Programs. 
ED 070 375 


North Carolina Environmental Internship Pro- 


gram 1971. 
ED 070 372 
North roi State Dept. of Public 
Instruction, R 
1972 Migrant Y eateidion State Evaluation Re- 


port [North Carolina]. 
ED 068 241 


Accountability. Review of Literature & Recom- 


mendations for Implementation. 
ED 066 826 


The Conservation of North Carolina’s Natural 


Resources. 
ED 079 098 


Ecological Investigations, Curriculum Guide. 
ED 079 099 
Water Quality Control, Curriculum Guide. 
ED 079 100 


North Carolina State Dept. of Public 
Instruction, Raleigh. Div. for Exceptional 
Children. 

Career Opportunities in Teaching Exceptional 


Children. 
ED 073 574 


Curriculum Guide for Teachers of Trainable 


Mentally Retarded Children. 
ED 067 805 


HANDS-ON, Career Exploration for Bright 


Students. 
ED 073 575 


Information Concerning the Program for Gifted 


and Talented Students. 
ED 072 602 


Union Catalog: Special Education Instructional 


Materials Center Network. 
ED 073 576 


North Carolina State Dept. of Public 
Instruction, Raleigh. Div. of Compensatory 


Education. 
Migrant Education Administrative Handbook. 


Revised April 1973. 
ED 075 151 


North Carolina State Dept. of Public 
Instruction, Raleigh. Div. of Kindergarten - 
Early Childhood Education. 
Information About Kindergarten-Early Child- 
hood Education (K-3). 
ED 078 941 


North Carolina State Dept. of Public 
sy yt Raleigh. Div. of Research. 
ve Evaluation Design for 
a ” aaa Program of Educational Ex- 
perimentation. 

ED 075 507 


The Promotion, Dissemination, and Utilization 
Plan for the North Carolina Statewide Assess- 
ment of Educational Progress. 

ED 076 607 


Teaching About Africa in the Social Studies 
Curriculum. Evaluation of Activities for 
Seventh Grades in North Carolina: 1969-1972. 

ED 073 977 


North Carolina State Library, Raleigh. 
Helping Your Child to Read. 
ED 078 386 


Information Unlimited; North Carolina’s Long- 


Range Program for Library Service. 
ED 070 493 


North Caroiina State Univ., Raleigh. 
Industrial Arts in the Southeast. 





ED 069 925 


North Carolina State Univ., Raleigh. 
Agricultural Experiment Station. 
Leadership Profiie for Gaston County, [North 


Carolina}. Overview. Occasional Report 73-1. 
ED 080 250 


North Carolina State Univ., Raleigh. Center 
for Occupational Education. 


An Anthology of 15 Career Education Pro- 
grams. 


Career Guidance. 


ED 079 $35 


ED 076 757// 

College of the Albemarle: A Developmental 
Project in Occupational Education. 

ED 072 222 

Education and Manpower. Final Report, 

Center Research and Development Report No. 


14, 
ED 080 724 
Elementary School Curriculum Guide. 
ED 076 753// 
“Ergometrics”: A Systematic Approach to 
Some Educational Problems. 
ED 067 443 
A Guide to the Coordination of Supportive 
Services for Vocational Education Students. 
ED 075 575 
High School Curriculum Guide. 
ED 076 755// 
An Iconic Comparison of Photographs and the 
Live Television Screen in Visual Diagnostic 


Ability. 
ED 073 235 
Involving the Community in Career Education. 
ED 076 760// 
A Manual for the Implementation and Ad- 
ministration of Career Education Programs. 
ED 076 752 
Middle School Curriculum Guide. 
ED 076 754// 
Occupational Education in Areas of Social and 
Economic Transition: A Systems Approach. 
ED 067 455 
Placement and Follow-Up in Career Education. 
ED 076 758// 
Postsecondary Career Education. 
ED 076 756// 
Professional Development. 
ED 076 759// 
A Study of Supply and Demand for High 
School Vocational Teachers in Three 
Southeastern States. 
ED 068 707 


The Value Orientation Test: An Exploration of 
the Culture of Poverty Thesis Using a New 
Projective Instrument. Center Research and 
Development Report No. 15. 

ED 080 723 


North Carolina State Univ., Raleigh. Dept. 

of A; Information. 

Self Study Report: Department of Agricultural 

Information, North Carolina State University. 
ED 066 646 


North Carolina State Univ., Raleigh. School 
of . 
Rural Housing Rehabiiitation Demonstration. 
Princeville, N. C 
ED 072 884 
North Carolina State Univ., Raleigh. School 
of Education. 
A Status Study of Occupational Education in 


North Carolina, 1971-1972. Final Report. 
ED 067 460 


Teacher Attitudes and Teacher Adoption of 
Concepts and Practices in Programs for the 
Disadvantaged. 

ED 067 459 


North Carolina Univ., Chapel Hill. 
Degrees Conferred by North Carolina Senior 
Colleges and Universities, 1971-72. 
ED 070 421 


A Pilot Study of the Social and Educational 
Impact of School Desegregation. 
ED 080 637// 


Statistical Abstract of Higher Education in 
North Carolina, 1972-73. 
ED 080 062 


North Carolina Univ., Chapel Hill. Carolina 
Center. 

Basic Reference Sources in Population/Family 

eeeae An Annotated Bibliography, Number 


ED 070 599 
International Directory of Population Informa- 
tion and Library Resources. Supplement to the 
First Edition. 

ED 068 344 
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Proceedings of the Fifth National Conference 
of the Population/Family Planning Library and 
Information Centers, (Chapel Hill, N.C., May 


4-5, 1972). 
ED 071 921 


North Carolina Univ., Chapel Hill. Frank 
Porter Graham Center. 
Behavior Patterns of Mildly Retarded Children 
in Open Classrooms. 
ED 078 625 


North Carolina Univ., Chapel Hill. Highway 
Safety Research Center. 
Characteristics of Youthful Bicycle Riders in 
an Urban Community and Events Accruing to 
Operation of Their Vehicles. 
ED 073 228 


North Carolina Univ., Chapel Hill. Institute 
of Government. 
Teacher Dismissal and Nonrenewal of Teacher 


Contracts. Proposed School Board Regulations. 
ED 078 523 


North Carolina Univ., Chapel Hill. L.L. 
Thurstone Psychometric Lab. 
Polynomial Conjoint Analysis of Similarities: A 
Model for Constructing Polynomial Conjoint 


Measurement Algorithms. 
ED 072 085 


North Carolina Univ., Chapel Hill. 
Technical Assistance Development System. 
Parent Programs in Child Development Cen- 
ters. First Chance for Children, Vol. 1. 
ED 067 798 
Program Planning and Evaluation. First Chance 


for Children, Vol. 2. 
ED 073 581 


Replication Guidelines. 
ED 072 596 


North Carolina Univ., Greensboro. Infant 
Care Project. 
The ABC’s of Learning in Infancy. 
ED 067 146 
A Demonstration Project: “The Good Life” for 


Infants and Toddlers. 
ED 067 148 


Easy-to-Do Toys and Activities for Infants and 


Toddlers. 
ED 067 164 


Family Day Care: Some Observations. 
ED 072 856 


North Central Rural Sociology Committee. 
Committees...A Key to Group Leadership. 
North Central Regional Extension Publication 
No. 18. NCRS -- 5 Leadership Series No. 1. 

ED 076 881 


North Central Technical Inst., Wausau, 
Wis. 
Analysis of Skills Needed by Graduates of As- 


sociate Degree Insurance Major. Final Report. 
ED 075 616 


Home Economict Assistant Study. Final Re- 
port. 
ED 068 659 
North Dakota State Advisory Council for 
Vocational Education, Fargo. 
Annual Report of the North Dakota State Ad- 
visory Council for Vocational Education 
(Third), December 1972. 
ED 075 669 


North Dakota State Dept. of Health, 
Bismarck. Div. of Health 
Directory of Education and Training Programs 
for Health Occupations in North Dakota, South 
Dakota, Mi and N 





ED 080 708 
North Dakota State Library Commission, 


ismarck. 
North Dakota State Plan for Long-Range 


Library Development. 
ED 070 478 


North Dakota State Univ., Fargo. 
Teaching Strategies Exhibited by First-Year 


Teachers. 
ED 068 452 





1158 Institution Index 


North Dakota State Univ., Fargo. Coll. of 
Home Economics. 
Identification of Common Content in Courses 
Offered by Various Vocational Services at the 
Secondary Level. Final Report. 
ED 075 622 


Teaching for Employability. 
ED 075 621 


North Dakota State Univ., Fargo. Dept. of 
Agricultural Education. 
A Determination of Instructional Commonali- 
ties in Agricultural Occupations in the Fargo, 
West Fargo, North Dakota, Metropolitan Area. 
Report of the Research Study. 
ED 080 783 


North Dakota Univ., Grand Forks. 
Institutional Research Office. 
A Tabular Presentation of Student Credit Hour 
Enrollment, Full-Time Equivalent Faculty, and 
Cost of Instruction at the University of North 
Dakota First Semester 1971-72. 
ED 076 149 


Northeastern Educational Intermediate 


Unit, Scranton, Pa. 
Feasibility Study: Instructional 
System 2500 MHz “ITFS”. 


Television 
ED 072 664 


Northeastern Illinois Univ., Chicago. 
Duality in Society: Duality in Teacher Educa- 
tion. 
ED 074 016 
Northeastern State Coll., Tahlequah, Okla. 
Faculty Research, Publications, In-Service Ac- 


tivities at Northeastern State College. 
ED 073 078 


Northeastern Univ., Boston, Mass. Bureau 

of Business and Economic Research. 
Professional Education For Experienced 
Managers: A Comparison of the MBA and Ex- 


ecutive Development Programs. 
ED 068 821 


Northeastern Univ., Boston, Mass. Center 
for Applied Social Research. 
The Effects of College on Student Dropout. 
Final Report. 
ED 068 038 
Northeastern Univ., Boston, Mass. Center 


for Cooperative Education. 
A Manual for Coordinators of Cooperative 


Education. 
ED 075 684 


Northeastern Univ., Boston, Mass. Coll. of 
Education. 
A Systems Approach to the Development of 
Pupil Personnel Services. An Operating 
Manual. Final Report. 
ED 074 419 
Northeast Louisiana Univ., Monroe. 


The Laboratory Experience Program. 
ED 067 375 


Some Non-Academic Aspects of International 
Education. 
ED 067 572 


Northeast Modern Language Association, 


Amherst, Mass. 
Psycholinguistic Insights into the Notion of 
Structure. 
ED 066 974 
Northeast Regional Center for Rural 
Development, Ithaca, N.Y. 
Papers of the Workshop on Current Rural 
Development Regional Research in the 
Northeast (Stratton Mountain, Vermont, July 


25-28, 1972). 
ED 077 609 
Northern Arizona Univ., Flagstaff. Dept. of 


Family Participation in the Psychological 
Evaluation of Minority Children. 


ED 071 830 


Northern California Community Colleges 
Research Group. 
Nor Cal Research Group Vocational Education 
Study: A Field Study To Determine Charac- 


teristics of Most Successful Vocational Educa- 
tion Programs. 
ED 069 276 


Northern Colorado Educational Board of 
Cooperative Services, Boulder. Information 
Retrieval Center. 
Information Retrieval Center of the Northern 
Colorado Educational Board of Cooperative 
Services. Final Report, F.Y. 1971-72. 
ED 067 134 
Information Retrieval Center of the Northern 
Colorado Educational Board of Cooperative 
Services. Final Report, FY 1970-71. 
ED 072 784 


Northern Illinois Univ., De Kalb. 
The Computer: An Administrative Dilemma. 
ED 069 116 
Introducing Career Education to Teachers: A 
Handbook for Consultants, Workshop Leaders, 
and Teacher Educators. 
ED 067 487 


Maslow’s Human Motivation Needs Hierarchy: 
A Bibliography. 
ED 069 591 
Northern Illinois Univ., Oregon. Lorado 
Taft Field Campus. 
Backgrounds of Outdoor Education: A Review 
of Early Studies in Camping as Education. Taft 
Campus Occasional Paper No. IX. 
ED 072 882 


Leaders in Outdoor Education, 1971. 
ED 076 276 


Planning for Resident Outdoor Education. Taft 


Campus Occasional Paper No. VIII. 
ED 071 811 


Northern Indian California Education 
Project, Eureka. 
The Education of the American Indian Pupils 
in Classes for the Mentally Retarded. 
ED 078 984 


Northern Iowa Univ., Cedar Falls. 
An Assessment of the Differences Between 
High and Low Achieving Students. Final Re- 


port. 
ED 068 890 


Northern Michigan Univ., Marquette. 
[Regional University Administrators Institute. ] 
ED 067 032 


Northern Michigan Univ., Marquette. 
Institutional Research Office. 
American College Testing Program Institutional 
Self-Study Survey. 
ED 072 753 


Student Perception of the Campus Environ- 
ment. 
ED 072 746 
Northern Virginia Technical Coll., Baileys 


Crossroads. 
A Program for the Creation of a Biotechnical 


Curriculum. Annual Report. 
ED 078 823 


North Hunterdon Regional High School, 
Annandale, N.J. 


Business Education Curriculum Guides for the 
70's. 
ED 072 201 


North Kitsap School District 400, Poulsbo, 
Wash. 
A Model Marine Science Laboratory, North 


Kitsap Marine Environmental Center. 
ED 080 345 


North Las Vegas Library, Nev. 
Right On, A List of Books By and About the 


American Negro. 
ED 075 061 


North Reading Public Schools, Mass. 


Incident at Andover. 
ED 066 903 


Northside Center for Child Development, 
New York, N.Y. 
Search for Preventive Approaches: Developing 
Cognitive Skills in a High Risk Community as a 
Deterrent to Maladaptive Behavior. 
ED 074 188 


North Star Research and Development Inst., 
Minneapolis, Minn. 
A Survey of Recent Literature Relevant to Op- 
timizing the Benefits of Youth Projects for 
Rural Youth in the Southeastern States. Final 


Report. 
ED 075 591// 
A Survey of the Literature Relevant to 
Spanish-Surname Rural Youth in_ the 
Southwestern States. Final Report of Phase 1. 
ED 071 840// 


Northwest Educational Cooperative, 
Arlington Heights, Ill. 
The Development and Evaluation of a Diag- 
nostic Testing Model for Junior High Science. 
Final Report. 
ED 068 528 


Northwest Environmental Education Center, 


» Wash. 
What’s It All About? Survival Through Educa- 
tion. A Proposal for the Creation and Imple- 
mentation of Environmental Education in the 
Northwest Region of Washington State. 
ED 067 254 


Northwestern Univ., Evanston, Ill. 
An Assessment of a Survey Feedback-Problem 
Solving-Collective D Intervention in 
Schools. Final Report. 





ED 074 602 
The Development of Memory-Encoding 


Processes. Final Report. 
ED 079 717 


Final Director’s Report On: Institute in African 
Studies for College Teachers. 

ED 067 031 
A Recognition Test of Vocabulary Using 
Signal-Detection Measures and Some Corre- 
lates of Word and Nonword Recognition. 

ED 074 520 
A Study of the Effect of Proximally Autocorre- 
lated Error on Tests of Significance for the In- 
terrupted Time Series Quasi-Experimental 


Design. 
ED 067 401 


North Western Univ., Evanston, Ill. Center 
for the Teaching Professions. 
Profiles in College Teaching: Models at 


Northwestern. 
ED 071 540// 


Northwestern Univ., Evanston, Ill. Dept. of 
Geography. 
Linguistic Aspects of Maps and Geographic In- 


formation. 
ED 068 396// 


Northwestern Univ., Evanston, Ill. Univ. 
Libraries. 
Survey of Transportation Libraries in the 
United States and Canada. 
ED 075 039// 


Northwestern Univ., Evanston, Ill. 
Vogelback Computing Center. 
The Interrupted Time Series as Quasi-Experi- 
ment: Three Tests of Significance. A Fortran 
Program for the CDC 3400 Computer. 
ED 067 400 


Northwest Louisiana Supplementary 
Education Center, Benton. 
The Advantage Center Information Guide. 
ED 079 961 


Northwest Missouri State Coll., Maryville. 
Children’s Reading Clinic, Interim Evaluation 
Report for Period July 1, 1971-June 30, 1972. 

ED 079 712 


Northwest Missouri State Univ., Maryville. 
Effects of Two Styles of Microteaching on Stu- 
dent Teaching Performance. Final Report. 

ED 072 024 


Northwest Missouri State Univ., Maryville. 
Office of Institutional Research. 
The Impact of Non-Resident Students at 
Northwest Missouri State University. 
ED 078 771 


Northwest Regional Center for Deaf-Blind 
Children, Vancouver, Wash. 
Two-Year Study of Northwest Regional Cen- 
ter’s Summer Sessions for Preschool, Rubella, 
Deaf-Blind Children. Final Report. 





ED 072 575 


Northwest Regional Educational Lab., 


Portiand, Oreg. 
Bilingual/Bicultural Education Models. Final 


Report. 
ED 080 261// 
Computer Technology Program (REACT). 
Technical Report. 
ED 070 320 


Essays on Career Education. 
ED 074 220 


Innovative Instruction in Higher Education: 
Thirty Exemplary Projects Conducted in 
Selected Institutions of Post-Secondary Educa- 
tion--State of Oregon. 

ED 078 788 


A Long-Range, Comprehensive Plan for Early 
Childhood Education in Alaska. 
ED 072 861 


Many Voices Speak. A State-of-the-Art Paper 
on Curriculum Development for Occupational 
Education of Indians. 

ED 076 303 


Social Studies: Application Units. Course Il, 
Teachers. Computer-Oriented Curriculum. 
REACT (Relevant Educational Applications of 
Computer Technology). 

ED 075 272 


Vocationa! Instructional Materials for Students 
with Special Needs. 
ED 072 197 


Northwest Territories Dept. of Education, 


Yellowknife. Curriculum Div. 
Elementary Education in the Northwest Terri- 
tories: A Handbook for Curriculum Develop- 


ment. 
ED 073 473 


Norton Public Schools, Mass. 
English Department Midi Course Curriculum 
for Juniors and Seniors at Norton High School. 
ED 074 490 


Notre Dame Univ., Ind. Law School. 
State, Federal, and Local Regulation of Cable 


Television. 
ED 071 274// 


Novato Unified School District, Calif. 
A Multi-Graded Conservation Education 
Summer School Model. 
ED 067 234 


Nova Univ., Fort Lauderdale, Fla. 
Home Start: School for Parents. Final Report. 
ED 080 185 


Nova Univ., Fort Lauderdale, Fla. 
Behavioral Sciences Center. 


Hartford Follow Through Report I. 
ED 077 598 


Teacher Training In Inquiry by a Performance 
Contractor: A Unique Experiment In Jackson- 
ville, Florida. 

ED 069 617 


Nuffield Foundation, London (England). 
Nuffield Combined Science, Teachers’ Guide I 
and Pack I Activities. 

ED 069 556// 


Nuffield Combined Science, Teachers’ Guide 


i. 

ED 069 557// 
Nuffield Combined Science, Teachers’ Guide Il 
and Pack II Activities. 

ED 069 558// 


Nuffield Secondary Science Teachere’ Guide. 
ED 069 547// 
Nuffield Secondary Science, Theme 1, Interde- 
pendence of Living Things. 
ED 069 548// 


Nuffield S$ dary Sci » Theme 2, Con- 


tinuity of Life. 





ED 069 549// 
Nuffield Secondary Science, Theme 3, Biology 


of Man. 

ED 069 550// 
Nuffield Secondary Science, Theme 4, Har- 
nessing Energy. 

ED 069 551// 


Nuffield Secondary Science, Theme 5, Exten- 
sion of Sense Perception. 
ED 069 $52// 


Nuffield Secondary Science, Theme 6, Move- 


ment. 

ED 069 553// 
Nuffield Secondary Science, Theme 7, Using 
Materials. 


ED 069 554// 
Nuffield Secondary Science, Theme 8, The 


Earth and Its Place in the Universe. 
ED 069 555// 


Oakland County Schools, Pontiac, Mich. 


Activities with Ratio and Proportion. 

ED 069 525 
Activities with Ratio and Proportion, Teacher's 
Guide. 

ED 069 526 
Angle Measure. 

ED 069 529 
Angle Measure, Teacher’s Guide. 

ED 069 530 
Community Concerns Class: A Terminal Re- 


port. 

ED 076 445 
Development of a Scale to Evaluate Cognitive 
Styles and Abilities. Final Report. 

ED 073 169 
Equa-formu-alities (Equations - Formulas - In- 
equalities). 

ED 069 527 
Equa-formu-alities (Equations - Formulas - In- 
equalities), Teacher's Guide. 

ED 069 528 


Exploring Linear Measure. 

ED 069 523 
Exploring Linear Measure, Teacher’s Guide. 

ED 069 524 
Geometric Excursions. 

ED 069 533 
Geometric Excursions, Teacher’s Guide. 

ED 069 534 
Similarity and Congruence. 

ED 069 535 
Similarity and Congruence, Teacher's Guide. 

ED 069 536 
Where is the Point? 

ED 069 531 
Where is the Point? Teacher's Guide. 

ED 069 532 


Oak Ridge Associated Universities, Tenn. 
Major Stages of Development, 1966-1972. 
ED 068 699 
Survey of Post-Placement Experience of TAT 


Graduates. 
ED 076 797 


Oak Ridge National Lab., Tenn. 
Journal Control System by Batch Processing at 
Oak Ridge National Laboratory. 
ED 072 814// 


Oakton Community Coll., Morton Grove, 
Tu. 


Oakton Community College Curriculum Re- 
port. 
ED 080 104 
Oberlin Coll., Ohio. 
[Preliminary Report of the Educational Pro- 
gram at Oberlin College.) 
ED 068 013 


[Proposals for Change in the Educational Pro- 
gram at Oberlin College.] 
ED 068 014 


Occupational Safety and Health 
Administration, Washington, D.C. 
The Target Industries: Profiles of Five 


Hazardous Occupations. 
ED 072 268 


Oconomowoc Public Schools, Wis. 
The Years of Anxiety: A Handbook for Parents 


of Junior High School Children. 
ED 076 924 


nag for Civil Rights (DHEW), 
» D.C. 
veo Education Guidelines for Executive 
Order 11246. 
ED 074 893 


Racial and Ethnic Enrollment Data from In- 
stitutions of Higher Education Fall 1970. 

ED 072 748 
{Remarks on Non-Discriminating Hiring Prac- 
tices in Higher Education. ] 

ED 077 402 
Statement on Guidelines for Application of Ex- 
ecutive Order 11246 to Higher Education In- 


stitutions Receiving Federal Funds. 
ED 069 225 
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Office of Child Development (DHEW), 
Washington, D.C. 
Bibliography: Home-Based Child Development 


Program Resources. 

ED 078 925 
Bibliography on Early Childhood. 

ED 078 928 
Child Development Associate Training Guide. 

ED 077 582 
Child Development: Day Care. 8. Serving Chil- 


dren with Special Needs. 

ED 068 185 
A Comparison of a Sample of Full Year and 
Summer Head Start Programs Operated by 
Community Action Agencies and Local Educa- 
tion Agencies. 

ED 067 154 


Directory of Full Year Head Start Programs. 
ED 076 259 


Head Start Program Performance Standards. 


OCD-HS Head Start Policy Manual. 
ED 075 082 


The Home Start Demonstration Program: An 


Overview. 
ED 077 583 


The Preschool Child Who is Blind. 
ED 071 215 


Report of First National Home Start Con- 


ference. 
ED 067 155 


Where’s Herbie? A Sickle Cell Anemia Story 


and Coloring Book. 
ED 070 510 


Office of Child Development (DHEW), 
Washington, D. C. Bureau of Head Start 
and Child Service Programs. 
Leadership Development and Training for 
Head Start Coordinators of Nutrition and Cook 
Managers. Nutrition and Food Program. 
ED 078 151 


Speech, Language and Hearing Program: A 
Guide for Head Start Personnel. 
ED 077 584 


Stop, Look, and Listen: Children Ahead. 
ED 073 857 


Volunteers in the Child Development Center 
Program. 
ED 077 581 
Office of Civil Defense (DOD), Washington, 
D.C. 
In Time of Emergency. A Citizen’s Handbook 


on Nuclear Attack and Natural Disasters. 
ED 070 627 


Office of Civilian Manpower Management 
(Navy), Washington, D.C. 
Studies in Manpower Planning. 
ED 078 179 


Office of Consumer Affairs, Washington, 
D.C. 
An Approach to Consumer Education for 


Adults. 
ED 079 596 


Office of Economic Opportunity, 
Washington, D.C. Office of Planning, 
Research, and Evaluation. 
Characteristics of Urban Enrollees Entering the 
Job Corps. Longitudinal Manpower Evaluation 


Studies. 
ED 078 218// 
Federal Youth Programs: A Discussion Paper, 


December 1972. 

ED 072 163 
The Poor in 1970: A Chartbook. 

ED 072 902 
Poverty Dimensions of Rural-to-Urban Migra- 
tion: A Statistical Report. Population-Migration 
Reports, Rural-Urban Migrants, Volume I, Part 
1. 


ED 073 902 
A Study of Day Care’s Effect on the Labor 
Force Participation of Low-Income Mothers. 
Working Papers. 

ED 080 627 


Office of Education (DHEW), Washington, 
D.C. 
Administration of Occupational Education: A 
Suggested Guide. 
ED 075 614 


Career Education: Alive and Well. 
ED 079 506 
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Career Education. Comments by Plato (And 


Others). 

ED 080 753 
Catalog of Federal Education Assistance Pro- 
grams. An Indexed Guide to the Federal 
Government's Programs Offering Educational 
Benefits to the American People. 

ED 067 776 


Challenges to the Disciplines: Contexts for the 


Liberal Arts. 
ED 077 777 


Chicanismo. 
ED 068 268 
Education Directory: Education Associations 


1971-1972. 

ED 066 835 
Education Directory: State Governments. 

ED 067 754 
The Education Professions 1971-72. Part I - 
The Need for Teachers in Our Schools and 
Colleges. 

ED 075 388 
Federal Aid to Black Colleges. 

ED 068 051 
FY 1972 Awards: The Higher Education Act of 
1965 (P.L. 89-329) As Amended. Title VI, 
Part-A, Improvement of Undergraduate In- 
struction. 


ED 070 288 
Give-Away Book Programs Combined with 
Title If Reading Projects. ESEA Title II and 
The Right to Read, Notable Reading Projects 
No. 9. 


ED 074 437 
Implementing Law Enforcement Training: A 
Suggested Basic Training Program. 

ED 072 210 
Mental Health and Learning: When Communi- 
ty Mental Health Centers and School Systems 
Collaborate. 

ED 075 747 


Modern Mathematics and Your Child. 

ED 067 266 
Parental Involvement in Title I ESEA. 

ED 066 684 
Progress of Public Education in the United 
States of America, 1969-70. A Report. 

ED 069 829 
Progress of Public Education in the United 
States of America, 1965-1966. 

ED 070 168 
Progress of Public Education in the United 
States of America 1968-1969. A Report of the 
United Nations Educational, Scientific and Cul- 
tural Organization International Conference 
(32nd, Geneva, Switzerland. ) 

ED 072 509 


Public School Finance Programs, 1971-72. 
(States, District of Columbia, and Outlying 
Areas). 

ED 073 536 
Questions and Answers: Programs for Educa- 
tionally Deprived Children Under ESEA Title I, 


1971 

ED 072 155 
The Right to Read; General Plan of Action for 
School Based Right to Read Centers. 

ED 074 476 
State Boards Responsible for Higher Education, 


1970. 

ED 070 370 
State Departments of Education, State Boards 
of Education, and Chief State School Officers - 
- Including Reference to Legally Created State- 
wide Coordinating Agencies for Higher Educa- 
tion. 

ED 072 556 
Suggested Utilization of Resources and Guide 
for Expenditures. Guidelines for Identifying, 
Classifying, and Serving the Disadvantaged and 
Handicapped Under the Vocational Education 
Amendments of 1968. 

ED 067 462 


Summary of Perspectives of Adult Education ir 
the United States and a Projection for the Fu- 
ture. Report for the Third International Con- 
ference on Adult Education, Sponsored by the 
United Nations Educational, Scientific and Cul- 
tural Organization, Tokyo, Japan, July 25-Au- 


gust 7, 1972. 
ED 072 360 


Office of Education (DHEW), Washington, 
D.C. Bureau of Educational Personnel 
Development. 
A Coordinator's ‘“‘How To Do” Handbook. 
ED 067 731 


Guided Self-Analyses Early Childhood Educa- 
tion Program: Teaching Young Children. Over- 
view. 

ED 069 340 
The Professional Internship Exchange Program 
in Vocational Education, 1971-1972. 

ED 069 889 





Office of Education (DHEW), Washington, 


D. C. Bureau of Higher Education. 
dited Post dary Institutions and Pro- 
grams including Institutions Holding Preac- 
credited Status as of January 15, 1970. 
ED 067 049 
y Institutions and Pro- 
grams Including Institutions Holding Preac- 
credited Status. 1971 Supplement. 
ED 070 406 


Higher Education Personnel Training Programs 
1972-1973. 





dited P. a 
Fr 





ED 067 043 
Program IMPACT. Community Service and 
Continuing Education, Higher Education Act 
of 1965--Title I. 6th Annual Report. 

ED 068 759 


Office of Education (DHEW), Washington, 

D.C. Div. of Compensatory Education. 
Handbook on Performance Objectives: Title I, 
Elementary and S y tion Act of 
1965. 





ED 074 202 
A Title I ESEA Case Study: Spanish English 
Developmental Program, Buffalo, New York. 

ED 074 869 


A Title I ESEA Case Study: The Continuous 
Progress Program, Williamsburg County, South 


Carolina. 
ED 073 895 


Office of Education (DHEW), Washington, 
D.C. Div. of Educational Technology. 
U. S. Office of Education Support of Computer 
Projects, 1965-1971. 
ED 071 423 


Office of Education (DHEW), Washington, 
D.C. Div. of Vocational and Technical 
Education. 
Cooperative Vocational Education Prog 

ED 070 853 
State Research Coordinating Unit Activities for 
the Period January 1, 1972-June 30, 1972. 
Semiannual Report. 





ED 076 781 
Vocational Education in Major Cities: Analysis 
of Population, Vocational Education Enroll- 
ment, Teachers, and Expenditures. Fiscal Year 
1971. 

ED 072 211 


Office of Education (DHEW), Washington, 
D.C. Office of Environmental Education. 
Environmental! Education Projects - Fiscal Year 


1973. 

ED 079 116 
Materials, Ideas, and Questions to Serve as a 
Basis for Preparing a Position Paper Regarding 
the Development and Implementation of In- 
structional Programs in Environmental Educa- 


tion (K-12). 

ED 076 412 
Second Annual Report of the Advisory Council 
on Environmental Education. 

ED 073 950 


U.S. Office of Education Grants for Environ- 


mental Education, 1972. 
ED 070 601 


Office of Education (DHEW), Washington, 
D.C. Regional Research Program. 
A Comparative Study of Urban Black Argot. 


Final Report. 
ED 066 758 


Office of Education (DHEW), Washington, 
D.C. Research and Development Centers 
Branch. 
The Research and Development Center Pro- 
gram of the U. S. Office of Education. 
ED 075 409 


Office of Education (DHEW), Washington, 


D.C. Right to Read Program. 
An Assessment Scale for Use In Examining a 
Reading Program. Draft. 
ED 075 795 


Office of Juvenile Delinquency and Youth 
Development (DHEW), Washington, D.C. 
A Quiet Revolution; Probation Subsidy. 
ED 075 741 


Office of Minority Business Enterprise 
(DOC), Washington, D. C. 
[Black Graduates must Explore New Business 
Opportunities. ] 
ED 070 389 


Minority Ownership of Small Businesses: In- 
structional Handbook. 
ED 074 284 


Office of Naval Research, London 
(England). 
Asian Institute of Technology. 
ED 074 965// 
Cranfield Conference on Information Retrieval. 
ED 069 285// 
Microbiology in Scotland and Northern En- 


gland. 
ED 074 975// 


Office of Naval Research, Washington, D.C. 
Psychological Sciences Div. 
A Manual for Use in the Preparation and Ad- 
ministration of Practical Performance Tests. 
ED 069 713 


Office of New Careers (DHEW), 
Washington, D. C. 
HEW Cares about New Careers. 
ED 068 686 
A Summary and Evaluation of Public Service 
Careers: Plan “B" (PSC-B). 
ED 068 661 


Office of Personnel Operations (Army), 
Washington, D.C. 
Survey Estimate of Educational Level of Army 


Male Enlisted Personnel. 
ED 079 603// 


Office of Telecommunications Policy, 
Washington, D.C. 
Remarks Before the California Community 
Television Association. Cable Television; The 
Problems and the Policies. 
ED 071 421 


Office of the Assistant Secretary for 
Environment, Safety, and Consumer Affairs 
(DOT), Washington, D.C. 
Transportation Safety Education and Man- 
power Training. 
ED 080 716 


Oficina de Ciencias de la Unesco para 
America Latina, Montevideo (Uruguay). 
Nuevas Tendencias en la Ensenanza de las 


Ciencias (New Trends in Science Education). 
ED 066 960 


Oficina Regional de Educacion de la Unesco 
para America Latina y el Caribe, Santiago 
(Chile). 
Nuevas Tendencias en la Ensenanza de las 
Ciencias (New Trends in Science Education). 
ED 066 960 


Ohio Academy of Science, Columbus. 
A Guide to Ohio Outdoor Education Areas. 
ED 073 945 


Ohio Board of Regents, Columbus. 

State Budgeting for Higher Education. 

ED 078 772 
Technical Education: Offerings of 2-Year Cam- 
puses: 1973-74 Ohio Guide to Programs and 
Training. A Report on Career Technologies for 
High School Graduates. 

ED 077 499 


The Uniform Information System. 
ED 080 042 


Ohio Coll. Library Center, Columbus. 
The Development of a Computerized Regional 
Library System. Final Report. 
ED 080 117 


The Development of a Computerized Regional 
Library System. Appendices 1-4. Final Report. 
ED 080 118 
The Development of a Computerized Regional 
Library System. Appendices 5-14. Final Re- 


port. 
ED 080 119 





Development of a Computerized Regional 


Library System. Appendix 24. Final Report. 
ED 080 120 


The Development of a Computerized Regional 


Library System. Appendix 25. Final Report. 
ED 080 121 


The Development of a Computerized Regional 
Library System. Appendices 26 & 27. Final Re- 


port. 
ED 080 122 
The Development of a Computerized Regional 
Library System. Appendix 28. Final Report. 
ED 080 123 
Ohio College Library Center. Annual Report, 


1971/1972. 
ED 067 118 


Ohio Education Association, Columbus. 
Association Referrel Information Service. 
Student Evaluation. 
ED 076 892 
Student Relations: ARIS Annotated Bibliog- 
raphy. 
ED 078 310 
Ohio State Advisory Council for Vocational 
Education, Columbus. 
Allied Health Manpower in Ohio: Employment 
Trends and Prospects. 
ED 075 644 
Education for Employment in Ohio. Ohio Ad- 
visory Council for Vocational Education Third 
Annual Report, 1972-1973. 
ED 080 659 
Employers and Young Adults Look at Voca- 
tional Education. 
ED 080 691 


Ohio State Dept. of Education, Columbus. 
Behavioral Objectives and the Supervisor. An 
Occasional Paper. 

ED 066 825 
A Look Toward Educational Redesign. 

ED 073 391 
People Working Together: Follow Through in 
Ohio. 

ED 073 827 


Strategies and Responsibilities in Adult Basic 
Education Programs. 


ED 078 286 
What Kinds of Objectives for Supervisors? 
ED 066 817 


Ohio State Dept. of Education, Columbus. 
Agricultural Education Service. 
Manpower Needs in Environmental Manage- 
ment. Research Report of a Graduate Study. 
ED 068 632 


Ohio State Dept. of Education, Columbus. 
Div. of Special Education. 
The Bender Gestalt Test with the Human 
Figure Drawing Test for Young School Chil- 
dren. A Manual for Use with the Koppitz Scor- 
ing System. 
ED 074 645 
Guidelines Work-Study Phase of E.M.R. Pro- 


grams. 

ED 073 605 
Ohio Laws for Special Education. 

ED 073 602 
Ohio School Speech and Hearing Services. 

ED 073 601 
Ohio’s Program for the Education of the Han- 
dicapped. Interim Report. 

ED 073 603 


A Program for Visually Impaired Children. 
ED 073 604 


Ohio State Dept. of Education, Columbus. 
Div. of Vocational Education. 
Career Motivation: Curriculum Guide for 
Grades K-6. Ohio’s Career Continuum. 
ED 075 641 
State Legislation for Vocational, Technical, 
Adult, Manpower, and Career Education: Cur- 
riculum and Program Implications. Final Re- 


port. 
ED 079 544 


Ohio State Dept. of Education, Columbus. 
Educational Media Center. 
ITV; Promise Into Practice. 
ED 071 392 


Ohio State Dept. of Health, Columbus. 
Smoking and Health. A Guide for School Ac- 
tion Grades 1-12. 


ED 068 314 


Ohio State Dept. of Natural Resources, 
Columbus. 
A Guide to Ohio Outdoor Education Areas. 
ED 073 945 


Ohio State Library Board, Columbus. 
The Ohio Long Range Program for Improve- 
ment of Library Services as Assisted by the 
Federal Library Services and Construction Act, 


1972-1976. 
ED 069 321 


Ohio State Library, Columbus. 
A Comparative Analysis of Five Regional 
Reference and Information Networks. 
ED 071 667 


Ohio State Univ., Columbus. 

The Development of the Skill of Questioning in 
Prospective Secondary School Science 
Teachers: An Extension. Final Report. 

ED 072 978 
El eco espanol (The Spanish Echo): An En- 
richment-Oriented Radio Program for the 
Level II Spanish Class. 

ED 077 272 


The Role of Socioeconomic Status and Signifi- 
cant Other Influence in Determining Educa- 
tional Aspirations: A Black-White Comparison 
of Southern High School Seniors. 

ED 066 672 


Ohio State Univ., Columbus. Center for 
Human Resource Research. 
Allied Health Manpower in Ohio: Employment 
Trends and Prospects. 
ED 075 644 
Career Thresholds: A Longitudinal Study of the 
Educational and Labor Market Experience of 
Male Youth, Volume 4. 
ED 074 280 
Determinants of Early Labor Market Success 
Among Young Men: Ability, Quantity and 
Quality of Schooling. A Preliminary Report. 
ED 069 846// 
Determinants of Early Labor Market Success 
among Young Men: Race, Ability, Quantity 
and Quality of Schooling. 
ED 076 845// 


Dual Careers: A Longitudinal Study of Labor 
Market Experience of Women. Volume Two. 
ED 068 713 
The Pre-Retirement Years: A Longitudinal 
Study of the Labor Market Experience of Men. 
Volume Three. 
ED 068 682 


Typing, Shorthand, and Occupational Assign- 
ments of Women: Some Black-White Dif- 
ferentials. 

ED 076 802// 
Welfare Mothers: Barriers to Labor Force 


Entry. 

ED 072 279 
Years for Decision: A Longitudinal Study of 
the Educational and Labor Market Experience 
of Young Women. Volume Two. 

ED 076 812 


Ohio State Univ., Columbus. Center for 
Science and Mathematics Education. 
An Innovative Program for Preparing Seconda- 
ry School Teachers in Science and Mathe- 
matics Education. 
ED 075 432 


Investigations in Mathematics Education; Ex- 
panded Abstracts and Critical Analyses of 
Recent Research. Volume 5, Number 4. 

ED 071 880 


Investigations in Mathematics Education, 


Volume 6 Number 1. 
ED 076 421 


Investigations in Mathematics Education, 
Volume 6 Number 2. 
ED 080 379 
Ohio State Univ., Columbus. Center for 


Vocational and Technical Education. 
Abstracts of Instructional Materials for Career 


Education. 

ED 068 627 
Abstracts of Instructional Materials in Voca- 
tional and Technical Education (AIM), 
Volume 5, Number 4. 

ED 069 847 


Abstracts of Instructional Materials in Voca- 
tional and Technical Education and Abstracts 
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of Research Materials in Vocational and 
Technical Education. Annual Index, 1972. 
Volume 5, Numbers | through 4. 

ED 074 308 


Abstracts of Instructional Materials in Voca- 


tional and Technical Education (AIM), 
Volume 6, No. 1. 
ED 075 568 


Abstracts of Research Materials in Vocational 
and Technical Education (ARM), Volume 5, 


Number 4. 

ED 070 812 
Abst of R h Materials in Vocational 
and Technical Education (ARM), Volume 5, 
Number 1--Subject and Author Indexes. 

ED 070 894 
Abstracts of Research Materials in Vocational 
and Technical Education (ARM), Volume 6, 


Number 1. 

ED 075 569 
Accident Investigation Technician Instructor 
Training Institute. Final Report. 

ED 069 848 


Arts and Humanities: Occupational Cluster Se- 
ties. Abstracts of Instructional and Research 


Materials. 

ED 073 260 
Automotive Mechanics Occupational Per- 
formance Survey. Interim Report. 





ED 078 126 
Business Data Processing Occupational Per- 
formance Survey. Interim Report. 

ED 078 125 


Career Cluster Concepts. 

ED 079 470 
Career Development for the Student in the 
Community College. 

ED 080 750 
Career Education: Agribusiness and Natural 
Resources Occupations Cluster. 

ED 079 481 
Career Education for Disadvantaged Students. 


Final Report. 
ED 072 204 


Career Education: Guidance in the Elementary 
School. 

ED 080 663 
Career Education: Leadership Roles. 

ED 080 666 
Career Education: Local Administration of 
Programs. 

ED 080 665 
Career Education Practice. Final Report. 

ED 073 226 
Career Education Programs for the Disad- 
vantaged. Appendix A of a Final Report. 

ED 072 205 
Career Education: Teachers’ Responsibilities. 

ED 080 664 
Career Education: The Marine Science Occu- 
pations Cluster. 

ED 080 662 
Career Education: The Role of Adult Educa- 
tion. 

ED 080 661 
Case Studies of Cooperative Programs Between 
School and Industry. 

ED 068 708 


The Classification and Evaluation of Innova- 
tions in Vocational and Technical Education. 


Final Report. 
ED 067 444 


Communication: Occupational Cluster Series-5S. 

ED 073 276 
The Comprehensive Career Education Model. 
Progress Report (June 1971-May 1972). 

ED 068 736 
A Conceptual Framework for the Diffusion of 
Innovations in Vocational and Technical Edu- 
cation. Final Report. 

ED 079 468 


Conducting Evaluation Within a State: Infor- 
mation for State Leaders. 

ED 080 657 
Construction (Construction Process): Occupa- 
tional Cluster Series. Abstracts of Instructional 
and Research Materials. 

ED 073 262 
Cooperative Development of Vocational 
Teacher Education Modules. 

ED 070 870 


Cooperative Education: Answers to Questions 
on Vocational and Technical Education. 

ED 074 227 
Curriculum Materials in Career Education for 
the Disadvantaged. Appendix D of a Final Re- 
port. 
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ED 072 208 
Designs for the Preparation of Vocational and 
Technical Teachers of Socioeconomically Dis- 
advantaged Youth. Final Report. 

ED 068 623 


Determining Occupational Emphases for High 


School Program Design. Final Report. 

ED 075 572 
Development of Task Performance Statements 
for a New Office and Business Education 
Learnings System (NOBELS). Final Report. 

ED 068 728 
Disadvantaged Youth: Answers to Questions on 
Vocational and Technical Education. 

ED 074 228 


Education: Occupational Cluster Series-8. 
ED 073 279 
ERIC Instructional Package for Vocational 


Educators. 
ED 073 229 


Establishment of a Comprehensive Data System 
for Occupational Training in Kentucky--Phase 
I, Final Report. 

ED 075 647 
An Evaluation System for Vocational Educa- 
tion Leadership and Professional Development 
Activities. Final Report. 

ED 068 669 


Finance (Banking): Occupational Cluster Se- 
ries-7. 

ED 073 278 
Foundations for Vocational Teacher Education 


Curricula. 

ED 070 871 
Government (Administrative Body): Occupa- 
tional Cluster Series-4. 

ED 073 263 
A Guide for Local Program Evaluation. Infor- 
mation Series No. 73. 

ED 078 130 
Guide to State Information Resources. 

ED 072 241 
Health: Occupational Cluster Series-9. 

ED 073 280 
Highway Traffic Accident Investigation and Re- 
porting: Course Guide. 

ED 073 326 
Highway Traffic Accident Investigation and Re- 
porting: Student Study Guide. 

ED 073 327 
Highway Traffic Accident Investigation and Re- 
porting: Basic Course--Instructor’s Lesson 

ns. 


ED 073 328 
Implications of Career Education for Teachers’ 


Preparation. 

ED 074 206 
An In-Depth Study of the Internship Concept 
as Part of the Doctoral Program in Vocational- 
Technical Education. The Development of the 
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Computer Based Test Development Center. 
Evaluation Report. 
ED 079 976 
Evaluation of Migrant Education, Numero 
Uno. Title 1-M Programs in the State of 
Oregon, September, 1971-August, 1972. 
ED 077 628 
Impact 6 of the Title VI Programs in the State 
of Oregon September, 1971-August, 1972. 
ED 074 681 
An Interpretive Analysis of Information on In- 
structional Accountability in Higher Education. 


Final Report. 
ED 080 092 


The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume I: Summary Report. 

ED 066 837 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume II: The literature of Educational 
RDD&E (Part One of Two Parts). Final Re- 


port. 

ED 066 838// 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume II: The Literature of Educational 
RDD&E (Part Two of Two Parts). Final Re- 


port. 
ED 066 839// 

The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation! 
Volume III: Conceptual Frameworks for View- 
ing Educational RDD&E. Final Report. 

ED 066 840 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part One of Three Parts 
- Research and Development). Final Report. 

ED 066 841 
The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part Two of Three Parts 
- Development). Final Report. 

ED 066 842 


The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume IV: Profiles of Exemplary Projects in 
Educational RDD&E (Part Three of Three 
Parts - Diffusion). Final Report. 

ED 066 843 


The Oregon Studies in Educational Research, 
Development, Diffusion, and Evaluation. 
Volume V: A Methodology for the Study of 


Educational RDD&E. Final Report. 
ED 066 844 


Oregon State Univ., Corvallis. Cooperative 
Extension Service 
Community Pride: An Oregon 4-H Activity 
Relating to Beautification and Conservation. 
ED 075 690 


Income and Poverty Data for Racial Groups. A 
Compilation for Oregon Census County Divi- 


sions. 
ED 073 872 


ie] State Univ., Corvallis. Dept. of 
A Itural Chemistry. 
Evaluation of an Introductory College Course 


in Environmental Studies. Final Report. 
ED 067 280 


Oregon State Univ., Corvallis. Div. of 
Vocational, Adult, and Community Coll. 
Education. 
Careers Oriented Relevant 
(C.O.R.E.). Final Report. 


Education 


ED 079 485 
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Oregon State Univ., Corvallis. School of 
Education. 
The Development and Implementation of a 
New Model for the Preparation of Teachers for 
Junior High School Youth: Project #2-75 of 
the Educational Coordinating Council of the 
State of Oregon. 
ED 072 036 


Oregon State Univ., Portland. 
Determination of Criteria to Measure English 


Language Responsiveness. Final Report. 
ED 068 968 


Evaluation of the WICHE Intern Program in 


the State of Oregon. 
ED 071 599 


An Institute for Community College Faculty, 
Student Personnel Specialists, Administrators 
and Students. Final Report. 

ED 069 608 


Oregon’s WICHE Intern Program. 
ED 071 600 


Oregon Univ., Eugene. 
The Construction of an Organizational Climate 
Description Questionnaire for Academic De- 
partments in Colleges and Universities. 
ED 070 427 


Covariation of Social Stimuli and Interaction 


Rates in the Natural Preschool Environment. 
D 068 177 


Family Choice in Schooling, A Case Study: In- 


tradistrict Student Transfers, Eugene, Oregon. 
ED 071 152 


Personalizing Occupational Freedom for Girls 
and Women. 
ED 075 734 
Oregon Univ., Eugene. Bureau of Business 
and Economic Research. 
The California Property Tax Case: Implications 


for Financing Schools in Oregon. 
ED 066 808 


Oregon Univ., Eugene. Bureau of 
Educational Research and Service. 
The Administration of Educational Innovation. 
ED 067 768 
The Development of a Procedure for Improv- 
ing Decisions About School Attendance Areas. 
A Technical Paper. 
ED 066 805 


Oregon Univ., Eugene. Center at Oregon 
for Research in the Behavioral Education of 


the Handicapped. 
Coding Manual for Continuous Observation of 


Interactions by Single Subjects in an Academic 


Setting. 
ED 070 209 
Effects of Academic Survival Skill Training on 


Low Achieving First Graders. 
ED 070 211 


Peer Interaction Rate, Classroom Activity and 
Teaching Style. 

ED 070 210 

Oregon Univ., Eugene. Center for Advanced 


Study of Educational Administration. 
Contrasts in the Process of Planned Change of 
the School's Instructional Organization. A Sym- 


posium. 
ED 072 511 
Educational Development: A New Discipline 


for Self-Renewal. 
ED 077 081// 


Handbook of Organization Development in 


Schools. 
ED 071 167// 
Incorporating Survey Feedback in OD Inter- 
ventions. A CASEA Occasional Paper. 
ED 075 890 
Oregon Univ., Eugene. Dept. of Curriculum 


and Instruction. 
The Effect of Social and Cognitive Interaction 
Strategies on Children's Motivation to Achieve 


in School. 
ED 078 936 


Oregon Univ., Eugene. Dept . of Psychology. 
Generalization and Maintenance of Classroom 
Treatment Effects. 

ED 067 808 
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Oregon Univ., Eugene. Dept. of Special 
Education. 
Coding Manual for Subject/Peer/Teacher 
Sequential Interactions in Academic Survival 
Skill Settings. Report No. 4. 
ED 069 094 


Components Analysis and Systematic Replica- 
tion of a Treatment Model for Modifying Devi- 


ant Classroom Behavior. Report No. 5. 
ED 069 095 


Early Identification and Assessment of 
Behaviorally Handicapped Children in the Pri- 
mary Grades. Report No. 2. 

ED 069 092 


Generalization and Maintenance of Classroom 
Treatment Effects. 
ED 067 808 


Manual for Coding Academic Survival Skill 
Behaviors and Teacher/Peer Responses. Report 


No. 3 
ED 069 093 
New Organizational Patterns and Delivery 


Systems. 

ED 074 600 
Survival Behaviors in the Educational Setting: 
Their Implications for Research and Interven- 
tion. Report No. 13. 

ED 069 091 


The Use of Group and Individual Reinforce- 
ment Contingencies in the Modification of So- 
cial Withdrawal. Report No. 6. 

ED 069 096 


Oregon Univ., Eugene. ERIC Clearinghouse 
on Educa I Management. 
Acoustical Environments. Educational Facilities 
Review Series Number 16. 
ED 074 586 
Administrator Evaluation. Educational Manage- 
ment Review Series Number 15. 
ED 074 588 
The Assistant Principal. A Collection of ERIC 
D tR 


ED 073 563 
Class Size. Educational Management Review 
Series Number 8. 





ED 066 779 
Communicating with the Public. Analysis and 
Bibliography Series, Number Sixteen. 

ED 071 141 
Differentiated Staffing. Educational Manage- 
ment Review Series Number 9. 

ED 069 025 
Early Childhood Facilities. Educational Facili- 
ties Review Series Number 9. 

ED 070 138 


Emergent Practices in the Continuing Educa- 
tion of School Administrators. ERIC/CEM- 
UCEA Series on Administrator Preparation. 
ERIC/CEM _State-of-the-Knowledge Series, 
Number Sixteen. UCEA Monograph Series, 
Number Three. 

ED 069 015 


Environments for the Physically Handicapped. 
Educational Facilities Review Series Number 8. 
D 066 793 
ERIC Abstracts: A Collection of ERIC Docu- 
ment R on Collective Negotiations and 
the Administrator. ERIC Abstracts Series, 
Number Twenty-one. 
ED 070 175 


ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Alternative Schooling: New 
Patterns in Education. ERIC Abstracts Series, 
Number Twenty-two. 

ED 070 176 


ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Assessing Educational In- 
novations. ERIC Abstracts Series, Number 


Twenty-three. 
ED 070 177 


ERIC Abstracts: A Collection of ERIC Docu- 
ment Resumes on Open Space Schools. ERIC 
Abstracts Series, Number Twenty-four. 

ED 071 175 
Financing School Construction. Educational 
Facilities Review Series, Number 12. 

ED 071 147 
Implementing Curriculum Change. Educational 
Management Review Series Number 20. 

ED 079 816 
Libraries and Instructional Materials Centers. 
Educational Facilities Review Series Number 
13. 


ED 072 504 
Luminous Environments. Educational Facilities 
Review Series Number 15. 





ED 072 513 
Management Styles. Educational Management 
Review Series Number 17. 

ED 074 607 


Merit Pay. Educational Management Review 
Series Number 10. 
ED 067 727 


Middle Schools. Educational Management 
Review Series Number 7. 
ED 066 778 


New Approaches to Recruitment and Selection 
of Educational Administrators. ERIC/CEM- 
UCEA Series on Administrator Preparation. 
ERIC/CEM _State-of-the-Knowledge Series, 
Number Eighteen. UCEA Monograph Series, 


Number Five. 

ED 075 888 
Nongraded Schools. Educational Management 
Review Series Number 16. 

ED 074 608 


Paraprofessionals. Educational Management 
Review Series Number 11. 
ED 071 145 


Physical Education Facilities. Educational 
Facilities Review Series Number 14. 
ED 072 512 


Preparing Educational Leaders: A Review of 
Recent Literature. ERIC/CEM-UCEA Series on 
Administrator Preparation. ERIC/CEM/ State- 
of-the-Knowledge Series, Number Fourteen. 
UCEA Monograph Series, Number One. 

ED 069 014 


Relocatable Classrooms. Educational Facilities 
Review Series Number 10. 
ED 070 139 


The Role of the Elementary School Principal. 
Educational Management Review Series 


Number 19. 

ED 077 127 
School District Reorganization. Educational 
Management Review Series Number 12. 

ED 071 146 
School Size. Educational Management Review 
Series Number 13. 

ED 072 505 


Science Facilities: Educational Facilities 
Review Series Number 11. 
ED 071 144 


Site Development. Educational Facilities 


Review Series Number 19. 
ED 078 522 


Site Selection. Educational Facilities Review 
Series Number 18. 
ED 074 609 


Student Rights and Responsibilities. Educa- 
tional Management Review Series Number 14. 


ED 073 517 
Substantive Legal Aspects of Teacher 
Discipline. ERIC/CEM State-of-the-Knowledge 
Series, Number Twenty-three. NOLPE Mono- 
graph Series on Legal Aspects of School Ad- 


ministration, Number Two. 
ED 069 017 


The Supervisory Role. Educational Manage- 
ment Review Series Number 18. 
ED 075 909 


Thermal Environments. Educational Facilities 
Review Series Number 17. 
ED 074 587 


Training-in-Common for Educational, Public, 
and Business Administrators. ERIC/CEM- 
UCEA Series on Administrator Preparation. 
ERIC/CEM _State-of-the-Knowledge Series, 
Number Seventeen. UCEA Monograph Series, 
Number Four. 

ED 069 016 


Unconventional Methods and Materials for 
Preparing Educational Administrators. ER- 
IC/CEM-UCEA Series on Administrator 
Preparation. ERIC/CEM State-of-the- 
Knowledge Series, Number Fifteen. UCEA 
Monograph Series, Number Two. 

ED 069 013 


Oregon Univ., Eugene. Field Training and 
Service Bureau. 


Fair Dismissal Procedures. Oregon School 
Study Council Bulletin, Volume 16, Number S. 

ED 073 518 
The Roosevelt Program: Changing Patterns in 
Education at Roosevelt Junior High School. 
Oregon School Study Council Bulletin, Volume 


16, Number 6. 

ED 075 901 
School Custodial Services: Exemplary Stan- 
dards and Practices. 

ED 070 205 


Oregon Univ., Eugene. Northwest Regional 
Special Education Instructional Materials 
Center. 
Instructional Materials for Career Education 
and Occupational and Personal Guidance: A 
Revised Catalog of Materials included in 
Traveling Package Number 1. 
ED 072 585 


An Investigation of Teacher Expectancies of 
Instructional Materials. Research Report #2. 
ED 075 345 


Oregon Univ., Eugene. Oregon Elementary 
E Pro 
African and Indian Myths: Literature Curricu- 
lum, Levels C-D [Grades Three and Four]; 
Teacher’s Guide. 
ED 075 845 


Communication Systems, Unit II: Language 
Curriculum, Level D [Grade Four]; Teacher's 
Guide. 


ED 075 825 
Communication Systems, Unit I: Language 
Curriculum, Level C [Grade Three]; Teacher's 


ED 075 824 
Composition C-D [Grades 3 and 4]; Teacher's 
Guide. 


Guide 


ED 075 853 
(Composition: Grade 6; Teacher’s Guide. } 

ED 075 855 
{Composition: Grade Five; Teacher’s Guide. ] 

ED 075 854 
Drama Curriculum: Levels C-D [Grades Three 
and Four], Teacher’s Guides; Supplementary 
Material: The Hammer of Thor and The 
Squire's Bride, Rumplestiltskin and The Indian 
Cinderella, The Fool of The World and The 
Flying Ship, Two Neighbors and The Magic 
Drum, Deucalion and The Flood, and The 


Contest. 

ED 075 851 
Drama Curriculum--V and VI [Grades Five and 
Six], Teacher's Guides; Supplementary Materi- 
als: The Magic Drum, The Squire’s Bride, The 
Fool of the World and The Flying Ship; The 
Cat Who Walked by Himself, The Story of 
Keesh. 


ED 075 852 
An Experimental Curriculum in the English 
Language Arts, Grades One Through Six. Final 


Report. 

ED 078 446 
Fables: Literature Curriculum, Levels C-D 
(Grades Three and Four); Teacher's Guide. 

ED 075 842 
Folk Tales and Fairy Tales: Literature Curricu- 
lum C-D [Grades Three and Four]; Teacher's 


Guide. 

ED 075 846 
Fun with Words, Unit IV: Language Curricu- 
lum, Levels C-D [Grades Three and Four]; 
Teacher's Guide. 

ED 075 829 


Greek Mythology: Literature Curriculum, 
Levels C-D [Grades Three and Four]; 
Teacher's Guide. 

ED 075 843 


A Handful of “Nothings,” and Also Some 
Other Poems: Literature Curriculum, Levels C- 
D (Grades Three and Four]; Teacher’s Guide. 

ED 075 847 
Hero Tales and Legends: Literature Curricu- 
lum, Levels C-D [Grades Three and Four]; 
Teacher's Guide. 

ED 075 848 


History of the English Language: Language V- 
VI [Grades Five and Six]; Teacher’s Guide. 

ED 075 838 
How Sentences Are Made: Language Curricu- 
lum, Levels V-VI [Grades Five and Six]; 
Teacher’s Guide and Supplementary Material. 

ED 075 834 
Human Language, Unit II: Language Curricu- 
lum, Level C [Grade Three]; Teacher's Guide. 

ED 075 827 
Human Language, Unit I: Language Curricu- 
lum, Level D [Grade Four]; Teacher’s Guide. 

ED 075 826 
[Narrative Prose and Verse, Literature Cur- 
riculum, Grades Five and Six; Teacher's Guide[ 
(and) Siward Digri--The Earl of Northumber- 
land; A Tale of Old England. 

ED 075 850 


Norse Mythology: Literature Curriculum, 
Levels C-D [Grades Three and Four]; 
Teacher's Guide. 

ED 075 844 





{Poetry: Literature Curriculum, Grades Five 


and Six; Teacher’s Guide.] 
ED 075 849 


Road Signs to Writing: Language Curriculum, 
Levels C-D [Grades Three and _ Four]; 
Teacher’s Guide. 

ED 075 832 


Road Signs to Writing: Language Curriculum, 
Grades V-VI; Teacher’s Guide. 

ED 075 841 
The Sounds of Language, Unit V: Language 
Curriculum, Levels C-D [Grades Three and 
Four]; Teacher’s Guide and Supplementary 


Material. 

ED 075 830 
Variation in Language: Language Curriculum 
V (Grade Five]; Teacher’s Guide. 

ED 075 839 
Variation in Language: [Language Curriculum] 
Level VI [Grade Six]; Teacher’s Guide. 

ED 075 840 
Variation in Language, Unit VI: Language Cur- 
riculum, Levels C-D [Grades Three and Four]; 
Teacher’s Guide. 

ED 075 831 


What Is Language? Unit I: Language Curricu- 
lum, Levels V-VI [Grades Five and Six]; 


Teacher’s Guide. 
ED 075 833 


Words: [Language Curriculum] Level VI 


[Grade Six]; Teacher’s Guide. 
ED 075 837 


Words: The Dictionary and Where Our Words 
Come From. [Language Curriculum] Level V 
[Grade 5]; Teacher’s Guide. 

ED 075 836 


Words: What We Know about Words. [Lan- 
guage Curriculum] Level V [Grade 5]; 
Teacher’s Guide. 

ED 075 835 


You Already Know It, Unit III: Language Cur- 
ticulum, Levels C-D (Grades Three and Four]; 


Teacher's Guide. 
ED 075 828 


Oregon Univ., Eugene. School of 
Librarianship. 
A Report to Springfield School District #19 on 
the Library Exemplary Elementary Demonstra- 
+l of Springfield: Project LEEDS. Final 


ED 078 860 


Organisation for Economic Cooperation and 
Development, Paris (France). 
Classification of Educational Systems in OECD 
Member Countries: Finland, Germany, Japan. 
ED 067 347 
Classification of Educational Systems: Nether- 
lands, Sweden, Turkey. 
ED 068 409// 


Classification of Educational Systems in OECD 
Member Countries. United Kingdom: England 
and Wales, Northern Ireland, Scotland. 

ED 076 453 
Classification of Educational Systems in OECD 


Member Countries. France, Norway, Spain. 
ED 076 465 


Computers and Telecom munications. 


Economic, Technical and Organisational Issues. 
ED 079 979 


Cyclically-Determined Homeward Flows of 
Migrant Workers and the Effects of Emigra- 


tion. 
ED 079 486// 
Long-Range Policy Planning in Education. 
ED 078 577 
Manpower Policy in Japan. Reviews of Man- 


power and Social Policies Number 11. 
ED 078 147// 


The Research System: Comparative Survey of 
the Organisation and Financing of Fundamental 
Research, Volume II. 

ED 078 787 


Reviews of National Policies for Education. 


Germany. 
ED 076 458 
Reviews of National Science Policy, Iceland. 
ED 079 067// 
Training Recruitment and Utilization of 


Teachers in Primary and Secondary Education. 
ED 069 611 


Organisation for Economic Cooperation and 
Development, Paris (France). Centre for 
Educational Research and Innovation. 


Alternative Educational Futures in the United 
States and in Europe: Methods, Issues and Pol- 
icy Relevance. 

ED 072 508 


Costs and Potential Economies. 

ED 077 311 
Decision, Planning and Budgeting. 

ED 076 100 
Information Memorandum on the Organisa- 
tion’s Activities in Education, 1971-1972. 

ED 074 760 
Innovation in Education--Norway. Technical 
Report. 

ED 069 572 
Institutional Management in Higher Education. 

ED 067 972 
The Nature of the Curriculum for the Eighties 
and Onwards. Report on a Workshop Held at 
the Reinhardswaldschule (Kassel, Germany, 
June 29-July 4, 1970). 





ED 080 503 
Planning University Development. 

ED 077 310 
Social Background and Educational Career: 
Research Perspectives on Equality of Educa- 
tional Opportunity. 

ED 080 397 


Strategies of Compensation: A Review of Edu- 
cational Projects for the Disadvantaged in the 


United States. 
ED 072 166 


Styles of Curriculum Development. A Report 
of an International Conference (Monticello, Il- 
linois, September 19-23, 1971). 

ED 077 122 


Organisation for Economic Cooperation and 
Development, Paris (France). Committee for 
Scientific and Technical Personnel. 


Changes in Secondary and Higher Education. 
Background Study No. 6. Conference on Poli- 
cies for Educational Growth. (Paris, France, 
June 3-5, 1970.) 

ED 069 022 


Comparative Study of Educational Expenditure 
and Its Trends in O. E. C. D. Countries Since 
1950. Background Study No. 2. Conference on 
Policies for Educational Growth. (Paris, 
France, June 3-5, 1970.) 

ED 069 019 


Educational Expansion in the O. E. C. D. 
Countries Since 1950. Background Study No. 
1. Conference on Policies for Educational 
Growth. (Paris, France, June 3-5, 1970.) 

ED 069 018 
Educational Planning Methods. Background 
Study No. 8. Conference on Policies for Educa- 
tional Growth. (Paris, France, June 3-5, 1970.) 

ED 069 023 
Educational Policies, Plans and Forecasts Dur- 
ing the Nineteen-Sixties and Seventies. 
Background Study No. 5. Conference on Poli- 
cies for Educational Growth. (Paris, France, 
June 3-5, 1970.) 

ED 069 021 


Teaching Staff and Educational Expansion in 
Member Countries Since 1950. Background 
Study No. 3. Conference on Policies for Educa- 
tional Growth. (Paris, France, June 3-5, 1970.) 

ED 069 020 


Organisation for Economic Cooperation and 


Recent Trends in Collective Bargaining. Inter- 
national Management Seminar (Castelfusano, 
September 21-24, 1971.) International 
Seminars 1971-1. Final Report. 

ED 070 170 


Organisation for Economic Cooperation and 
Development, Paris (France). Directorate 
for Scientific Affairs. 


Educational Policy and Planning. France. 
ED 076 456 


Educational Policy and Planning. Germany. 
ED 077 786 


The Emerging Attitudes and Motivations of 


Workers. Labor/Management Programme. 
ED 076 784// 


Some Problems of the Development of Higher 
Education in Europe. 
ED 068 019 
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Organization for Social and Technical 
Innovation, Newton, Mass. 
=e. Parkway Program: An Evalua- 
in. 
ED 075 534 


Organization of American States, 
Washington, D.C. 
Inter-American Seminar on Integrated Informa- 
tion Services of Libraries, Archives and Docu- 
mentation Centers in Latin America and the 
Caribbean (SI/ABCD), (Washington, D.C.; 6- 
17 November, 1972). 
ED 069 313 


Orleans Parish School Board, New Orleans, 


Gateway High School: 
Wallis.” An Evaluation. 


“School Without 


ED 077 087 


Orszagos Pedagogiai Konyvtar es Muzeum, 
Budapest (Hungary). 
Magyar Pedagogiai Informacio (Hungarian 
Pedagogical Information) 1972/4. 
ED 078 702 
Magyar Pedagogiai Informacio (Hungarian 
Pedagogical Materials) 1972/5. 
ED 078 703 


County Board of Cooperative 
Educational Services, Oneonta, N.Y. 
A Directory of Primary and Community 
Resources in the PROBE Area. 
ED 079 201 


A Summary and Evaluation of Project PROBE: 


A Planning Grant. 
ED 079 200 


Ottawa Board of Education (Ontario). 
Research Centre. 
The Development and Preliminary Evaluation 
of an Instrument to Measure the Vocational In- 
terests of Low-Reading High School Students. 
ED 078 012 


Ottawa Board of Education, Ontario. 
Research Centre. 
Evaluation of an Experimental Intensive French 
Programme for Grade Eight Students. 
ED 070 345 


Outlook Nashville, Inc., Tenn. 
Community Human Resources Development in 
the Rehabilitation of the Handicapped. Final 


Report. 
ED 078 239 


Overton County Board of Education, 
Livingston, Tenn. 
The Rural Education Improvement Project. 
Overton County, Tennessee, Five-Year Com- 
prehensive Report (July 1, 1967-June 30, 
972). 


1 

ED 067 188 
The Rural Education Improvement Project. 
Overton County, Tennessee, Fifth Annual 
Comprehensive Report (July 1, 1971-June 30, 


1972). 
ED 067 189 


Owensboro Extension Center, Ky. 
Guidelines for Career Awareness. 
ED 074 265 


Oxford Univ. (England). 
Innovations: Scientific, Technological, and So- 


cial. 
ED 070 258// 


Pace Coll., New York, N. Y. New York City 
Regional Pian for Higher Education. 
Proposal for the Establishment of a New York 
City Regional Center for Life-Long Learning. 
ED 068 783 


A Regional Plan for Higher Education: Report 
from New York City. 
ED 069 231 


Pacifica Tape Library, Berkeley, Calif. 
Pacifica Programs 1972. 
ED 067 867// 


Pacific Oaks Coll. and Children’s School, 


Pasadena, Calif. 
Open the Door...See the People. A Descriptive 
Report of the Second Year of the Community 
Family Day Care Project. 
ED 071 737 
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Pacific Oaks Coll., Pasadena, Calif. 
Community Family Day Care Project. Final Re- 


rt. 
oP ED 078 960 
A Comparison of Three Types of Day Care and 
Nursery School-Home Care. 
ED 078 910 


The Day Care Environmental Inventory. As- 

sessment of Child-Rearing Environments: An 

Ecological Approach. Part 1 of Final Report. 
ED 076 228 


Family Day Care West: A Working Con- 


ference. 
ED 070 511 


Patterns of Teacher Behavior in Preschool Pro- 


grams. 
ED 075 092 
Who Thrives in Group Day Care? Assessment 
of Child-Rearing Environments: An Ecological 
Approach. Part 2 of Final Report. 
ED 076 229 


Pacific State Hospital, Pomona, Calif. 
Developing Adaptive Behavior and Work Skills 
in Severely Retarded Young Adults. 

ED 073 245 


Pacific Training and Technical Assistance 
Corp., Berkeley, Calif. 
Evaluation of Navajo Community College, 
Summary. Final Report June, 1971. 
ED 076 266// 
Evaluation of Project Step-Up, Volume |. Final 


Report. 
ED 069 971// 
Evaluation of Project Step-Up, Volume II. 


Final Report. 
ED 069 972// 
The Impact of Urban WIN Programs. Final Re- 


port. 
ED 070 857// 


Paducah Public Schools, Ky. 
Paducah-Louisville Consortium. Project VIII: 
Focus on Dropouts... A New Design. Final 
Evaluation Report, 1971-72. 

ED 068 614 


Palm Beach County Board of Public 
Instruction, West Palm Beach, Fla. 
Comparability of Group Television and 
Administration of a Florida Reading 
Assessment Instrument. 
ED 071 446 


Papua and New Guinea Univ., Port 
Moresby. Teaching Methods and Materials 
Centre. 
Teaching Methods and Materials Centre, 
University of Papua and New Guinea: Annual 


Report, 1971. 
ED 071 483 
Parent Child Development Center, New 


Parent Child Development 
ED 080 206 


ooperative Preschools 
International, Baie d’Urfe (Quebec). 
How to Start a Parent Cooperative Program. 
ED 069 393 
Learning Together. An Anthology of Features 
and Highlights from “The Parent Cooperative.” 
ED 069 394// 
Publicity. 
ED 069 396 
Teacher Hiring. 
ED 069 397 


Paris Junior Coll., Tex. 
Evaluation of Coordinated 
Academic Education in Texas. 


Vocational- 
ED 080 729 


Parkland Coll., Hil. 
Teacher Aide and Supervising Teacher Train- 
ing Project Report 1971-1972. 
ED 066 735 


Parkway School District, Chesterfield, Mo. 
Environmental Ecological Education Program, 
Interim Evaluation Report July 1, 1971 - June 
30, 1972. 

ED 079 106 


Parsippany Pig Hills Board of Education, 
y, NJ. 
Music Curriculum Guide. K-6. 


ED 070 767 


Pasadena City Coll., Calif. 
Career Guidance Training. 
ED 066 671 
Urban Education Institute. Director’s Report, 


1970-71. 
ED 077 912 


Paterson Board of Education, N.J. 
A Title ll E.S.E.A. Project, Paterson Board of 
Education. Research Bulletin, Volume 1, 
Number 4, 1970-71. 
ED 067 439 


Title III Project Annual Report, 1971-72: Dale 
Avenue Early Childhood Education Project. 
Research Bulletin, Volume 2, Number 4, 1971- 
72. 


ED 067 440 
Peat, Marwick, Mitchell and Co., Chicago, 
i. 


Search and Assessment of Commercial Career 
Education Materials. 
ED 075 657 


Peat, Marwick, Mitchell and Co., New 
York, N.Y. 
A Cost-Effectiveness Analysis of the Voca- 
tional Education Program in Puerto Rico. 
ED 073 303 


Peat, Marwick, Mitchell and Co., San Juan, 
Puerto Rico. 
Administrative Utility Analysis. 
ED 074 278 


Administrative Utility Analysis: Appendices. 
ED 074 277 
Administrative Utility Analysis: Study Summa- 


ry. 
ED 074 276 


Pennsylvania Health Council, Inc., 
Harrisburg. 
Effects of Participation in a Health Careers 
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Instruction, Har 
Properties of Numeration Systems. Mathe- 
matics Series No. 1. 
ED 076 402 


Teaching Combinations with the Abacus. 
Mathematics Series No. 6. 
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Title Il. 
ED 076 047 
Commonwealth CAI Consortium, E.S.E.A., 


Title Il. 
ED 076 048 
Commonwealth CAI Consortium Teacher’s 
Manual. Algebra 1 and General Mathematics. 
ED 076 052 


ae ss rg Phonic Analysis: A Valida- 
tudy 


ED 076 054 
Computer Assisted Remedial Education: Early 
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mers Associated with the Use of Soil Testing. 
ED 073 339 
Youth Problems and their Resolutions as 
Viewed by the Youth and by the Adults of 
Danville, Montour County, Pennsylvania. 
ED 072 320 


Pennsylvania State Univ., University Park. 
Dept. of Mineral E 
Integrated Surface Mining aad Reclamation 
Techniques: A Curriculum for Training Surface 


Mining Personnel. 
ED 076 782 


Pennsylvania State Univ., University Park. 
Dept. of Planning Studies in Continuing 
Education. 
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An Economic Analysis of State Aid to Educa- 


tion. Final Report. 
ED 078 595 


Pennsylvania State Univ., University Park. 
Latin American Studies Committee. 
Conference Report on “Aqui Se Habla 
Espanol:” A Conference on the Role of Educa- 
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Weights on the Reliability and Predictive 
Validity of Aptitude-Type Tests. Final Report. 
ED 078 061 


Penn Women's Studies Planners Summer Pro- 
ject Report. A Descriptive Analysis of the 
Results of a National Survey. 

ED 071 620 


A Plan for Affirmative Action to Eliminate Dis- 
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ED 073 069 


Phi Delta Kappa, Bloomington, Ind. 
Commission on Educational Planning. 
Educational Goals and Objectives. A Model 
Program for Community and Professional In- 
volvement. Administrator's Manual. 
ED 073 530 
A Programmed Course for the Writing of Per- 
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of Curriculum Planning and Development. 
Dual Audio TV Instruction: A Broadcast Ex- 
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ED 077 847 


Project IDEALS. Personal Development, Part I: 
Health, Physical Fitness and Physical Educa- 
tion, Health Education, Extracurricular Pro- 
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ED 078 232 
Public Schools, Pa. Occupational, 
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American Communities, Grade 2. 

ED 071 926// 
The Dig: A Study in Archaeology. Profiles of 
Promise 6. 


Institution Index 


ED 080 399 
lil Annual Dade County Social Studies Fair. 


Profiles of Promise 3. 
ED 077 805 
Integrated Social Studies. Profiles of Promise 7. 
ED 080 400 
Learning with Games: An Analysis of Social 
Studies Educational Games and Simulations. 
ED 077 826 
The New City School. Profiles of Promise 5. 
ED 077 807 
Social Science Education Consortium 


Newsletter. Number 13. 

ED 067 323 
Social Science Education Consortium 
Newsletter. Number 14. 

ED 073 034 
Social Studies Labs: Enfield’s Exciting Alterna- 


tive. Profiles of Promise 2. 
ED 077 804 


Social Science Research Council, New York, 
N.Y. 
A Study of Language and Area Programs. Final 


Report. 
ED 074 865 


Social Security Administration (DHEW), 

Washington, D.C. Bureau of Hearings and 

Appeals. See EE A ee 
Forensic Psychology in Disability Adjudication: 
A Decade of Experience. Vocational Experts in 


the Bureau of Hearings and Appeals. 
ED 073 397 


Social Security Administration (DHEW), 
Washington, D.C. Office of Research and 
Statistics. 
Retirement Systems for Employees of State and 
Local Governments...1966. Findings of a Sur- 
vey of Systems Whose Members Were Not 
Covered under the OASDHI Program. 
ED 078 290 
Social Security Disability Applicant Statistics, 
1968. 
ED 080 721 


Social Studies Development Center, 
Bloomington, Ind. 
The Climate for Change: Factors that Foster 


Adaptability Within the School. 
ED 076 906 


Social Systems Analysts, Cambridge, Mass. 
Drug-Abuse Research Instrument Inventory. 
ED 076 611 


Society for Coll. and Univ. Planning, 
Cambridge, Mass. 
Housing in a Hurry. Proceedings of North At- 
lantic Conference. (Cambridge, Massachusetts, 


March 18, 1972.) 
ED 069 038 


Society for Coll. and Univ. Planning, New 
York, N.Y. 
Campus/Community Relationships: An An- 
notated Bibliography Volume 2. 
ED 072 720 
College and University Planning -- 1969. 
Selected Papers from Society for College and 
University Planning Annual Conference. (4th, 
Houston, Texas, August 17-20, 1969.) 
ED 069 039 
Construction Management. 
ED 071 198 
Focus: 1980. Proceedings of the Society for 
College and University Planning Annual Con- 
ference (6th, San Francisco, California, August 


8-11, 1971). 
ED 070 166 


Society for International Development, 


Washington, D. C. 
Films of a Changing World: A Critical Interna- 


tional Guide. 
ED 068 431// 
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Society for Research into Higher Education, 
Ltd., London (England). 
Concentrated Study: A Pedagogic Innovation 


Observed. 
ED 078 749// 


Register of Research into Higher Education 


1972 Mainly in the United Kingdom 
ED 073 736// 


Sodus Central School, N.Y. 
1972 Sodus [New York] Migrant Summer Pro- 


gram. 
ED 071 833 


Soil Conservation Service (USDA), 
Washington, D.C. 
An Outline for Teaching Conservation in Ele- 


mentary Schools. 
ED 067 225 


Teaching Soil and Water Conservation: A 


Classroom and Field Guide. 
ED 067 218 


Soil Conservation Society of America, 
Ankeny, Iowa. 
Environmental Quality and the Citizen. A 
Teaching Guide for Adult Education Courses 


Related to the Environment. 
ED 077 691 


National Land Use Policy: Objectives, Com- 


ponents, Implementation. 
ED 073 937// 


Sonoma State Coll., Rohnert Park, Calif. 
Chicano Children’s Literature, Annotated 
Bibliography. 

ED 075 158 


Soper Associates, Berne, N. Y. 
Cooperative Education at LaGuardia Commu- 
nity College: An Assessment and Description of 
the Initiation of an Innovative Curriculum. 
Final Report. 





ED 068 088 


Southampton Univ. (England). Library. 
The Cost of Cataloguing: Three Systems Com- 
pared. 


ED 071 707// 
MARC for Cataloguers: An Explanation of its 


Use. 
ED 072 785// 


South Bend Community School Corp., Ind. 
A Nongraded Phase Elective Senior High En- 


glish Curriculum. 
ED 074 512 


South Carolina Agricultural Experiment 
Station, Clemson. 
Characteristics of Human Resources in the 
Rural Southeast Coastal Plain...With Emphasis 


on the Poor. 
ED 077 601 


South Carolina Commission on Higher 
Education, Columbia. 
Annual Report of the South Carolina Commis- 


sion on Higher Education. 
ED 074 947 


South Carolina State Committee for 
Technical Education, Columbia. 
Report of the Committee on Transfer of Credit 


from Technical Education Centers. 
ED 068 018 


South Carolina State Dept. of Education, 
Columbia. 
The 1975 Objectives for South Carolina Public 
Schools. 
ED 077 966 
A Brief Background of the Establishment of 
the “Educational Objectives for 1975.” 
ED 080 603 
Communication Skills: Reading-English, Levels 
3 and 4. 
ED 070 083 
A Joint Effort to Enhance the Dissemination 
Functions of State Education Agencies. Final 
Report. 
ED 077 544 
South Carolina Pilot Program for Information 
Dissemination. Final Report. 
ED 077 543 


South Carolina State Dept. of Education, 
Columbia. Curriculum Development 
Section. 
Administrator’s Handbook for Art Education. 
ED 072 993 


South Carolina State Dept. of Education, 
Columbia. Office of General Education. 
Science Education K-12, Administrator’s 


Planning Guide. 
ED 076 355 


South Carolina State Dept. of Education, 
Columbia. Office of Programs for the 
H ped. 
Administrator’s Guide to Programs for Speech 
Handicapped School Children. 

ED 072 603 


South Carolina State Dept. of Education, 
Columbia. Office of Research. 
A Report of State Dissemination Practices. 
ED 071 685 


South Carolina State Library, Columbia. 
South Carolina State Program for Library 


Development 1972-1977. 
ED 070 487 


South Carolina Univ., Columbia. Dept. of 
Languages and Literature. 
Basic Spanish: Student Handbook. 
ED 071 527 


South Carolina Univ., Columbia. Div. of 
Student Affairs. 
A Comparison of Financial Resources of 
U.S.C. Entering Freshmen for Fall 1968, 1970, 


and 1972. 
ED 078 784 


Comparison of Freshmen Attitudes on Con- 
troversial Issues. 
ED 077 358 


Degree Plans of Entering Freshmen at Univer- 
sity of South Carolina. 

ED 077 462 
Entry Level Concerns of New Regional, 
Transfer, and Freshmen Students at the Univer- 
sity of South Carolina, January, 1973. 

ED 076 117 
Major Influences in Deciding to Attend the 
University of South Carolina. 

ED 076 118 


South Carolina Univ., Columbia. Office of 
Regional Campuses. 
Program IMPACT: Community Service and 
Continuing Education, Higher Education Act 
of 1965 -- Title I. South Carolina Fiscal Year 


1972. Annual Report. 
ED 076 861 


South Carolina Vocational Rehabilitation 
Dept., Columbia. 
Establishing An Operations Research Program. 
A Project to Demonstrate the Value of 
Establishing an Operations Research Program 
in a State Rehabilitation Agency. Final Report. 
ED 078 238 


South Central Regional Library System, 
Hamilton (Ontario). 


Programmes for Children. 
ED 069 301 


South Central Research Library Council, 
Ithaca, N.Y. 
Time/Cost Study of a Bibliographic Search. 
ED 067 142 


South Dakota State Advisory Council on 
Vocational and Technical Education, Pierre. 
Report of an Evaluation of the Vocational- 


Technical Program in South Dakota. 
ED 080 616 


South Dakota State Dept. of Public 
, Pierre. 

Art for South Dakota Schools. 

ED 076 594 
[Management By Objectives Program. ] 

ED 075 300 
Preliminary Reconnaissance; A Study of the 
Criticality of Identified Educational Needs. 

ED 078 035 
Social Studies Guidelines, K-12. 

ED 079 202 


South Dakota State Dept. of Public Welfare, 
Pierre. 
South Dakota Indian Recipients of Public Wel- 


fare. 
ED 073 880 


South Dakota State Library Commission, 


Comprehensive Long Range Library Program 
1973-77. 

ED 073 772 
South Dakota Indian Bibliography. 

ED 072 915 


South Dakota State Planning Agency, 
Pierre. Office of Policy Information. 
Directory of Informational and Statistical 
Sources. Preliminary Edition. 
ED 072 797 


South Dakota State Regents of Education, 
Pierre. 
Graduate Programs in South Dakota State Col- 


leges and Universities. 
ED 071 584 


A Master Plan for Public Higher Education in 


South Dakota. 
ED 078 803 


South Dakota State Univ., Brookings. 
Agricultural Experiment Station. 
History and Acculturation of the Dakota Indi- 


ans. 
ED 077 627 


Rural Poverty in Three Eastern South Dakota 


Counties. 
ED 080 222 


South Dakota Univ., Springfield. 
Springfield’s Trajectory Occupational Program: 
Report. 
ED 069 861 


South Dakota Univ., Vermillion. 
Cooperative Field Education Program (First 
Annual Report, FY July 1, 1971 - June 30, 


1972). 
ED 070 398 


South Dakota Univ., Vermillion. School of 
Education. 
Administrator's Environmental Education 


Evaluation Manual. 
ED 067 231 


Southeast Asian Ministers of Education 
Organization (Singapore). Regional Center 
for Educational Innovation and Technology. 
Alternatives in Education: A Regional Prac- 
ticum. 
ED 074 590 


Southeast Asian Ministers of Education 
Organization > ——— Center 
for Education ithematics. 
Strategies ng sno cob ee in 
Southeast Asia. A Seminar. Final Report. 
ED 078 574 


Southeast Educational Center, Seattle, 
Wash. 
Participant-Observation and the Development 
of Urban Neighborhood Policy. 
ED 068 597 


Southeastern Community Coll., Whiteville, 
N.C. 
An Experiment in Attitude Modification of 
Selected Students Enrolled in the One-Year 
Vocational and Two-Year Technical Programs 
at Southeastern Community College, 
Whiteville, North Carolina. Occupational Edu- 
cation Research Project Final Report. 
ED 072 239 


Southeastern Education Lab., Atlanta, Ga. 
Field Trial of Wisconsin Design for Reading 
Skill Development and CEMREL Aesthetic 
Education Program. Final Report. 

ED 071 043 
An Overview of Cognitive and Language Pro- 
grams for 3, 4, & 5 Year Old Children. 

ED 070 534 
Pilot Demonstration School Workshop. Sum- 


mary Report. 
ED 070 182 
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Higher Education Finance. A Comparative 


Southern Illinois Univ., Carbondale. Dept. 
Study of Matched Samples of Black and White 


Southeastern State Coll., Durant, Okla. 
of Conservation and Outdoor Recreation. 


Partners in the Education of Teachers: A 


Cooperative Program Between a coment, a 
Small Rural School, and a Rural Community. 
ED 075 424 


Southeast Kansas Demonstration Child 


Development Center, Fort Scott. 
To Evaluate Children's Intellectual Growth and 
Development in the Southeast Kansas Demon- 
stration Child Development Center. Final Re- 


port. 
ED 076 245 


Southeast Wisconsin Regional Education 
Center, Burlington. 
A Bibliography of References to the Extended 
School Year, Year-Round School and Related 
Topics (Version I). 
ED 077 129 


An Historical Overview and Critique of the Ex- 
tended School Year Movement. 





ED 077 130 


Southern Association of Colleges and 
Schoois, Atlanta, Ga. 
Project Opportunity Reports: Research and 
Evaluation Report, Number 1972-5: Post- 
Secondary Enrollment Patterns of Group Ill 
Project Opportunity Students; Number 1972-6: 
College Choices of Outstanding Black Students 
in Project Opportunity. 
ED 073 207 


Southern Association of Colleges and 
ree Atlanta, Ga. Commission on 


olleges. 

A Summary Report of the Study “Areas of 

Concern in Technical Institute Accreditation.” 
ED 075 606 


Southern California Regional Occupational 
Center, Torrance. 
Performance and Attitude Guidance Selection 


Model for Vocational Training. Final Report. 
ED 075 615 


Southern Colorado State Coll., Pueblo. 
English Proficiency and Behavioral Change in 
Spanish-Speaking Children. 

ED 066 996 


Southern Connecticut State Coll., New 
Haven. Center for Interdisciplinary 
Creativity. 
Practical Action Programs in Education: 
Highlights of the Third National Conference on 
General Systems Education. 
ED 070 690// 


Southern Connecticut State Coll., New 


Haven. Dept. of Speech. 
Cicero and Quintilian on the Formation of an 


Orator. 
ED 075 872 
Marshall McLuhan: His Significance for the 


Field of Speech Communication. 
ED 075 870 


Some Uses of Computers in Rhetoric and 
Public Address. 
ED 075 871 


Southern Education Foundation, Atlanta, 
Ga. 
The Brazos Bottoms Next Time: A Discussion 
of Black Colleges, Federal Dollars and Social 
Change. A Staff Paper. 
ED 070 424 


Small Change: A Report on Federal Support 
for Black Colleges, 1972. 
ED 069 821 


Southern Illinois Univ., Carbondale. Career 
ent for Children Project. 
A Conceptual Model of the World of Work. 
ED 078 194 


A Theory of the Functional Self. 
ED 078 195 


Southern Illinois Univ., Carbondale. Coll. of 
Education. 
Development of Positive Racial Attitudes, 
Knowledges, and Activities in Pre-Service So- 
cial Studies Teachers. 
ED 073 025 


Teaching Environmental Education With a 


Focus on Values. 
ED 070 614 


Southern Illinois Univ., Carbondale. Dept. 


of Special Education. 
Expectancy and Race: Their Influences upon 
the Scoring of Individual Intelligence Tests. 


Final Report. 
ED 068 529 


Pre-Kindergarten Scale. 
EP 073 160 


Southern Illinois Univ., Carbondale. Dept. 
of Technical and Industrial Education. 
An Analysis and Synthesis of State Certifica- 
tion Requirements for Teachers of Secondary 
Trades and Industries and Post Secondary 
Trades and Technical Programs. 
ED 078 142 


Southern Illinois Univ., Carbondale. Div. of 
Vocational and Technical Education. 
A Comprehensive Careers Cluster Curriculum 
Model. Health Occupations Cluster Curriculum 
Project and Health-Care Aide Curriculum Pro- 
nes ED 069 867 
Southern Illinois Univ., Carbondale. 
Instructional Materials Dept. 
Study of Telecommunications Programs in 


Selected Universities in the United States. 
ED 074 726 


Southern Interstate Nuclear Board, Atlanta, 
Ga. 
A Task Analysis of Selected Nuclear Techni- 
cian Occupations. 
ED 068 732 


Southern Methodist Univ., Dallas, Tex. 
Computer Science/Operations Research 
Center. 
Dynamic Quantum Allocation and Swap-Time 
Variability in Time-Sharing Operating Systems. 
ED 076 212 
An Introduction to Register Transfer Level 
Simulation of Digital Systems. 
ED 076 213 


Southern Methodist Univ., Dallas, Tex. Inst. 


of Technology. 
SMU Institute of Technology 1972 Annual Re- 


port. 
ED 068 057 


Southern Oregon Coll., Ashland. 
A Comparative Study of the Effects of a Tradi- 
tional Social Studies Curriculum at the Sixth 
Grade Level and “Man: A Course of Study”. 
Final Report. 
ED 071 987 


Southern Regional Council, Atlanta, Ga. 
Hunger U. S. A. Revisited. A Report by the 
Citizens’ Board of Inquiry Into Hunger and 
Malnutrition in the United States. 

ED 070 784 


Southern Regional Education Board, 
Atlanta, Ga. 
Advanced Degree Output and Productivity in 
the South, 1965-66 and 1968-69. 
ED 078 737 


Computer Facilities for Instruction in Small 


Colleges: Final Report Summary 1968-71. 
ED 068 065 


A Core of Competence for Baccalaureate So- 


cial Welfare and Curricular Implications. 
ED 079 210 


Curriculum Adaptation in Urban Affairs. 
ED 077 468 


The Duke University Summer Transitional Pro- 


gram. 
ED 078 777 
Evaluating Children's Progress: A Rating Scale 
for Children in Day Care. 
ED 078 949 


Expanding Postsecondary Educational Oppor- 


tunity: Progress and Prospect. Number 3. 
ED 068 036 


Handbook for Resource Development Intern- 
ships. 
ED 070 396 


Private Institutions. 
ED 072 742 


Inventory of Computers in U.S. Higher Educa- 
tion 1969-1970, Utilization and Related Degree 


Programs. 

ED 066 911 
Off-Campus Education: An Inquiry. 

ED 080 052 
Proceedings of the 1972 Conference on Com- 
puters in Undergraduate Curricula. 

ED 066 875 
Reform in Graduate Education. 

ED 067 014 
Southeastern Day Care Project Rating Forms. 

ED 078 943 
State and Local Revenue Potential, 1971. 

ED 073 523 
Student Learning Through Community Involve- 
ment: A Report on Three Studies of the Ser- 
vice-Learning Model. 

ED 080 051 


Summary of State Legislation Affecting Higher 
Education in the South, 1972. 
ED 070 376 


Tenure. Aspects of Job Security on the Chang- 
ing Campus. 
ED 068 005 


Southern Regional Education Board, 
Atlanta, Ga. Inst. for Higher Educational 
Opportunity. 

Developments in Internal Management at 
Texas Southern University and Fisk University. 


A Project Synopsis. 
ED 071 593 


IMPACT: A Project Report on Compensatory 
Instruction in Community Colleges. | 
ED 076 180 


Southern State Coll., Magnolia, Ark. 
Value Patterns of Elementary Teachers and 
Their Reactions to Religious Issues in the 
Classroom. 
ED 072 017 


Southern Univ. and 


Agricultural and 
Mechanical Coll., Baton Rouge, La. 
Extension of the Thirteen-College Curriculum 


Concept. Final Report - 1970-71. 
ED 067 028 


A Study of Some Students’ Opinions and 
Knowledge of Smoking and rere 
078 308 


South Florida Foundation for Retarded 
Children, Opa Locka. 
Divisional Concept -- A Model for Progress. 
ED 066 848 


South Penn School Study Council. 
Drug Education: Policies, Programs and 
Materials. 
ED 078 314 


South Umpqua School District, Myrtle 
Creek, Oreg. 
South Douglas County Early Childhood Educa- 
tion Project, First Year Evaluation Report, July 
1, 1971 to June 30, 1972. 
ED 072 848 


South Umpqua Experimental Schools Project: 
The Basic Four Year Plan; Person-Centered 
Educational Processes. 

ED 076 257 


1970 Institute for Individualizing Mathematics 
for Migrant Students. Summary and Evaluation 


Analysis. 
ED 080 245// 
Alternate Strategies for Migrant Secondary 


Education. 

ED 080 242// 
Computer-Assisted Instruction in the Education 
of the Migrant Mexican American. 

ED 080 243// 
Evaluation of Mert Education in Texas. 
Final Report, M 7, 1968—August 31, 1969. 

ED 080 240// 


Modified School Programs for Migrant Pupils. 
A Follow-up Analysis, 1970. 
ED 080 246// 


Study of Modified School Programs 
Migrant Children. 
ED 080 241// 
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Survey of Migrant Students in Texas. Final Re- 
port, March 7, 1968--August 31, 1968. 

ED 080 244// 
Texas Education Product Study. Digest of Final 


Report. 

ED 080 734 
Texas Education Product Study, Volume 1. 
Final Report. 

ED 080 735 


Texas Education Product Study, Volume 2. 
Final Report. 
ED 080 736 


Texas Education Product Study, Volume 3. 
Final Report. 
ED 080 737 


Southwestern Coll., Chula Vista, Calif. 
A Study of Instructional Variables and Student 


Completion. 

ED 077 506 
A Study of the W Grade at Southwestern Col- 
lege, Faii 1971. 

ED 077 505 
Utilization of Para-Professional Counselors. 
Final Project Report. 

ED 080 105 


Southwestern Cooperative Educational Lab., 
Albuquerque, N. Mex. 
Adult Basic Education: An Evaluation of 
Materials. Volume I. Contains resource materi- 
als on English as a Second Language and En- 


glish. 

ED 069 948 
Adult Basic Education: An Evaluation of 
Materials. Volume II. Contains materials on 
Reading, Math, Citizenship, Consumer Educa- 
tion, Science-Health, and Social Studies. 

ED 069 949 
Adult Basic Education: An Evaluation of 
Materials. Volume Ill. Contains resource 
materials on Supplemental Language Arts; Vo- 
cational Education; Social Living; General 
Equivalency Diploma: English, _ Literature, 
Math, Social Studies, Sci y Ex- 
amination Materials; Spelling; ‘Vocational. 

ED 069 950 
Bili 1-Bicultural Devel t for Spanish, 
English and Indian Speaking Children in a 
Southwestern Multicultural Environment. A 
Report of Statistical Findings and Recommen- 
dations for the Grants Bilingual Education Pro- 
ject, Grants, New Mexico. 

ED 068 242 


Current Status of Laboratory Studies. 

ED 069 450 
A Teacher's Guide for Planning and Conduct- 
ing the Second Generation Institute. 

ED 068 260 








Southwestern Library Interstate 
Cooperative Endeavor, Dallas, Tex. 
Annue! Report of the Southwestern Library In- 
terstate Cooperative Endeavor (SLICE) Project 
of the Southwestern Library Association (Ist, 
October i, 1971 to December 31, 1972); and 
Final Report for Council on Library Resources. 
ED 072 783 
SLICE Office Quarterly Report for the Period 
January 1, 1973 to March 31, 1973. 
ED 075 034 


Southwestern Region Deaf-Blind Center, 
Sacramento, Calif. 
Literature on the Deaf-Blind -- An Annotated 
Bibliography. 
ED 072 579 


Proceedings of the National Symposium for 
Deaf-Blind (Asilomar, Pacific Grove, Califor- 
nia, July 7-10, 1972). 

ED 071 258 


Proceedings of the Special Study Institute for 
Teachers of Deaf-Blind Multihandica 
ED 077 159 


Southwest Intergroup Relations Council, 
Inc., Austin, Tex. 
A Bilingual Approach: Education for Un- 
derstanding. Leadership Report. 
ED 075 106 


Southwest Regional Educational Lab., 
Inglewood, Calif. 
Alternative Designs for Educational Systems. 
ED 072 529 
Constructing Behavioral Objectives. 
ED 068 891// 
Developing Instructional Specifications. 
ED 069 610// 


Progress Report for the Instructional Manage- 
ment System. Technical Memorandum. 
ED 069 152 


Southwest Regional Library for Educational 
Research and Development, Los Alamitos, 
Calif. 


Music Analysis: An Annotated Bibliography. 
ED 067 359 


Novel Word Decoding in Kindergarteners as a 
Function of Decoding Strategy and Segmenta- 
tion-Blending Training Form. 

ED 067 647 


Sociolinguistic Variation in the Speech of 
Young Children: An Experimental Study. 
ED 067 695 


Southwest Region Educational Computer 
Network, Austin, Tex. 
Southwest Region Educational Computer Net- 
work. Final Report 1969-1972. A Technical 
Report Submitted to the National Science 


Foundation. 
ED 077 234 


Southwest Texas Educational Television 
Council, Austin. 
Instructional Television Survey. KLRN TV. 
Channel 9. 1972-1973. 
ED 078 651 


Southwest Texas State Coll., San Marcos. 
Evaluation Report of the Bilingual Education 
Program. Harlandale Independent School Dis- 
trict, San Marcos Independent School District, 
Southwest Texas State University. 1971-72. 

ED 071 795 
Evaluation Report of the Bilingual Education 
Program. Harlandale Independent School Dis- 
trict, San Marcos Independent School District, 
Southwest Texas State University, 1969-70. 

ED 078 973 


Southwest Wisconsin Vocational-Technical 
School, Fennimore. 
Identifying Competencies in the Food Service 
Industry. Final Report. 
ED 080 727 


Special Action Office for Drug Abuse 
Prevention, Washington, D.C. 
Special Action Office for Drug Abuse Preven- 
tion Answers the Most Frequently Asked 
Questions About Drug Abuse. 
ED 075 187 


Special Libraries Association. Minnesota 
Chapter. 
Information for Inmates, Series # 1; A Bibliog- 
raphy of Fundamental Rights. 
ED 070 463 


Special Libraries Association, New York, 
‘The Changing Role of the Special Librarian in 
Industry, Business, and Government. 

ED 078 850 
Paraprofessional and Nonprofessione| Staff in 


Special Libraries. 
ED 078 851 


Special Services for Groups, Inc., Los 
Angeles, Calif. 
Cultural Identity: An Approach to Preventing 
Delinquency Among Chicanos. 
ED 075 136 


Speech Association of America, New York, 
Conceptual Frontiers in S h-C i 
tion: Report of the New Orleans Conference on 
Research and Instructional Development (New 
Orleans, Louisiana, February 11-16, 1968). 

ED 079 795 
Conference on Social Engagement: Summary 


Report. 

ED 068 995 
Proceedings of the Summer Conference of the 
Speech Association of America (4th, Chicago, 
Ill., July 13-14, 1968). 

ED 069 005 


Speech Communication Association, New 
York, N.Y. 
Career Communication: Directions for the 
Seventies. Proceedings of the Speech Commu- 
nication Assn. Summer Conference (8th, 
Chicago, Ill., July 6-8, 1972). 
ED 068 994 





ERIC First Analysis: 1973-74 National High 
School Debate Resolutions. 
ED 073 515 


Fifty Years of International Debate 1922-1972. 
ED 071 130 


Free Speech Yearbook: 1970. 
ED 067 718 


Free Speech Yearbook: 1972. 

ED 071 122 
National High School Debate Topic (1973-74) 
(What Should Be the Role of the Federal 
Government in Extending Public Assistance to 
All Americans Living in Poverty): Primary 


Resources. 

ED 073 516// 
New Orleans Revisited and Revised: Recom- 
mendations for the Field of Speech Communi- 


cation. 

ED 071 125 
Proceedings of the Speech Communication As- 
sociation Summer Conference: Mini Courses in 
Speech Communication (7th, Chicago, July 8- 


10, 1971). 

ED 070 132 
Sources of Funds for Speech Communication 
Research: The Federal Government (Part 1) 
and Private Sector (Part 2). 

ED 067 721 


Spencer Foundation, Chicago, Ill. 
The Impact of Educational R & D Centers and 
Laboratories: An Analysis of Effective Or- 
ganizational Strategies. 
ED 079 860 


The Spencer Foundation Annual Report 1972. 
ED 066 922 


Sperry Rand Corp., Washington, D. C. 
UNIVAC Div. 
Information Technology - Its Impact on Deci- 


sion-Making. 
ED 070 455 


Sports Foundation, Inc., Chicago, Ill. 
School Bond Issues: Pass-Fail. Community Plan 
of Action in Support of Schools. 
ED 078 561 


Springfield Area Community Coordinated 
Child Care (4-C) Committee, Mass. 
Licensed Pre-School Child Care Programs, 


1972-1973. 
ED 073 856 


Stamford Public Schools, Conn. 
Career Assessment Program: Stamford High 
School. Final Report. 
ED 068 709 


Standing Conference of Rectors and Vice- 
Chancellors of the European Universities, 
Geneva (Switzerland). 
Minutes of the III General Assembly of the 
Standing Conference of Rectors and Vice- 
Chancellors of the European Universities, Sep- 
tember 2-9, 1964. 
ED 072 761 


The Optimum and Maximum Size of the 


University. 

ED 072 762 
The Universities Europe. Evolution of the 
Standing Conference of Rectors and Vice- 
Chancellors of the European Universities, 


1948-1962. 
ED 072 763 


Stanford Research Inst., Menlo Park, Calif. 
Early Childhood Education: Perspectives on 
the Federal and Office of Education Roles. 

ED 066 621 


Effects of Federal Installation Phase-outs upon 
School Districts. 
ED 073 525 


The Effects of Laws Governing Youth Employ- 
ment and School Attendance on Youth Offen- 
ses and Delinquency. 

ED 072 374 


Entitlements for Federally Affected School Dis- 
tricts Under Public Laws 874 and 815. Volume 
i 


ED 073 526 


Follow Through Program Sponsors. 
ED 080 494 


Implementation of Head Start Planned Varia- 
tion Testing and Data Collection Effort. Final 


Report. 
ED 070 $32 
Project Follow Through. 





ED 077 557 

Work Activities and Attitudes of Scientists and 

Research Managers: Data from a National Sur- 
vey. R and D Studies Series. 

ED 075 583// 


Stanford Research Inst., Menlo Park, Calif. 
Educational Policy Research Center. 
Anticipating Educational Issues Over the Next 
Two Decades: An Overview Report of Trends 
Analysis. Research Memorandum No. 18. 
ED 074 627 
Contemporary Societal Problems. 
ED 068 425 
The National Institute of Education: Working 
Papers on Problems, Goals, and Program Initia- 
tives for NIE. Research Note 16. 
ED 066 834 


Stanford Univ., Calif. 
Ibibio Dictionary. Final Report. 
ED 067 960 
A User’s View of BALLOTS. 
ED 071 723 


Stanford Univ., Calif. Academic Planning 
Office. 
The Influence of Appointment, Promotion, and 
Retirement Policies on Faculty Rank Distribu- 


tions. 
ED 074 982 


Stanford Univ., Calif. Center for Latin 
American Studies. 


Paulo Freire and Concientizacion in Latin 
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Ill. Economic Analysis Course. 
ED 073 658// 


Behavioral Hierarchy Charts. Economic Analy- 


sis Course. 
ED 073 637// 


Computer Managed Instructional System. 


Economic Analysis Course. 

ED 073 665// 
Concept Area Four and Five Objectives, 
Hierarchy Charts, and Test Items. Economic 
Analysis Course. Segments 85-96. 

ED 073 636// 
Concept Area One Objectives (Rev), Test 
Items (Rev), and _ Instructional Events. 
Economic Analysis Course. Segments 1 - 16. 

ED 073 633// 
Concept Area Three Objectives and Test Items 
(Rev.). Part One and Part Two. Economic 
Analysis Course. Segments 50 - 84. 

ED 073 635// 
Concept Area Two Objectives and Test Items 
(Rev.) Part One, Part Two. Economic Analysis 
Course. Segments 17-49. 

ED 073 634// 


Course Administrator's Manual. Economic 
Analysis Course. 
ED 073 668// 


Course Description. Economic Analysis 


Course. 
ED 073 648// 


Course Development Model; Manpower Re- 
port. Economic Analysis Course. 
ED 073 667// 


Course Segment A4 Documentation. 


Economic Analysis Course. 

ED 073 654// 
Course Segment IV; Instructors Guide and 
Materials. Economic Analysis Course. 

ED 073 655// 
Economic Analysis Audio-Workbook A, B, and 
c. 


ED 073 644// 
Economic Analysis. Computer Simulation 


Models. 
ED 073 646// 


Economic Analysis. Enrichment. 
ED 073 645// 
Economic Analysis. Volume I. Course Seg- 


ments 4-15. 
ED 073 638// 
Economic Analysis. Volume II. Course Seg- 


ments 19-34. 
ED 073 639// 
Economic Analysis. Volume Ill. Course Seg- 


ments 35-46. 
ED 073 640// 
Economic Analysis. Volume V. Course Seg- 


ments 65-79 
ED 073 642// 
Economic Analysis. Volume VI. Segments 84- 


94. 

ED 073 643// 
Economics Course Evaluation. 

ED 073 664// 
Final Validation Report. Economic Analysis 


Course. 
ED 073 666// 
Individualizing Instruction and Guaranteeing 


Learning. 

ED 067 900// 
Instructional Strategy and Media Selection Ra- 
tionale. Economic Analysis Course 

ED 073 650// 


Internal Working D ts, E ic Analy- 


sis Course. 
ED 073 647// 
Macro Content and Operational Systems Flow 


Chart. 
ED 073 649// 
Media Selections, Macro-Sequence Chart, and 
Course Schedule. Economic Analysis Course. 
ED 073 656// 
Micro Chart For Concept Area One. Economic 


Analysis Course. 
ED 073 651// 


tional Requi ts for Multi-Media 
Economics Course. Economic Analysis Course. 
ED 073 661// 
Phase I Report. Economic Analysis Course. 
ED 073 657// 
Preliminary Evaluation Plan. Economic Analy- 


sis Course. 

ED 073 653// 
Preliminary Outline of Evaluation Plan. 
Economic Analysis Course. 








ED 073 652// 
Preliminary Tryouts. Economic Analysis 


Course. 
ED 073 659// 


Preliminary Validation Report for Multi-Media 
Economics Course. Economic Analysis Course. 
ED 073 663// 
Tests. Economic Analysis Course. 
ED 073 669// 
Validation Report. Economic Analysis Course. 
ED 073 662// 


Stevens Inst. of Tech., Hoboken, N.J. 
Computer Center. 
Developing Specifications for a Low-Cost Com- 
puter System for Secondary Schools. PREP 38. 
ED 071 458 


amr Univ. (Sweden). Inst. of Applied 


Experienced Intellectual Activity and Perceived 
Difficulty of Intelligence Tests. 
ED 080 555 


A Further Study on Subjective and Objective 
Intelligence Factors. 

ED 080 556 
Perceived Difficulty of a Motor-Skill Task as a 
Function of Training. 

ED 080 554 


Perceived Difficulty of an Immediate Memory 


Task. 

ED 080 553 
Perceived Difficulty of a Visual Search Task. 

ED 080 551 
Perceived Difficulty of Items in a Test of 
Reasoning Ability. 

ED 080 550 


Perceived Item-Difficulty in Three Tests of In- 
tellectual Performance Capacity. 
ED 080 552 


Perceptual Correlates of Mental Performance: 
Perceived Difficulty and Experienced Intellec- 
tual Activity. 

ED 080 557 


Stone Mountain Educational Projects Inc., 
Conway, Mass. 
Children’s Things: A Construction Guide for 
Play and Recreational Equipment for Parents, 
Teachers, Child Care Centers and Camps. 
ED 068 162 


Pre-School Equipment for a Multi-Use Center. 
ED 068 163 


Stout State Univ., Menomonie, Wis. 
[Pre-Service Teacher Recruitment, Training & 
Placement for Professional Personnel Retiring 
from Industry. Director’s Evaluation Report. ] 

ED 068 002 
{Training Program for Retirees from Industry 
Planning to Teach in Junior Colleges or 
Technical Institutes. Director’s Evaluation Re- 


port. 
ED 067 999 


Stow City Schools, Ohio. 
Survey of the Mass Media: Curriculum Guide 
for Stow Senior High School 1971-1972. 
ED 067 696// 


Strategic Air Command (Air Force), Davis- 
Monthan AFB, Ariz. Combat Support 
Group (803d). 

Davis-Monthan Air Force Base Summer Youth 

Program, 1972. 

ED 074 230 

Strathclyde Univ., Glasgow (Scotland). 
Dept. of Psychology. 


Visual-Manipulative Response Strategies in In- 
fant Operant Conditioning with Spatially Dis- 


placed Feedback. 
ED 078 924 


~—, American Pharmaceutical 
,» Washington, D.C. 
ee Student Conference on Health Man- 


power. 
ED 077 320 
Student Association of Higher Education, 
B 


» Ind. 
Sabbatical Leaves in Higher Education. 
ED 072 754 


Student Organization For Every Disability 
United tos Pregren, Brooklyn, N.Y. 
Handbook for the Disabled Students of 


Brooklyn College C. U.N. Y. 
ED 072 576 


Student Press, Minneapolis, Minn. 
Moments in Contemporary Rhetoric and Com- 
munication. No. 3. 





ED 069 010 
Moments in Contemporary Rhetoric and Com- 
munication. No. 4. 

ED 069 011 


Political Rhetoric of Our Times. 
ED 069 008 


The Rhetoric of Women’s Liberation. 
ED 069 009 


Study Commission on Undergraduate 

Education and the Education of Teachers. 
Nothing But Praise: Thoughts on the Ties 
Between Higher Education and the Federal 


Government. 
ED 074 963 
The Supply and Demand of Teachers and 


Teaching. 
ED 077 886 


Study of Accreditation of Selected Health 
Educational Programs, Washington, D. C. 
Accreditation of Health Educational Programs. 
Part 1: Staff Working Papers. 
ED 067 464 


Accreditation of Health Educational Programs. 
Part II: Staff Working Papers. 
ED 067 465 


Stuttgart Univ. (Germany). 
Dokumentation Vorlaufige Richtlinien Fur Die 
Erziehung im Elementar-Bereich (Introductory 
Principles for Education in the Primary 


Range). 
ED 069 337 


Sudafrikanischer Germanistenverband, 
Johannesburg (South Africa). 
Umgang mit Gedichten: Bemerkungen zu funf 
Gedichten von Johann Wolfgang von Goethe 
(Dealing with Poetry: Observations on Five 
Poems by Johann Wolfgang von Goethe). 
ED 072 695 
Zum _ Ausspracheunterricht auf kontrastiver 
Basis (Pronunciation Instruction on a Con- 
trastive Basis). 
ED 072 669 


Suffolk County Board of Cooperative 
Educational Services, Dix H N.Y. 
Communication and Computation Skills for 
Blind Students Attending Public Schools. 
ED 069 062 
Prevocational and Vocational Training of 
Trainable Mentally Retarded Youth in Shel- 
tered Workshops Established by Local Educa- 
tional Agencies. 
ED 072 601 


Suffolk County Board of Cooperative 
Educational Services, Huntington, N.Y. 
Huntington’s PACE Project. Final Evaluation 
Report. 
ED 078 447 


Sullivan County Board of Cooperative 
Educational Services, Liberty, N.Y. 
A Report of the Sullivan County Festival of the 
Arts, 1968 to 1971. 
ED 080 433 


Sunnyvale Elementary School District, Calif. 
Mentally Gifted Minor Program. Guidelines for 
Implementation. 

ED 071 255 


Supreme Court of the U. S., Washington, 
Keyes et al. v. School District No. 1, Denver, 
Colorado, et al. Supreme Court of the United 
States: Syllabus; Slip Opinion. Argued October 
12, 1972--Decided June 21, 1973. 

ED 078 112 
The Opinion of Mr. Justice Douglas in the 
Case of Robert Gottschalk, Acting Commis- 
sioner of Patents, vs. Gary R. Benson and 
Arthur C. Tabbot, Delivered in the Supreme 
Court of the United States on November 20, 


1972. 

ED 070 474 
Supreme Court of the United States: Barbara 
Susan Papish v. The Board of Curators of the 
University of Missouri et al. 

ED 080 071 


Supreme Court of the United States Syllabus: 
San Antonio Independent School District Et. 
Al. v. Rodriguez Et. Al. Appeal from the 
United States District Court for the Western 
District of Texas. No. 71-1332, Argued Oc- 
tober 12, 1972 -- Decided March 21, 1973. 

ED 073 568 


Surry County Board of Education, Dobson, 


Redeployment of the School Staff to Expedite 
the Teaching-Learning Process in the Lower 
and Middle School. Title III Evaluation. 

ED 068 444 


Swedish Inst., Stockholm. 
Government-Subsidized Adult Education in 


Sweden. 
ED 078 302 
Synergetics, Inc., Washington, D. C. 


A Primer on Telecommunications in Educa- 
tion. Part of: A Planning Document for the 
Establishment of a Nationwide Educational 
Telecommunications System. 

ED 072 665 


Synetics Corp., Allison Park, Pa. 
Handbook of Methods for Information Systems 
Analysts and Designers. Volume I - Basic 
Handbook and Appendix I. Final Technical Re- 


port. 
ED 069 287// 
Handbook of Methods for Information Systems 
Analysts and Designers. Volume II - Appendix 
Il TRACE. Final Technical Report. 
ED 069 288// 


Syracuse City School District, N.Y. 
Designing a Campus Plan for Quality Educa- 
tion. Final Report, Part II. 

ED 079 955 


Independent History Studies. Minority Groups: 


The Negro. 

ED 068 467 
Individualized Instruction in a Prototype 
School. Summary of Findings. 

ED 079 956 


Our National Heritage. 
ED 068 468// 


Special Education Curriculum for Junior and 
Senior High School. 
ED 068 466 


Syracuse Univ., N.Y. Children’s Center. 


Assessing Teacher Behaviors with Infants in 


Day Care. 

ED 075 505 
Development of a Day Care Center for Young 
Children: Syracuse University Children’s 
Center. 

ED 067 152 


Syracuse Univ., N.Y. Coll. for Human 
Development. 
The Family Development Research Program: A 
Program for Prenatal, Infant and Early Child- 
hood Enrichment. Progress Report. 
ED 077 575 


Syracuse Univ., N.Y. Computer Based 
Pro, 


Conjugate Reinforcement. 
ED 074 767 


Syracuse Univ., N.Y. Continuing Education 
Center for the Public Service. 
Continuing Education and Social Conscience. 
ED 073 345 
A Handbook for University-Community Discus- 
sion of Urban Problems. A Model for Urban 
Study Programs Involving College Students and 


Community Adults. 
ED 069 957 


Syracuse Univ., N.Y. ERIC Clearinghouse 
on Adult Education. 
Adult Education Dissertation Abstracts: 1935- 


1962. 
ED 069 967 
Conceptual Learning: From Mollusks to Adult 


Education. 

ED 070 958 
Consumer Education Programming in Continu- 
ing Education. 

ED 070 920 


Contemporary Approaches to Program Evalua- 
tion and Their Implications for Evaluating Pro- 
grams for Disadvantaged Adults. 

ED 075 715 


Continuing Education in the Health Profes- 
sions. A Review of the Literature: 1960-1970. 

ED 074 367 
The Education of the Mentally Retarded Adult: 
A Selective Review of Recent Literature. 

ED 074 345 
Needed: A New Coalition for Public Affairs 
Education (A Review of the Literature). 
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ED 068 820 
Research and Investigation in Adult Education: 
1972 Annual Register. 


Institution Index 


ED 074 333 
Toward a Working Philosophy of Adult Educa- 


tion. 
ED 078 229 
Toward Gog and Magog Or?: A Critical 
Review of the Literature of Adult Group 
Discussion. 
ED 066 652 
Syracuse Univ., N.Y. Maxwell Graduate 
School of Citizenship and Public Affairs. 
Second Year Evaluation of an American 
Management Association Pilot Program: 
Adapting and Testing B Manag t 
Development Programs for Educational Ad- 
ministrators. Evaluation Report. 





ED 072 543 


Syracuse Univ., N.Y. Publications Program 
in Continuing Education. 
The Challenge of Modern Church-Public Rela- 
tions. 
ED 069 954// 
Conceptual Learning: From Mollusks to Adult 


Education. 
ED 070 958 


Consumer Education Programming in Continu- 


ing Education. 
ED 070 920 


Paulo Freire: A Revolutionary Dilemma for the 
Adult Educator. 
ED 068 819 


Toward a Working Philosophy of Adult Educa- 
tion. 

ED 078 229 
Toward Gog and Magog Or?: A Critical 
Review of the Literature of Adult Group 


Discussion. 
ED 066 652 


Syracuse Univ., N.Y. Reading and Language 
Arts Center. 


The Heman Street Preschool 1971-72: Report. 
ED 070 512 


Syracuse Univ., N. Y. School of 
Management. 
External Degree Project. Summaries of Areas 
of Competency in Busi Administration. 
ED 067 054 





The External Degree Project. 
ED 067 055 


Syracuse Univ., N.Y. School of Social Work. 
Manpower Research on the Utilization of Bac- 
calaureate Social Workers: Implications for 
Education. Volume II. 

ED 067 984 
Undergraduate Social Work Education for 
Practice: A Report on Curriculum Content and 


Issues. 
ED 074 894 


Syracuse Univ., N.Y. Syracuse Center for 
Research and Development in Early 
Childhood Education. 
The Adaptive Behavior Rating Scale. 
ED 068 148 
Effects of Early Day Care Experience on Sub- 
sequent Observed Program Behaviors. 
ED 068 149 


Syracuse Univ. Research Corp., N.Y. 
External Degree Program. Areas of Competen- 
cy in Business Administration. 

ED 070 381 


Syracuse Univ. Research Corp., N.Y. 

Educational Policy Research Center. 
Alternative Futures for Learning: An An- 
notated Bibliography of Trends, Forecasts, and 


Proposals. 
ED 071.998 


Beyond the Carnegie Commission: A Policy 
Study Guide to Space/Time/Credit-Preference 
Higher Learning. 

ED 071 576 


Comprehensive Career Education Models: 
Problems and Prospects. 
ED 072 227 


Future Growth of American Educational At- 
tainment: Implications for the Educationally 
Disadvantaged Child. Working Draft. 

ED 072 156 
The Hot List Delphi. An Exploratory Survey of 
Essential Reading for the Future. 
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ED 071 192 
Uses of Technology in Community Colleges: A 
Resource Book for Community College 
Teachers and Administrators. 

ED 075 028 


~ a Development Corp., Falls Church, 


“his On Selected Students In Adult Basic Edu- 
cation Programs, 1971-72. Interim Report. 
ED 068 797 
Test Data on Adult Basic Education Students. 
Second Interim Report. 
ED 073 331 


System Development Corp., Santa Monica, 
Calif. 
Development of Training Resources for Educa- 
tional Extension Services Personnel. Vol. 1, 
Final Report. 
ED 077 534 
Development of Training Resources for Educa- 
tional Extension Services Personnel. Vol. 2, 
Trainers’ Book. 
ED 077 535 
Development of Training Resources for Educa- 
tional Extension Services Personnel. Vol. 3, 
Trainees’ Book. 
ED 077 536 


ic Library Consortia. 
ED 072 819// 
Educational Resources Information Center 
(ERIC) File Partition Study: Final ae 
D 067 520 
Effects of Different Head Start se Ap- 
proaches on Children of Different Charac- 
teristics: Report on Analysis of Data from 
1966-67 and 1967-68 National Evaluations. 
Technical Memorandum. 





Directory of Acad 


ED 072 859 
Effects of Different Head Start Program Ap- 
proaches on Children of Different Charac- 
teristics: Report on Analysis of Data from 
1968-1969 Nati Technical 
Memorandum. 





ED 072 860 
A Model Driven Question-Answering System 
for a CAI Environment. Final Report (July 
1970 to May 1972). 

ED 077 195 


Progress Report for the Instructional Manage- 
ment System. Technical Memorandum. 

ED 069 152 
Progress Report: The Development of a School 
District Budget Planning System (SPLAN). A 
Technical Memorandum. 

ED 070 181 


Supplement to the Directory of Academic 
Library Consortia. 
ED 072 820 


System Development Corp., Santa Monica, 
Calif. Research and Development Div. 


Instruction in Transliterating Russian to En- 


glish. 

ED 070 S00 
Reference Tools and Services: General Techni- 
cal Encyclopedias and Engineering Handbooks. 

ED 070 497 
Reference Tools and Services: Introduction to 
Reference Works and Bibliographic Tools-- 
Serials. 


ED 070 496 
Reference Tools and Services: Introduction to 
the Use of Commercial, Organization and Bio- 
graphical Directories. 

ED 070 498 


Reference Tools and Services: Introduction to 
Serials and Reports Indexing and Abstracting 


Services. 
ED 070 499 
Systems Research, Ltd., Richmond 


Strategic Disposition Tests and the Influence of 

Learning Strategy on the Performance and 

Breakdown of Skills. Interim Scientific Report. 
ED 073 374// 


Tacoma School District 10, Wash. 
Accountability in Physical Education: The Ef- 
fectiveness of the Elementary Physical Educa- 
tion Specialist. 

ED 076 553 
Exemplary Magnet Program. Title III, ESEA. 
Final Report, 1969-72. 

ED 080 622 


Taconic Data Research, Inc., Uniondale, 
N.Y. Education Systems Div. 
Library Technical Assistant -- A Paraprofes- 
sional Training Institute, Interim Report. 
ED 075 033 


Tadlock Associates, Los Altos, Calif. 
Handbook for Self-Evaluation of Programs and 
Services to the Disadvantaged and the Han- 
dicapped at Community Colleges under the 
Vocational Education Amendments of 1968 
(Public Law 90-576). 

ED 073 241 


A Report on the Evaluation of Occupational 
Education Programs for the Handicapped and 
Disadvantaged in Four Community Sates 

ED 073 240 
Review and Assessment of the Impact on Oc- 
cupational Education Resulting from the 
Research and Development Activities Sup- 
ported by the Division of Vocational and 
Technical Education of Illinois, Project RDC- 


A2-078. 

ED 076 785 
A Statewide Evaluation of Vital Information 
for Education and Work (VIEW). 

ED 073 239 
Supplement to Handbook for Self-Evaluation of 
Programs and Services to the Disadvantaged 
and the Handicapped at Community Colleges 
under the Vocational Education Amendments 
of 1968 (Public Law 90-576). 

ED 073 246 


Tahoma School District 409, Maple Valley, 
Wash. 
Combatting Human Inadequacies and Learning 
Disorders, Project C.H.I.L.D. Final Report. 
ED 080 580 
Project C. H. I. L. D. Behavior Check List for 
Teachers and Parents Form 71-1. 
ED 080 581// 


Taiwan Provincial Dept. of Education. 
Education in Taiwan Province. 
ED 076 326 
Education in Taiwan Province, Republic of 
China. 
ED 076 327 


Tanganyika Library Service (Tanzania). 
A National Plan for the Development of Libra- 
ry Services. 
ED 070 505 
School Libraries as a Basic Tool for Teaching. 
ED 078 882 
Statistics on Book Production, Periodicals and 


Libraries. 
ED 069 316 


Taos Municipal Schools, N. Mex. 
Research and Development Project in Career 
Education. Final Report. (January 3, 1972-July 
3, 1973). Also Final Evaluation Report for 
TAOSCORE Project. 
ED 080 722 


Tarrant County Junior Coll. District, Ft. 
Worth, Tex. 
Breeds S : Basic Studies. 1971-72 
Report. 





ED 068 083 


Teachers and Writers Collaborative, New 
York, N.Y. 
The Whole Word Catalog. 
ED 072 451// 


Teaching and Learning Research Corp., 
New York, N.Y. 


ED 072 127 
An Evaluation of the State Urban Education 
Programs, Community School District 27, New 
York City Board of Education. Final Report. 

ED 072 135 
Final Report of an Evaluation of the Corrective 
Reading Services in Non Public Schools, July 
1972. 

ED 075 548 
Final Report of an Evaluation of the ESEA 
Title I Programs, Community School District 1, 
Board of Education of the City of New York. 

ED 075 550 
Final Report of High School Homework Helper 
Program. Summer 1972. 

ED 075 549 
Final Report of the Evaluation of the 1971- 
1972 School-Home Contact Program. 

ED 072 129 
Final Report of the Evaluation of the 1971- 
1972 Benjamin Franklin Cluster Program: Pro- 
grams and Patterns for Disadvantaged High 
School Students. 

ED 072 130 


Final Report of the Evaluation of the Directed 
Learning Program of the Hempstead Public 
Schools, Hempstead, N.Y., During its Third 
Year, 1971-1972. ESEA Title I. 

ED 072 134 


Final Report of the Evaluation of the 1971-72 
Benjamin Franklin Urban League Street 
Academy. 

ED 075 557 
Mentally Retarded Trainable Children and 
Educable Pupils. Final Report. 

ED 079 882 
St. Paul Open School: The St. Paul Public 
Schools Independent School District Number 
625. Evaluation Report, August 1972. Final 


Report. 
ED 072 133 


Technical Education Research Center, 
Cambridge, Mass. 
A Model Program to Instruct Manpower Train- 
ing Personnel in the Selection and Application 
of Remedial Instructional Materials to Meet In- 
dividual Trainee Needs. Phase I Report. 
ED 072 316 


Technical Education Research Center, 
Champaign, Ill. 
Training State and Local Instructors in the Use 
of National Highway Traffic Safety Administra- 
tion Curriculum Package: Driver License Ex- 
aminer. Final Report. 
ED 075 588// 


Technion--Israel Inst. of Tech., Haifa. 
Determining the Effectiveness of the Use Made 
of the Industrial and Management Engineering 
Library. 

ED 068 110 
Modification of Teaching Behavior through the 
Combined Use of Microteaching —- 
with the Technion Diagnostic System 

ED 0 on 436 


Tecnica Education Corp., San Carlos, Calif. 
Social Studies: Application Units. Course Il, 
Teachers. Computer-Oriented Curriculum. 
REACT (Relevant Educational Applications of 
Computer Technology). 

ED 075 272 


TelePrompTer Corp., New York, N.Y. 
The Computer in the Living Room. 
ED 074 735// 


Tempe Elementary School District 3, Ariz. 





Evaluation of 1971-1972 English as a S d 
Language Program, Non-Public Schools. Final 


Report. 

ED 072 131 
An Evaluation of the Bilingual Mini-School, 
J.H.S. 45, Community School District 4. Final 
Report. 

ED 072 126 
An Evaluation of the Clinical and Guidance 
Services, Non-Public Schools. Final Lg 

ED 072 132 

An Evaluation of the ESEA Title I Programs, 
Community School District I, New York City 
Board of Education. Final Report. 

ED 072 128 
An Evaluation of the State Urban Education 
Programs, Community School District 1, New 
York City Board of Education. Final Report. 


Special Programs Aimed at Reaching Children: 
S.P.A.R.C. Case Studies II. 
ED 076 925 


Temple Univ., Philadelphia, Pa. Center for 
Labor and Manpower Studies. 
The Impact of Public Employee Unions on the 
Public Employment Program. 
ED 080 752 


Temple Univ., Philadelphia, Pa. Center for 
Social Policy and Community Development. 
Career Ladder and Curriculum Guide: Housing 
Management. Resident Selection and Occupan- 
cy Trainee, Resident Security Aide, Resident 
Security Officer, Security bes ne il, , Communi- 
ty Security Aide. Instruct 
=D 079 598 





sein erate 





Temple Univ., Philadelphia, Pa. Dept. of 
Psychoeducational Processes. 
The Role of the Teacher in Student-Directed 


Learning. Final Report. 
ED 074 070 


Tennessee Coll. Association, Murfreesboro. 
Center for Higher Education. 
Student Retention-Attrition Entering Fresh- 
men--Fall 1968. Report 3. 
ED 068 066 


Student Retention-Attrition Entering Fresh- 


men--Fall 1968. Report 4. 
ED 068 067 


Tennessee Higher Education Commission, 
Nashville. 
An Analysis of Instructional Costs Per Student 
Credit Hour Fall Quarter 1971. 
ED 077 401 
Financial Reporting for Tennessee Public Col- 
leges and Universities. 
ED 080 056 
Higher Education for Tennessee’s Future. 
ED 077 400 
Medical Education for Tennessee. A Report of 
the Tennessee Higher Education Commission. 
ED 074 955 


Tennessee Occupational Research and 
Development Coordinating Unit, Knoxville. 
Region II National Dissemination Conference 
(Knoxville, Tenn., October 10-11, 1972). 
ED 075 577 
Relationships Among Selected Occupational 
Experience Programs in Secondary Schools--A 
Mini-Grant Research Project Presented to the 
Tennessee Research Coordinating Unit: 1972- 


1973. 

ED 070 813 
A Study of the Salary Structure of Selected 
State Divisions of Vocational-Technical Educa- 
tion. 

ED 067 491 


Tennessee Research Coordinating Unit for 
Vocational Education, Knoxville. 
A Study of the Vocational Needs of the Green- 
field, Tennessee High School. A Mini-Grant 
Research Project. Research Series No. 12. 
ED 072 275 


Tennessee State Board for Vocational 
Education, Nashville, Manpower 
Development Training. 
A History of Manpower Development Training 
in Tennessee, 1962-1969. 
ED 072 229 


Tennessee State Dept. of Education, 
Nashville. 
A Report on the State Conference on Environ- 


mental Education. 
ED 071 873 


Tennessee State Dept. of Mental Health, 
Nashville. 
Instruction Pamphlet for Parents of Opposi- 
tional Children. 
ED 070 220 


Parent Training Manual Emphasizing Data 
Systems for Mothers and Children in a Diag- 
nostic Preschool. 

ED 070 221 


Tennessee State Library and Archives, 
Nashville. 
Long Range Program for Library Development 


in Tennessee. 
ED 071 693 


Tennessee Univ., Knoxville. 
Development of an Evaluation Model for Ten- 
nessee Secondary Vocational-Technical Educa- 
tion Programs. Final Report. 


ED 078 223 
Proceedings: Conference on the Communi- 
ty/Junior College (The University of Tennessee 
at Knoxville, April 27-28, 1972). 

ED 071 664 


Tennessee Univ., Knoxville. Agricultural 
Extension Service. 
An Analysis of Selected Tennessee Extension 
Management Information System (TEMIS) 


Data. 
ED 068 756 


Characteristics of Viewers of a Tennessee 
Agricultural Extension Educational Television 
Series on Renovating Furniture. A research 
Summary of a Graduate Study. 

ED 073 358 
Factors Associated with Tennessee County Ex- 
tension Agent Dairy Educational Program Ef- 
fectiveness. A R y G 
Study. 





ED 073 361 
Factors Influencing Blount County, Tennesee 
Home Demonstration Club Members’ Use of 
Consumer Credit. A Research Summary of a 
Graduate Study. 

ED 075 711 
Factors Influencing Food Choices of 4-H Club 
Members in Williamson County, Tennessee. A 
Research Summary of a Graduate Study. 

ED 073 359 
Factors Related to 4-H Membership Status of 
Ninth and Tenth Grade Boys in Greene Coun- 
ty, Tennessee: A Research Summary of a Grad- 
uate Study. 

ED 066 628 
Factors Which Influence the Four-H Member- 
ship Status of the Ninth and Tenth Grade Girls 
in Bradley County, Tennessee. A Research 
Summary of a Graduate Study. 

ED 076 866 
Four-H Leadership Training Needs of Tennes- 
see Agents, 1970. 

ED 074 316 
Influence of Selected Factors on Level of 4-H 
Participation by Seventh, Eighth and Ninth 
Grade Boys and Girls in Bledsoe County, Ten- 
nessee. A Research Summary of a Graduate 
Study. 

ED 076 868 
Motivations of Macon County, Tennessee, 
Manufacturing Milk Producers. A Research 
Summary of a Graduate Study. 

ED 073 357 
Nutritional Pr of Selected Hc s 
in Weakley County, Tennessee. 





ED 068 758 
Relationship between Union County, Tennessee 
Homemakers’ Practice Adoption Scores on 
Budgeting and Record Keeping Practices and 
Selected Personal and Family Characteristics. 

ED 068 755 
Roles, Titles and Opinions of Selected State 
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ED 078 240 
The Soil Conservation District Movement in 
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ples and Procedures for Use in Tennessee 
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ED 075 428 
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Educational Research and Service. 
School Desegregation Research: A Survey of 
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Tennessee Univ., Knoxville. Coll. of 
Education. 
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ED 075 416 
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Texas A and I Univ., Laredo. 
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Role Models of Negro and White Rural Youth 


at Two Stages of Adolescence. 
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ED 067 205 
Program and Model Documentation Standards. 
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ED 080 106 


Texas Christian Univ., Fort Worth. 
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Training Program. 
ED 075 605 


Texas Education Agency, Austin. 
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A Tentative Framework for Developing Com- 
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Texas Education Agency, Austin. Dept. of 
Health Occupations Education. 
Supervised Study Guide for Physical Therapy 
Aide (079.378). Texas Trade and Industrial 
Education Series. 
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Texas Education Agency, Austin. Dept. of 
Occupational and Technical Education. 
An Employment Analysis of Deaf Workers in 


Texas. 
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Human Development Instruction for Career 
Students in the Community College: An Ex- 


ploratory Study. 
ED 069 270 


Texas Education Agency, Austin. Dept. of 

Occupational Education and Technology. 
Texas Education Product Study. Digest of Final 
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Texas Education Product Study, Volume 1. 


Final Report. 
ED 080 735 
Texas Education Product Study, Volume 2. 


Final Report. 

ED 080 736 
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ED 080 737 


Vocational Education State Instructional 
Materials for Distributive Education. 
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ED 080 771 
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Materials for Technical Education. 
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ED 080 773 


Vocational Education State Instructional 
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Materials for Trade and Industrial Occupations. 
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Adult and Continuing Education. 
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Disaster Preparedness in YOUR School. 
ED 078 284 


The Newspaper: Food for Thought at the 
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Education. 
ED 070 939 


Texas Education Agency, Austin. Div. of 
Evaluation. 
Annual Report of Programs for the Disad- 
vantaged in Texas, ESEA, Title I, 1971-72. 
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Texas Achievement Appraisal Study, 1971. 
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The Development of Behavioral Objectives and 
Instructional Units in Selected Occvoa- 
tional/Technical Courses: A Pilot Project. 
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Texas Education Agency, Austin. Div. of 
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Books on the Mexican American. A Selected 
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Texas Education Agency, Austin. Div. of 
and Needs Assessment. 
Sixth Grade Mathematics. A Needs Assessment 


Report. 
ED 071 879 


Sixth Grade Reading: A Needs Assessment Re- 
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ED 076 964 


Texas Education Agency, Austin. Migrant 
and Preschool Programs. 
A Teacher and Teacher Aide Guide for Pro- 
grams for the Education of Migrant Children. 
ED 070 553 


Texas Child Migrant Program. Migrant and 
Preschool Programs. 
ED 070 554 


Texas School for the Deaf, Austin. 
An Employment Analysis of Deaf Workers in 
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ED 069 888 
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Agricultural Extension Service. 
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tural Demonstrations. 
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Austin. Office of Early Childhood 
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Early Childhood Development in Texas. Spe- 
cial Report. 
ED 067 145 
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Texas State Dept. of Mental Health and 
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Operation Sports, Health and Recreation Pro- 
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The Open Door, or the Revolving Door: Which 
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ED 071 655 


Texas State Library, Austin. 
Library Laws of Texas. 
ED 069 280 
Long-Range Plan Developed in Compliance 


With Provisions of the Federal Library Services 
and Construction Act. Texas State Library. 





ED 073 771 
Texas Tech Univ., Lubbock. 


Concept Learning by Pairs as a Function of 
Type of Interaction, Memory Requirements, 
and Sex. Final Report. 

ED 066 702 


An Index to Major Articles in ‘The Chronicle 
of Higher Education.” Volume I-VI. 
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Texas Tech Univ., Lubbock. Dept. of Mass 
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Supranational and Supracultural Communica- 
tion Research; A Plea for a Worldwide 
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Texas Tech Univ., Lubbock. Inst. for the 
Improvement of Undergraduate Education. 
Faculty Views of Curriculum and Instruction: 


A Research Report. 
ED 077 367 
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Administration. 
Teaching Statistics, While Simultaneously Sav- 
ing Time, Chalk, Etc... 
ED 079 993 


Texas Univ., Austin. 

Coping Styles and Achievement: A Cross-Na- 
tional Study of School Children. Volume III of 
VII Volumes. Parental Views of Themselves 
and Their Children in Eight Countries. 

ED 067 607 
Increasing Student Attention: A Learning 
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Research. 
Job Evaluation in Municipalities. Studies in 
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ED 070 849 


Texas Univ., Austin. Center for 
Communication Research. 
A Bibliography of Literature Used in Commu- 
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ED 078 478 


Carrascolendas: National Evaluation of a 
Spanish/English Educational Television Series. 


Final Report. 
ED 078 679 
Latitude of Attitude in Ratings of Children’s 


Speech. 

ED 070 120 
Media Habits and Attitudes of Mexican-Amer- 
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Prediction of Mexican-American Communica- 
tion Habits and Attitudes. 

ED 078 686 


Project Care Phase II: A Case Study in the 
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ED 068 880 
Speech Characteristics and Employability. 
Technical Report. 

ED 067 713 
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Studies. 


Studies in Manpower Planning. 
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Texas Univ., Austin. Coll. of Education. 
Coping Styles and Achievement: A Cross-Na- 
tional Study of School Children: Volume V of 
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Study of Coping in Eight Countries. 

ED 078 342 


Texas Univ., Austin. Computer-Assisted 
Instruction Lab. 
Computer-Assisted Instructional Systems for 
Higher Education: Problems and Prospects. 
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Computer-Assisted Instruction in Undergradu- 
ate Organic Chemistry: Design, Application, 
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A Conceptualization of an Improved Authoring 
Language (IAL). Technical Report Number 11. 
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Design and Evaluation of a CAI Program in 
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The Design of an Abstract Hierarchical Learn- 
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Research. Technical Report Number 2. 
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The Effects of Anxiety Reduction Techniques 
on Anxiety and Computer-Assisted Learning 
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Evaluation of Care 1 For Projected Use at the 
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12. 


ED 072 631 
Foreign Student Evaluation of a Computer- 
Assisted Instruction Punctuation Course. 
Technical Memo 6. 
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struction in Learning an Imaginary Science. 
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and Learner Control. Technical Report 


Number 16. 
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The University of Texas at Austin Computer- 
Assisted Instruction Laboratory: A Program of 
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Texas Univ., Austin. Dept. of Educational 
Administration. 
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ED 080 756 


Texas Univ., Austin. Dept. of Educational 
Psychology. <e sas 
Divergent Production in Montessori Children. 
ED 080 212 


Texas Univ., Austin. Dept. of Psychology. 
On Understanding Sentences: In Search of a 
Theory of Sentence Comprehension. Final Re- 
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Education. 
Early Childhood Education for Handicapped 
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High-Inference Behavioral Ratings as Corre- 
lates of Teaching Effectiveness. 
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ED 079 915 


The Effects of Task Screening and Scoring Ob- 
jectively on Retardate Conservation Per- 


formance. 

ED 079 914 
Evaluation of Instructional Materials as a Func- 
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ED 076 139 


Effective Academic Change is Possible: An Ex- 


ample at Hiram College. 

ED 078 760 
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ED 068 488 
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ED 074 795 
The Relationship of the Home to “Under- or 
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ED 079 657 
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A Study of the Effect of the Developmental 
English Programme on Student Reading. No. 
109. 
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Television Utilization. 
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ED 069 161 
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ED 078 491// 
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ED 078 529 
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ED 068 664 
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by-School Report of Pupil and Community 
Factors, Resource Allocations and Achieve- 
ment Test Results for the 1971-1972 School 


Year. 
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Twentieth Century Fund, New York, N.Y. 
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Udaipur Univ. (India). 
International Agricultural Affairs. Terminal Re- 
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UEC, Inc., Washington, D.C. 
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An Evaluation of Results and Effectiveness of 
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Unco, Inc., Washington, D.C. 
Evaluation of the Effectiveness of Pre- and 
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Nuclear Div. 
Major Stages of Development, 1966-1972. 
ED 068 699 


Race, Poverty and Educational Achievement in 
an Urban Environment. 
ED 070 797 


Union City Board of Education, N.J. 
Project Sell, Title VII: Final Evaluation 1970- 
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Image as Presented in Selected Teacher Train- 
ing Textbooks in Use in the State of Kentucky. 
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N.Y. 
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ED 079 965 
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University Without Walls: A Proposal for an 
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Union of Nova Scotia Indians, Sydney. 
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Union Township Board of Education, N.J. 
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Students with Special Needs. 
ED 673 594 


United Cerebral Palsy of New York City, 
Inc., N.Y. 
Early Education of the Multi-handicapped 
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ED 072 572 
The Summer Family Conference Report of the 
Early Education Program. 
ED 071 218 
United Cerebral Palsy Summer Family Con- 


ference. 
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United Church of Christ, New York, N.Y. 
Cable Television; A Guide for Citizen Action. 
ED 071 374// 
Guide to Understanding Broadcast License Ap- 
plications and Other FCC Forms. 
ED 074 772 
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ED 074 742 
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Status of Minorities and Women. 
ED 070 304 


United Day Care Services, Greensboro, N.C. 
Family Day Care: Some Observations. 
ED 072 856 
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et d’Incitation a la Recherche, Louvain 
(Belgium). 
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United Federation of Teachers, New York, 
N.Y. 
The History of Black Americans: A Study 
Guide and Curriculum Outline. 
ED 076 734// 


United Hospital Fund of New York, N.Y. 
How to Plan an Inservice Education for (Your) 
Nursing Home. 

ED 074 361// 
Inservice Education: Consultation and Related 
Services for Nursing Home Personnel. Final 


Report. 
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Service. A Selected Bibliography. 
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United Kingdom Reading Association. 
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Reading Assn.) Teaching of Reading Mono- 
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ED 072 420// 


United Ministries in Higher Education, St. 
Louis, Mo. 
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Church in Higher Education. Preliminary Re- 
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United Nations Children’s Fund, New York, 


N.Y. 
The Neglected Years: Early Childhood. 
ED 071 773// 


United Nations Economic and Social 
Council, New York, N.Y. 
Inter-American Seminar on Integrated Informa- 
tion Services of Libraries, Archives and Docu- 
mentation Centers in Latin America and the 
Caribbean (SI/ABCD), (Washington, D.C.; 6- 
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ED 069 313 


Secondary Education, Social Structure and 
Development in Latin America. 
ED 075 278 


Study on the Equality of Access of Girls and 
Women to Education in the Context of Rural 


Development. 
ED 076 446 


United Nations Economic Commission for 
Asia and the Far East, Bangkok (Thailand). 
Manual on Training of Statistical Personnel at 
the Primary and Intermediate Levels. 
ED 076 435 
Research Teaching and Training in Demog- 
raphy. A Directory of Institutions in the 
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ED 079 164 


United Nations Educational, Scientific, and 
Cultural Organization, Bangkok (Thailand). 
Documents on Rural Development and Rural 
Education. (Representing Documents in the 
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ED 069 964 
Population and Family Education. Report of an 
Asian Regional Workshop. 
ED 068 328 


United Nations Educational, Scientific, and 
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Regional Office for Education in Asia. 
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Higher Education in the Asian Region. 

ED 077 326 
Population and Family Education. Book Il. 
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Population and Family Education. Draft Sam- 
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Progress of Education in the Asian Region. 


Statistical Supplement. 
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United Nations Educational, Scientific, and 
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Germany). Inst. for Education. 
Comenius and Contemporary Education. 
ED 079 212 
Community Schools in Developing Countries. 
International Studies in Education 23. 
ED 074 381// 
Educational Research in Seven European So- 
cialist Countries. A Survey, 1969. 
ED 070 704// 
Malnutrition and Endemic Diseases: Their Ef- 
fects on Education in the Developing Coun- 
tries. Report on a Meeting of Experts from 2 to 
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ED 077 819 
Mother-Tongue Teaching. International Studies 
in Education 29. 
ED 076 069// 
The Role of Research in Educational Change. 
ED 070 705// 


United Nations Educational, Scientific, and 
Cultural Organization, Paris (France). 
Adult Education as Part of Life-Long Educa- 
tion, 
ED 074 330 
Adult Education in Tanzania: Life-Long 
Process for National Development. 
ED 074 328 
Adult Education in the Context of Lifelong 
Education. 
ED 068 761 
Apartheid; Its Effects on Education, Sci 5 
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Art Education: An International Survey. 
ED 069 579// 
Associated Schools Project in Education for In- 
ternational Understanding. List of Participating 
Institutions. (As of 31 August 1971). 
ED 073 998 


Comparability of Degrees and Diplomas in In- 
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ED 077 392// 


DARE: Unesco Computerized Data Retrieval 
System for Documentation in the Social and 
Human Sciences (Including an Analysis of the 
Present System). 

ED 074 744// 


Data Archives for the Social Sciences: Pur- 
poses, Operations and Problems. 
ED 078 886// 


Desirability of Adopting an International In- 
strument on Education for International Un- 


derstanding, Co-operation and Peace. 
ED 079 179 


The Development of Higher Education in 


Africa. 
ED 067 013// 

Director-General’s Report on the Third Inter- 
national Conference on Adult Education. 

ED 072 336 
Draft Declaration of Guiding Principles on the 
Use of Satellite Broadcasting for the Free Flow 
of Information, The Spread of Education and 
Greater Cultural Exchange. 

ED 066 914 


Educational Technology and Development of 


Education. 
ED 066 919 
The Education of Adults in the Spectrum of 
Public Educational Policy: Principles and Prac- 
tice of the Department of Adult Education in 
the University of Manchester, United Kingdom. 
ED 074 338 
English in Africa: A Guide to the Teaching of 
English as a Second Language with Particular 
Reference to the Post-Primary School Stages. 
ED 080 008// 
Establishment of an International University: 
Report of the United Nations Panel of Experts 
and the Director-General’s Proposals in This 


Connexion. 

ED 067 041 
Establishment of an International University - 
Progress Report by the Director-General. 

ED 077 312 
Estimating Future School Enrolment in 
Developing Countries: A Manual of 
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ED 078 545 
Evaluation of Extension at the Haile Sellassie ! 
University, Addis Ababa. 

ED 078 297 
Growth and Change: Perspectives of Education 


in Asia. 

ED 080 398// 
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ED 071 717 


Innovation in Reading in Britain. Experiments 


and Innovations in Education No. 3. 
ED 076 941// 
Intergovernmental Conference of Experts for 
Preparing an International Geological Correla- 
tion Programme (IGCP) (Paris, October 19-28, 
1971). Final Report. 
ED 067 227 


International Book Year--1972, Report by the 

Director-General. Item 13.3 of the Provisional 
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International Co-ordinating Council of the Pro- 
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inal Report. 
ED 068 272 
International Directory of Music Education In- 


stitutions. 
ED 077 827// 
International Education Year 1970. Educating 
for Development. 
ED 068 414 


International Education Year 1970. Reflections 
on Democratization of Secondary and Higher 


Education. 
ED 068 415 
Internationa! Equivalences in Access to Higher 


Education. 
ED 077 348// 
Learning to Be: The World of Education Today 


and Tomorrow. 
ED 070 736// 

Life-Long Education in the Light of Certain 
Experiments--From Conception to Realization. 

ED 074 332 
Life-Long Education in the Peruvian Revolu- 
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ED 074 336 
Life-Long Education: Problems, Tasks, Condi- 


tions. 
ED 074 327 


Literacy 1969-1971. Progress Achieved in 


Literacy Throughout the World. 
ED 068 786// 


Methods of Establishing Equivalences Between 


Degrees and Diplomas. 
ED 080 036 


Museums, Imagination and Education. 

ED 077 828// 
Nature and Purpose of the International Sym- 
posium on Life-Long Education (Paris, Sep- 
tember 25 - October 2, 1972). 


ED 074 331 
New Trends in Biology Teaching, Volume III. 
ED 080 315// 
New Trends in Chemistry Teaching, Volume 
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ED 080 307// 
New Trends in Physics Teaching, Volume II, 


1970. 
ED 068 327// 

Pilot Project on New Approaches and 
Techniques in Biology Teaching in Africa. 

ED 068 318 
Planning for Integrated Science Education in 
Africa. Report of a Regional Workshop. 

ED 068 357 
Possible International Regulation on the Pro- 
tection of Translators. 

ED 067 126 


Present Problems in the Democratization of 
Secondary and Higher Education. 

ED 077 393// 
Radio Programme Production; A Manual For 
Training. 

ED 076 021// 
Report of Commission IV. Proposed Pro- 
gramme and Budget, 1973-1974 and Draft 
Medium-Term Outline Plan, 1973-1978. 
Chapter 4 - Communication. 

ED 072 800 


Report of Programme Commission Il (Social 
Sciences, Humanities and Culture). 

ED 077 796 
Report of the Programme and External Rela- 
tions Commission. Part II. 

ED 067 042 


Report on the Desirability of Adopting an In- 
ternational Instrument for the Protection of 


Translators. 

ED 078 709 
Report on the Work of the United Nations 
Conference on the Human Environment and Its 
Implications for UNESCO. Item 13.3 of the 
Pi ovisional Agenda. 

ED 077 675 


Reports of Member States on the Implementa- 
tion of the Convention and Recommendations 
Against Discrimination in Education: Second 
Report of the Committee on Conventions and 
Recommendations in Education, General Con- 
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20 of the Provisional Agenda. 
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sultant to the Governments of Kenya, Tan- 
zania, Zambia and Malawi on Aspects of Biolo- 
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ED 068 270 
A Retrospective International Survey of Adult 
Education: (Montreal 1960 to Tokyo 1972). 

ED 068 760 
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ED 077 818 


The School and Continuing Education: Four 
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ED 074 365// 





Science Policy Research and Teaching Units, 
Europe and North America 1967-1970. 
ED 068 311// 

Scientific Study of Malnutrition as a Limiting 
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ED 071 769 
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ED 074 335 
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of Life-Long Education. 

ED 074 368 


Statement Regarding Life-Long Education. 

ED 074 334 
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ED 074 329 
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Library and Archives Journals (Paris, Unesco 
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ED 078 885 
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Teaching School Physics. A UNESCO Source 
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ED 067 259// 
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struction; A Guide for Teachers. 
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ED 074 382// 
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World Survey of Education, V: Educational 
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ED 078 534// 
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United Nations Educational, Scientific, and 
Cultural Organization, Paris (France). Dept. 
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Cinematographic Institutions. A Report by the 
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The Practice of Mass Communication: Some 
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Educational Systems and the New Demands of 
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Systems Approach to Teacher Training and 
Curriculum Development: The Case of 
Developing Countries. 

ED 066 831 
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ERIC/CEM _ Stateiof-the-Knowledge Series, 
Number Sixteen. UCEA Monograph Series, 
Number Three. 
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of Educational Administrators. ERIC/CEM- 
UCEA Series on Administrator Preparation. 
ERIC/CEM _State-of-the-Knowledge _ Series, 
Number Eighteen. UCEA Monograph Series, 


Number Five. 

ED 075 888 
The Preparation and Certification of Educa- 
tional Administrators: A UCEA Commission 
Report and Summary. 

ED 079 839 


Preparing Educational Leaders: A Review of 
Recent Literature. ERIC/CEM-UCEA Series on 
Administrator Preparation. ERIC/CEM/ State- 
of-the-Knowledge Series, Number Fourteen. 
UCEA Monograph Series, Number One. 

ED 069 014 
Selected Instructional Materials Judged Rele- 
vant to Educational Administration. 

ED 077 076 
Training-in-Common for Educational, Public, 
and Business Administrators. ERIC/CEM- 
UCEA Series on Administrator Preparation. 
ERIC/CEM _State-of-the-Knowledge _ Series, 
Number Seventeen. UCEA Monograph Series, 
Number Four. 

ED 069 016 


Unconventional Methods and Materials for 
Preparing Educational Administrators. ER- 
IC/CEM-UCEA _ Series on Administrator 
Preparation. ERIC/CEM State-of-the- 
Knowledge Series, Number Fifteen. UCEA 
Monograph Series, Number Two. 

ED 069 013 


University of Northern Colorado, Greeley. 
A Comparative Study of Self-Concept: Open 
Space Versus Self-Contained Cl 





ED 069 389 
The Experimental Teacher Education Program. 


Case Study. 
ED 074 062 


University of Northern Iowa, Cedar Falls. 
Dept. of Education. 
Pass/No Credit Survey. 
ED 077 905 


University of Northern Iowa, Cedar Falls. 
Malcolm Price Lab. School. 
Cross-Cultural Counseling: Bridge Between 
Desegregation and Integration. A Study Rela- 
tive to Group Counseling and its Impact on 


Students and Faculty. 
ED 074 417 


University of Southern California, Los 
Angeles. 
Media Presentation and Concept Representa- 
tion Variables in Independent Learning. Final 


Report. 
ED 074 764 


University of Southern California, Los 
Angeles. Acoustics Phonetics Research Lab. 
Studies in the Phonology of Asian Languages 
X: Intertonal Influences in Two-Syllable Ut- 
terances of Vietnamese. Final Technical Re- 
port, March 1970 - June 1972. 
ED 067 954 


University of Southern California, Los 
Angeles. Dept. of Psychiatry. 
Generic Training Program for Community 
Workers in Human Services. Model Career 
Development Program for Community Mental 


Health Workers. 
ED 070 005 


University of Southern California, Los 
Angeles. Dept. of Psychology. 
Computer-Aided Performance Training for 
Diagnostic and Procedural Tasks. 
ED 070 299 
Research in Computer-Aided Performance 
Training. Final Report. 
ED 070 300 


University of Southern California, Los 
Angeles. Instructional Materials Center for 
Special Education. 
A Bibliography of Affective Materials for the 
Adolescent Years. 


ED 078 617 
The Growing Years: A Bibliography of Affec- 
tive Materials for the Preschool Child. 

ED 078 618 
Non-Categorical Preschool Model Program. 

ED 078 616 
Structuring the Classroom for Success; Produc- 
tion and Evaluation of a Mediated Teacher 
Training Package. Final Report. 

ED 077 163 


Teacher Training Bibliography. 
ED 077 926 


University of Southern California, Los 
Angeles. National Information Center for 
Educational Media. 

Index to 8mm Motion Cartridges. Third Edi- 


tion. 

ED 078 657// 
Index to 16mm Educational Films. Fourth Edi- 
tion, 1973, Volume I, Alphabetical Guide (A- 


L). 

ED 077 253// 
Index to 16mm Educational Films. Fourth Edi- 
tion, 1973, Volume II. Alphabetical Guide (M- 


Z) 

ED 077 254// 
Index to 16mm Educational Films. Fourth Edi- 
tion, 1973, Volume III. Subject Heading Out- 
line, Index to Subject Headings, Producer/Dis- 
tributor Code Section. 

ED 077 255// 


Index to 35mm Educational Filmstrips. Fourth 
Edition. Volume I. Alphabetical Guide. 

ED 078 655// 
Index to 35mm Educational Filmstrips. Fourth 
Edition. Volume II. Subject Heading Outline, 
Index to Subject Headings, Subject Guide, 
Producer/Distributor Code Section. 

ED 078 656// 
Index to Ecology (Multimedia). First Edition. 

ED 067 846// 
Index to Educational Audio Tapes. Second Edi- 


tion. 

ED 071 371// 
Index to Educational Overhead Transparencies. 
Third Edition, 1973. 

ED 077 256// 


Index to Educational Records. Second Edition. 
ED 071 372// 
Index to Educational Videotapes. Second Edi- 


tion. 

ED 078 658// 
Index to Health and Safety Education (Mul- 
timedia). First Edition. 

ED 067 847// 


Index to Producers and Distributors (Non-Book 
Media). Second Edition. 
ED 078 659// 


Index to Psychology (Multimedia). First Edi- 
tion. 

ED 067 849// 
Index to Vocational and Technical Education 
(Multimedia). First Edition. 

ED 067 848// 


University of Southern California, Los 
Angeles. Regional Research Inst. in Social 
Welfare. 

A Longitudinal Study of WIN Dropouts: Pro- 


gram and Policy Implications. Final Report. 
ED 067 473 


University of Southern California, Los 
Angeles. School of Education. 
Annual Distinguished Lectures Series in Special 
Education and Rehabilitation (10th, Los An- 
geles, Calif., Summer 1971). 
ED 073 597 


University of Southern Mississippi, 
Hattiesburg. 
Development of a Vocational Education Cur- 
riculum for the High School Educable Mentally 


Retarded. Final Report. Summary. 
ED 070 898 


Handbook for Teachers of Reading in Adult 


Basic Education. 

ED 075 688 
How Can Exploratory Experiences and Other 
Training Devices Be Used to Develop the Op- 
timum Occupational Orientation Program for 


Mississippi? Final Report. 
ED 073 293 


Readings for Teachers of Reading in Adult 
Basic Education. 
ED 075 687 


A Relook at Work Aptitudes for the Retarded. 


ED 070 899 


University of Southern Mississippi, 
Hattiesburg. Bureau of Educational 
Research. 


A Program for Early Detention and Attitudinal 
Reorientation of Potential School Dropouts. 

ED 074 407 
Vocational Education Curriculum Guide for 
the High School E.M.R.: A Field Test Copy. 
Research Monograph Number 11, Volume 2. 

ED 070 901 
Vocational Education for the Educable Men- 
tally Retarded. R th Monograph Number 
11, Volume 1. 





ED 070 900 
University of South Florida, Tampa. 


Scientific Communication in Educational 
Research. Final Report. 
ED 073 793 


University of South Florida, Tampa. Coll. of 
Education 


Guideline for Developing Contextual Concep- 
tualization in the Training of Education Person- 
nel for Young Children: An Approach for the 
Prevention of Learning and Behavior Problems. 

ED 080 150 
University of South Florida Field Test of the 
Michigan State University Protocol Materials 


on Learning. Final Report. 
ED 075 379 


University of South Florida, Tampa. 
Leadership Training Inst. on Teacher 
Centers. 

Handbook on the Development and Use of 


Protocol Materials for Teacher Education. 
ED 077 830 


University of Southwestern Louisiana, 
Lafayette. Office of Institutional Research. 
Institutional Research: A Comprehensive 
Bibliography. 
ED 071 541// 
Institutional Research: A Review of Literature 


to 1972. 
ED 077 476 


University of West Florida, Pensacola. 
Operation Drug Prevention: A Curriculum 
Guide K-12. 

ED 068 335 


University System of Georgia, Atlanta. 
University System of Georgia Annual Report 


1970-71. 

ED 067 050 
University System of Georgia Annual Report 
for Fiscal Year July 1, 1971-June 30, 1972. 

ED 080 065 


University Without Walls of Boston, 
Roxbury, Mass. 
Shaw University’s University Without Walls of 
Boston. Research and Development Report. 
ED 080 080 


Upjohn (W.E.) Inst. for Employment 
Research, Kalamazoo, > 


Community Manpower Services for the Disad- 


vantaged. 
ED 067 434 
The Hours of Work and Family Income 
Response to Negative Income Tax Plans. The 
Impact on the Working Poor. 
ED 068 630// 


New Directions in the World of Work. A Con- 


ference Report. 

ED 067 492 
Perspectives on the Development of a Com- 
prehensive Labor Market Information System 
for Michigan. 

ED 076 224 


Upjohn (W.E.) Inst. for Employment 


Research, Washington, D.C. 
Editing Manual for Use with the National Task 
Bank. 


ED 078 226 


Handbook for Community Manpower Surveys. 
ED 076 790 


Major Events Leading to Establishment of The 
National Task Bank. 
ED 078 225 


National Task Bank. Tasks in Social Welfare 
and Rehabilitation Services, Administration, 
Money Payments. 

ED 078 224 





Upper Iowa Univ., Fayette. 
Brotherhood Through Education: A Guide for 


Teachers of American Indians. 
ED 075 154// 


Urbana School District 116, Ill. 
Individualized Instruction Demonstration Pro- 


ject. Final Evaluation Report. 
ED 079 957 


Urban Communications Group, Inc., 
Washington, D.C. 
The Wired City; A Handbook on Cable Televi- 


sion for Local Officials. 
ED 071 426// 


Urban Ed, Inc., New York, N.Y. 
Final Report. Lincoln Center for the Perform- 
ing Arts, Lincoln Center Student Program. 
ED 077 816 


Urban Inst., Washington, D.C. 
The Atlanta/Urban Institute School Classifica- 
tion Project. 
ED 075 545 
Benefit-Cost Analysis and the Evaluation of 
Mental Retardation Programs. 
ED 075 960 
Cable Television in the Cities: Community 
Control, Public Access, and Minority Owner- 
ship. 
ED 066 904// 
Evaluation of Experiences with the Use of “- 
Healthy, That’s Me.” Volume II: Appendices. 
ED 068 184 
Evaluation of Experiences with the Use of “- 
Healthy, That’s Me”, Volume I. 


ED 073 822 


The Fi ing of Schools in Mi 





ED 078 520 
Health Start: Final Report of the Evaluation of 
the First Year Program. 
ED 071 760 
The High Cost of Education in Cities: An Anal- 
ysis of the Purchasing Power of the Educa- 
tional Dollar. 
ED 078 518// 
An Impression of ““The Oakland Project.” Con- 
siderations Important to the Design of Projects 
Linking Universities and City Government. 
ED 071 612 
Levels of State Aid Related to State Restric- 
tions on Local School District Decision-mak- 
ing. 
ED 077 105 
Paying for Public Schools. Issues of School 
Finance in California. 
ED 074 597// 
The Political Limits to School Finance Reform. 
ED 078 521 
Schools & Taxes in North Carolina. 
ED 078 517// 
The Unemployment-Inflation Dilemma: A Man- 


power Solution. 
ED 074 260// 


What is Health Start? Profiles of Selected Pro- 
jects. 
ED 068 182 
Urban Workshop, Inc., Los Angeles, Calif. 
Master Plan for the Drew Postgraduate Medi- 


cal School, Los Angeles, Calif. 
ED 078 795 


Utah Research Coordinating Unit for 
Vocational and Technical Education, Salt 
Lake City. 
Integrated Shop Program Third Year Evalua- 
tion. Final Report. 
ED 072 309 


The Status of the Integrated Electronics Guide 
Program Within the State of Utah. Final Re- 


port. 
ED 074 306 


Utah State Board of Education, Salt Lake 
City. 
Comprehensive Planning in State Education 
Agencies. 
ED 078 572 
How Good Are Utah Public Schools? 
ED 080 605 
The Impact of the Designing Education for the 
Future Project in Utah. Report of a Study. 
ED 079 825 
Implementation of the Toy Lending Library in 
the State of Utah. Summary Report, 1971-72. 
ED 076 255 


Need Assessment: Winnowing Expressed Con- 
cerns for Critical Needs. A Training Manual. 
ED 078 017 
Research Information for the Educator to Meet 
the Educational Needs stah’s Children; Techni- 
cal Assistance Information Service, Interim Re- 


port. 

ED 069 327 
Utah Manpower Development and Training 
Act Skills Center Evaluation. 

ED 072 178 
The Utah Migrant - An Education Survey. 

ED 067 191 
Utah’s Pilot State Dissemination Program. Final 
Report. 

ED 078 858 
Vocational Information for Education and 
Work (Project VIEW--Utah Schools). 

ED 072 217 


Utah State Board of Education, Salt Lake 

City. Div. of Adult Education and Training. 
Minimum Standards for Awarding Diplomas 
Earned Through Adult High School Programs 
and Certificates of General Educational 


Development in Utah. 
ED 078 263 


Utah State Board of Education, Salt Lake 
City. Div. of Instructional Media. 
Media Exemplary Sy ; Guidelines for the 
Development of an Instructional Media System, 
Part Three. 








ED 067 851 
Media Facilities, Equipment and Materials; 
Guidelines for the Development of an Instruc- 
tional Media System, Part Two. 

ED 067 850 
Media How Are We Doing? Guidelines for the 
Development of an Instructional Media System, 


Part Four. 

ED 067 852 
Media Purpose and Personnel; Guidelines for 
the Development of an Instructional Media 
System, Part One. 

ED 066 913 
Planning and Implementing an_ Integrated 
Media Program in Utah Public Schools. 

ED 070 298 


Utah State Board of Education, Salt Lake 
City. Div. of Rehabilitation Services. 
Vocational Rehabilitation of Disabled Public 


Assistance Clients. Final Report. 
ED 075 718// 


Utah State Board of Education, Salt Lake 
City. Div. of Research and Innovation. 
An Evaluation of the Teacher Training Pro- 
gram for Consumer Homemaking Education in 


Utah. 
ED 076 761 


Utah State Board of Education, Salt Lake 
City. Div. of Special Services. 
Utah Model for Career Guidance K-12. 
ED 079 516 


Utah State Board of Higher Education, Salt 
Lake City. 
Third Annual Report to the Governor and the 
Legislature, Utah State Board of Higher Educa- 


tion, 1971-1972. 
ED 076 107 


Utah State Dept. of Employment Security, 
Salt Lake City. 
Occupations of Employees on Utah 
Nonagricultural Payrolls 1960-1980. 
ED 078 222 


Utah State Dept. of Public Instruction, Salt 


Lake City. 
Implementation of the Toy Lending Library in 
the State of Utah. Summary Report, 1971-72. 
ED 076 255 


Utah State Library Commission, Salt Lake 


City. 


Utah’s Long Range Plan for Library Service. 
ED 070 481 


Utah State Univ., Logan. 
An Overview of Institutional Research. 
ED 078 758 
A Program to Assist Educational Personnel to 
Teach Students of Wide Variability in Regular 
Classrooms. Director’s Annual Progress Report. 
ED 068 443 
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Utah State Univ., Logan. Dept. of 
Psychology. 
Self-Pacing in a Personalized System of Instruc- 
tion: Work Patterns and Course Completion. 
ED 071 451 


Utah State Univ., Logan. Faculty 
Association. 
Values and Schooling: Perspectives for School 


People and Parents. 
ED 067 320 


Utah State Univ., Logan. Merrill Library 
and Learning Resources Program. 
Simulation/Games. A Selected Bibliography for 
the use of Educators/Administrators. 
ED 077 823 


Utah Univ., Salt Lake City. 

Development of Motivation Assessment 
Techniques for Air Force Officer Training and 
Education Programs: Motivation for Pilot 
Training. 

ED 072 327// 
Enrichment Analysis - A Technique for En- 
couraging Better Planning and Better Use of 


Resources. 

ED 076 105 
The First Indian Bilingual Projects, Title VII 
Meeting: A Report. 

ED 070 544 
Language in American Indian Education: A 
Newsletter of the Office of Education Pro- 
grams, Bureau of Indian Affairs, United States 
Department of the Interior. 

ED 069 166 
Language in American Indian Education. 

ED 076 067 


Utah Univ., Salt Lake City. Bureau of 
Educational Research. 
Some Effects on Human Behavior of Aversive 


Events. 
ED 077 554 


Utah Univ., Salt Lake City. Center to 
Improve Learning and Instruction. 
Annual Report of the Center to Improve 
Learning & Instruction 1971-72. 
ED 076 121 


Utah Univ., Salt Lake City. Graduate 
School of Education. 
Higher [Education Institute for Teacher 
Preparation in Adult Education. Final Project 
Report 1970-1972. 
ED 068 776 


Utah Univ., Salt Lake City. Human 
Resources Inst. 
Proceedings of National Conference on State 
and Local Manpower Planning (Salt Lake City, 
Utah, April 28-30, 1971). 
ED 075 592// 


Vallejo Unified School District, Calif. 
Human Dignity Through the American Ex- 
perience. (Government). Grade 12. 
ED 067 345 


Valley Migrant League, Salem, Oreg. 
Bilingual/Bicultural Education Models. Final 
Report. 

ED 080 261// 

First Western Region Conference of OEO 

Migrant Projects (Woodburn, Oregon, June 7- 
9, 1967). 

ED 068 208 


Valley View School District 96, Romeoville, 
i. 
Feasibility Study of the 45-15 Plan for Year- 
Round Operation of a Public High School 
Served by an Elementary District (Valley View 
#96, Will County, State of Illinois) Already on 
the 45-15 Plan. Final Report. 
ED 072 525 


Valley View School District, Lockport, Ill. 
Evaluation of the 45-15 Plan, a Year-Round 
School Operation of Valley View School Dis- 
trict 96, Lockport, Illinois. Final Report. 

ED 073 573 


Vancouver Board of School Trustees 


(British Columbia). Dept. of Planning and 


Evaluation. 
The 1971 Student Census Project Question- 


naire. Appendix A. 
ED 074 117// 
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The 1971 Student Census Project. Research 
Report. 
ED 074 116 
A Description of Charles Dickens Annex, 
1971-72. 
ED 074 610 
The Educational Specifications for Educational 
Facilities in the Britannia Community Services 
Centre. 
ED 077 091 
An Evaluation of a Modular System of Typing, 
Templeton Secondary School, 1972. 
ED 077 989 
Evaluation of ““A Newspaper in My Classroom” 
Project at Secord School, 1972. 
ED 077 992 
An Evaluation of City School, 1971-72. 
Research Report. 
ED 074 119 
An Evaluation of Current Methods to Report 
Pupil Progress. 
ED 077 975 
Evaluation of DISTAR Programs in Learning 
Assistance Classes of Vancouver 1971-72. 
ED 077 987 
An Evaluation of Multi-Age Classes at Carnar- 
von School, 1971-72. 
ED 076 649 
Evaluation of Remedial Reading Services in 
Vancouver Schools. Research Report. 
ED 074 118 
Evaluation of the Alternate Program at Mc- 
Bride School, 1971-72. Research Report. 
ED 074 124 
An Evaluation of the Alternate Programs in 
“Area C” at MacCorkindale School, 1971-72. 
ED 077 954 
An Evaluation of the “Drugs Are Like That” 
Program. 
ED 077 951 
An Evaluation of the Listen Look Learn Pro- 
gram at Tecumseh Elementary School During 
1971-72. 
ED 077 962 
The Impact of *‘Sesame Street” on Primary Pu- 
pils in Vancouver. 
ED 077 988 
Percentile Norms for the AAHPER Coopera- 
tive Physical Education Tests. Research Re- 
port. 
ED 073 174 
Pupil Behaviour Inventory; Appendix B. 
ED 076 651// 
Questionnaire to Parents. 
ED 074 121// 
School Sentiment Index. Appendix C. 
ED 077 955// 
School Sentiment Index, Intermediate Level. 
Appendix A. 
ED 074 122// 
School Sentiment Index, Secondary Level. Ap- 
pendix B. 
ED 074 123// 
The Secondary School Research Program Em- 
ploying QUESTA, Templeton Secondary 
School 1971-72. Research Report. 
ED 073 175 
Self-Concept Scale; Appendix A. 
ED 076 650// 
Student Questionnaire. 
ED 074 120// 
Summary of Contracted Student Time 
Questionnaire Returns from Students at 
University Hill Secondary School. Appendix A. 
ED 076 634// 
Summary of Questionnaire Responses From 
Parents. Appendix A. 
ED 077 952// 
Summary of Questionnaire Responses from 
Persons Who Assisted With the Drug Educa- 
tion for Pupils. Appendix B. 
ED 077 953// 
Summary of Questionnaire Returns from 
Parents of Students at University Hill Seconda- 
ry School. Appendix B. 
ED 076 635// 
Summary of Returns to the Questionnaire to 
Students. Appendix A. 
ED 074 125// 
Summary of Returns to the Questionnaire to 
Parents. Appendix B. 
ED 074 126// 
Survey of Achievement in Arithmetic in Year 
Three of Vancouver Schools, May 29-June 2, 
1972. Research Report. 
ED 074 113 


Survey of Achievement in Mathematics in Year 
Six of Vancouver Schools, May 29 - June 2, 
1972. 

ED 074 110 
Survey of Achievement in Reading in Year 
Two of Vancouver Schools, May 1 - 5, 1972. 

ED 074 112 
Survey of Achievement in Reading in Grade 5 
of Vancouver Schools, November 29- 
December 3, 1971. Research Report. 

ED 074 115 
A Survey of Parents’ Opinions Regarding 
School Policies and Practices at Sir Winston 
Churchill Secondary School. 

ED 077 958 
A Survey of Parents’ Opinions Regarding 
School Policies and Practices at John Oliver 
Secondary School. 

ED 077 993 
Survey Test in Arithmetic (Form 69), Grade 3. 

ED 074 114// 
Survey Test in Mathematics. (Form 69). 
ED 074 111// 

Year One of a Three-Year Evaluation Study of 
University Hill Secondary School. 

ED 076 633 


Vanderbilt Univ., Nashville, Tenn. 
Communication for Handicapped Children. 
Final Report. 

ED 074 688 
Effects of University Subcultures on Student 
Attitudes. 

ED 078 764 


Vanderbilt Univ., Nashville, Tenn. Medical 
Center. 
The School Performance of Pest-H. Influenza 


Meningitic Children. Final Report. 
ED 067 801 


Vermilion Parish School Board, Abbeville, 
La. 

English Language Arts Curriculum Guide, In- 
termediate Elementary Level: Grade 4. 

ED 079 751 
English Language Arts Curriculum Guide, In- 
termediate Elementary Level: Grade 5S. 

ED 079 752 
English Language Arts Curriculum Guide, In- 
termediate Elementary Level; Grade 6. 

ED 079 753 
English Language Arts Curriculum Guide, Ju- 
nior High Level: Grade 7. 

ED 079 754 
English Language Arts Curriculum Guide, Ju- 
nior High Level: Grade 8. 

ED 079 755 
English Language Arts Grades 1-2-3 Curricu- 
lum Guide, Book One. 

ED 079 750 
Reading Language Arts Curriculum Guide, 
Grades 1-2-3, Book Two. 

ED 079 711 


Vermont Dept. of Libraries, Montpelier. 
A Long Range Program for Library Develop- 


ment in Vermont. 
ED 070 444 


Vermont Regional Community Coll. 
Commission, Montpelier. 
Annual Report: Vermont Regional Community 
College Commission, Inc. Year Ended June 30, 
1972. 


ED 072 772 


Vermont State Dept. of Education, 
Montpelier. 
Cost Benefit Analysis. Community College of 


Vermont. 
ED 072 773 


Vermont State Employment Service, 

Montpelier. Dept. of Employment Security. 
What Happens to People When They Exhaust 
Weekly Unemployment Compensation 
Benefits? A Study of the Characteristics of 396 
Exhaustees as to: Labor Force Studies; Welfare 


Status; Age, Sex and Occupation. 
ED 073 305 


Vermont State Vocational Rehabilitation 
Div., Montpelier. 
Bolstering Up Rural Families in Vermont: 
Short Version of an Evaluation of a Team Pilot 


Project. 
ED 068 836 


An Expansion in Program Strategy To Assist 
Rural Families Faced with Limiting Conditions: 
Evaluation of a Team Project in Vermont. 

ED 068 835 


Vermont Univ., Burlington. 
Motivational Determinants of Curricular Cho- 


ice in College Males. 
ED 068 856 


Vermont Univ., Burlington. Extension 
Service. 
Bolstering Up Rural Families in Vermont: 
Short Version of an Evaluation of a Team Pilot 
Project. 
ED 068 836 
An Expansion in Program Strategy To Assist 
Rural Families Faced with Limiting Conditions: 
Evaluation of a Team Project in Vermont. 
ED 068 835 


Veterans Administration Hospital, Bedford, 
Mass. 
1968 Prototype Diagnostic Test. 
ED 072 095// 
Use of Diagnostic Testing in a Classification In- 


formation Program. 
ED 072 094 


Veterans Administration Hospital, 
Knoxville, Iowa. 
The Expanded Sensory-Perceptual Examination 
as a Diagnostic Screening Instrument for Or- 


ganic Brain Damage. 
ED 077 978 


Veterans Administration Hospital, Palo 
Alto, Calif. 
Systems for the Assessment and Classification 


of Human Environments: An Overview. 
ED 069 781 


Veterans Administration, Washington, D.C. 
Better Group Meetings: An Aid to Better 
Management. Supervisory Development Con- 
ference Series. Training Guide. 

ED 078 252 

Managing Your 


Common Sense’ About 


Management Job. 

ED 078 251 
Common Sense About Supervising People. Key 
Points in Personnel Relations. 

ED 078 250 
Common Sense About Supervising Young Wor- 
kers. Pointers on Getting Them Off to a Good 
Start. 

ED 078 249 
Common Sense About Training. 

ED 078 248 
Delegation of Authority: Making Full Use of 
Your Team. Supervisory Development Con- 
ference Series. Training Guide. 

ED 078 253 
Education Programs, Department of Medicine 
and Surgery. A Status Report - June 1971. 

ED 080 380 
Effective Two-Way Communication: A Method 
of Achieving Team Potential. Supervisory 
Development Conference Series. Training 
Guide. 

ED 078 254 
Guide. Supervisory Development Conference 
Series. Training Guide. 

ED 078 256 
The In-Basket Exercise. 

ED 078 258 
Leader’s Guide for Essentials of Supervision. A 
Basic Management Course for Effective Super- 
vision. 

ED 078 257 
The Role of the Supervisor in Effective Person- 
nel Management: A Means of Improving Quali- 
ty and Reducing Costs. Supervisory Develop- 
ment Conference Series. Training Guide. 

ED 078 255 
You Meet the Public. 

ED 078 259 


Vigo County Public Library, Terre Haute, 
Ind. 
Card Catalog Study at Vigo County Public 
Library. 
ED 072 803 
Selected Materials on Drug Abuse and Misuse. 
ED 068 105 


Virginia Association of Teachers of English. 
[Behavioral Objectives in English. ] 
ED 073 465 
{English Electives and New Courses. ] 





ED 072 452 


Virginia Commonwealth Univ., Richmond. 
Application of Linear Programming Models To 
Determine Optimum School Attendance Areas 
and Busing Schedules, Subject to Varying Ra- 
cial Composition. Final Report. 

ED 074 637 


Virginia Community Coll. System, 
Richmond. 
Learning Resources for the Disadvantaged Stu- 


dent. Progress Report. 
ED 074 287 


Virginia Highway Research Council, 
Charlottesville. 
A Manual for Conducting Environmental Im- 


pact Studies. 
ED 072 960// 


Virginia Polytechnic Inst. and State Univ., 
Blacksburg. 
The Academic Department Game. 
ED 078 740 
How to Build a Simulation Model; A Computer 
Language Approach. 
ED 076 057 
An Investigation of Department Heads at a 
State University. 
ED 077 421 


Virginia Polytechnic Inst. and State Univ., 
Blacksburg. Dept. of Education. 
A Comparison of Cognitive and Attitudinal 
Outcomes of Two Methods of Teaching Social 
Foundations of Education Classes. 
ED 073 133 


Virginia Polytechnic Inst. and State Univ., 
Blacksburg. Extension Div. 
Proceedings of a National Conference on The 
Continuing Education Unit: An Examination. 
(April 27-28, 1972). 
ED 074 354 


Virginia State Council of Higher Education, 
Richmond. 
Degrees Conferred Virginia Public and Private 
Institutions of Higher Education, 1971-72. 
ED 077 345 
Financing Virginia’s Colleges. Current Operat- 
ing Income and Expenditures/ 1970-71. State- 
Controlled Colleges and Universities. 
ED 067 037 
Financing Virginia’s Colleges: Current Operat- 
ing Income and Expenditures/1971-72. State- 
Controlled Colleges and Universities. 
ED 078 754 
Higher Education Enrollment and Projected 
Enrollment 1960-1982. 
ED 072 732 
Higher Education in Virginia. 
ED 069 233 
Resident and Off-Campus Enrollment. Virginia 
State-Controlled Institutions of Higher Educa- 
tion--1971-72. 
ED 067 987 
Student Enrollment, Fall 1972. Virginia State- 
Controlled Institutions of Higher Education. 
ED 077 469 


Virginia State Dept. of Education, 
Richmond. 
Standards of Quality and Objectives for Public 
Schools in Virginia 1972-74 Enacted by the 
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CG007734 
CG007735 
CG007738 
CG007739 
CG007740 
CG007742 
CG007743 
CG007745 
CG007746 
CG007747 
CG007749 
CG007750 
CG007752 
CG007754 
CG007755 
CG007756 
CG007757 
CG007758 
CG007759 
CG007760 
CG007761 
CG007762 
CG007763 
CG007764 
CG007768 
CG007769 
CG007774 
CG007775 
CG007776 
CG007778 
CG007779 
CG007780 
CG007781 
CG007782 
CG007784 
CG007785 
CG007788 
CG007794 
CG007796 
CG007798 
CG007800 
CG007805 
CG007810 


ED070016 
EDO070971 
EDO070017 
ED067608 
ED067609 
ED067610 
ED068888 
ED068889 
ED068890 
ED070972 
ED072363 
ED070973 
ED070974 
ED070975 
ED070976 
ED070977 
ED070978 
ED070979 
ED070980 
EDO070981 
ED070982 
ED070983 
ED070984 
ED070985 
ED070986 
ED070987 
ED070988 
ED072364 
ED070989 
ED070990 
EDO070991 
ED072365 
ED072366 
ED070992 
ED070993 
ED070994 
ED068891// 
ED070018 
ED070019 
ED070020 
EDO070021 
ED070022 
ED070023 
ED070024 
ED070025 
ED070026 
ED070027 
ED070028 
ED070995 
ED072367 
ED070996 
ED070997 
ED072368 
ED070998 
ED072369 
ED072370 
ED072371 
ED070999 
ED072372 
ED071000 
EDO071001 
ED071002 
ED071003 
EDO071004 
EDO071005 
EDO071006 
ED072373 
ED071007 
ED072374 
ED075727 
ED072375 
ED072376 
ED072377 
ED072378 
ED070029 
ED070030 
ED070031 
ED070032 
ED07 1008 
ED071009 
ED072379 
ED072380 
ED072381 
ED072382 
ED072383 
ED072384 
ED072385 
ED072386 
ED072387 
ED074386 
ED073375 
ED073376 
ED073377 
ED073378 
ED073379 
ED073380 
ED073381 
ED073382 
ED073383 
ED073384 


Clearinghouse Number/ED Number Cross Reference Index 


CG007815 
CG007816 
CG007817 
CG007818 
CG007819 
CG007820 
CG007821 
CG007822 
CG007823 
CG007825 
CG007826 
CG007828 
CG007831 
CG007832 
CG007833 
CG007834 
CG007836 
CG007838 
CG007839 
CG007841 
CG007842 
CG007846 
CG007848 
CG007849 
CG007850 
CG007852 
CG007853 
CG007854 
CG007855 
CG007856 
CG007859 
CG007860 
CG007861 
CG007862 
CG007863 
CG007864 
CG007865 
CG007867 
CG007868 
CG0607870 
CG007871 
CG007872 
CG007873 
CG007874 
CG007875 
CG007876 
CG007878 
CG007879 
CG007880 
CG007881 
CG007883 
CG007884 
CG007885 
CG007888 
CG007891 
CG007892 
CG007894 
CG007895 
CG007898 
CG007899 
CG007900 
CG007901 
CG007902 
CG007904 
CG007907 
CG007908 
CG007909 
CG007910 
CG007911 
CG007912 
CG007913 
CG007914 
CG007916 
CG007919 
CG007921 
CG007922 
CG007925 
CG007927 
CG007929 
CG007931 
CG007932 
CG007933 
CG007934 
CG007935 
CG007941 
CG007942 
CG007943 
CG007945 
CG007947 
CG007951 
CG007958 
CG007960 
CG007961 
CG007962 
CG007965 
CG007968 
CG007971 
CG007972 
CG007974 
CG007977 
CG007980 


ED073385 
EDO071010 
EDO71011 
ED073386 
ED073387 
ED073388 
ED073389 
ED073390 
ED074387 
ED073391 

ED072388 
ED073392 
ED073393 
ED073394 
ED073395 
ED073396 
ED073397 
ED073398 
ED073399 
ED073400 
ED073401 

ED073402 
ED073403 
ED073404 
ED073405 
ED073406 
ED073407 
ED074388 
ED073408 
ED074389 
ED074390 
ED072389 
ED072390 
ED072391 

ED072392 
ED072393 
ED075728 
ED074391 

ED074392 
ED074393 
ED074394 
ED074395 
ED074396 
ED074397 
ED074398 
ED074399 
ED075729 
ED074400 
ED074401 

ED074402 
ED074403 
ED074404 
ED074405 
ED074406 
ED074407 
ED074408 
ED074409 
ED074410 
ED074411 

ED074412 
ED074413 

ED074414 
EDO74415 
ED074416 
ED073409 
ED073410 
ED073411 

ED073412 
ED074417 
ED074418 
ED074419 
ED074420 
ED074421 

ED074422 
ED074423 
ED074424 
ED074425 
ED074426 
ED074427 
ED074428 
ED075730 
ED076899 
ED074429 
ED074430 
ED074431 

ED075731 

ED075732 
ED075733 
ED074432 
ED074433 
ED075734 
ED075735 
ED075736 
ED076900 
ED075737 
ED075738 
ED075739 
ED075740 
ED075741 
ED075742 
ED075743 


CG007982 
CG007985 
CG007987 
CG007988 
CG007989 
CG007992 
CG007993 
CG007996 
CG007997 
CG007998 
CG007999 
CG008000 
CG008002 
CG008003 
CG008004 
CG008006 
CG008007 
CG008009 
CG008010 
CG008011 
CG008012 
CG008014 
CG008015 
CG008017 
CG008021 
CG008022 
CG008023 
CG008024 
CG008025 
CG008026 
CG008029 
CG008030 
CG008031 
CG008036 
CG008038 
CG008040 
CG008042 
CG008044 
CG008049 
CG008054 
CG008055 
CG008056 
CG008060 
CG008061 
CG008062 
CG008063 
CG008064 
CG008065 
CG008066 
CG008067 
CG008068 
CG008070 
CG008071 
CG008080 
CG008083 
CG008085 
CG008088 
CG008089 
CG008092 
CG008093 
CG008097 
CG008098 
CG008101 
CG008 102 
CG008 106 
CG008112 
CG008114 
CG008119 
CG008121 
CG008122 
CG008 123 
CG008 126 
CG008127 
CG008 128 
CG008 129 
CG008 130 
CG008131 
CG008 132 
CG008 133 
CG008 135 
CG008 136 
CG008 144 
CG008 146 
CG008 149 
CG008 150 
CG008152 
CG008 165 
CG008 166 
CG008 167 
CG008 168 
CG008 169 
CG008170 
CG008171 
CG008172 
CG008 173 
CG008174 
CG008175 
CG008 176 
CG008177 
CG008202 


ED075744 
ED075745 

ED075746 
ED075747 
ED075748 

ED074434 
ED076901 

ED075749 
ED076902 
ED076903 

ED076904 
ED075750 
ED075751 

ED075752 
ED075753 
ED075754 
ED075755 

ED075756 
ED076905 

ED076906 
ED076907 
ED076908 
ED076909 
ED076910 
ED075757 
ED075758 
EDO075759 
ED075760 
ED075761 

ED075762 
ED079628 
ED079629 
ED079630 
ED079631 
ED076911 
ED079632 
ED079633 
ED079634 
ED076912 
ED078322 
ED078323 
ED078324 
ED079635 
ED078325 
ED079636 
ED079637 
ED079638 
ED076913 
ED079639 
ED076914 
ED076915 
ED079640 
ED076916 
ED078326 
ED076917 
ED079641 

ED079642 
ED078327 
ED078328 
ED076918 

ED079643 

ED079644 
ED079645 

ED078329 
ED079646 
ED079647 
ED079648 
ED079649 
ED079650 
EDO079651 

ED079652 
ED076919 
ED079653 

ED078330 
EDO078331 

ED076920 
ED076921 

ED076922 
ED079654 
ED079655 


ED079656 
ED076923 
ED076924 
ED076925 
ED076926 
ED079657 
ED076927 
ED076928 
ED078332 
ED078333 
ED078334 
ED078335 
ED078336 
ED078337 
ED078338 
ED078339 
ED078340 
EDO78341 
ED079658 
ED079659 


CG008213 
CG008217 
CG008218 
CG008223 
CG008233 
CG008261 
CG008262 
CG400066 
CG400069 
CG400070 
CG400071 
CG400072 
CG400073 
CG400074 
CG400075 
CG400076 
CG400077 
CG400078 
CG400080 
CG400081 
CG400082 


CS000113 
CS000114 
CS000117 
CS000118 
CS000119 
CS000120 
CS000121 
CS000122 
CS000123 
CS000124 
CS000125 
CS000 126 
CS000127 
CS000128 
CS000129 
CS000130 
CS000131 
CS000132 
CS000133 
CS000134 
CS000135 
CS000136 
CS000137 
CS000138 
CS000139 
CS000140 
Cso00141 
CS000142 
CS000143 
CS000144 
CS000145 
CS000 146 
CS000147 
CS000148 
CS000149 
CS000150 
CS000151 
CS000152 
CS000153 
CS000154 
CS000155 
CS000156 
CS000157 
CS000158 
CS000159 
CS000160 
CS000161 
CS000 162 
CS000163 
CS000164 
CS000165 
CS000 166 
CS000167 
CS000168 
CS000169 
CS000170 
CS000171 
CS000172 
CS000173 
CS000174 
CS000175 
CS000176 
CS000177 
CS000178 
CS000179 
CS000180 
CS000181 
CS000182 
CS000183 
CS000184 
CS000185 
CS000 186 
CS000 187 
CS000188 
CS000189 
CS000190 
CS000191 
CS000192 


1213 


ED078342 
ED079660 
ED079661 
ED079662 
ED079663 
ED079664 
ED079665 
ED071012 
ED072394 
EDO71013 
ED072395 
ED072396 
ED073413 
EDO075763 
ED078343 
ED075764 
ED075765 
ED075766 
ED078344 
ED078345 
ED078346 


ED066704 
ED066705 
ED066706// 
ED066707 
ED066708 
ED066709 
ED066710 
ED066711 
ED066712 
ED066713 
ED066714 
ED066715// 
ED066716// 
ED066717// 
ED066718// 
ED066719// 
ED066720 
ED066721// 
ED066722// 
ED066723// 
ED066724// 
ED066725// 
ED066726 
ED066727 
ED066728 
ED066729// 
ED066730// 
ED066731// 
ED066732// 
ED066733// 
ED066734// 
ED066735 
ED067611// 
ED067612// 
ED067613// 


ED067614// 
ED067615// 
ED067616// 
ED067617// 
ED067618// 
ED067619// 
ED067620// 
ED067621 
ED067622// 
ED067623// 
ED067624// 
ED067625// 
ED067626// 
ED067627 
ED067628 
ED067629 
ED067630 
ED067631 
ED067632 
ED067633 
ED067634// 
ED067635// 
ED067636// 
£D067637// 
ED067638// 
ED067639// 
ED067640 
ED067641 
ED067642// 
ED067643 
ED067644// 
ED067645 
ED067646 
ED067647 
ED067648 
ED067649 
ED067650 
ED06765: 
ED067652 
ED067653 
ED067654 
ED068892 
ED068893 





1214 Clearinghouse Number/ED Number Cross Reference Index 


CS000193 ED068894// CS000300 £EDO071042// CS000402 ED074453 CS000504 EDO078347 CS000608 ED078384 
CS000194 ED068895// CS000301 ED071043 CS000403 ED074454 CS000506 EDO75802 CS000610 ED078385 
CS000195 ED068896// CS000302 ED076929// CS000404 ED074455 CS000507 EDO075803 CS000611 ED079683// 
CS000196 ED068897// CS000303 ED071044// CS000405 ED074456// Cs000508 EDO075804 CS000612 ED0O78386 
CS000197 ED068898// CS000304 ED071045 CS000406 ED074457 CS000509 ED076943// CS000613 ED0O78387 
CS000198 ED068899 CS000305 ED071046 CS000407 ED073437 CS000510 EDO075805 CS000614 ED079684// 
CS000199 ED068900 CS000306 ED071047 CS000408 ED073438// CSso000si1 ED075806 CS000615 ED079685 
CS000200 ED068901 CS000307 EDO71048 CS000409 ED073439// CS000512 ED076944// CS000616 ED079686// 
CS000201 ED068902 CS000308 EDO71049 CS000410 ED072433// CSs000513  ED076945// CS000617 EDO78388 
CS000202 ED068903// CS000309 ED071050 CS000411 ED072434// CS000514 ED075807 CS000618 ED078389 
CS000203 ED068904 CS000310 EDO71051 CS000412 ED072435// CS000515 ED076946// CS000619 ED078390 
CS000204 ED068905 CS000311 EDO71052 CS000413 ED073440 CS000516 EDO75808 CS000620 £ED079687 
CS000205 ED068906 CS0003!12 ED072405 CS000414 ED074458// CS000517 EDO075809 CS000621 ED0O79688 
CS000206 ED068907// CS000313 ED072406 CS000415 ED072436 CS000518 EDO75810 CS000622 EDO078391 
CS000207 ED068908 CS000314 EDO71053 CS000416 ED072437 CS000519 ED076947 CS000624 ED078392 
CS0ce208 ED068909 CS000315 EDO71054 CS000417 ED073441// CS000520 ED076948 CS000626 EDO078393 
CS000209 ED068910// CS000316 EDO71055 CS000418 ED073442// CS000521 ED076949// CS000627 ED078394 
CS000210 ED068911 CS000317 EDO071056 CS000419 ED074459// CS000522 ED078348// CS000628 ED078395 
CS000211 ED070033// CS000318 ED071057 CS000420 £ED074460// CS000523 ED078349// CS000629 ED078396 
CS000212 ED070034 CS000319 EDO71058 CS000421 ED074461// CS000524 ED076950 CS000633 ED078397 
CS000214 ED070035// CS000320 ED072407 CS000422 ED074462// CS000525 EDO078350// CS000634 ED079689// 
CS000216 ED070036// CS000321 ED072408// CS000423 ED074463// CS000526 EDO078351// CS000636 ED079690 
CS000217 ED070037// CS000322 ED072409// CS000424 ED073443 CS000527 EDO078352// CS000637 ED078398 
CS000218 ED070038// CS000323 ED0O72410// CS000425 ED073444 CS000528 EDO078353// CS000638 ED078399 
CS000220 ED070039// CS000324 ED072411// CS000426 ED074464 CS000529 EDO076951// CS000640 ED079691 
CS000221 ED071014// CS000325 ED072412 CS000427 ED073445 CS000530 ED076952 CS000643 ED078400 
CS000222 ED068912 CS000326 EDO071059 CS000428 ED073446 CS000531 ED076953 CS000644 ED079692 
CS000223 ED070040 CS000327 ED071060 CS000429 ED073447 CS000532 ED079666 CS000645 ED079693 
CS000224 EDO071015// CS000328 ED072413 CS000430 ED073448 CS000533 ED076954 CS000646 ED079694 
CS000225 ED070041// CS000329 ED072414 CS000431 ED074465 CS000534 EDO75811 CS000647 ED079695 
CS000226 ED070042// CS000330 £D072415// CS000432 ED073449 CS000536 ED078354 CS000648 £ED079696 
CS000227. ED070043// CS000331 ED0O73414 CS000433 ED073450 CS000537 ED076955 CS000650 ED079697 
CS000228 ED071016// CS000332 ED072416 CS000434 ED074466// CS000538 EDO078355// CS000651 ED079698 
CS000229 ED070044 CS000333 EDO71061 CS000435 ED074467// CS000539 ED076956 CS000652 ED079699 
CS000230 ED070045 CS000334 ED071062 CS000436 ED074468// CS000540 ED076957 CS000653 ED079700 
CS000231 ED070046 CS000335 ED073415 CS000437. + ED073451// CS000541 ED078356// CS000654 ED079701 
CS000232 ED070047 CS000336 ED073416 CS000438 ED075768// CS000542 ED076958 CS000655 ED079702 
CS000233 ED070048 CS000337. ED073417 CS000439 ED073452// CS000543 ED078357// CS000656 ED079703 
CS000234 ED070049 CS000338 ED075767 CS000440 ED073453// CS000544 EDO078358// CS000658 ED079704 
CS000441 -—ED074469// CS000545 ED076959 CS000659 ED079705 


CS000235 ED072397// CS000339 ED073418 
CS000236 ED071017// CS000340 ED073419 CS000442 ED074470// CS000546 ED076960 CS000664 ED079706 
CS000547 ED078359// Cs000665 ED079707 


CS000237 EDO71018// CS000342 ED074435 CS000443 ED074471// 

CS000238 ED071019// CS000343 £ED073420 CS000444 ED075769// CS000548 ED076961 CS000667 ED079708 

CS000239 ED071020// CS000344 £ED071063 CS000445 ED075770// CS000549 ED076962 CS000668 ED079709 
CS000550 ED076963 CS000669 ED079710 


CS000240 EDO071021// CS000345 ED071064 CS000446 ED075771// 
CS000241 ED071022// CS000346 ED0O71065 CS000447. ED075772// CS000551 ED076964 CS000670 EDO79711 


CS000242 ED070050// CS000347 ED076930 CS000448 ED074472 CS000552 ED076965 CS000671 ED079712 


CS000243 ED071023// CS000348 £D073421 CS000449 + ED074473 CS000553 ED076966 CS000673 ED079713 
CS000244 ED072398// CS000349 EDO071066 CS000450 ED075773// CS000554 ED078360 CS000675 ED079714 


CS000245 ED071024// CS000350 £D071067 Cs000451 ED075774// CS000555 ED076967 CS000676 EDO079715 
CS000246 ED070051// CS000351 ED071068 CS000452 ED074474 CS000557 ED076968 CS000677 ED079716 
CS000248 ED071025// CS000352 ED072417 CS000453 ED074475 CS000558 ED076969 CS000679 £D079717 
CS000249 ED071026// CS000353  ED072418 CS000454 =—ED074476 CS000559 &D076970 CS200020 ED067655 
CS000250 ED070052// CS000354 ED072419// CS000455 — ED075775 CS000560 £D078361// CS200071 ED066736 
CS000251 ED070053// CS000355 ED074436// CS000456 ED075776// CS000561 ED078362// CS200072 §D066737// 
CS000252 ED070054// CS000356 ED072420// CS000457 ED075777// CS000562 ED078363// CS200073 ED066738// 
€S000253 ED071027// 00038? £D071069 CS000458 ED075778 CS000563 ED076971// CS200074 £D066739// 
CS000254 EDO071028// CS000358 ED074437 CS000459 ED075779 CS000564 ED076972 CS200075 ED066740// 
CS000255 ED070055// 5000359 &D074438// CS000460 ED075780// CS000565 ED078364 CS200076 ED066741// 
CS000256 ED072399// cae003eo | ED0?9422 CS000461 ED076931 CS000566 ED076973 CS200077 ED066742// 
CS000257. ED071029// ©S000361 ED074439// CS000462 ED075781 CS000567 ED078365 CS200078 ED066743// 
CS000258 ED071030// CS000362 ED073423 CS000463 ED074477 CS000568 ED076974 CS200079 ED066744// 
CS000259 ED071031// 5000363 &D074440 CS000464 ED075782// CS000569 ED078366 CS200080 ED066745// 
CS000260 ED070056 CS000465 ED076932// CS000570 ED079667// CS200081 ED066746// 
CS000261 £D070057 CS000364 = =ED073424 CS000466 ED076933// CS000571 ED079668// CS200082 ED066747// 
CS000263 ED070058 CS000365 = ED073425 CS000467 ED075783 CS000572 ED079669// CS200083 ED066748 
CS000264 ED068913 CS000366 = ED073426 CS000468 ED075784 CS000573 ED079670// CS200084 £D066749 
CS000265 ED068914 CS000367 EDO72421 CS000469 ED075785 CS000574 ED079671// CS200085 ED066750 
CS000266 ED068915 CS000368 = =ED074441 CS000470 ED076934 CS000575 ED078367// CS200086 ED066751 
C€S000267 ED068916 CS000369 ED073427 CS000471 ED074478 CS000576 ED079672// CS200087 ED066752// 
CS000268 ED071032// CS000370 = ED072422 CS000472 ED074479 CS000577. ED079673// CS200088 ED066753// 
C€S000269 ED071033// CS000371 = =ED072423 CS000473 ED075786 CS000578 ED079674// CS200089 ED066754// 
CS000270 ED070059 CS000372 = ED072424// CS000474 ED074480 CS000579 ED079675// CS200090 ED066755// 
CS000271 ED070060 CS000373 = ED072425// CS000475  ED074481 CS000580 ED076975 CS200091 ED066756// 
CS000272 E£D070061 CS000374 ED072426// CS000476 ED075787 CS000581 ED076976 CS200092 ED066757 
C€S000273 ED070062 CS000375 = =ED072427// CS000477 ED075788 CS000582 ED079676// CS200093 ED066758 
CS000274 ED070063 CS000376 = =ED072428// CS000478 EDO075789 CS000583 ED078368// CS200094 ED066759// 
CS000275 ED070064 CS000377 | =ED073428 CS000479  ED075790 CS000584 ED078369// CS200095 ED066760// 
CS000276 ED070065 CS000378 = ED072429 CS000480 ED074482 CS000585 ED078370// CS200096 ED066761 
CS000277 ED070066 CS000380 = ED072430 CS000481 ED076935 CS000586 ED078371// CS200097 ED066762// 
CS000278 ED070067 CS000381 =ED072431 CS000482 ED076936 CS000587 ED076977 CS200098 ED066763// 
CS000279 ED070068 CS000382 £D072432 CS000483 ED074483 CS000588 ED078372// CS200099 ED066764 
C€S000280 ED070069 CS000383  ED073429// CS000484 ED076937// CS000589 ED079677// CS200100 ED066765// 
CS000281 ED070070 CS000384 ED073430 Cs000485 ED075791// CS000590 ED078373 CS200108 ED066766 
CS000282 ED070071 CS000385 ED074442 CS000486 ED075792// CS000591 ED078374 CS200109 ED066767// 
CS000283 ED071034 CS000386 ED073431// CS000487 ED075793// CS000592 ED078375 CS200110 ED066768 
CS000284 ED072400 CS000387 ED074443 CS000488 ED076938// CS000593  ED076978 CS200111 ED066769// 
CS000285 ED071035 CS000388 ED074444 CS000489 ED076939// CS000594 ED078376 CS200112 ED067656// 
CS000286 ED071036 CS000389 ED073432// CS000490 ED076940// CS000595 ED079678// CS200113  ED066770// 
CS000287 ED071037 CS000390 ED074445 CS000491 ED074484 CS000596 ED078377 CS200114 £D066771// 
CS000288 EDO72401 CS000391 £ED073433 CS000492 ED074485 CS000597 ED076979 CS200115 ED066772// 
CS000289  ED070072 CS000392 ED073434// CS000493 ED076941// CS000598 ED078378 CS200116 ED067657// 
CS000290 £D072402// CS000393 ED074446 CS000494 ED075794 CS000599 ED079679// CS200117 ED067658// 
CS000291 EDO071038 CS000394 ED074447 CS000495 ED075795 CS000600 ED079680// CS200118 ED067659// 
CS000292 ED071039 CS000395 ED074448// CS000496 ED075796 CS000601 ED078379 CS200119 £D067660// 
CS000293 EDO071040// CS000396 ED073435 CS000497 ED075797 CS000602 ED078380 CS200120 ED067661 
CS000294 EDO071041// CS000397 ED073436 CS000498 ED075798 CS000603 ED079681// CS200121 ED067662 
CS000295 ED070073// CS000398 £D074449 CS000499 ED075799 CS000604 ED079682// CS200122 ED067663 
CS000296 ED072403// CS000399 ED074450// CS000500 ED075800 CS000605 ED078381 CS200123 ED068917 
CS000297 ED072404// CS000400 ED074451// CS000501 ED076942// CS000606 ED078382 CS200124 ED068918 
CS000298 ED070074 CS000401 ED074452// CS000502 ED075801 CS000607 ED078383 CS200125 ED068919 





CS200126 
CS200127 
CS200128 
CS200129 
CS200130 
CS200131 
CS200133 
CS200134 
CS200135 
CS200136 
CS200137 
CS200138 
CS200139 
CS200140 
CS200141 
CS$200142 
CS200143 
CS200144 
CS200145 
CS200146 
CS200147 
CS200148 
CS200149 
CS200150 
CS200151 
CS200152 
CS200153 
CS200154 
CS200155 
CS200156 
CS200157 
CS200158 
CS200159 
CS200160 
CS200161 
CS200162 
CS200163 
CS200164 
CS200165 
CS200166 
CS200167 
CS200168 
CS200169 
CS200170 
CS$200171 
CS200172 
CS200173 
CS200174 
CS200175 
CS200176 
CS200177 
CS200178 
CS200179 
CS200180 
CS200181 
CS200182 
CS200183 
CS200184 
CS200185 
CS200186 
CS200187 
CS200188 
CS$200189 
CS200190 
CS200191 
CS200192 
CS200193 
CS200194 
CS200195 
CS200196 
CS200197 
CS200198 
CS200199 
CS200200 
CS200201 
CS200202 
CS200203 
CS200204 
CS200205 
CS200206 
CS200207 
CS200208 
CS200209 
CS$200210 
CS200211 
CS200212 
CS200213 
CS200214 
CS200215 
CS200216 
CS200217 
CS200218 
CS200219 
CS200220 
CS200221 
CS200222 
CS$200223 
CS200224 
CS200225 
CS200226 
CS200227 


ED068920 
ED068921 
ED068922 
ED068923// 
ED068924// 
ED068925// 
ED068926 
ED068927 
ED068928 
ED068929 
ED068930// 
ED068931// 
ED068932 
ED067664 
ED067665// 
ED067666// 
ED067667// 
ED067668// 
ED067669 
ED067670 
ED067671// 
ED067672// 
ED067673// 
ED067674// 
ED067675 
ED067676 
ED067677 
ED067678 
ED067679// 
ED067680 
ED067681// 
ED067682// 
ED067683// 
ED067684// 
ED067685 
ED067686 
ED067687// 
ED067688 
ED067689 
ED067690 
ED067691 
ED067692 
ED067693 
ED067694// 
ED068933// 
ED068934 
ED068935 
ED068936// 
ED068937 
ED068938 
ED067695 
ED068939// 
ED068940 
ED068941// 
ED068942 
ED068943 
ED068944 
ED068945 
ED068946 
ED068947// 
ED068948// 
ED068949 
ED068950 
ED068951 
ED067696// 
ED068952 
ED068953 
ED071070 
ED067697// 
ED067698// 
ED067699 
ED067700 
ED067701 
ED067702 
ED067703 
ED067704 
ED068954 
ED068955// 
ED068956// 
ED067705// 
ED068957 
ED068958 
ED068959// 
ED068960 
ED068961 
ED068962 
ED068963 
ED068964 
ED068965 
ED068966 
ED068967 
ED068968 
ED068969 
ED068970// 
ED068971// 
ED068972 
ED068973 
ED068974 
ED068975 
ED068976// 
ED068977// 


CS200228 
CS200229 
CS200230 
CS200231 

CS200232 
CS200233 
CS200234 
CS200235 
CS200236 
CS200237 
CS200238 
CS200239 
CS200240 
CS200241 

CS200242 
CS200243 
CS200244 
CS200245 
CS200246 
CS200247 
CS200248 
CS200249 


ED068978 
ED068979// 
ED068980 
ED068981// 
ED068982// 
ED068983// 
ED068984 
ED068985 
ED068986 
ED068987 
ED068988// 
ED068989// 
ED068990 
ED068991 
ED068992// 
ED070075// 
£D070076// 
ED070077// 
ED070078 
ED070079 
ED070080 
ED068993 





CS200250 
CS200251 
CS200252 
CS200253 
CS200254 
CS200255 
CS200256 
CS200257 
CS200258 
CS200259 
CS200260 
CS200261 
CS200262 
CS200263 
CS200264 
CS200265 
CS200266 
CS200267 
CS200268 
CS200269 
CS200270 
CS200271 

CS200272 
CS200273 
CS200274 
CS200275 
CS200276 
CS200277 
CS200278 
CS200279 
CS200280 
CS200281 

CS200282 
CS200283 
CS200284 
CS200285 
CS200286 
CS200287 
CS200288 
CS200289 
CS200290 
CS200291 

CS200292 
CS200293 
CS200294 
CS200295 

CS200296 
CS200297 
CS200298 
CS200299 
CS200300 
CS200301 

CS200302 
CS200303 
CS200304 
CS200305 
CS200306 
CS200307 
CS200308 
CS200309 
CS200310 
CS200312 
CS200313 
CS200314 
CS200316 
CS200317 
CS200318 
CS200319 
CS200320 
CS200321 
CS200322 
CS200323 
CS200324 
CS200325 
CS200326 
CS200327 
CS200328 
CS200329 
CS200330 


EDO070081// 
ED070082 
ED070083 
ED070084 
ED070085// 
ED070086// 
ED070087 
ED072438 
EDO070088 
ED070089 
ED070090// 
EDO070091// 
ED070092 
ED070093 
ED070094 
ED070095// 
ED070096// 
EDO071071// 
ED070097// 
ED071072// 
ED070098// 
ED074486// 
ED071073// 
ED071074// 
ED071075// 
ED071076// 
ED071077 
ED071078// 
ED071079// 
ED071080// 
EDO71081// 
ED071082// 
ED070099 
ED070100 
EDO70101 
ED070102 
ED071083// 
ED072439// 
ED072440// 
ED072441// 
ED072442// 
ED072443// 
ED072444// 
ED070103 
EDO071084 
EDO71085 
ED073454// 
ED070104 
ED072445// 
ED072446// 
ED072447// 
ED072448// 
ED072449// 
ED072450// 
ED071086 
EDO071087// 
EDO071088// 
ED072451// 
ED072452 
ED072453// 
ED071089// 
ED071090// 
ED071091// 
ED070105 
ED071092 
ED070106 
ED071093 
ED071094 
ED071095 
ED071096 
ED072454 
ED073455 
ED073456// 
ED073457// 
ED073458// 
ED073459// 
£D073460// 
ED073461// 
ED073462// 


Clearinghouse Number/ED Number Cross Reference Index 


CS200331 

CS200332 
CS200333 
CS$200334 
CS200335 
CS200336 
CS200337 
CS200338 
CS200339 
CS200340 
CS200341 

CS200342 
CS200343 
CS200344 
CS200345 
CS200346 
CS200347 
CS200348 
CS200349 
CS200350 
CS200351 

CS200352 
CS200353 
CS200354 
CS200355 
CS200356 
CS200357 
CS200358 
CS200359 
CS200360 
CS200362 
CS200363 

CS200364 
CS200365 
CS200366 
CS200367 
CS200368 
CS200369 
CS200370 
CS200371 
CS200372 
CS200373 
CS200374 
CS200375 
CS200376 
CS200377 
CS200378 
CS200379 
CS200380 
CS200381 
CS200382 
CS200383 
CS200384 
CS200385 
CS200386 
CS200387 
CS200388 
CS200389 
CS200390 
CS200391 
CS200392 
CS200393 
CS200394 
CS200395 
CS200396 
CS200397 
CS200398 
CS200399 
CS200400 
CS200401 

CS200402 
CS200403 
CS200404 
CS200405 
CS200406 
CS200407 
CS200408 
CS200409 
CS200410 
CS$200411 

CS200412 
CS200413 
CS200414 
CS200415 
CS200416 
CS200417 
CS200418 
CS200419 
CS200420 
CS200421 
CS200422 
CS200423 
CS200424 
CS200425 
CS200426 
CS200427 
CS200428 
CS200429 
CS200430 
CS200431 

CS200432 


ED073463// 
ED073464// 
ED071097 
ED072455 
EDO71098 
ED073465 
ED073466 
ED073467 
ED071099 
ED072456 
ED073468 
£D072457 
ED073469 
ED073470 
ED072458 
ED073471 
ED073472 
ED072459 
EDO71100 
EDO71101 
ED073473 
ED073474 
ED073475 
ED073476 
ED072460 
ED072461 
ED074487 
ED074488 
ED074489 
ED074490 
ED074491// 
ED074492// 
ED074493// 
ED074494// 
ED074495// 
ED072462// 
ED072463// 
ED072464// 
ED073477// 
ED073478// 
ED074496// 
ED074497// 
ED074498 
ED072465 
ED072466 
ED074499// 
ED074500 
ED074501 
ED074502 
ED074503 
ED074504// 
ED074505// 
ED074506// 
ED074507// 
ED074508// 
ED072467// 
ED073479 
ED072468 
ED072469 
ED073480 
ED075812// 
ED075813// 
EDO75814// 
ED076980// 
ED076981// 
ED076982// 
EDO078401// 
ED078402// 
ED078403// 
ED078404// 
ED078405// 
ED078406// 
EDO075815// 
ED074509 
EDO073481 
ED078407// 
ED078408// 
ED078409// 
ED078410// 
EDO078411// 
ED073482// 
ED074510// 
EDO74511 
EDO078412// 
ED073483 
ED073484 
ED075816// 
ED074512 
ED074513 
ED073485// 
ED079718// 
ED079719// 
ED079720// 
ED079721// 
ED079722// 
£D079723// 
ED078413// 
ED076983 
ED075817// 
EDO075818// 
ED079724// 


CS200433 
CS200434 
CS200435 
CS200436 
CS200437 
CS200438 
CS200439 
CS200440 
CS200441 
CS200442 
CS200443 
CS200444 
CS200445 
CS200446 
CS200447 
CS200448 
CS200449 
CS200450 
CS200451 
C$200452 
CS200453 
CS200454 
CS200455 
CS200456 
CS200457 
CS200458 
CS200459 
CS200460 
CS200461 
CS200462 
CS200463 
CS200464 
CS200465 
CS200466 
CS200467 
CS200468 
CS200470 
CS200471 
CS200473 
CS200474 
CS200475 
CS200476 
CS200478 
CS200479 
CS200480 
CS200481 
CS200482 
CS200483 
CS200484 
CS200485 
CS200486 
CS200487 
CS200488 
CS200489 
CS200490 
CS200491 
CS200492 
CS200493 
CS200494 
CS200495 
CS200496 
CS200497 
CS200498 
CS200499 
CS200500 
CS200501 
CS200502 
CS200503 
CS200504 
CS200505 
CS200506 
CS200507 
CS200508 
CS200509 
CS200510 
CS200511 
CS200512 
CS2005 13 
CS200514 
CS200515 
CS2005 16 
CS200517 
CS200518 
CS200519 
C$200520 
CS200521 
CS200522 
CS200523 
CS200524 
CS200525 
CS200526 
C$200527 
CS200528 
CS200529 
CS200530 
CS200531 
CS200532 
CS200533 
CS200534 
CS200535 
CS200536 


ED075819// 
EDO074514 
ED076984 
ED074515 
ED074516 
ED074517 
ED075820// 
ED076985// 
ED076986// 
ED076987// 
ED079725// 
ED076988// 
ED076989// 
ED076990// 
ED076991// 
ED079726// 
ED076992// 
ED076993// 
ED076994// 
ED074518 
ED074519 
ED074520 
ED075821 
ED079727// 
ED074521 
ED074522 
ED076995// 
ED075822 
ED076996 
ED076997 
ED076998 
ED076999 
ED077000 
EDO77001 
EDO078414 
EDO078415 
ED074523 
ED078416 
ED074524 
ED074525 
ED078417 
EDO078418 
ED078419 
ED078420 
ED075823 
ED074526 
ED075824 
ED075825 
ED075826 
ED075827 
ED075828 
ED075829 
ED075830 
ED075831 
ED075832 
ED075833 
ED075834 
ED075835 
ED075836 
ED075837 
ED075838 
ED075839 
ED075840 
EDO075841 
ED075842 
ED075843 
ED075844 
ED075845 
ED075846 
ED075847 
ED075848 
ED075849 
ED075850 
EDO75851 
ED075852 
ED075853 
ED075854 
EDO075855 
ED077002 
ED077003 
ED077004 
ED077005 
ED077006 
ED077007 
ED077008 
ED077009 
ED077010 
ED074527 
ED079728// 
EDO077011 
EDO077012// 
ED078421 
ED077013// 
ED078422// 
ED078423 
ED078424 
ED079729// 
ED079730// 
EDO077014 
ED077015 
ED077016// 


C$200537 
CS200538 
CS200539 
CS200540 
C$200541 

CS200542 
CS200543 
CS200547 
CS200548 
CS$200549 
CS$200550 
CS$200551 

CS200552 
CS200559 
CS200560 
CS200561 

CS200565 
CS200568 
CS200569 
C$200570 
CS200571 

CS200575 
CS200576 
CS200577 
CS200578 
CS200580 
CS200581 
CS200582 
CS200583 
CS200587 
CS200591 
CS200592 
CS200593 
CS200594 
CS200595 
CS200596 
CS200597 
CS200598 
CS200600 
CS200601 
CS200602 
CS200603 
CS200608 
CS200613 
CS200615 
CS200616 
CS200617 
CS200618 
CS200619 
CS200620 
CS200623 
CS200627 
CS200629 
CS200630 
CS200631 

CS200632 
CS200638 
CS200640 
CS200641 
CS200642 
CS200643 
CS200644 
CS200645 
CS200646 
CS200647 
CS200648 
CS200649 
CS200650 
CS200651 

CS200652 
CS$200653 
CS200654 
CS200655 
CS200657 
CS200661 

CS200662 
CS200663 
CS200664 
CSS00006 
CS500007 
CSS00008 
CS500009 
CSS00010 
CS500011 

CSS$00012 
CS500013 
CS500014 
CS500016 
CS500017 
CSS00018 
CS500019 
CS500020 
CSs00021 

CS$00022 
CS500023 
CSS00024 
CS500025 
CS500026 
CS500027 
CS500028 
CS500029 
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ED078425 
ED079731// 
ED077017 
ED077018 
ED077019// 
ED077020 
ED077021 
ED078426 
ED078427 
ED079732// 
ED079733// 
ED078428 
ED078429 
ED078430 
ED078431// 
ED077022 
ED078432// 
ED077023 
ED077024 
ED077025 
ED077026 
ED078433// 
ED077027 
ED077028 
ED078434// 
ED079734// 
ED077029 
ED077030 
ED077031 
ED079735// 
ED077032 
ED079736// 
ED078435 
ED079737// 
ED079738// 
ED079739// 
ED079740// 
ED079741// 
ED079742// 
ED079743// 
ED079744// 
ED079745// 
ED078436 
ED078437 
ED078438 
ED078439 
ED078440 
EDO78441 
ED078442 
ED078443 
ED078444 
ED078445 
EDO78446 
ED079746 
ED079747 
ED078447 
ED078448 
ED079748 
ED079749 
ED079750 
EDO079751 
ED079752 
ED079753 
ED079754 
ED079755 
ED079756 
ED079757 
EDO079758 
ED079759 
ED079760 
ED079761 
ED079762 
ED079763 
ED079764 
ED079765 
ED079766 
ED079767 
ED079768 
ED067706 
ED066773 
ED066774 
ED066775// 
ED066776// 
ED066777 
ED067707 
ED067708 
ED067709// 
ED067710 
ED067711// 
ED067712 
ED067713 
ED067714 
ED067715 
ED067716 
ED067717 
ED067718 
ED067719// 
ED067720 
ED067721 
ED067722 
ED067723 
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CSS00030 £D067724// CS500131 ED072484 CS500234 ED075867// CS500337. ED079774 EA004532 ED066813 
CS500031 £D068994 CS500132 ED074528 CS500235 ED075868 CS500339 ED079775 EA004533 ED066814// 
CSS00032 ED068995 CS500133 ED072485 CS500236 ED075869 CS500340 £D079776 EA004534 ED066815// 
CS500033 ED068996 CS500134 ED072486 CS500237 ED075870 CS500341 ED078490// EA004535 ED066816 
CS500034 ED068997 CS500135 ED072487 CS500238 ED077033 CSS500342 £D078491// EA004536 ED066817 
CS500035 ED068998 CS500136 ED0O72488 CS500239 ED075871 CS500343 £D079777// EA004537 ED066818 
CS500036 ED068999 CS500137 EDO072489 CS500240 ED075872 CSS00344 ED079778 EA004538 ED066819 
CS500037 ED069000 CS500138 ED072490 CS500241 EDO075873 CS500345 £D079779 EA004539 ED066820 
CS500038 ED069001 CS500139 EDO072491 CS500242 ED075874 CSS500346 E£D079780 EA004540 ED066821 
CS$00039 ED069002 CS500140 ED072492 CS500243 ED075875 CS500347 £D079781 EA004541 ED066822// 
CS500040 £D069003 CS500141 ED072493 CS500244 EDO075876 CSS00348 £D079782// EA004543 ED066823 
CS500041 ED069004 CS500142 ED072494 CS500245 ED075877 CSS00349 £D079783// EA004544 ED066824// 
CS500042 ED069005 CS500143 ED072495 CS500246 EDO075878 CS500350 ED079784 EA004545 ED069031// 
CS$00043 ED069006 CS500144 ED072496// CS500247 ED075879// CS$00351 ED079785 EA004546 ED070134// 
CSS00044 £D069007 CS500145 ED072497 CS500248 £D077034// CSS500352 ED079786 EA004547 EDO070135 
CS$00045 £D069008 CS500146 ED072498 CS500249 £D077035 CSS00353 ED079787// EA004548 ED070136 
CS500046 ED069009 CS500147 ED072499 CS500250 ED077036 CSS00354 ED079788 E£A004549 EDO070137// 
CSS00047 ED069010 CS500148 ED072500 CSS00252 ED077037 CS500355 ED079789 EA004550 EDO071143 
CSS00048 £D069011 CS500149 ED073487 CS500253 ED077038// CS500356 ED079790 EA004551 ED067735// 
CSS00049 £D070107// CS500150 EDO072501// CS500254 ED077039// CS500357 £D079791 EA004552 ED066825 
CSS000S50 ED070108 CS500151 ED072502 CS500255 EDO75880 CS500358 ED079792 EA004553 ED066826 
CSs00051 ED069012 CS500152  ED072503 CS500256 EDO75881 CS500359 ED079793 EA004554 ED067736// 
CSS00052 ED070109 CSS500153 | EDO73488 CS500257 EDO75882 CS500360 ED079794 EA004555 ED067737 
CSS00053 £D070110 CS500154 ED073489 CS500258 EDO75883 CS500361 ED079795 EA004556 ED066827 
CSS00054 ED070i11// CS500155 ED074529 CS500259 ED077040 CS500362 ED079796 EA004558 ED066828// 
CSs00055 EDO701i2 CS500156 ED073490 CS500260 ED075884 CS500363 ED079797 EA004559 ED067738// 
CS500056 ED070113// CS500157 EDO073491 CS500261 EDO75885 CS500364 ED079798// EA004560 £ED070138 
CS500057  EDO070114// CS500158 ED073492 CS500262 ED075886 CS500365 ED079799// EA004561 ED070139 
CS500058 EDO70115// CS500159 ED073493 CS500263 ED075887 CS500367 ED079800 EA004562 EDO071144 
CS500059 ED070116// CS500160 ED073494 CS500264 ED077041 CS500368 EDO079801 EA004563 ED072504 
CSS500060 £&D070117// CS500161 ED073495// CS500265 ED077042 CS500369 ED079802// EA004564 EDO071145 
CS500061 EDO70118 CS500162 ED073496// CS500266 ED077043 CS500370 ED079803// EA004565 ED071146 
CS500062 EDO70119 CS500163 ED073497 CS500267 ED077044 CS500371 ED079804// EA004566 EDO072505 
CS500063 ED070120 CS500164 ED073498 CS500268 ED077045 CS500373 ED079805 EA004567 ED069032 
CS500064 EDO070121 CS500165 ED073499 CS500269 ED077046// EA004568 ED066829 
CSs00065 EDO70122 CS500166 ED073500// CS500270 ED077047 EA004160 EDO071141 EA004569 ED067739// 
CS500066 ED070123// CS500167 EDO073501 CS500271 ED077048// EA004203 ED069013 EA004570 ED066830 
CS500067 EDO70124// CS500168 ED073502 CS500272 EDO77049 EA004262 ED069014 EA004571 ED067740 
CSs00068 EDO70125 CS500169 ED073503 CS500273 EDO77050 EA004263 ED069015 EA004572 ED072506// 
CS500069 £D070126 CS500170 EDO073504 CS500274 EDO077051 EA004264 ED069016 EA004574 ED067741 
CS500070 EDO70127 CSS500171 EDO73505// CS500275 EDO077052 EA004266 ED069017 EA004575 ED066831 
CS500071 EDO070128// CS500172 ED073506 CS500276 ED078450 EA004295 £D066778 EA004576 ED067742 
CS500072 ED070129 CS500173 EDO073507// CS500277 ED077053 EA004296 ED066779 EA004577 ED066832 
CS$500073 EDO070130// CS500174 EDO073508 CS500278 EDO77054 EA004354 ED066780 EA004578 ED066833 
CS500074 ED070131 CS500175 ED074530 CS500279 EDO077055 EA004356 ED066781 EA004579 ED066834 
CS500075 ED070132 CS500177 ED073509 CS500280 ED077056 EA004357 ED066782 EA004580 ED066835 
CS500076 ED070133 CS500178 EDO073510 CS500281 ED077057 EA004368 ED066783 EA004581 ED066836 
CS500077. +ED071102// CS500179 £D073511 CS500282 ED077058 EA004370 ED067725 EA004582 ED066837 
CSS00078 EDO071103// CS500180 ED073512 CS500283 EDO077059 EA004371 ED067726// EA004583 ED066838// 
CS500079 ED071104 CS500181 EDO073513// CS500284 ED077060// EA004372 ED066784 EA004584 ED066839// 
CS500080 EDO71105 CS500182 EDO73514 CS500285 £DO077061 EA004375 ED066785 EA004585 ED066840 
CS$500081 EDO71106 CS500183 ED074531 CS500286 ED0O77062 EA004378 ED066786 EA004586 ED066841 
CS500082 EDO071107 CS500184 ED074532 CS500287 ED077063// EA004379 ED066787 EA004587 ED066842 
CS500083 EDO71108 CS500185 ED078449 CS500288 ED077064 EA004380 ED066788 EA004588 ED066843 
CS500084 EDO71109 CS500186 ED074533 CS500289 ED0O77065 EA004382 ED066789// EA004589 ED066844 
CS500085 EDO71110// CS500187 ED074534 CS500290 ED0O77066 EA004384 ED066790 EA004590 ED067743// 
CSs00086 EDO7I111 CS500188 ED074535 CS500291 ED0O77067 EA004386 ED066791 EA004591 ED069033 
CS500087 EDO71112 CSS500189 ED074536 CS500292 ED077068 EA004395 ED066792 EA004592 ED067744 
CSS00088 EDO71113 CS500190 ED074537 CS500293 EDO78451 EA004397 ED066793 EA004593 EDO71147 
CS500089 EDO71114 CS500191 ED074538// CS500294 + ED078452 EA004402 ED066794 EA004594 ED066845 
CS500090 EDO71115 CS500192 ED074539 CS500295 ED078453 EA004403 ED066795 EA004595 ED067745 
CS500091 EDO71116 CS500193  EDO073515 CS500296 + ED078454 EA004405 ED066796 EA004596 ED069034 
CS500092 EDO7I117 CS500194 ED073516// CS500297 EDO078455 EA004412 ED066797 EA004597 ED066846 
CS500093 EDO71118// CS500195 ED074540 CS500298 ED078456 EA004419 ED066798// EA004598 ED067746 
CS500094 EDO71119 CS500196 ED074541 CS500299 ED078457 EA004420 ED069018 EA004599 ED067747 
CS500095 EDO071120 CS500197 ED074542 CS500300 ED078458// EA004421 ED069019 EA004600 £ED067748 
CS500096 EDO071121 CS500198 ED074543// CSS00301 ED078459 EA004422 ED069020 EA004601 ED067749 
CS500097 + EDO71122 CS500199 ED074544// CS500302 EDO078460 EA004423 ED069021 EA004602 ED067750 
CS500098 &DO071123// CS500200 ED074545 CSS00303 EDO78461 EA004424 ED069022 EA004603 ED067751 
CS500099 EDO071124 CS500201 ED074546// CS500304 ED078462 EA004425 ED069023 EA004604 ED067752 
CS500100 EDO071125 CS500202 ED074547// CS500305 ED078463 EA004431 ED069024 EA004605 ED069035 
CS500101 EDO071126 CS500203 ED074548 CS500306 ED078464 EA004433 ED069025 EA004606 ED067753// 
CS500102 EDO071127 CS500204 ED074549 CS500307 ED078465 EA004434 ED069026 EA004607 ED067754 
CS500103 EDO71128 CS500205 ED074550 CSS500308 ED078466 EA004435 ED066799 EA004608 ED067755 
CS500104 EDO071129 CS500206 ED074551 CS500309 ED078467 EA004437 ED066800 EA004609 ED067756 
CS500105 EDO071130 CS500207 EDO075856 CS500310 EDO78468 EA004438 ED066801 EA004610 ED069036 
CS500106 ED073486 CS500208 ED074552 CSS00311 £D079770 EA004439 ED066802 EA004611 ED067757 
CSS00107 EDO071131 CS500209 EDO074553 CS500312 ED078469 EA004446 ED066803 EA004612 ED067758// 
CS500108 EDO71132 CS500210 ED074554 CS500313 ED078470 EA004447 ED066804 EA004613 ED067759 
CSs00109 EDO071133 CS500211 ED074555// CS500314 ED078471 EA004448 ED066805 EA004614 ED067760 
CS500110 EDO71134 CS500212 ED074556 CS500315 ED078472 EA004451 ED067727 EA004615 ED067761 
Cssooitt EDO71135 CS500213 ED074557 CS500316 ED078473 EA004452 EDO75888 EA004617 ED067762 
CSS00112  EDO71136 CSS00214 ED074558 CSS00317 ED078474 EA004459 ED066806 EA004618 ED067763 
CS500113| EDO71137 CS500215 ED074559 CS500318 ED078475 EA004467 ED067728// EA004619 ED067764 
CS500114 EDO71138 CS500216 ED074560 CS500319 ED078476 EA004468 ED067729 EA004620 ED067765 
CS500115 EDO71139 C$500217 ED079769 CS500320 ED078477// EA004489 EDO071142 EA004621 ED067766 
CS500116 EDO71140 CS500218 ED074561 CS500321 ED078478 EA004501 ED066807 EA004622 ED067767 
CS500117 ED072470 CS500219 ED074562 CS500322 ED078479// EA004502 ED067730// EA004623 ED067768 
CSS00118 ED072471 CS500220 ED074563// CS500323. EDO0O79771// EA004503 ED066808 EA004624 ED067769 
CS500119 = ED072472 CS500222 ED074564 CS500324 ED078480 EA004509 ED066809 EA004625 ED067770 
CSS500120 ED072473 CS500223. ED074565 CS500325 ED078481 EA004511 ED066810 EA004626 ED067771// 
CS500121 ED072474 CS500224 ED075857 CS500326 ED078482 EA004515 ED067731 EA004627 ED067772 
CSS00122  ED072475 CS500225 EDO75858 CS500327 EDO078483 EA004516 ED069027 EA004628 ED069037 
CS500123 ED072476 CS500226 ED075859// CS$00328 ED078484 EA004517 ED069028 EA004629 ED069038 
CS500124 ED072477 CS500227 EDO075860 CS$00329 ED078485 EA004518 ED069029 EA004630 ED069039 
CS500125 ED072478 CS500228 ED075861 CSS00330 ED078486 EA004519 ED067732 EA004631 ED067773 
CS500126 ED072479 CS500229 ED075862 CSS00331 ED0O78487 EA004522 ED067733 EA004632 ED067774// 
CS500127 ED072480 CS500230 EDO075863 CS500332 ED078488 EA004523 ED069030 EA004633 ED067775 
CS500128 ED072481 CS500231 ED075864 CS500333 EDO078489 EA004529 ED067734 EA004634 ED067776 
CS500129 ED072482 CS500232 EDO075865 CS500334 ED079772 EA004530 ED066811 EA004635 ED069040 
CS500130 ED072483 CS500233 ED075866 CSS00335 ED079773 EA004531 ED066812 EA004636 ED069041 





EA004637 
EA004638 
EA004639 
EA004640 
EA004641 
EA004642 
EA004643 
EA004644 
EA004645 
EA004646 
EA004647 
EA004648 
EA004649 
EA004650 
EA004651 
EA004652 
EA004653 
EA004654 
EA004655 
EA004656 
EA004657 
EA004658 
EA004659 
EA004660 
EA004661 
EA004662 
EA004663 
EA004665 
EA004666 
EA004667 
EA004668 
EA004669 
EA004670 
EA004671 
EA004672 
EA004673 
EA004674 
EA004675 
EA004676 
EA004677 
EA004678 
EA004679 
EA004680 
EA004681 
EA004682 
EA004683 
EA004684 
EA004685 
EA004686 
EA004687 
EA004688 
EA004689 
EA004690 
EA004691 
EA004692 
EA004693 
EA004694 
EA004695 
EA004696 
EA004697 
EA004698 
EA004699 
EA004700 
EA004701 
EA004702 
EA004703 
EA004704 
EA004705 
£EA004706 
EA004707 
EA004708 
EA004709 
EA004710 
EA004711 
EA004712 
EA004713 
EA004714 
EA004715 
EA004716 
EA004717 
EA004718 
EA004719 
EA004720 
EA004721 
EA004722 
EA004723 
£A004724 
EA004725 
EA004726 
EA004727 
EA004728 
EA004729 
£A004730 
EA004731 
EA004732 
EA004733 
EA004734 
EA004736 
EA004737 
EA004738 
EA004739 


ED070140 
ED070141 
EDO71148 
ED071149 
ED069042 
EDO071150 
ED067777 
ED067778 
EDO071151 
ED070142 
ED070143 
ED070144 
ED070145 
EDO71152 
EDO071153 
ED070146 
ED070147 
EDO070148 
EDO71154 
ED071155 
EDO71156 
EDO71157 
EDO071158 
ED071159 
ED071160 
ED071161 
EDO071162 
ED069043 
ED070149 
ED070150 
ED069044 
ED069045 
ED069046 
ED070151 
EDO070152 
ED070153 
ED070154 
EDO70155 
ED070156 
ED070157 
ED070158 
ED070159 
ED070160 
ED070161 
ED070162 
ED070163 
ED072507 
ED072508 
ED074566 
ED074567// 
ED074568// 
ED074569// 
ED074570// 
ED074571// 
ED074872// 
ED074573// 
ED074574// 
ED074575// 
ED074576// 
ED074577// 
ED074578// 
ED074379// 
ED074580// 
ED074581// 
ED070164 
ED069047 
ED070165 
ED070166 
ED070167 
ED071163 
EDO071164 
EDO71165 
ED070168 
ED070169 
ED070170 
ED070171 
ED070172 
ED070173 
EDC70174 
ED069048 
ED069049 
ED069050 
ED070175 
ED070176 
ED070177 
ED070178 
ED070179 
ED070180 
ED070181 
ED070182 
ED070183 
ED070184// 
ED070185// 
ED070186// 
ED070187// 
ED070188 
ED070189 
ED072509 
EDO71166 
ED070190 
ED074582 


£A004740 
EA004741 
EA004742 
EA004743 
EA004744 
EA004745 
EA004746 
EA004747 
EA004748 
EA004749 
EA004750 
EA004751 
EA004752 
EA004753 
EA004754 
EA004755 
EA004756 
EA004757 
EA004758 
EA004759 
EA004760 
EA004761 
EA004762 
EA004763 
EA004764 
EA004766 
EA004767 
EA004768 
EA004769 
E£A004770 
EA004771 
EA004772 
EA004773 
EA004774 
EA004775 
EA004776 
EA004777 
EA004778 
EA004779 
EA004780 
EA004781 
EA004782 
EA004783 
EA004784 
EA004785 
EA004786 
EA004787 
EA004788 
EA004789 
EA004790 
EA004791 
EA004792 
EA004793 
EA004794 
EA004795 
EA004796 
EA004797 
EA004798 
EA004799 
E£A004800 
EA004801 
EA004802 
EA004803 
EA004804 
EA00480S 
EA004806 
EA004807 
EA004808 
EA004809 
BA004810 
EA004811 
EA004812 
E£A004813 
EA004814 
EA004815 
EA0048 16 
EA004817 
EA004818 
EA004819 
EA004820 
EA004821 
EA004822 
EA004823 
BA004824 
EA004826 
EA004827 
EA004828 
EA004829 
E£A004830 
EA004831 
EA004832 
E£A004833 
EA004834 
EA004835 
EA004836 
EA004837 
EA004838 
EA004839 
EA004840 
EA004841 
EA004842 


EP071167// 
EDO71 168 
ED070191 
ED070192 
ED070193 
ED070194 
ED070195// 
ED070196 
ED070197 
ED070198 
ED070199 
ED070200 
£D070201 
ED070202 
ED070203 
ED070204 
ED071169 
ED071170 
ED071171 
ED071172 
ED071173 
ED071174 
ED073517 
ED071175 
ED070205 
EDO71176 
BDO71177 
EDO71178 
ED071179 
EDO071180 
EDO71181 
EDO71182 
EDO71183 
EDO71184 
£D070206 
EDO71185 
EDO71186 
£DO071187 
EDO75889 
ED074583 
ED070207// 
ED070208// 
EDO71188 
ED074584 
ED077069 
ED075890 
ED075891 
ED075892 
EDO071189 
ED071190 
EDO71191 
EDO71192 
ED071193 
ED072510 
ED071194 
EDO71195 
ED074585// 
ED072511 
EDO72512 
ED072513 
ED074586 
ED074587 
ED072514 
EDO71196 
ED074588 
EDO71197 
ED072515// 
ED073518 
EDO71198 
ED072516 
ED071199 
ED072517 
ED075893 
ED071200// 
EDO071201 
EDO71202 
ED071203 
ED071204 
EDO71205 
ED072518 
ED072519 
ED072520 
ED072521 
ED072522 
ED073519 
ED073520 
ED072523 
ED073521 
ED073522 
ED073523 
ED073524 
ED073525 
ED073526 
ED074589 
ED075894 
ED075895 
EDO071206 
BD072524 
ED072525 
#D072526 
ED072527 
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BA004843 
EBA004844 
EA004845 
EA004846 
EBA004847 
EA004848 
EA004849 
EA004850 
EA004851 
EA004852 
EA004853 
EA004854 
EA004855 
EA004857 
EA004858 
EA004859 
EA004860 
EA004861 
EA004862 
EA004863 
EA004864 
EA004865 
EA004866 
EA004867 
EA004868 
EA004869 
EA004870 
EA004871 
EA004872 
EA004873 
EA004874 
EA004875 
EA004876 
EA004877 
EA004878 
EA004879 
EA004880 
EA004881 
EA004882 
EA004883 
EA004884 
EA004885 
EA004886 
EA004887 
EA004888 
EA004889 
EA004890 
EA004891 
EA004892 
EA004893 
EA004894 
EA004895 
EA004896 
EA004897 
EA004898 
EA004899 
E£A004900 
EA004901 
EA004902 
E£A004903 
EA004904 
EA004905 
EA004906 
EA004907 
EA004908 
EA004909 
EA004910 
EA0049} 1 
EA004912 
EA004913 
EA004914 
EA004915 
EA004916 
E£A004917 
EA004918 
EA004919 
EA004920 
£A004921 
EA004922 
EA004923 
EA004924 
EA004925 
EA004926 
EA004927 
EA004928 
EA004930 
EA004931 
BA004932 
EA004933 
EA004934 
EA004935 
EA004936 
EA004937 
EBA004938 
EA004939 
EA004940 
EA004941 
EBA004942 
EA004943 
EA004944 
EA004945 


ED072528 
ED073527 
ED072529 
£D072530 
ED072531 
£D073528 
ED073529 
E£D073530 
ED073531 
ED073532 
ED073533 
ED075896 
ED074590 
£D074591 
ED074592 
ED072532 
ED074593 
ED074594 
ED074595 
ED072533 
ED072534 
ED072535 
ED072536 
ED074596 
ED072537 
ED072538 
ED072539 
ED072540 
ED073534 
ED073535// 
ED072541 
ED072542 
ED072543 
ED072544 
ED077070 
ED077071 
ED072545 
ED072546 
ED073536 
ED072547 
ED072548 
ED072549 
ED072550 
ED072551 
ED072552 
ED072553 
ED072554 
ED072555 
ED073537 
ED073538 
ED073539 
ED073540// 
ED074597// 
ED077072 
ED072556 
ED077073 
ED075897 
ED075898 
ED075899 
ED075900 
ED077074 
ED077075 
ED074598 
ED072557 
ED075901 
ED075902 
ED077076 
ED073541 
ED073542 
ED073543 
ED073544 
ED073545 
ED073546 
ED072558 
ED073547 
ED073548 
ED073549 
ED075903 
ED072559 
ED077077 
ED075904 
ED074599 
ED074600 
ED077078 
ED075905 
ED075906 
ED075907 
ED075908 
ED077079 
£D077080// 
ED072560 
ED072561 
ED073550 
ED074601 
ED074602 
E£D074603 
ED073551 
ED073552 
ED073553 
ED073554 
ED073555 


EA004946 
EA004947 
EA004948 
EA004949 
EA004950 
EA004951 
EA004952 
EA004953 
EA004954 
EA004955 
EA004956 
EA004957 
EA004958 
EA004959 
EA004960 
EA004961 

EA004962 
EA004963 
EA004964 
EA004965 
EA004966 
EA004967 
EA004968 
EA004969 
EA004970 
EA004971 

EA004972 
EA004973 

EA004974 
EA004975 
EA004976 
EA004978 
EA004979 
EA004980 
EA004981 

EA004982 
EA004983 
EA004984 
EA004985 
EA004986 
EA004987 
EA004988 
EA004989 
EA004990 
EA004991 
EA004992 
EA004993 
EA004994 
EA004995 

EA004996 
EA004997 
EA004998 
EA004999 
EA00S000 
EA005001 

EA005003 
EA005004 
EA00S005 
EA005006 
EA005007 
EA005008 
EA005009 
EA00S011 

EA005012 
EA005013 

EA00S5014 

EA005015 

EA005016 
EA005017 

EA005018 
EA00S019 
EA005020 

EA005021 

EA005022 

EA005023 

EBA005024 

EA005025 

EA005026 
EA005027 

EA005028 
EA005029 
EA005030 
EBA005031 

EA005032 
EA005033 

EA005034 

EA005035 

EA005036 
EA005037 

EA005038 

EA00S039 
EA005040 
E£A005041 

EA00S042 
EA005043 

EA005044 

EA005045 

EBA005046 
EA005047 

EA005048 
EA005049 


ED073556 
ED073557. 
EDO073558 
ED073559 
ED073560 
ED077081// 
ED077082 
ED077083 
ED077084 
ED077085 
ED074604 
ED074605 
ED073561 
ED074606 
ED077086 
ED077087 
ED073562 
ED073563 
ED073564 
ED074607 
ED074608 
ED075909 
ED074609 
ED074610 
ED074611 
ED074612 
ED074613// 
ED077088 
ED077089 
ED077090 
ED077091 
ED077092 
ED074614 
ED075910 
ED077093 
ED077094 
ED077095 
ED077096 
ED077097 
ED077098 
ED077099 
ED077100 
ED078492 
ED078493 
ED078494 
ED078495 
ED078496 
ED078497 
ED078498 
ED078499 
ED078500 
EDO78501 
ED078502 
ED074615 
EDO077101 
ED077102 
£D077103 
ED073565// 
ED073566// 
ED073567// 
ED074616 
ED073568 
ED074617 
ED074618 
ED077104 
ED077105 
ED077106 
ED077107 
ED074619 
ED077108 
ED074620 
ED077109 
ED074621 
ED077110 
ED074622 
EDO77111 
EDO77112 
ED077113 
ED074623 
ED074624 
ED074625 
EDO077114 
ED073569 
ED073570 
ED073571 
ED073572 
EDO075911 
ED078503 
ED075912 
ED075913 
ED075914 
ED075915 
ED077115 
ED078504 
ED078505 
ED075916 
ED075917 
ED075918 
ED077116 
ED075919 
£D075920 


EA00S050 
EA005051 
EA00S052 
EA005053 
EA005054 
EA005055 
EA005656 
EA00S057 
EA00S058 
EA00S059 
EA005060 
EA00S061 
EA005062 
EA005063 
EA005064 
EA005065 
EA005066 
EA005067 
EA00S068 
EA005069 
EA005072 
EA005073 
EA005074 
EA005075 
E£A005076 
EA005077 
EA005078 
EA005079 
EA005080 
EA00S081 
EA005082 
EA005083 
EA005084 
EA00S085 
EA005086 
EA005087 
EA005088 
EA005089 
EA005090 
EA005091 
EA005092 
EA005093 
EA005094 
EA005096 
EA00S097 
EA005098 
EA005099 
EA005100 
EA00S101 
EA005102 
EA00S103 
E£A005104 
EA005105 
EA005106 
EA005107 
EA005108 
EA005109 
EA005110 
EA00S111 
EA00S112 
EA00$113 
EA00S114 
EA005115 
EA005116 
EA00S117 
EA005118 
EA00S5119 
EA005120 
EA005121 
EA005122 
EA005123 
EA005124 
EA005125 
E£A005126 
EA005128 
EA005130 
EA005131 
EA005132 
EA005133 
EA005135 
EA005136 
EA005137 
EA005138 
EA005139 
EA005140 
EA005141 
EA005143 
EA005145 
EA005146 
EA00$147 
EA005148 
E£A005149 
EA005150 
EA00S151 
EA00S152 
EA005153 
EA005154 
EA005155 
£A005156 
EA005158 
EA00S159 
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ED078506 
ED078507 
£D077117 
EDO78S08 
ED073$73 
ED075921 
ED075922 
ED079806 
ED077118 
ED077119 
ED077120 
£D077121 
ED077122 
ED077123// 
ED077124// 
ED073923// 
ED075924 
ED077125 
EDO077126// 
ED078509 
ED077127 
ED074626 
ED074627 
ED074628 
EDO78510 
EDO78511 
EDO78512 
ED077128// 
EDO78513 
£D078514 
EDO78515 
EDO78516 
ED078517// 
EDO78518// 
EDO78519 
£D078520 
£D078521 
ED077129 
ED077130 
ED074629 
ED074630 
ED074631 
ED074632 
ED074633 
ED074634 
ED074635 
ED074636 
ED079807// 
ED077131 
ED079808 
ED079809 
ED074637 
ED074638 
ED074639 
ED074640 
EDO074641 
ED074642 
ED074643 
ED074644 
ED078522 
ED079810// 
ED078523 
ED078524 
ED077132 
ED079811// 
ED079812 
ED078525// 
ED078526// 
ED078527// 
ED078528 
EDO77133 
ED078529 
ED078530// 
ED078531 
ED078532 
ED078533 
ED078534// 
EDO78535 
ED079813 
ED075925 
ED078536// 
ED079814 
ED075926 
ED079815 
ED078537 
ED078538 
ED079816 
EDO077134 
ED075927 
ED075928 
ED075929 
ED075930 
EDO75931 
ED075932 
ED075933 
ED075934 
ED075935 
ED075936 
ED075937 
ED077135 
EDO077136 
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EA005160 EDO077137 EA005275 EDO079835 EC050100 ED067809 EC050506 £DO071231 EC051246 ED073592 

EA005161 £DO077138 EA005277 EDO77148 EC050101 ED067810 EC0S0507 ED071232 EC051272 ED073593 

EA005162 ED077139 EA005278 ED0O78589 EC050102 ED069052 EC0S50508 ED071233 EC051305 ED073594 

EA005163 EDO077140 EA005279 ED078590 EC050103 £D069053 EC0S0509 ED071234 EC051307 ED073595 

EA005164 ED075938 EA005280 ED079836// EC0S0104 ED069054 EC050510 ED071235 EC051310 £D072608 

EA005165 EDO075939 EA005281 ED079837 EC050105 ED069055 ECO0S0511 ED071236 ECOS 131 1 EDO073596 

EA005167 EDO079817 EA005282 ED079838 EC0S0106 ED069056 EC0S50512 ED071237 EC051386 ED073597 
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EC051926 
EC0S1939 
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EC051956 
EC051957 
EC052005 
EC052006 
EC052007 
EC052008 
EC0S2009 
EC052037 
EC052038 
EC052039 
EC052040 
EC052041 
EC052042 
EC0S2043 
EC052044 
EC0S2045 
EC052046 
EC052047 
EC052048 
EC052049 
EC052050 
EC0S2051 
EC052052 
EC0S2070 
EC052071 
EC0S2115 
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EC052155 
EC052156 
EC052158 
EC052159 
EC052160 
EC052161 
EC052162 
EC052163 
EC052164 
EC052180 
EC052181 
EC052182 
EC052183 
EC052184 
EC052185 
EC052186 
EC052187 
EC052188 
EC052189 
EC052190 
EC052191 
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EC052195 
EC052196 
EC052197 
EC052198 
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ED077163 
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EDO077165 
ED075978 
ED075979 
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ED077170 
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ED077176 
EDO077177 
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ED066877// 
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ED067823// 
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ED067824// 
ED066879 
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ED067827// 
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ED066887// 
ED066888 
ED066889// 
ED066890// 
ED069098// 
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ED066891 
ED066892 
ED066893 
ED067831// 
ED067832// 
ED069099 
ED069100// 
ED066894 
ED066895 
ED066896 
ED067833 
ED066897 
ED067834 
ED066898 
ED066899 
EDO71268 
ED067835 
ED066900 
ED067836 
ED077180// 
ED067837 
ED066901 
ED067838// 
ED070240// 
ED066902 
ED067839 
ED066903 
ED066904// 
ED066905 
ED069101// 
ED066906 
ED077181// 
ED079923// 
ED069102// 
ED069103// 
ED066907 
ED066908// 
ED067840 
ED067841 
ED069104// 
ED069105// 
ED067842 
ED067843 
ED067844// 
ED066909 


Clearinghouse Number/ED Number 


EM010259 
EM010260 
EM010261 

EM010262 
EM010263 

EM010264 
EM010265 
EM010266 
EM010267 
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ED066917// 
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ED069112// 
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ED069113// 
ED067859 
ED070247// 
ED070248// 
ED067860// 
ED066919 
ED067861 
ED072609// 
ED067862 
ED069114 
ED066920 
ED070249// 
ED066921 
ED067863 
ED066922 
ED067864 
ED067865// 
ED067866// 
ED069115// 
ED070250 
ED070251 
ED066923 
ED066924// 
ED066925// 
ED069116 
£D067867// 
ED067868 
ED074693// 
ED066926 
ED066927 
ED066928 
£D069117// 
ED069118 
ED067869 
ED069119// 
ED069120// 
ED069121// 
ED069122// 
ED069123// 
ED069124// 
ED067870 
ED071269// 
ED067871// 
EDO071270// 
ED066929 
ED069125// 
ED067872 
ED067873 
EDO071271// 
ED069126// 
ED069127// 
ED072610// 
ED069128// 
ED070252// 
ED067874 
EDO071272// 
ED069129 
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ED069130 
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EM010452 
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EM010454 
EM010455 
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EM010465 
EM010466 
EM010467 
EM010468 
EM010469 


Cross Reference Index 


ED066932 
ED069132// 
ED067878 
ED069133// 
ED067879// 
ED067880// 
ED067881// 
ED067882// 
ED067883 
ED067884 
ED067885 
ED067886// 
ED067887// 
ED067888// 
ED071273// 
ED067889 
ED067890 
ED069134 
ED067891 
ED067892 
ED067893 
ED069135 
ED067894 
ED069136 
ED069137 
ED070254 
ED067895 
ED070255 
ED069138// 
ED067896 
ED067897 
ED067898 
ED069139 
ED072611// 
EDO071274// 
ED070256 
ED070257 
ED070258// 
ED069140 
ED067899 
ED067900// 
ED067901 
ED069141 
ED069142 
ED069143 
ED069144 
ED069145 
EDO071275// 
ED070259// 
ED071276 
ED071277 
ED071278 
ED071279 
ED071280 
EDO071281 
EDO071282 
ED071283 
EDO071284 
EDO71285 
EDO071286 
ED071287 
EDO71288 
EDO071289 
ED071290 
ED071291 
ED071292 
EDO071293 
EDO071294 
EDO071295 
EDO071296 
ED071297 
ED071298 
EDO071299 
ED071300 
EDO071301 
ED071302 
ED071303 
ED071304 
ED071305 
ED069146 
ED069147 
ED069148 
EDO07 1306 
ED071307 
EDO071308 
ED071309 
ED071310 
EDO71311 
EDO071312 
ED071313 
EDO071314 
ED071315 
ED071316 
ED071317 
ED071318 
ED071319 
ED071320 
ED071321 
ED071322 
ED071323 
ED071324 


EM010470 
EM010471 

EM010472 
EM010473 
EM010474 
EM010475 

EM010476 
EM010477 
EM010478 
EM010479 
EM010480 
EM010481 

EM010482 
EM010483 
EM010484 
EM010485 
EM010486 
EM010487 
EM010488 
EM010489 
EM010490 
EM010491 

EM010492 
EM010493 
EM010494 
EM010495 
EM010496 
EM010497 
EM010498 
EM010499 
EM010500 
EMO010501 

EM010502 
EM0105S03 
EM010504 
EM010505 
EM010506 
EM010507 
EMO010508 
EM010509 
EMO010510 
EMO10511 
EMO010512 
EM010513 
EMO010514 
EMO10515 
EM010516 
EMO10518 
EM010519 


“EM010520 


EM010521 
EM010522 
EM010523 
EM010524 
EM010526 
EM010527 
EM010528 
EM010529 
EM010530 
EMO010531 
EM010532 
EM010533 
EM010534 
EM010535 
EMO010536 
EM010537 
EM010538 
EM010539 
EM010540 
EMO10541 
EMO010545 
EM010546 
EM010547 
EM010548 
EM010550 
EMO10551 
EM010552 
EMO010553 
EM010554 
EM010556 
EM010557 
EMO010558 
EM010559 
EM010560 
EM010561 
EM010562 
EM010563 
EM010565 
EM010566 
EM010567 
EMO010568 
EM010570 
EM010571 
EMO010573 
EM010574 
EMO010575 
EM010576 
EM010577 
EM010578 
EM010579 
EM010580 
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EDO071325 
ED07 1326 
ED071327 
ED071328 
EDO071329 
ED071330 
EDO71331 
EDO71332 
ED071333 
ED071334 
ED071335 
ED071336 
ED071337 
EDO071338 
ED071339 
ED071340 
ED071341 
EDO071342 
EDO071343 
ED071344 
EDO071345 
ED071346 
ED071347 
EDO071348 
ED071349 
ED071350 
EDO071351 
ED071352 
EDO071353 
EDO071354 
EDO071355 
ED07 1356 
ED071357 
ED071358 
ED071359 
ED071360 
ED071361 
EDO071362 
ED07 1363 
EDO07 1364 
EDO071365 
ED07 1366 
ED071367 
ED069149// 
ED070260// 
ED069150// 
ED071368// 
ED067902 
EDO070261 
ED070262// 
ED070263 
ED070264 
ED071369// 
EDO71370 
EDO071371// 
ED071372// 
ED071373 
ED071374// 
ED070265 
ED070266 
EDO072612// 
ED070267 
ED070268 
ED070269 
ED070270 
ED070271 
ED070272 
ED070273 
ED070274 
ED070275 
ED070276 
ED070277 
ED070278// 
ED070279// 
ED071375// 
ED069151 
ED071376// 
ED070280// 
ED070281 
ED070282 
ED070283// 
ED070284 
ED071377// 
ED070285 
ED074694// 
ED071378// 
ED071379// 
ED069152 
ED069153 
ED069154 
ED069155 
ED071380// 
ED072613// 
ED070286// 
EDO71381// 
ED071382// 
ED071383// 
ED070287 
ED071384// 
ED069156 
ED070288 





1220 Clearinghouse Number/ED Number Cross Reference Index 


EM010581 EDO71385 EM010693 ED071444 EM010797 ED073643// EM010911 ED074729// EM011022 EDO077184 
EM010582 ED070289 EM010694 ED071445// EM010798 ED073644// EM010912 ED075993// EM011023 ED076027 
EM010583 ED070290 EM010695 ED072620// EM010799 ED073645// EM010913 ED074730// EM011024 ED076028// 
EM010584 EDO070291 EM010696 ED071446 EM010800 ED073646// EM010914 ED073707 EM011025 ED076029// 
EM010585 ED070292 EM010697 ED071447 EM010801 ED073647// EM010915 ED074731// EM011026 ED076030// 
EM010586 ED070293 EM010698 ED071448 EM010802 ED073648// EM010916 ED074732 EM011028 ED079924// 
EM010587 ED070294 EM010699 ED074697// EM010803 ED073649// EM010917 ED073708 EM011029 ED076031// 
EMO010588 ED070295 EM010700 ED071449 EM010804 ED073650// EM010918 ED074733// EMO011030 ED076032// 
EM010589 ED070296 EM010701 ED071450 EM010805 ED073651// EM010919 ED074734 EM011031 ED076033// 
EM010590 ED070297// EM010702 ED074698// EM010806 ED073652// EM010920 ED074735// EM011032 ED076034// 
EM010591 ED070298 EM010703 ED074699// EM010807 ED073653// EMO010921 ED074736 EM011033 ED078639// 
EM010592 ED070299 EM010704 ED074700// EM010808 ED073654// EM010922 ED074737// EM011034 ED076035// 
EM010593 ED070300 EM010705 EDO071451 EM010809 ED073655// EM010923 £D074738 EM011035 ED076036// 
EM010594 £D070301 EM010706 ED072621 EM010810 ED073656// EM010924 ED074739 EM011036 ED076037// 
EM010595 ED070302 EM010707 ED072622// EMO010811 ED073657// EM010925 ED074740// EM011037 ED076038 
EM010596 EDO071386// EM010708 ED072623 EMO0108!2 ED073658// EM010926 ED074741 EM011038 ED076039 
EM010597 ED070303 EM010709 £D072624 EM010813 ED073659// EM010927 ED073709 EM011039 ED076040 
EM010599 £D071387// EM010710 ED072625 EM010815 ED073661// EMO010928 ED074742 EM011040 ED076041 
EM010600 ED070304 EMO010711 ED072626 EM010816 ED073662// EM010929 ED074743 EMO11041 ED076042 
EM010601 £D070305// EM010712 ED072627 EM010817 ED073663// EM010930 ED074744// EMO011042 ED076043 
EM010602 £D070306// EM010713 £D072628 EM010818 ED073664// EM010931 &D074745 EM011043 ED076044 
EM010604 £D070307// EM010714 ED072629 EM010819 ED073665// EM010932 &D074746 EM011046 ED076045 
EM010605 ED070308// EM010715 ED073613 EM010820 ED073666// EM010933 ED074747 EM011047 ED076046 
EM010610 ED070309 EM010716 &D073614 EM010821 E&D073667// EM010934 ED074748// EM011049 ED076047 
EM010611 ED070310// EM010717 ED072630 EM010822 ED073668// EM010935 ED074749 EM011050 ED076048 
EM010612 EDO70311// EMO10718 ED071452 EM010823 ED073669// EM010936 ED074750 EM011051 ED076049 
EM010613 ED070312// EM010719 ED072631 EM010824 ED072665 EM010937 EDO74751 EMO011052 ED076050 
EM010614 ED070313// EM010720 £ED072632 EM010825 ED073670 EM010938 ED074752 EMO011053 EDO76051 
EM010615 EDO070314// EM010721 ED072633 EM010826 £D073671 EM010939 ED074753 EM011054 ED076052 
EM010616 £&D070315// EM010722 ED072634 EM010827 ED073672 EM010940 ED074754 EM011055 ED076053 
EM010617 ED074695// EM010723 ED072635 EM010828 ED073673 EM010941 ED075994// EMO11056 ED076054 
EM010618 ED070316 EM010724 ED072636 EM010829 ED072666// EM010942 ED074755 EM011057 ED076055 
EM010623 ED070317 EM010725 EDO071453 EM010830 ED072667// EM010944 ED074756 EM011058 ED076056 
EM010624 ED0O71388 EM010726 ED072637// EM010831 EDO075984// EM010945 ED074757 EM011059 EDO077185 
EM010625 ED071389// EM010727 ED072638// EM010833 ED074705// EM010946 ED074758 EM011060 ED076057 
EM010627 ED0O70318 EM010728 ED072639 EM010834 ED073674// EM010947  ED074759 EM011061 ED077186 
EM010628 ED071390// EM010729 ED072640// EM010835 ED074706// EM010948 ED074760 EM011062 ED076058 
EM010629 ED069157// EM010730 EDO71454 EM010836 E&D074707// EM010949 ED075995// EM011063 EDO77187 
EM010630 EDO71391 EM010731 EDO072641 EMO010837 EDO071458 EM010959 ED074761 EM011064 ED077188 
EM010631 ED070319 EM010732 ED072642// EM010838 EDO075985// EM010960 ED074762 EM011065 ED076059 
EM010632 ED071392 EM010733 ED072643 EMO010839 ED074708 EM010961 £DO074763 EM011066 ED077189 
EM010633 ED071393 EM010734 ED071455// EM010840 ED073675// EM010962 ED074764 EM011067 ED077190 
EM010634 ED071394 EM010735 EDO071456// EM010841 ED074709 EM010963 ED074765 EM011068 ED079925// 
EM010635 EDO071395 EM010736 ED072644// EM010842 ED073676 EM010964 ED074766 EM011069 ED078640 
EM010636 EDO071396 EM010738 ED072645 EM010843 ED074710// EM010965 ED074767 EMO011070 EDO077191 
EM010637 ED071397 EM010739 ED072646 EM010844 £EDO074711 EM010966 ED074768 EM011071 ED076060 
EM010638 EDO71398 EM010740 ED072647 EMO010845 ED073677 EM010967 ED074769 EMO011073 EDO077192 
EM010639 ED071399 EM010741 ED072648 EM010846 ED075986// EM010968 E&D074770 EM011075 ED077193 
EM010640 ED071400 EM010742 ED072649// EM010847 ED075987// EM010969 ED075996 EM011076 ED077194// 
EM010641 EDO071401 EM010743 ED075980// EM010848 ED073678 EM010970 ED074771// EM011077 EDO077195 
EM010642 EDO071402 EM010744 ED073615// EMO010849 ED073679 EM010971 &D074772 EM011078 ED077196 
EM010643 ED071403 EM010745 ED073616// EMO010850 ED073680 EM010972 ED074773 EM011079 ED077197// 
EM010644 EDO071404// EM010746 ED073617// EM010851 ED074712 EM010973 ED074774 EM011080 EDO077198 
EM010645 EDO71405// EM010747 ED073618// EM010852 EDO073681 EM010974 ED074775 EM011082 ED077199 
EM010646 EDO071406// EMO010748 ED073619// EM010853 ED073682// EM010975 ED075997 EM011084 ED077200 
EM010647 ED071407 EM010749 ED073620// EM010854 ED073683// EM010976 ED075998 EMO011085 EDO077201 
EM010648 EDO071408 EM010750 ED073621// EM010856 ED073684 EM010977 ED074776 EM011086 ED077202 
EM010649 ED071409 EM010751 ED073622// EM010857 ED074713 EM010978 ED075999// EM011087 ED077203 
EMO010650 EDO071410 EM010752 ED073623// EMO010858 ED073685 EM010979 ED076000// EMO011088 ED077204// 
EM010651 EDO71411 EM010753 ED073624// EMO010859 ED073686// EM010980 ED074777 EMO011089 ED077205 
EM010652 EDO71412 EM010754 ED073625// EM010860 ED074714 EM010981 ED074778// EM011092 ED077206 
EM010654 ED071413// EM010755 ED073626// EM010861 ED073687 EM010982 ED074779// EM011093 ED079926// 
EMO10655 EDO072614// EM010756 ED072650// EM010862 ED073688 £M010983 ED074780// EM011094 ED077207 
EM010656 EDO71414 EM010757 ED073627 EM010863 ED073689 EM010984 ED074781// EM011095 ED077208 
EM010657 ED071415// EMO010758 ED071457 EM010864 EDO074715 EM010985 ED074782// EM011096 ED077209// 
EMO010658 EDO071416 EM010760 ED073628// EM010865 ED074716 EM010986 ED074783// EM011097 ED079927// 
EMO010659 ED071417 EM010761 ED072651// EM010866 ED075988 EM010987 ED074784// EMO011098 ED077210// 
EM010660 EDO071418 EM010762 EDO072652 EM010867 ED073690// EM010988 ED076001// EMO11103 EDO077211 
EM010661 EDO071419 EM010763 ED074701// EM010878 ED073691 EM010989 ED076002 EMO11104 EDO077212 
EM010662 EDO071420 EM010764 ED072653 EM010879 ED073692// EM010990 ED076003// EMO11105 ED076061 
EM010663 EDO071421 EM010765 ED075981// EM010880 ED073693// EM010991 ED074785 EM011106 ED078641// 
EM010664 ED071422 EM010766 ED075982// EM010881 ED073694// EM010992 ED076004// EMO11107 EDO077213 
EM010665 EDO071423 EM010768 ED075983// EM010882 ED073695 EM010993 ED076005 EMO11108 ED077214 
EM010666 EDO071424 EM010769 EDO074702// EM010883 ED073696 EM010994 ED076006// EMO11110 EDO077215 
EM010667 EDO071425 EM010770 EDO072654 EM010884 ED073697 EM010995 ED076007 EMOI1111 ED077216 
EM010668 ED070320 EM010771 ED074703// EM010885 ED074717// EM010996 ED076008 EMO011113 ED079928// 
EM010669 ED071426// EM010772 ED072655 EM010886 EDO074718 EM010997 ED076009 EMO011114 EDO077217 
EM010670 ED071427// EM010773 ED072656 EMO010887 ED074719 EM010998 ED076010// EMO11115 ED077218// 
EM010671 ED071428// EM010774 ED073629// EMO010888 ED074720// EM010999 ED074786 EMO11116 EDO077219 
EM010672 ED072615// EM010775 ED072657 EM010889 ED074721 EMO011000 ED076011// EMO11118 ED076062 
EM010673 ED071429 EM010776 ED072658// EM010890 ED073698// EM011001 ED074787 EM011119 ED079929// 
EM010674 ED071430 EM010777 ED073630 EMO010891 ED074722 EMO011002 ED076012 EM011120 ED077220 
EM010675 EDO071431 EM010778 ED074704// EM010892 ED073699// EM011003 EDO076013 EMO11121 EDO078642// 
EM010676 ED071432 EM010779 ED073631 EM010894 ED073700// EM011004 ED074788 EM011125 £&DO077221 
EM010677 ED071433// EM010780 ED072659// EM010895 ED073701 EM011005 ED076014 EMO11126 ED077222 
EM010678 ED071434 EM010781 ED072660// EM010896 ED074723 EMO011006 ED076015// EM011127 ED079930// 
EM010679 ED072616// EM010782 ED072661 EM010897 ED074724 EMO011007 ED074789 EMO1I1128 ED077223 
EM010680 EDO071435 EM010783 ED073632 EM010898 EDO075989// EMO11008 ED076016// EM011129 E&DO079931// 
EM010681 ED071436 EM010784 ED072662// EM010899 E£D073702 EM011009 ED076017// EMO011130 ED079932// 
EM010682 ED071437 EM010785 ED072663// EM010900 ED074725// EMO11010 ED077182 EMO11131 ED077224 
EMO010683 EDO071438 EM010786 ED072664 EM010901 ED074726 EMO11011 ED076018// EMO11132 £D079933// 
EM010684 ED072617// EM010787 ED073633// EM010902 ED073703 EM011012 ED076019 EM011133 &D077225 
EM010685 ED071439 EMO010788 ED073634// EM010903 ED073704// EM011013 ED076020 EMO11135 ED077226 
EM010686 E£D072618// EM010789 ED073635// EM010904 £&D074727// EM011014 ED076021// EMO11138 &D077227 
EM010687 ED071440 EM010790 ED073636// EM010905 ED075990 EM011015 ED076022// EM011139 ED079934// 
EM010688 ED072619// EM010791 ED073637// EM010906 ED073705// EM011016 ED076023 EMO11140 £D077228 
EM010689 EDO071441 EM010792 ED073638// EM010907 ED073706// EMO11017 ED076024// EM011142 ED077229 
EM010690 ED071442 EM010793 ED073639// EM010908 ED074728 EM011018 ED076025 EM011143 ED079935// 
EM010691 ED071443 EM010794 ED073640// EM010909 ED075991// EMO011019 EDO077183 EM011144 ED077230 
EM010692 ED074696// EM010796 ED073642// EM010910 ED075992// EM011021 ED076026// EMO11145 ED079936// 
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EM011146 EDO077231 EM011285 ED079960 FL003339 ED067921 FL003542 ED066991 FL003673 ED074799 
EM011148 ED079937// EM011286 ED079961 FL003340 ED067922 FL003543 ED067954 FL003674 ED0O72676 
EMO011149 ED077232 EMO11289 ED079962 FL003341 ED067923 FL003544 ED067955 FL003675 ED070348 
EMO011150 ED078643// EM011292 ED079963 FL003342 ED067924 FL003547. ED066992// FL003676 ED0O72677 
EMO11151 ED078644 EM011295 ED079964 FL003343 ED066959 FL003548 EDO071475// FL003677 ED0O72678// 
EMO011132 ED079938// EMO011298 ED079965 FL003345 ED066960 FLO03550 ED071476// FL003678 ED072679// 
EMO111S3 ED077233 EM011299 ED079966 FL003347 ED066961// FLO003553 £&D077259// FL003679 ED069194 
EMO11155 EDO077234 EM011301 ED079967 FL003350 ED066962// FL003554 &DO071477// FL003680 ED070349 
EM011157 ED077235 EM011302 ED079968 FL003353 ED066963 FL003555 EDO71478// FL003681 ED0O71507 
EMO11158 ED079939// EM011304 ED078694 FLO003357 ED066964 FL003556 EDO71479// FL003682 ED067961 
EMO011159 ED077236 EM011307 ED079969 FL003360 ED066965 FL003557 EDO71480// FL003683 ED067962 
EM011160 ED077237 EM011308 ED079970 FL003361 ED070322 FL003558 ED070328// FL003684 ED067963 
EMO11161 E&D077238 EM011312 EDO079971 FL003370 ED066966 FL003560 ED070329// FL003688 ED0O72680 
EMO011162 ED077239// EM011314 ED079972 FL003375 ED066967 FL003561 ED070330// FL003689 EDO71508 
EM011163 ED077240 EM011320 ED079973 FL003377 &D067925 FL003562 ED070331// FL003690 ED077260 
EMO11164 ED079940// EM011324 ED078695 FL003382 ED066968 FL003564 EDO71481// FL003691 EDO77261 
EM011165 ED077241 EM011331 ED079974 FL003388 ED066969 FL003565 EDO71482// FL003692 ED0O71509 
EMO1I1167 ED078645// EM011336 ED079975 FL003389 ED067926 FL003566 ED074797// FL003695 EDO72681 
EMO11168 ED077242 EMO11338 ED079976 FL003391 ED066970 FLO03570 ED072670// FL003696 ED0O70350 
EMO11170 ED077243 EMO11341 EDO079977 FL003393 ED067927 FLO03581 ED066993 FL003697 EDO70351 
EMO011172 ED077244 EM011344 ED079978 FLO003398 ED066971 FLO003582 ED066994 FL003698 ED067964 
EMO11173 ED077245 EM01134S ED079979 FL003403 ED066972 FL003583 £&D070332 FL003699 ED074800 
EMO11174 EDO77246 EM011347 ED079980 FL003404 ED067928 FL003584 ED066995 FL003700 ED069195 
EMO011175 ED078646 EMO011349 ED079981 FL003405 ED067929 FLO003585 ED069169 FL003701 ED0O72682 
EM011177 EDO78647 EMO011352 ED079982 FL003406 ED067930 FLO003586 ED0O71483 FL003702 £&D072683 
EMO11178 ED078648 EMO011354 ED079983 FL003407 ED067931 FL003587 EDO071484 FL003703 ED0O72684 
EMO011179 EDO78649 EMO011355 ED079984 FL003408 &D067932 FLOO3588 EDO071485 FL003704 ED069196 
EMO11180 ED077247 EMO011356 ED0O79985 FL003409 £&D074793 FL003589 ED069170 FL003705 ED0O70352 
EMO11181 ED077248 EM011357 ED079986 FL003410 ED074794 FL003590 ED070333 FL003710 ED069197 
EMO011182 ED078650 EM011358 ED0O79987 FLOO3411 EDO77258 FLO03591 ED069171 FLO003712 ED069198 
EM011183 ED077249 EM011359 ED079988 FL003414 E&D074795 FL003592 ED069172 FL003713 ED0O70353 
EMO011184 ED077250 EMO011361 ED079989 FL003415 EDO78698 FL003593 ED069173 FL003714 ED069199 
EMO11185 ED077251 EM011362 ED079990 FL003416 ED069159 FL003594 ED069174 FL003715 ED072685 


EMO011186 ED077252 EM011364 ED078696 FL003418 ED069160 FL003595 ED069175 FL003716 ED072686 
EMO11188 ED078651 EMO011366 ED079991 FL003419 ED069161 FL003596 ED069176 FL003717 ED072687 
FL003597 ED069177 FL003718 ED078699 


EMOI1189 ED078652 EM011367 ED079992 FL003424 &D066973// 

EMO011190 EDO79941 EM011369 ED079993 FL003426 EDO071464 FL003598 ED069178 FL003719 EDO74801// 
EMO11191 EDO078653 EM011370 ED079994 FL003427 ED074796 FL003599 ED069179 FL003722 ED070354// 
EMO011192 ED078654 EM011371 &D079995 FL003430 ED069162 FL003600 ED071486 FL003723  ED0O70355// 
EM011193 ED077253// EMO011374 ED079996 FL003431 ED071465 FLO003601 ED071487 FL003725 ED074802 
EMO11194 ED077254// EM011377 ED079997 FL003440 ED066974 FL003602 ED070334 FL003726 ED074803 
EMO011195 ED077255// EMO011383 ED078697 FL003442 ED070323// FL003603 EDO071488 FL003727 ED077262 
EMO011196 ED078655// EMO011387 ED079998 FL003443  ED067933// FL003604 EDO071489 FL003728 ED074804 
EM011197 ED078656// EM011399 ED079999 FL003444 ED067934 FL003605 ED067956 FL003729 ED074805 
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L1003934 
L1003935 
L1003936 
L1003937 
L1003938 
L1003939 
11003940 
L1003941 

L1003942 
L1003943 

L1003944 

L1003945 

L1003946 


EDO078841 
ED072782 
ED067100 
ED067101 
ED067102// 
ED067103 
ED067104 
ED067105 
ED067106// 
ED067107 
ED067108 
ED067109 
ED067110 
ED067111 
ED067112 
ED067113 
ED067114 
ED067115 
ED067116 
ED067117 
ED067118 
ED067119 
ED067120 
ED067121 
ED067122 
ED067123 
ED067124 
ED067125 
E.D067126 
ED067127 
ED067128 
ED067129 
ED067130 
ED067131 
ED067132 
ED067133 
ED067134 
ED067135 
ED067136 
ED067137 
ED067138 
ED067139 
ED067140 
ED067141 
ED067142 
ED070441 
ED067143 
ED067144 
ED070442 
ED068099 
ED068100 
ED068101 
ED068102 
ED068103 
ED068104 
ED068105 
ED068106 
ED068107 
ED068108 
ED068109// 
ED068110 
ED068111 
ED068112 
ED068113 
ED068114 
ED068115 
ED068116 
ED068117 
ED068118 
ED068119 
ED068120 
ED068121 
ED068122 
ED068123 
ED068124 
ED068125// 
ED068126// 
ED068127// 
ED068128// 
ED068129// 
ED068130 
ED068131 
ED068132 
ED068133// 
ED068134// 
ED068135// 
ED068136// 
ED068137// 
ED068138// 
ED068139// 
ED068140// 
ED068141// 
ED068142// 
ED069278 
ED069279 
ED069280 
ED069281 
ED069282 
ED068143 
ED068144 
ED068145 


L1003947 
L1003948 
L1003950 
L1003951 
L1003952 
L1003953 
L1003954 
L1003955 
L1003956 
L1003957 
L1003958 
L1003959 
L1003960 
L1003962 
L1003963 
L1003964 
L1003965 
L1003966 
L1003967 
L1003968 
L1003969 
L1003970 
L1003971 
L1003972 
L1003974 
L1003975 
L1003976 
L1003977 
L1003978 
L1003979 
L1003980 
L1003981 
L1003982 
L1003983 
L1003984 
L1003985 
L1003986 
L1003987 
L1003988 
L1003989 
L1003990 
L1003991 
L1003992 
L1003993 
L1003994 
L1003995 
Li003996 
L1003997 
L1003998 
L1003999 
L1004000 
L1004001 
L1004002 
L1004003 
L1004004 
L1004005 
L1004006 
L1004007 
L1004008 
L1004009 
L1004010 
L1004011 
L1004012 
L1004013 
L1004014 
L1004015 
L1004016 
L1004017 
L1004018 
L1004019 
L1004020 
L1004021 
L1004022 
L1004023 
L1004024 
L1004025 
L1004026 
L1004027 
L1004028 
L1004029 
L1004030 
L1004031 
L1004032 
L1004033 
L1004034 
L1004035 
L1004036 
L1004037 
L1004038 
L1004039 
L1004040 
L1004041 
L1004042 
L1004043 
L1004044 
L1004045 
L1004046 
L1004047 
L1004051 
L1004052 
L1004053 


ED069283// 
ED069284 
ED069285// 
ED069286// 
ED069287// 
ED069288// 
ED069289// 
ED069290// 
ED069291// 
ED069292// 
ED069293 
ED069294 
ED069295 
ED069296 
ED069297 
ED069298 
ED069299 
ED069300 
ED069301 
ED069302 
ED069303 
ED069304 
ED069305 
ED069306// 
ED069307// 
ED069308// 
ED069309// 
ED069310 
ED069311 
ED069312// 
ED069313 
ED069314 
ED069315 
ED069316 
ED069317 
ED069318 
ED069319 
ED069320 
ED069321 
ED069322 
ED069323 
ED069324 
ED069325 
ED069326 
ED069327 
ED070443 
ED070444 
ED070445 
ED070446 
ED070447 
ED070448 
ED070449 
ED070450 
ED070451 
ED070452 
ED070453 
ED070454 
ED070455 
ED070456 
ED070457 
ED070458 
ED070459 
ED070460 
ED070461// 
ED070462// 
ED070463 
ED070464 
ED070465 
ED070466 
ED070467 
ED070468 
ED070469 
ED070470 
ED070471 
ED070472 
ED070473 
ED070474 
ED070475 
ED070476 
ED070477 
ED070478 
ED070479 
ED070480 
ED070481 
ED070482 
ED070483 
ED070484 
ED070485 
ED070486 
ED070487 
ED070488 
ED070489 
ED070490 
ED070491 
£D070492 
ED070493 
ED070494 
ED070495 
ED070496 
ED070497 
ED070498 


Clearinghouse Number/ED Number Cross Reference Index 


L1004054 
L1004055 
L1004056 
L1004057 
L1004058 
L1004059 
L1004060 
L1004061 
L1004062 
L1004063 
L1004064 
L1004065 
L1004066 
L1004067 
L1004068 
L1004069 
L1004070 
L1004071 
L1004072 
L1004073 
L1004074 
L1004075 
L1004076 
L1004077 
L1004078 
L1004079 
L1004080 
L1004081 
L1004082 
L1004083 
L1004084 
L1004085 
L1004086 
L1004087 
L1004088 
L1004089 
L1004090 
L1004091 
L1004092 
L1004093 
L1004094 
L1004096 
L1004097 
L1004098 
L1004099 
L1004100 
L1004101 
L1004102 
L1004103 
L1004104 
L1004105 
L1004106 
L1004107 
L1004108 
L1004109 
L1004110 
L1004111 
L1004112 
L1004113 
L1004114 
L1004115 
LI004116 
L1004117 
L1004118 
L1004119 
L1004121 
L1004122 
L1004123 
L1004124 
L1004125 
L1004126 
L1004127 
L1004128 
L1004129 
L1004130 
L1004131 
L1004132 
L1004133 
L1004134 
L1004135 
L1004136 
L1004138 
L1004139 
L1004140 
L1004141 
L1004142 
L1004143 
L1004144 
L1004 145 
L1004146 
L1004147 
L1004148 
L1004149 
L1004150 
L1004151 
L1004152 
L1004153 
L1004154 
LI004155 
L1004 156 


ED070499 
ED070500 
EDO070501 
ED070502 
ED070503// 
ED070504 
ED070505 
ED070506 
ED071667 
ED071668 
ED071669 
ED071670 
EDO71671 
ED071672 
ED071673 
ED071674 
ED071675 
ED071676 
ED071677// 
ED071678 
ED071679 
ED071680 
ED071681 
EDO07 1682 
ED071683 
ED071684 
ED072783 
EDO71685 
EDO07 1686 
ED071687 
EDO71688 
ED071689 
ED071690 
EDO071691 
ED071692 
ED071693 
ED071694 
ED071695 
ED071696 
ED071697 
EDO071698 
ED071699 
ED071700 
ED071701 
ED071702// 
EDO071703// 
ED071704// 
ED071705// 
EDO071706// 
ED071707// 
ED071708 
ED071709 
ED071710 
EDO71711 
ED071712 
EDO071713// 
EDO071714// 
EDO071715 
ED071716 
ED073769 
ED073770 
ED073771 
ED073772 
ED076195 
ED078842 
EDO071717 
ED071718 
ED071719// 
ED071720// 
ED071721 
ED071722 
ED071723 
ED071724 
ED071725 
ED071726 
ED071727 
ED071728 
ED071729 
ED071730 
ED071731 
ED072784 
ED072785// 
ED072786// 
ED072787 
ED072788 
ED072789 
ED072790 
ED072791 
ED072792// 
ED072793// 
ED072794 
ED072795 
ED072796 
ED072797 
ED072798 
ED072799 
ED072800 
ED072801 
ED072802 
ED072803 


L1004157 
L1004158 
L1004159 
L1004160 
L1004161 
L1004 162 
L1004 163 
L1004 164 
L1004165 
L1004 166 
L1004 167 
L1004 168 
L1004169 
L1004170 
L1004172 
L1004173 
L1004174 
L1004175 
L1004176 
L1004177 
L1004178 
L1004179 
L1004180 
L1004181 

L1004 182 
L1004183 
L1004184 
L1004185 
L1004186 
L1004187 
L1004188 
L1004189 
L1004190 
L1004191 
L1004192 
L1004193 
L1004194 
L1004195 
L1004204 
L1004205 
L1004206 
L1004207 
L1004208 
L1004209 
L1004210 
L1004211 
L1004212 
L1004230 
L1004231 
L1004232 
L1004233 
L1004234 
L1004235 
L1004236 
L1004237 
L1004238 
L1004239 
L1004240 
L1004241 
L1004242 
L1004243 
L1004244 
L1004245 
L1004246 
L1004247 
L1004248 
L1004249 
L1004250 
L1004251 
L1004252 
L1004253 
L1004254 
L1004255 
L1004256 
L1004257 
L1004258 
L1004259 
L1004260 
L1004261 
L1004262 
L1004263 
L1004264 
L1004265 
L1004266 
L1004267 
L1004268 
11004269 
11004270 
L1004271 

L1004272 
L1004273 
L1004274 
L1004275 

L1004276 
L1004277 

L1004278 

L1004279 

L1004280 
L1004281 

L1004282 

L1004283 


ED072804 
ED072805 
ED072806// 
ED072807// 
ED072808// 
ED072809 
ED072810 
EDO072811 
ED072812// 
ED072813// 
ED072814// 
EDO072815 
ED072816 
ED072817 
EDO072818 
ED072819// 
ED072820 
ED072821// 
ED072822 
ED072823 
ED072824 
ED072825// 
ED072826 
ED072827 
ED075029 
ED073773 
ED073774 
ED073775 
ED073776 
ED073777 
ED073778 
ED073779 
£D073780// 
£D073781 
ED073782 
ED073783 
ED073784 
ED075030 
ED073785// 
ED072828 
ED072829 
ED072830 
ED072831// 
ED072832 
ED072833 
ED072834 
ED072835 
EDO077511 
ED072836 
ED072837// 
ED073786 
ED073787 
ED073788 
ED073789 
ED073790 
ED073791 
ED075031 
ED073792 
ED073793 
ED073794 
ED073795 
ED073796 
ED073797 
ED073798 
ED073799 
ED073800 
EDO073801 
ED073802 
ED073803 
ED073804 
ED073805 
ED073806 
ED073807 
ED073808 
ED073809 
ED073810 
EDO073811 
ED073812 
ED073813 
ED073814 
ED073815 
ED073816 
ED073817 
ED073818 
ED073819 
ED075032 
ED075033 
ED075034 
ED075035 
£D075036 
ED075037 
ED075038// 
ED075039// 
ED075040// 
ED075041// 
ED075042// 
ED075043// 
ED075044// 
ED075045// 
ED075046 
ED075047 


1004284 
1004285 
1004286 
1004287 
1004288 
11004289 
L1004290 
11004291 
1004292 
11004293 
11004294 
1004295 
1004296 
1004297 
1004298 
1004299 
1004300 
1004301 
1004302 
1004303 
L1004304 
L1004305 
11004306 
11004307 
1004308 
1004309 
L1004310 
1004311 
L1004312 
1004313 
L1004314 
L1004315 
1004316 
1004317 
L1004318 
1004319 
L1004320 
L1004321 
1004322 
1004323 
1004332 
L1004333 
L1004334 
L1004335 
1004336 
11004337 
L1004338 
1004339 
1004340 
L1004341 
1004342 
L1004343 
1004344 
11004345 
L1004346 
L1004347 
L1004348 
L1004349 
L1004350 
11004351 
L1004352 
11004353 
1004354 
L1004355 
11004356 
1004357 
L1004358 
L1004359 
1004360 
11004361 
1004362 
11004363 
1004364 
11004365 
11004366 
11004367 
11004368 
1004369 
1004370 
1004371 
1004372 
1904373 
1004374 
L 1004375 
L1004376 
11004377 
L1004378 
L1004379 
1004380 
L1004381 
L1004382 
L1004383 
L1004384 
L1004385 
L1004386 
1004387 
L1004388 
L1004389 
L1004390 
11004391 
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ED075048 
ED075049 
ED075050 
EDO075051 
ED075052 
ED075053 
ED075054 
ED075055 
ED075056 
ED075057 
ED076196 
ED076197 
ED076198// 
ED075058 
ED075059 
ED075060 
ED075061 
ED075062 
ED075063 
ED075064 
ED076199 
ED076200 
ED076201 
ED076202 
ED076203// 
ED076204 
ED076205 
ED076206 
ED076207 
ED076208// 
ED076209// 
ED076210// 
ED076211 
ED076212 
ED076213 
ED076214 
ED076215 
ED076216 
ED076217 
ED076218 
ED076219// 
ED076220 
ED076221// 
ED076222 
ED076223 
ED076224 
ED076225 
ED077512 
ED077513// 
ED077514 
ED077515 
ED077516 
ED077517 
ED077518 
ED077519 
ED077520 
ED077521 
ED077522 
ED077523 
ED077524 
ED077525 
ED077526 
ED077527// 
ED077528 
ED077529 
ED077530// 
ED077531 
ED077532 
ED077533// 
ED077534 
ED077535 
ED077536 
ED077537 
ED077538 
ED077539 
ED077540 
ED077541 
ED077542 
ED077543 
ED077544 
ED077545 
ED077546 
ED077547 
ED077548 
ED077549 
ED077550 
ED078843 
ED078844 
ED078845 
ED078846 
ED078847 
ED078848// 
—ED078849 
ED078850 
ED078851 
ED078852// 
ED078853// 
ED078854// 
ED078855// 
ED078856// 





1226 Clearinghouse Number/ED Number Cross Reference Index 


L1004392 ED078857// PS005873 ED068156// PS006094 ED069388 PS006269 ED069442 PS006389 ED073850 
L1004393 EDO78858 PS005876 ED068157 PS006095 ED069389 PS006270 ED070534 PS006391 EDO073851 
L1004394 EDO78859 PS005877 ED068158 PS006096 ED069390 PS006272 EDO070535 PS006392 EDO073852 
L1004395 ED078860 PS005878 ED068159 PS006097 ED073824 PS006274 ED071738 PS006393 ED073853// 
L1004396 ED078861 PS005879 ED068160 PS006109 ED069391 PS006275 ED071739// PS006394 EDO073854 
L1004397 EDO78862 PS005892 ED069339 PS006110 ED069392 PS006276 ED071740// PS006395 EDO073855 
L1004398 ED0O78863 PS005896 ED068161 PS006111 ED069393 PS006278 EDO071741// PS006396 EDO073856 
L1004399 ED0O78864 PS005897 ED068162 PS006112 ED069394// PS006279 ED072848 PS006397 EDO073857 
L1004400 EDO78865 PS005898 ED068163 PS006113  ED069395 PS006280 EDO071742 PS006398 EDO073858 
L1004401 EDO78866 PS005899 ED068164 PS006114 ED069396 PS006281 ED072849 PS006399 ED075066 
L1004402 ED078867 PS005900 ED068165 PS006115 ED069397 PS006282 EDO071743 PS006400 ED075067 
L1004403 ED078868 PS005901 ED068166 PS006124 ED069398 PS006284 ED071744 PS006401 EDO75068 
L1004404 EDO078869 PS005903 ED068167 PS006125 ED073825 PS006286 EDO071745 PS006402 ED075069 
L1004405 ED078870 PS005904 ED069340 PS006126 ED069399// PS006287 ED071746 PS006403 ED076227 
L1004406 £EDO078871 PS005908 ED068168 PS006127 ED069400 PS006288 EDO071747 PS006404 EDO075070 
L1004407 ED078872 PS005909 ED068169 PS006128 ED069401 PS006290 £ED071748 PS006405 ED075071 
L1004408 ED078873 PS005910 ED068170// PS006129 ED069402 PS006291 ED071749 PS006407_ ED075072 
L1004409 ED0O78874 PS005911 ED068171 PS006130 ED069403 PS006292 ED071750 PS006408 EDO075073 
L1004410 EDO078875 PS005912 ED068172 PS006131 ED069404 PS006293 EDO071751 PS006409 ED075074 
L1004411 ED078876// PS005913 ED068173// PS006134 ED069405 PS006294 EDO071752 PS006410 ED075075 
L1004412 ED078877 PS00S914 ED068174 PS006135 ED069406 PS006295 ED073827 PS006411 EDO075076 
L1004413 EDO78878 PS005916 ED069341 PS006136 ED069407 PS006296 ED078892// PS006412 ED075077 
L1004414 EDO078879 PS005918 ED068175 PS006137 ED069408 PS006297 ED071753 PS006413 ED075078 
L1004415 EDO78880 PS005919 ED069342 PS006138 ED069409 PS006298 ED071754 PS006414 ED075079 
L1004416 EDO78881 PS005920 ED078890 PS006139 ED069410 PS006299 ED071755 PS006415 ED075080 
L1004417 EDO78882 PS005921 ED068176 PS006140 ED069411 PS006300 £ED071756 PS006416 ED075081 
L1004418 EDO78883 PS005922 ED068177 PS006141 ED069412 PS006301 EDO71757 PS006417 EDO075082 
L1004419 EDO78884 PS005923 ED068178 PS006142 ED069413 PS006302 EDO71758 PS006418 ED075083 
L1004420 EDO78885 PS005924 ED068179 PS006143 ED069414 PS006303 EDO071759 PS006419 ED075084 
L1004421 EDO78886// PS005925 ED068180 PS006144 ED069415 PS006304 ED071760 PS006420 EDO075085 
L1004422 EDO80117 PS005926 ED069343 PS006145 ED069416 PS006305 EDO71761 PS006421 EDO075086 
L1004423 EDO80118 PS005927 ED069344 PS006146 ED072839 PS006306 ED071762 PS006422 ED075087 
L1004424 EDO80119 PS005928 ED069345 PS006159 ED069417 PS006307 ED071763 PS006423 EDO075088 
L1004425 ED080120 PS005929 ED069346 PS006160 ED069418 PS006308 ED071764 PS006424 ED076228 
L1004426 EDO080121 PS005930 £D069347 PS006161 ED069419 PS006309 EDO071765 PS006425 ED076229 
L1004427. ED080122 PS005931 ED068181// PS006162 ED069420 PS006310 £ED071766 PS006426 ED075089 
L1004428 EDO080123 PS005932 ED068182 PS006163 ED069421 PS006311 £D071767 PS006427 ED075090 
L1004429 EDO080124 PS005933 ED068183 PS006164 ED069422 PS006312 EDO071768 PS006428 EDO075091 
L1004430 ED080125 PS005934 ED069348// PS006165 ED069423 PS006313 EDO071769 PS006429 ED075092 
L1004431 ED080126 PS005935 ED073822 PS006166 ED069424 PS006314 ED072850 PS006430 ED075093 
L1004432 ED080127// PS005936 ED068184 PS006167 ED069425 PS006315 ED072851 PS006431 ED075094 
L1004433 ED080128// PS005937 ED069349 PS006168 ED069426 PS006316 EDO72852 PS006432 ED075095// 
L1004434 ED080129// PS005938 ED069350 PS006169  ED069427 PS006317 ED071770 PS006433 ED075096 
L1004435 ED080130 PS005939 ED069351 PS006171  EDO71732 PS006319 ED072853 PS006434 ED075097 
L1004436 EDO80131 PS005940 ED069352 PS006174 ED072840 PS006321 £D071771 PS006435 ED076230 
L1004437 ED080132 PS005941 ED069353 PS006175 ED069428 PS006323 ED071772 PS006436 ED076231 
L1004438 ED080133 PS005942 ED069354 PS006176 ED069429 PS006324 ED071773// PS006437 ED076232// 
PS005943 ED069355 PS006177 ED069430 PS006325 ED071774 PS006438 ED076233// 
PS004193 ED073820 PS005945 ED069356 PS006178 ED069431 PS006326 ED071775 PS006439 ED076234// 
PS004398 ED068146 PS005946 ED069357 PS006179 ED069432 PS006328 ED071776 PS006440 ED076235 
PS004641 ED078887 PS005947 ED069358 PS006180 ED070507 PS006329 ED071777 PS006441 ED076236 
PS005160 EDO78888 PS005948 ED069359 PS006181 ED070508 PS006330 EDO071778 PS006443 ED076237 
PS005380 ED069328 PS005949 ED068185 PS006182 ED070509 PS006331 ED073828 PS006444 ED076238 
PS005467 ED069329 PS005950 ED068186// PS006183 EDO070510 PS006332 ED071779 PS006445 ED075098 
PS005473 ED068147// PS005952 ED069360 PS006187 ED069433 PS006334 ED071780// PS006446 ED075099 
PS005501 ED072838 PS005969 ED068187 PS006188 ED072841 PS006335 ED072854 PS006447 ED076239 
PSG05642 ED067145 PS005970 ED068188 PS006189 ED072842 PS006336 ED072855 PS006448 ED076240 
PS005676 EDO73821 PS005971 ED068189 PS006190 ED069434 PS006337 ED072856 PS006449 ED076241 
PS005S690 ED068148 PS005972 ED068190 PS006191 ED073826 PS006338 ED073829 PS006450 £D076242 
PS00S691 ED068149 PS005973 ED068191 PS006192 &D069435 PS006339 ED072857 PS006451 ED076243 
PS005750 ED068150 PS005974 ED068192 PS006193 ED069436 PS006340 EDO072858 PS006452 EDO076244 
PS005753 ED0O68151 PS005975 ED068193 PS006194 £D069437 PS006341 ED072859 PS006453 ED076245 
PS005754 ED069330 PS005976 ED068194 P5006195 ED069438 PS006342 ED072860 PS006454 ED076246 
PS005755 EDO78889 PS005977 ED068195 PS006196 EDO71733 PS006343 ED072861 PS006455 ED076247 
PS005765 ED068152 PS005978 ED068196 PS006197 EDO070511 PS006344 ED072862 PS006456 ED076248 
PS005775 ED067146 PS005979 ED068197 penosies 8670812 PS006345 ED072863 PS006457 ED076249 
PS005777 ED067147 PS00S980 ED068198 PS006199 ED070513 PS006346 ED072864// PS006459 ED075100 
PS005778 ED067148 PS005981 ED068199 Ps006200 ED070514 PS006348 ED072865 PS006460 EDO075101 
PS005779 ED067149 PS005982 ED068200 Ps006201  £D072843 PS006350 ED072866 PS006461 ED075102 
PS005780 ED067150 PS005983 ED068201 PS006202 EDO70S15 PS006351 ED072867 PS006462 EDO075103 
PS005781 ED075065 PS005984 ED069361// PS006203 ED071734 PS006352 ED072868 PS006463 ED076250// 
PS00S785 ED067151 PS005985 ED069362 PS006204 ED072844 PS006353 ED072869 PS006464 ED076251// 
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PS005797 ED067156 PS006051 ED069369 PS006211 ED070519 PS006364 ED072875// PS006472 ED077552 
PS005799 ED067157 PS006052 ED069370// PS006212 ED072846 PS006365 £D073831 PS006473 EDO077553 
PS005800 ED067158 PS006053 ED069371// PS006213 ED070520 PS006366 ED073832 PS006474 ED07625? 
PS005812 EDO067159 PS006055 ED069372 PS006214 EDO070521 PS006367 ED073833 PS006475 ED077554 
PS005813  ED067160 PS006056 ED069373 PS006215 ED070522 PS006369 ED073834 PS006476 EDO077555 
PS00S814 ED067161 PS006061 ED069374 PS006216 ED070523 PS006370 ED073835 PS006477 ED077556 
PS00S5815 ED069333 PS006062 ED069375 PS006217 ED070524 PS006371 ED073836 PS006478 ED077557 
PS005816 ED067162// PS006064 ED069376 PS006218 ED070525 PS006372 ED076226 PS006479 ED077558 
PS005817 ED067163 PS006065 £D069377 PS006219 EDO070526 PS006373 ED073837 PS006481 ED077559// 
PS005818 ED067164 PS006066 ED073823 PS006220 £D072847 PS006374 ED073838 PS006482 ED076258 
PS005819 ED069334 PS006067 ED069378 PS006221 ED069439 PS006375 ED073839 PS006483 ED076259 
PS005823 ED067165 PS006068 ED069379 PS006222 ED069440 PS006376 ED073840 PS006484 ED077560 
PS005824 ED069335 PS006083 ED069380 PS006223 ED069441 PS006377 ED073841 PS006485 ED077561 
PS005841 ED067166 PS006084 ED068203 PS006224 £D070527 PS006378 ED073842 PS006486 ED077562 
PS005842 ED067167 PS006086 ED068204 PS006225 ED070528 PS006379 ED073843 PS006487 ED077563 
PS005844 ED067168 PS006087 ED069381 PS006226 ED070529 PS006380 EDO073844 PS006488 ED077564 
PS005846 ED069336 PS006088 ED069382// PS006227 ED070530 PS006381 ED073845 PS006489 ED077565 
PS005847 ED069337 PS006089 ED069383 PS006228 ED070531 PS006383 ED073846 PS006491 ED077566 
PS005868 ED069338 PS006090 ED069384 PS006229 ED070532 PS006385 EDO073847 PS006492 ED077567 
PS005870 ED068154 PS006091 ED069385 PS006230 £ED071736 PS006386 ED078894 PS006493 ED077568 
PS005871 ED067169 PS006092 ED069386 PS006258 ED070533 PS006387 EDO073848 PS006494 ED077569 
PS005872 ED068155 PS006093 ED069387 PS006259 ED071737 PS006388 ED073849 PS006495 ED076260 





PS006496 
PS006497 
PS006498 
PS006499 
PS006500 
PS006501 
PS006502 
PS006503 
PS006504 
PS006506 
PS006507 
PS006508 
PS006509 
PS006510 
PS006511 
PS006512 
PS006513 
PS006514 
PS006515 
PS006516 
PS006517 
PS006518 
PS006519 
PS006520 
PS006521 
PS006522 
PS006523 
PS006524 
PS006525 
PS006526 
PS006527 
PS006528 
PS006529 
PS006530 
PS006531 
PS006532 
PS006533 
PS006534 
PS006535 
PS006536 
PS006537 
PS006538 
PS006539 
PS006540 
PS006541 
PS006543 
PS006544 
PS006545 
PS006546 
PS006547 
PS006548 
PS006549 
PS006550 
PS006551 
PS006552 
PS006553 
PS006554 
PS006555 
PS006556 
PS006557 
PS006558 
PS006559 
PS006560 
PS006561 
PS006562 
PS006563 
PS006564 
PS006565 
PS006566 
PS006567 
PS006568 
PS006569 
PS006570 
PS006571 
PS006572 
PS006573 
PS006574 
PS006575 
PS006576 
PS006577 
PS006578 
PS006579 
PS006580 
PS006581 
PS006582 
PS006583 
PS006584 
PS006585 
PS006586 
PS006588 
PS006589 
PS006592 
PS006593 
PS006594 
PS006595 
PS006596 
PS006597 
PS006598 
PS006599 
PS006600 


ED077570 
ED077571 
ED077572 
ED077573 
ED077574 
ED077575 
ED077576 
ED077577 
EDO078895 
ED076261 
ED077578 
ED078896 
ED078897 
EDO078898 
ED078899 
ED078900 
ED078901 
ED078902 
ED078903 
ED078904 
ED078905 
ED078906 
ED078907 
ED078908 
ED076262 
ED076263 
ED078909 
ED078910 
EDO78911 
EDO78912 
ED078913 
ED078914 
EDO078915 
ED078916 
EDO78917 
EDO078918 
ED076264 
ED076265 
ED077579 
ED077580 
ED078919 
ED078920 
ED078921 
ED078922 
ED078923 
ED078924 
ED078925 
ED078926 
ED078927 
ED078928 
ED078929 
ED077581 
ED078930 
EDO078931 
ED078932 
ED078933 
ED078934 
ED078935 
ED078936 
ED078937 
ED077582 
ED078938 
ED078939 
ED078940 
ED078941 
ED078942 
ED078943 
ED078944 
ED078945 
ED078946 
ED078947 
ED077583 
ED078948 
ED078949 
ED078950 
ED077584 
EDO077585 
ED077586 
ED077587 
ED077588 
ED077589 
ED077590 
ED077591 
ED077592 
ED077593 
ED077594 
ED077595 
ED077596 
ED077597 
ED080134 
ED078951 
ED078952 
ED077598 
ED080135 
ED078953 
ED078954 
ED078955 
ED078956 
ED078957 
ED078958 


PS006601 
PS006602 
PS006603 
PS006604 
PS006605 
PS006607 
PS006608 
PS006609 
PS006610 
PS006611 
PS006612 
PS006613 
PS006614 
PS006615 
PS006616 
PS006619 
PS006621 
PS006622 
PS006623 
PS006624 
PS006625 
PS006627 
PS006628 
PS006630 
PS006631 

PS006632 
PS006633 
PS006635 
PS006636 
PS006637 
PS006638 
PS006640 
PS006641 

PS006644 
PS006647 
PS006648 
PS006649 
PS006650 
PS006651 

PS006652 
PS006653 
PS006654 
PS006655 

PS006656 
PS006657 
PS006658 
PS006659 
PS006660 
PS006662 
PS006663 
PS006664 


PS006665 
PS006668 
PS006669 
PS006670 
PS006672 
PS006673 
PS006674 
PS006675 
PS006678 
PS006679 
PS006680 
PS006681 
PS006692 
PS006693 


PS006694 
PS006713 
PS006720 
PS006724 
PS006732 
PS006734 
PS006738 
PS006740 
PS006743 
PS006744 
PS006745 
PS006746 
PS006747 
PS006748 
PS006756 
PS006757 
PS006758 
PS006759 
PS006760 
PS006761 
PS006762 
PS006763 
PS006764 
PS006766 
PS006767 
PS006776 
PS006777 
PS006791 
PS006792 
PS006813 
PS0068 14 
PS006815 
PS0068 16 
PS006817 


ED078959 
ED077599// 
ED080136 
ED080137 
ED080138 
ED080139 
ED080140 
EDO080141 
ED080142 
ED080143 
ED077600 
ED078960 
ED080144 
ED080145 
ED078961// 
ED080146// 
ED080147// 
ED080148 
ED080149 
ED080150 
ED080151 
ED078962 
ED078963 
ED080152 
ED080153 
ED080154// 
EDO080155 
EDO080156 
ED080157 
ED080158 
ED080159 
ED080160 
ED080161 
ED080162 
ED080163 
ED080164 
ED080165 
ED080166 
ED080167 
ED080168 
ED080169// 
ED080170 
ED080171 
ED080172 
ED080173// 
ED080174 
ED080175 
ED080176 
ED080177 
ED080178 
ED080179 
ED080180 
ED080181 
ED080182 
ED080183 
ED080184 
ED080185 
ED080186 
ED080187 
ED080188// 
ED080189// 
ED080190// 
ED080191// 
ED078964 
ED078965 


ED078966 
ED080192 
ED080193 
ED080194 
ED080195 
ED080196 
ED080197 
ED080198 
ED078967 
ED078968 
ED078969 
ED078970// 
ED078971 
ED078972 
ED080199 
ED080200 
ED080201 
ED080202 
ED080203 
ED080204 
ED080205 
ED080206 
ED080207 
ED080208 
ED080209 
ED080210 
ED080211// 
ED080212 
ED080213 
ED080214// 
ED080215 
ED080216 
ED080217 
ED080218 


Clearinghouse Number/ED Number Cross Reference Index 


RC000780 
RC000794 
RC001275 
RC001317 
RC001650 
RC001875 
RC002142 
RC002900 
RC002902 
RC003162 
RC003166 
RC003202 
RC003555 
RC003702 
RC003834 
RC003915 
RC003959 
RC003960 
RC004216 
RC004285 
RC004881 
RCO005555 
RC005920 
RC006170 
RC006346 
RC006347 
RC006417 
RC006418 
RC006419 
RC006421 
RC006422 
RC006423 
RC006424 
RC006425 
RC006428 
RC006429 
RC006430 
RC006431 
RC006437 
RC006438 
RC006441 
RC006443 
RC006444 
RC006445 
RC006446 
RC006447 
RC006448 
RC006452 
RC006453 
RC006454 
RC006455 
RC006457 
RC006458 
RC006459 
RC006460 
RC006464 
RC006465 
RC006466 
RC006471 
RC006472 
RC006473 
RC006474 
RC006477 
RC006478 
RC006479 
RC006480 
RC006481 

RC006482 
RC006483 
RC006484 
RC006486 
RC006487 
RC006488 
RC006489 
RC006490 
RC006491 

RC006493 
RC006494 
RC006495 
RC006496 
RC006497 
RC006498 
RC006499 
RC006500 
RC006501 

RC006502 
RC006503 
RC006504 
RC006507 
RC006508 
RC006509 
RC006510 
RC006511 
RC006516 
RC006520 
RC006521 
RC006522 
RC006523 
RC006524 
RC006525 
RC006526 


ED070536 
ED068205 
ED068206 
ED068207 
ED068208 
ED070537 
ED070538 
ED070539 
£D070540 
ED071781 
ED071782 
ED071783 
ED073859 
ED067170 
ED068209 
ED077601 
ED068210 
ED068211 
EDO075105 
ED070541 
ED075106 
ED068212 
ED076266// 
ED067171 
ED067172 
ED073860// 
ED067173 
ED067174 
ED067175 
ED067176 
ED067177 
ED067178 
ED067179 
ED067180// 
ED067181 
ED067182 
ED067183// 
ED067184 
ED067185 
ED067186 
ED067187 
ED067188 
ED067189 
ED067190 
ED067191 
ED067192 
ED067193 
ED067194 
ED067195 
ED067196 
ED067197 
ED067198 
ED067199 
ED067200 
ED067201 
ED067202 
ED067203 
ED067204 
ED067205 
ED067206 
ED067207// 
ED067208// 
ED067209 
ED067210 
ED067211 
ED067212// 
ED067213 
ED067214 
ED067215 
ED068213 
ED067216 
ED067217 
ED068214 
ED068215 
ED068216 
ED068217 
ED068218 
ED068219 
ED068220 
ED068221 
ED068222 
ED068223 
ED068224 
ED068225 
ED068226 
ED068227 
ED068228 
ED068229 
ED068230 
ED068231 
ED068232 
ED068233 
ED068234// 
ED068235 
ED068236 
ED068237 
ED068238 
ED068239 
ED068240 
ED068241 
ED068242 


RC006527 
RC006528 
RC006529 
RC006530 
RC006531 
RC006532 
RC006533 
RC006534 
RC006539 
RC006540 
RC006541 
RC006542 
RC006543 
RC006544 
RC006545 
RC006546 
RC006548 
RC006552 
RC006553 
RC006554 
RC006555 
RC006556 
RC006557 
RC006558 
RC006559 
RC006560 
RC006561 

RC006568 
RC006574 
RC006575 
RC006576 
RC006577 
RC006578 
RC006579 
RC006580 
RC006581 

RC006584 
RC006586 
RC006587 
RC006588 
RC006589 
RC006590 
RC006592 
RC006593 
RC006594 
RC006595 
RC006596 
RC006597 
RC006605 
RC006606 
RC006607 
RC006608 
RC006616 
RC006617 
RC006618 
RC006619 
RC006620 
RC006630 
RC006631 

RC006637 
RC006638 
RC006639 
RC006640 
RC006641 

RC006643 
RC006644 
RC006645 
RC006646 
RC006647 
RC006648 
RC006653 
RC006654 
RC006655 
RC006656 
RC006657 
RC006666 
RC006668 
RC006669 
RC006670 
RC006671 
RC006672 
RC006673 
RC006674 
RC006678 
RC006679 
RC006680 
RC006682 
RC006683 
RC006684 
RC006685 
RC006686 
RC006687 
RC006688 
RC006689 
RC006690 
RC006691 
RC006692 
RC006693 
RC006694 
RC006695 


ED068243 
ED068244 
ED068245 
ED068246 
ED068247 
ED068248 
ED068249 
ED068250 
ED068251 
ED068252 
ED068253 
ED068254 
ED068255 
ED068256 
ED068257 
ED068258 
ED075107 
ED068259 
ED068260 
ED069443 
ED068261// 
ED069444 
ED068262 
ED068263// 
ED069445 
ED068264 
ED069446 
ED069447 
ED068265 
ED069448 
ED068266 
ED068267 
ED069449 
ED069450 
ED068268 
ED069451 
ED069452 
ED069453 
ED069454// 
ED069455 
ED069456 
ED069457// 
ED069458 
ED069459 
ED069460 
ED069461 
ED069462 
ED069463 
ED069464// 
ED069465 
ED070542 
ED070543 
ED070544 
ED070545 
ED070546 
ED070547 
ED070548 
ED070549 
ED070550 
ED070551 
ED070552 
ED070553 
ED070554 
ED070555 
ED070556 
ED070557 
ED070558 
ED070559 
ED070560 
ED070561 
ED070562 
ED070563// 
ED071784// 
ED070564// 
ED070565 
ED071785// 
ED071786 
ED071787 
EDO071788 
EDO071789 
ED071790 
EDO71791 
ED071792 
ED071793 
ED071794 
ED071795 
ED071796 
EDO071797 
ED071798 
ED071799 
EDO071800// 
ED071801 
ED071802 
ED071803 
EDO071804 
EDO071805 
EDO071806 
EDO071807 
EDO071808 
EDO071899 


RC006696 
RC006698 
RC006699 
RC006702 
RC006703 
RC006704 
RC006707 
RC006708 
RC006709 
RC006710 
RC006711 
RC006712 
RC006713 
RC006714 
RC006715 
RC006716 
RC006717 
RC006726 
RC006727 
RC006728 
RC006729 
RC006730 
RC006731 
RC006732 
RC006733 
RC006740 
RC006741 
RC006742 
RC006743 
RC006744 
RC006745 
RC006750 
RC006751 
RC006754 
RC006755 
RC006756 
RC006757 
RC006758 
RC006759 
RC006760 
RC006761 
RC006762 
RC006763 
RC006764 
RC006765 
RC006766 
RC006767 
RC006768 
RC006769 
RC006770 
RC006772 
RC006773 
RC006774 
RC006777 
RC006778 
RC006783 
RC006791 
RC006792 
RC006793 
RC006794 
RC006795 
RC006796 
RC006797 
RC006798 
RC006799 
RC006802 
RC006803 
RC006804 
RC006805 
RC006806 
RC006809 
RC006810 
RC006811 
RC006812 
RC006813 
RC006814 
RC006815 
RC0068 16 
RC006817 
RC006818 
RC006819 
RC006822 
RC006829 
RC006830 
RC006831 
RC006832 


RC006833 
RC006835 
RC006838 
RC006840 
RC006841 
RC006842 
RC006843 
RC006844 
RC006845 
RC006847 
RC006848 
RC006850 
RC006851 
RC006854 
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EDO71810 
EDO71811 
EDO071812 
EDO71813 
EDO71814 
EDO71815 
ED071816 
EDO71817 
EDO071818 
EDO71819 
ED071820 
EDO071821 
ED071822 
EDO071823 
EDO071824 
ED071825// 
ED071826 
ED071827 
ED071828 
ED072876 
ED072877 
EDO071829 
ED071830 
ED071831 
ED071832 
ED071833 
ED071834// 
EDO71835 
ED071836 
EDO71837 
EDO71838 
EDO071839// 
ED071840// 
ED072878 
EDO71841 
ED072879 
EDO072880 
EDO72881 
ED072882 
EDO73861 
ED072883 
ED072884 
EDO72885 
ED072886 
EDO072887 
EDO72888 
EDO072889 
ED072890 
ED072891 
ED072892 
ED072893// 
ED072894// 
ED072895 
ED072896 
ED072897 
EDO072898 
ED072899 
ED072900 
EDO072901 
ED072902 
ED072903 
ED072904 
ED072905 
ED072906 
ED072907 
ED072908 
ED073862 
ED072909 
ED072910 
EDO072911 
ED072912 
ED073863 
ED072913// 
ED072914 
ED072915 
ED073864 
ED073865 
ED073866 
ED073867 
ED073868 
ED073869 
ED073870 
ED073871 
ED073872 
ED073873 
ED073874 


ED073875 
ED073876 
ED073877 
ED073878 
ED073879 
ED076267 
ED073880 
EDO073881 
ED073882 
ED073883 
ED073884 
ED075108// 
ED073885 
ED073886// 





1228 Clearinghouse Number/ED Number Cross Reference Index 


RC006855 ED073887// RC007008 ED076298// RCO007153 ED080233 SE014138 ED0O70580 SE014555 ED068291 
RC006857 EDO73888 RCO007010 ED076299 RC007154 ED080234 SE014139 EDO70581 SE014556 ED068292 
RC006858 ED073889 RCO0O7011 ED076300 RCO007155 ED080235 SE014150 ED072920// SE014557 ED068293 
RC006859 ED073890 RC007012 ED076301// RC007156 ED080236 SE014158 ED067223 SE014558 ED068294 
RC006860 ED073891 RCO007013  ED076302 RC007157 ED080237 SE014159 ED080287 SE014567 ED069469 
RC006861 ED073892 RC007014 ED076303 RCO007158 ED080238 SE014164 EDO80288 SE014575 ED068295 
RC006862 ED073893 RC007015 ED076304 RCO007159 ED080239// SE014169 ED067224 SE014576 ED067259// 
RC006863 ED073894 RC007017 ED076305 RC007160 ED080240// SE014171 EDO75176// SE014578 ED068296 
RC006864 EDO073895 RC007018 ED0O77602 RCO007161 ED0O80241// SE014176 EDO72921 SE014579 ED068297 
RC006865 ED073896 RC007019 ED077603 RC007162 ED080242// SE014178 ED072922 SE014580 ED067260// 
RC006867 ED073897 RC007020 ED077604 RC007163 ED080243// SE014180 ED072923 SE014581 ED067261// 
RC006868 ED073898 RC007021 ED077605 RC007164 ED080244// $E014226 ED067225 SE014582 ED068298// 
RC006869 ED073899 RC007022 ED077606 RC007165 ED080245// SE014302 ED070582// SE014587 ED068299// 
RC006870 ED073900 RC007025 ED077607 RC007166 ED080246// SE014304 ED070583// SE014588 ED068300 
RC006871 EDO073901 RC007026 ED077608 RC007167 ED080247 SE014310 EDO079015// SE014615 ED076319// 
RC006872 EDO75109 RC007027 ED077609 RC007168 ED080248 SE014319 ED070584// SE014616 ED068301// 
RC006874 ED073902 RC007028 ED077610 RC007169 ED080249 $E014322 EDO077639// SE014617 ED076320// 
RC006875 EDO75110// RC007031 £EDO77611 RC007170 ED080250 SE014339 EDO079016// SE014618 ED070590// 
RC006876 EDO75111// RC007032 ED077612 RC007173 EDO80251 SE014341 ED077640// SE014619 ED076321// 
RC006877 EDO75112 RC007034 ED077613 RC007174 ED080252 SE014344 ED076309// SE014620 ED068302// 
RC006878 ED073903 RC007036 EDO77614 RC007175 &D080253 SE014345 ED076310// SE014621 ED075179// 


RC006879 ED075113// RCO007037 EDO77615 RC007177 ED080254 SE014347. EDO076311// SE014622 ED076322// 
RC006880 EDO075114 RC067042 ED0O77616 RCO007178 EDO80255 SE014348 EDO076312// SE014623 ED071847// 
RC006881 EDO75115 RC007043 ED077617 RC007179 ED080256// SE014349 ED067226// SE014624 ED069470// 
RC006882 ED075116 RC007044 EDO77618 RC007180 ED080257 SE014352 EDO077641// SE014626 ED076323// 
SE014355 EDO75177// SE014627 ED075180// 


RC006883 EDO7511i7 RC007045 ED077619 RCO007181 EDO80258 
RC006884 ED075118 RC007046 £D077620// RCO007182 ED080259// SE014356 ED076313// SE014628 ED068303// 


RC006885 ED075119 RC007047 ED077621// RC007191 ED080260 SE014359 EDO070585// SE014629 ED077644// 
RC006886 £D075120 RC007048 ED077622// RC007192 ED080261// SE014360 EDO077642// SE014630 ED069471// 
RC006888 EDO075121 RC007049 ED077623 RC007193 ED080262 SE014361 ED076314// SE014631 ED069472// 
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RC006892 ED075124 RC007052 ED077626 RC007196 ED080265 
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SE014852 
SE014853 
SE014854 
SE014855 
SE014856 
SE014857 
SE014858 
SE014859 
SE014860 
SE014871 
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SE014873 
SE014874 
SE014875 
SE014876 
SE014877 
SE014878 
SE014879 
SE014880 
SE014881 
SE014882 
SE014883 
SE014884 
SE014885 
SE014886 
SE014887 
SE014888 
SE014890 
SE014892 
SE014893 
SE014894 
SE014895 
SE014897 
SE014898 
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SE014902 
SE014903 
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SE014907 
SE014908 
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SE014919 
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SE014928 
SE014929 
SE014930 
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SE014959 
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SE014961 
SE014962 
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SE014964 
SE014965 
SE014966 
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SE014969 
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ED072925// 
ED072926// 
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ED072928// 
ED072929// 
ED072930// 
ED072931// 
ED072932// 
ED072933// 
ED067281// 
ED067282// 
ED068333 
ED068334 
ED076328// 
ED067283 
ED067284 
ED079024 
ED079025 
ED067285 
ED067286 
ED067287 
ED067288 
ED067289 
ED067290 
ED067291 
ED067292 
ED079026 
ED079027 
ED079028 
ED079029 
ED067293 
ED067294 
ED079030 
ED067295 
ED067296 
ED070597 
ED067297 
ED067298 
ED079031 
ED067299 
ED069475 
ED068335 
ED068336// 
ED079032// 
ED068337 
ED079033// 
ED068338 
ED067300 
ED067301 
ED067302 
ED067303 
ED068339 
ED067304 
ED068340 
ED068341// 
ED069476// 
ED069477// 
ED068342// 
ED070598 
ED069478 
ED068343 
ED068344 
ED068345// 
ED069479 
ED070599 
ED072934 
ED069480// 
ED068346// 
ED076329// 
ED069481 
ED068347// 
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ED068348 
ED076330 
ED068349// 
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ED070604 
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ED068355 
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SE014975 
SE014976 
SE014977 
SE014978 
SE014980 
SE014981 
SE014982 
SE014983 
SE014994 
SE014995 
SE014996 
SE014997 
SE014998 
SE014999 
SE015000 
SE015001 
SE015002 
$E015003 
SE015004 
SE015006 
SE015007 
SE015008 
SE015010 
SE015011 
SE015013 
SE015014 
SEO1S015 
SE015016 
SE015025 
SE015028 
SE015029 
SE015030 
SE015031 
SE015035 
SE015040 
SE015042 
SE015045 
SE015046 
SE015047 
SE015051 
SE01S054 
SE015055 
SE015057 
SE015061 
SE015062 
SE015065 
SE015073 
SE015075 
SE015078 
SE015086 
SE015088 
SE015093 
SE015094 
SE015096 
SE015107 
SEOIS111 
SEO1S116 
SEO1S119 
SE015120 
SE015121 
SE015129 
SE015130 
SE015131 
SE015142 
SE015143 
SE015145 
SE015146 
SE015147 
SE015148 
SE015149 
SE015150 
SEO15151 
SE015153 
SE015156 
SE015157 
SE015161 
SE015162 
SE015163 
SE015164 
SE015165 
SE015167 
SE015169 
SE015170 
SE015171 
SE015172 
SE015174 
SE015175 
SE015176 
SE015177 
SE015178 
SE015179 
SE015180 
SE015181 
SE015182 
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SE015184 
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SE015191 
SE015192 
SE015193 
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ED069484 
ED070612 
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ED077649// 
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ED069485// 
ED069486// 
ED071853// 
ED069487// 
ED079037// 
ED070618// 
ED069488// 
ED069489// 
ED079038// 
ED069490// 
ED079039// 
ED069491// 
ED069492// 
ED069493// 
ED077650// 
ED079040// 
ED080295// 
ED069494// 
ED069495// 
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ED077651// 
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ED077652// 
ED070621// 
ED076335// 
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ED070627 
EDO071855 
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ED070628// 
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ED070629 
ED070630 
ED070631 
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ED076339 
ED069501// 
ED070633// 
ED079045 
ED070634 
ED069502 
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SE015194 
SE015195 
SE015196 
SE015197 
§E015198 
SE01S199 
SE015200 
SE015201 
SE015203 
SE015205 
$E015208 
SE015218 
SE015222 
SE015224 
SE015228 
$E015229 
SE015230 
$E015233 
SE015234 
$E015235 
S$E015237 
SB015239 
SE015240 
SE015241 
SE015243 
SE015246 
SE015254 
SE015259 
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SE015267 
SE015269 
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SE015351 
SE015352 
SE015353 
SE015354 
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SE015369 
SE015371 
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SE015374 
SE015375 
SE015376 
S$E015377 
SE015378 
SE015379 
SE015380 
SE015381 
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ED069S04 

ED069S05 

ED069506 
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ED069507// 
ED069508// 
ED069509// 
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ED069$12// 
ED069513// 
ED069514// 
ED069515// 
ED069516// 
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ED069519// 
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ED072939// 
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ED076344// 
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ED070640 
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EDO071865// 
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ED069528 
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ED069530 
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ED069534 
ED069535 
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ED070644 
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$E015387 
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$E015391 
$E015392 
$E015393 
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$E015435 
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$E015438 
$B015440 
SE01$441 
$E015442 
$E015443 
$E015444 
SE015445 
$E015446 
$E015447 
$E015448 
$E015449 
$E015450 
$E015451 
$E015452 
$E015453 
SE015454 
SE0154$7 
$E015459 
$E015460 
SE015461 
$E015462 
$E015463 
SE01S464 
SE015465 
SE015466 
SE015467 
SE015468 
SE015469 
$E015470 
$E015471 
$E015472 
$E015473 
$E015474 
$E01$475 
$E01$476 
$E015477 
$E015478 
$E015479 
$E01$480 
$E015481 
$E015483 
$E015484 
$E015485 
$E015486 
$E015487 
$E015488 
SE01$489 
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$E015491 
$B015492 
$E015493 
$E015496 
$E015498 
$E015499 
$E015500 
SE015501 
SE015502 
$E015503 
SE015505 
SE015506 
$E015507 
SE015508 
$E015509 
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$E015512 
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BD069540// 
ED070649 
EDO75188 
EDO75189 
ED075190 
ED072958 
£D072959// 
ED072960// 
BD073907// 
ED073908// 
ED073909// 
ED070650// 
ED069541// 
ED069542// 
ED069543// 
ED069544// 
ED069545 
ED069546 
ED076349 
ED070651// 
ED069547// 
ED069548// 
£D069$49// 
ED069350// 
ED0695$1// 
ED069552// 
ED069553// 
ED069554// 
ED069535// 
ED069556// 
ED069357// 
ED069558// 
ED070652 
ED071870 
ED080298// 
£D071871 
ED076350// 
ED076351// 
ED076352// 
ED070653 
ED070634 
ED070655 
ED070656 
ED070657 
ED070658 
ED070659 
ED070660 
ED070661 
ED070662 
ED070663 
ED070664// 
EDO71872 
ED070665// 
ED070666// 
ED070667// 
ED070668// 
ED076353 
ED079047 
ED079048 
ED079049 
ED076354// 
ED070669 
ED070670// 
EDO071873 
ED070671 
ED070672 
ED070673 
ED070674 
ED070675 
ED072961 
ED076355 
ED077655 
ED076356 
EDO71874// 
EDO071875// 
ED070676// 
EDO071876 
ED070677// 
ED071877 
ED076357 
EDO71878 
EDO071879 
ED076358 
ED070678 
EDO71880 
ED070679 
EDO71881 
ED076359 
EDO71882 
EDO71883 
EDO71884 
EDO71885 
EDO071886 
EDO71887 
EDO71888 
EDO71889 
ED071890 
ED071891 
ED071892 
ED071893 


SE01S531 
$E015532 
S$E01$533 
SE015534 
SE015535 
SE015536 
SE015537 
SE015538 
SE015539 
$E015540 
SE015541 
SE015542 
$E015543 
SE015544 
SE015545 
$E015546 
S$E015547 
SE015548 
SE015549 
SE015550 
SE015551 
SE015552 
SE015553 
SE015554 
SE015555 
SE015556 
SE015557 
SE015558 
SE015635 
SE015637 
SE015638 
SE015639 
SE015640 
SE015641 


SE015642 
SE015643 
SE015645 
SE015646 
SE015647 
SE015648 
SE015649 
SE015650 
SE015651 
SE015652 
SE015655 
SE015656 
SE015657 
SE015658 
SE015659 
SE015660 
SE015661 
SE015662 
SE015663 
SE015664 
SE015665 
SE015666 
SE015667 
SE015668 
SE015670 
SE015671 
SE015672 
SE015673 
SE015675 
SE015676 
SE015677 
SE015678 
SE015679 
SEO15680 
SE015681 
SE015682 
SE015683 
SE015684 
SE015685 
SE015686 
SE015687 
SE015688 
SE015689 
SE015690 
SE015691 
SE015692 
SE015694 
SE015695 
SE015696 
SE015697 
SE015698 
SE015701 
SE015702 
SE015703 
SE015704 
SE015705 
SE015706 
$E01$707 
SE015708 
$E015709 
SE015710 
SE015712 
S$E015713 
SE015714 
SE015715 
SE015716 


1229 


EDO071894 
EDO071895 
EDO071896 
ED071897 
EDO071898 
ED071899 
ED071900 
EDO071901 
ED071902 
ED071903 
ED071904 
ED071905 
ED071906 
ED071907 
ED071908 
EDO071909 
ED071910 
EDO71911 
EDO71912 
EDO71913 
EDO071914 
EDO71915 
ED071916 
ED070680 
ED070681 
ED071917 
ED076360 
ED076361 
ED080299 
ED072962 
ED076362// 
ED073910// 
ED071918 
ED072963 


ED072964 
EDO71919 
ED072965 
ED072966// 
ED072967// 
EDO073911 
ED073912 
ED073913 
ED073914 
ED071920 
EDO071921 
ED077656 
ED073915 
ED077657// 
ED077658// 
ED077659// 
ED077660// 
ED077661// 
ED077662// 
ED077663// 
ED077664// 
ED076363 
ED076364// 
ED071922 
ED073916// 
ED073917 
ED073918 
ED072968// 
ED072969// 
ED072970// 
ED072971// 
ED072972// 
ED072973 
ED072974 
ED072975 
ED073919// 
ED076365 
ED076366 
ED073920 
ED075191 
ED075192// 
ED073921// 
ED073922 
ED073923 
ED076367 
ED076368 
ED072976 
ED072977 
£D072978 
ED071923 
ED080300// 
ED077665// 
ED076369// 
ED076370// 
£D076371// 
ED080301// 
ED076372// 
ED076373// 
ED080302// 
ED076374// 
ED076375// 
ED080303// 
ED079050// 
ED079051// 
ED079052// 
ED080304// 





1230 Clearinghouse Number/ED Number Cross Reference Index 

SE0i5732 &D079053// SE015912 E&D075226 SE016111 ED080313 SE016318 ED079079// SE016512 ED079135 
$E015733 ED076376// SE015913 ED079063 SE016112 ED080314 SE016319 ED079080// SE016513  ED079136 
SE01573$ &D076377// SE015914 ED079064 SE016115 &D076430 SE016320 ED077756// SE016514 ED079137 
$E015736 ED076378// SE015917 ED079065// SE016116 ED080315// SE016321 ED079081// SE016515 ED079138 
SE015738 ED076379// SE015920 ED079066 SE016117 ED076431 SE016322 £D079082// SE016516 ED079139 
SE015740 ED076380// SE015921 ED073948 $E016120 ED075263 SE016323 ED079083// SE016517  ED079140 
SE01S758 E&D076381// $E015922 &D075227 SE016121 &D077684 SE016324 ED079084// SE016518 ED079141 
SE01$766 ED077666// SE015924 ED073949 SE016122 ED075264 SE016325 &D079085// SE016520 ED079142 
SE01$767 ED077667// SE015925 E£D076395// SE016124 ED077685 SE016326 ED079086// SE016521 ED080346// 
SE015768 ED077668// SE015926 ED079067// SE016125 ED077686 SE016328 ED079087// SE016522 ED080347// 
SE01S769 ED077669// SE015928 ED076396 SE016126 ED077687 SE016330 ED079088// SE016524 ED080348 
SE01$772 ED077670// SE015929 ED075228 SE016127 ED077688 SE016331 &D079089// SE016525 ED080349 
SE015798 ED072979 SE015930 ED077674 SE016128 ED077689 SE016332 ED079090// SE016531 ED079143 
SE015799 ED080305 SE015931 ED075229 SE016129 ED077690 SE016333 ED079091// SE016532 ED079144 
SE015801 ED073924// SE015932 ED075230 SE016130 EDO077691 SE016334 ED080323// SE016533 EDO079145 
SE015802 EDO077671 SE015933 ED079068 SE016131 ED077692 SE016335 ED079092// SE016534 ED079146 
SE015803 ED073925 SE015935 ED076397 SE016132 ED077693 SE016336 E&D077757// SE016535 ED079147 
SE015804 EDO075193 SE015936 ED076398 $E016134 ED079072 SE016338 ED077758// SE016536 ED079148 
SE01S805 ED075194 SE015937 ED076399 SE016136 ED076432 SE016339 &D080324// SE016537 ED079149 
SE015806 ED075195 SE015938 ED076400 SE016137 ED076433 SE016344 ED077759// SE016538 ED079150 
SE01S807 ED075196 SE015939 &D075231 SE016138 ED080316 SE016345 ED077760// SE016539 EDO79151 
SE015808 EDO075197 SE015940 ED076401 SE016139 &D077694 SE016351 &D079093// SE016540 ED079152 
SE015809 £D073926 SE015941 ED075232 SE016140 ED077695 SE016367 ED079094// SE016541 ED079153 
SE015810 ED076382 SE015948 ED075233// SE016141 ED077696 SE016371 &D077761// SE016542 ED079154 
SEO15812 EDO75198 SE015949 ED080307// SE016142 ED077697 SE016375 ED077762// SE016543 EDO079155 
SE01S814 ED077672 SE015950 ED076402 SE016143 EDO077698 SE016379 ED079095// SE016544 ED079156 
SE015815 ED0O73927 SE015951 ED076403 SE016144 ED076434 SE016389 ED080325// SE016545 ED079157 
SE01S816 ED0O73928 SE015952 ED076404 SE016146 ED079073 SE016391 ED080326// SE016546 EDO79158 
SE01S817 ED073929 SE015959 ED0O76405 SE016147 ED079074 SE016392 ED080327// SE016547 EDO079159 
SE01S818 ED073930 SE015960 ED073950 SE016148 &D077699 SE016394 ED077763// SE016548 ED079160 
SE015819 ED073931 SE015961 ED076406// SE016149 &D077700 SE016396 ED079096// SE016549 EDO079161 
SE015820 ED073932 SE015962 EDO075234 $E016150 &D077701 SE016399 ED079097// SE016550 EDO079162 
SE015821 ED079054 SE015978 ED076407 SE016151 ED0O77702 SE016400 ED077764// SE016572 ED080350 
SE015822 ED079055 SE015979 ED076408 $E016152 &D077703 SE016401 ED077765// SE016574 ED079163 
SE015823 EDO079056 SE015981 ED080308 SE016153 ED076435 SE016403 £D077766// SE016576 ED080351 
SE015824 EDJ73933 SE015982 ED079069 SE016154 ED077704 SE016404 ED077767 SE016577 ED080352 
SE015825 ED079057 SE015984 ED079070 SE01615S5 ED077705 SE016405 ED077768 SE016578 ED080353 
SE015826 ED073934 SE015989 ED076409 SE016156 ED077706 SE016406 ED080328 SE016579  ED080354 
SE015827 ED072980 SE015990 ED076410 SE016157 ED077707// SE016407 ED080329 SE016581 ED079164 
SE015828 ED072981 SE015992 ED076411 SE016158 ED079075 SE016408 ED077769 SE016590 ED080355 
SE015829 ED072982 SE016011 ED076412 SE016172 ED076436 SE016409 ED077770 SE016596 ED080356 
SE015830 ED073935 SE016013 ED077675 SE016173 ED076437 SE016410 £DO077771 SE016599 ED080357 
SE015831 ED073936 SE016016 ED076413 SE016245 ED077708 S$E016412 ED077772 SE016601 ED080358 
SE015834 ED076383 SE016024 ED077676// SE016246 ED077709 SE016413  ED077773 SE016606 ED080359 
SE015837 ED073937// SE016027 ED080309 SE016247 ED077710 SE016414 ED079098 SE016613 ED080360 
SE01S838 ED073938// SE016031 ED080310 cupisess = Serr? tt SE016415 ED079099 SE016614 ED080361 
SE015839 EDO079058 SE016033 ED075235 SE016249 EDO77712 SE016416 EDO079100 SE016615 EDO080362 
SE015840 ED076384 SE016034 ED077677// SE016250 = ED077713 SE016417  ED077774 SE016616 ED080363 
SE015841 ED073939// SE016035 ED077678 SE016251 ED077714 SE016418 EDO079101 SE016617 ED080364 
SE015842 ED075199 SE016036 ED077679 SE016252)  ED077715 SE016419 ED079102 SE016618 ED080365 
SE015844 ED079059// SE016057 ED076414 SE016253  ED077716 SE016420 ED080330// SE016620 ED080366 
SE015845 ED076385 SE016059 ED076415 SE016254 ED077717// SE016421 ED080331// $E016621 ED080367 
SE015846 ED076386 SE016060 ED076416 SE016255 = ED077718// $E016427 ED080332 $E016622 ED080368 
SE015847 ED073940 SE016061 ED076417 SE016256 9 =ED077719 SE016428 ED080333 SE016634 ED080369 
SE015848 ED073941 SE016062 ED076418 SE016258 =ED077720 SE016429 &D077775 SE016635 ED080370 
SE015849 ED073942 SE016063 ED076419 SE016259 ED080317 SE016430 ED079103// SE016636 ED080371 
SE015850 ED073943 SE016064 ED076420// SE016260 ED080318 $E016431 ED079104 SE016638 £D080372 
SE015851 ED073944 SE016065 EDO075236 povage ot aeeeerne $E016432 ED079105 SE016639 ED080373 
SE015852 ED076387 $E016066 ED075237 16 0777 SE016433 ED079106 SE016640 ED080374 
SE015853  ED073945 SE016067 EDO075238 SE016263 EDO080319 SE016434 EDO079107// SE016641 ED080375 
SE015854 ED075200 SE016068 ED075239 SE016266 ED080320 SE016435 ED080334 SE016642 ED080376 
SE015855 ED075201 SE016069 ED075240 SE016267 ED080321 SE016436 ED080335 SE016643 ED080377 
SE015856 ED075202 SE016070 ED075241 SE016270 ED080322 SE016437 ED079108 SE016644 ED080378 
SE015857 ED075203 SE016071 ED075242 SE016276 ED076438 SE016438 ED079109 SE016652 ED080379 
SE015858 ED075204 SE016072 EDO075243 SE016280 ED077723 SE016439 ED080336 SE016657 ED080380 
SE015859 ED075205 SE016073 | EDO075244 SE016281 ED077724 SE016440 EDO079110 SE016658 ED080381// 
SE015860 ED075206 SE016074 ED075245 SE016282  ED077725 $E016442 ED077776 $E016666 ED080382// 
SE01S861 ED075207 SE016075 EDO075246 SE016283 | ED077726 SE016443 EDO79111 SE016667 ED080383// 
SE015862 ED075208 SE016076 ED075247 SE016284  ED077727 SE016444 ED079112 SE016668 ED080384// 
SE015863 ED075209 SE016077 EDO075248 SE016285 | ED077728 SE016445 EDO079113 SE016771 EDO80385 
SE015864 EDO075210 SE016078 ED075249 SE016286 =ED077729 SE016446 EDO079114 SE016772 ED080386 
SE015865 ED075211 SE016079 ED075250 SE016287 ED077730 SE016447 EDO79115 

SE015866 ED075212 SE016080 EDO075251 SE016289 EDO0O77731 SE016449 EDO079116 $0000407 £D080387 
SE015867 EDO75213 SE016081 ED075252 SE016290 ED077732 SE016453 EDO079117 $0000409 ED080388 
SE015868 ED075214 SE016082 ED075253// SE016291 ED077733 SE016454 EDO79118 $0000410 ED080389 
SE015869 EDO075215 SE016083 ED075254 $E016292 E&D077734 SE016459 ED080337 $0000411 £D080390 
SE015870 ED075216 SE016084 ED075255 SE016293 ED079076 SE016460 ED080338 §0000413  ED080391 
SE01S885 EDO75217 $E016085 ED075256 SE016294 =ED079077 $E016461 ED080339 $0000414 ED080392 
SE015886 EDO75218 SE016086 ED075257 SE016295 ED077735 SE016462 ED080340 $0000415 ED080393 
SE015887 EDO075219 $E016087 ED075258 SE016296 =ED077736 $E016463 ED080341 $0000543 ED069559 
SE015888 ED075220 SE016088 ED075259 SE016297  ED077737 $E016471 ED079119// $0000616 ED076439 
SE015889 EDO075221 SE016089 ED076421 SE016298 ED077738 SE016472 . ED079120// $0000824 ED075265 
SE015890 ED075222 SE016090 ED077680 SE016299 ED077739 $E016473 EDO79121// $0000855 ED069560 
SE015891 ED075223 SE016091 ED077681 SE016300 E£D077740 SE016474 ED080342// $0000856 ED069561 
SE015892 ED075224 SE016092 ED076422 SE016301 EDO077741// SE016475 EDO079122// $0001502 ED075266 
SE015893 ED075225 SE016093 ED077682 SE016302 ED077742// SE016478 ED080343// $0001518 ED075267 
SE015894 ED073946// SE016094 ED079071 SE016303  ED077743// SE016495 ED080344 $0001712 ED077777 
SE015895 ED073947// SE016095 ED075260 SE016304 ED077744// SE016496 ED080345 $0002061 EDO075268 
SE015896 ED076388 SE016096 ED076423 SE01630S EDO077745// SE016500 £D079123 $0002070 ED070682 
SE015897 ED077673 SE016097 ED076424 SE016306 ED077746// SE016501 &D079124 $0002105 ED067305 
SE015898 ED076389 SE016099 ED076425 SE016307 &D077747// SE016502 EDO079125 $0002125 ED076440 
SE01S899 ED076390// SE016100 EDO075261 SE016308 ED077748// $E016503 EDO079126 $0002196 ED071924// 
SE015900 ED076391 SE016101 ED076426 SE016309 ED077749// SE016504 ED079127 $0002259 EDO071925 
SE015901 ED076392 SE016102 £D076427 SE016310 ED077750// SE016S505 ED079128 $0002278 ED068372 
SE015902 ED076393// SE016103 ED075262 SE016311 EDO77751// SE016506 ED079129 $0002303 ED068373 
SE015903 ED076394// SE016104 &D076428 SE016312 EDO077752// SE016507 EDO079130 $0002332 ED070683 
SE015904 ED079060 SE016106 §&D076429 SE016314 &D077753// SE016508 ED079131 $0002335 ED067306 
SE015905 ED079061 SE016108 EDO080311 SE016315 EDO077754// SE016S09 £D079132 $0002350 £D067307// 
SE015906 ED080306 SE016109 ED077683 SE016316 ED079078// SE016510 EDO079133 $0002355 ED068374// 
SE015907 ED079062 SE016110 ED080312 SE016317 ED077755// SE016511 ED079134 $0002521 ED070684 





$0002529 
$0002537 
$0002571 
$0002572 
$0002584 
$0002585 
$0002592 
$0002732 
$0002734 
$0002735 
$0002736 
$0002737 
$0002738 
$0002739 
$0002740 
$0002741 
$0002797 
$0002799 
$0002954 
$0002959 
$0003014 
$0003035 
$0003036 
$0003041 

$0003051 

$0003073 
$0003100 
$0003129 
$0003130 
$0003131 

$0003132 

$0003146 
$0003147 
$0003148 
$0003149 
$0003150 
$0003151 

$0003152 
$0003153 
$0003162 
$0003185 
$0003190 
$0003206 
$0003207 
$0003217 
$0003307 
$0003504 
$0003505 
$0003514 
$0003518 
$0003730 
$0003767 
$0003770 
$0003772 
$0003921 

$0003922 
$0003976 
$0004014 
S$0004015 
$0004016 
$0004021 

$0004026 
$0004027 
$0004029 
$0004032 
$0004033 
$0004034 
$0004339 
$0004347 
$0004349 
$0004355 
$0004356 
$0004357 
$0004358 
$0004359 
$0004362 
$0004364 
$0004365 
$0004366 
$0004370 
$0004430 
$0004431 
$0004436 
$0004437 
S0004438 
$0004439 
$0004440 
$0004441 
$0004443 
S0004445 
$0004446 
$0004447 
$0004449 
$0004450 
$0004452 
$0004453 
$0004455 
$0004456 
$0004503 
$0004509 
80004510 


ED075269 
ED072983 
ED067308 
ED071926// 
ED067309 
ED067310 
ED068375// 
ED069562 
ED075270 
ED069563 
ED069564 
ED069565 
ED069566 
ED069567 
ED075271 
ED069568 
ED067311// 
ED067312// 
ED070685 
ED070686 
ED068376 
ED067313 
ED067314 
ED068377 
ED068378 
ED070687 
ED068379 
ED070688 
ED068380// 
ED068381// 
ED068382// 
ED068383 
ED068384 
ED068385 
ED068386 
ED068387 
ED068388 
ED068389 
ED068390 
ED068391 
ED068392// 
ED068393 
ED068394 
ED067315 
ED068395 
ED067316 
ED067317// 
ED068396// 
ED067318 
ED067319 
ED068397// 
ED068398// 
ED067320 
ED070689 
ED067321 
ED067322 
ED067323 
ED067324// 
ED067325 
ED070690// 
ED067326 
ED067327// 
ED067328 
ED067329 
ED067330 
ED067331 
ED071927 
ED067332 
ED077778 
ED077779 
ED067333 
ED067334 
ED067335 
ED067336 
ED067337 
ED067338 
ED067339 
ED067340 
ED067341 
ED070691 
ED067342 
ED067343 
ED067344 
ED067345 
ED068399// 
ED068400// 
ED068401// 
ED067346 
ED067347 
ED070692 
ED067348 
ED068402 
ED068403 
ED070693 
ED067349 
ED067350 
ED070694// 
ED067351 
ED072984 
ED067352 
ED068404 


$0004511 
$0004512 
$00045 16 
$0004595 
$0004632 
$0004633 
$0004634 
$0004635 
$0004661 
$0004663 
S$0004664 
$0004665 
$0004667 
$0004687 
S0004688 
$0004689 
$0004690 
$0004796 
$0004797 
$0004798 
$0004799 
$0004800 
$0004802 
$0004803 
$0004804 
$0004805 
$0004806 
$0004807 
$0004808 
$0004810 
$0004871 
$0004872 
$0004874 
$0004881 
$0004882 
$0004883 
$0004884 
$0004885 
$0004886 
$0004887 
$0004888 
$0004889 
$0004890 
$0004891 
$0004892 
$0004893 
$0004894 
$0004895 
$0004896 
$0004897 
$0004898 
$0004899 
$0004900 
$0004902 
$0004956 
$0004957 
$0004958 
$0004959 
$0004960 
$0004961 
$0004962 
$0004963 
$0004965 
$0004966 
$0004984 
S$0004985 
$0004986 
$0004988 
$0004989 
$0004990 
$0004991 
$0004992 
$0004993 
$0004994 
$0004995 
$0004996 
$0004997 
$0004998 
$0004999 
$0005000 
$0005001 
$0005002 
$0005003 
$0005007 
$0005008 
$0005009 
$0005010 
$0005011 
$0005012 
$0005013 
$0005035 
$0005036 
$0005037 
$0005038 
$0005039 
$0005040 
$0005041 
$0005042 
$0005043 
$0005045 
$0005046 


ED067353 
ED067354 
ED067355 
ED067356 
ED068405 
ED067357 
ED067358 
ED068406 
ED068407 
ED068408 
ED068409// 
ED067359 
ED068410 
ED067360 
ED068411// 
ED068412 
ED068413 
ED071928// 
ED077780// 
ED071929// 
ED072985// 
ED073951// 
ED070695 
ED070696 
ED070697 
ED070698 
ED070699 
ED068414 
ED068415 
ED068416 
ED068417 
ED068418 
ED071930// 
ED068419 
ED068420 
ED068421 
ED069569 
ED068422 
ED068423 
ED068424 
ED069570 
ED069571 
ED068425 
ED070700 
ED068426 
ED068427 
ED070701// 
ED071931// 
ED069572 
ED070702// 
ED068428 
ED068429 
ED069573 
ED069574 
ED069575 
ED070703 
ED069576 
ED069577// 
ED068430 
ED069578 
ED070704// 
ED070705// 
ED069579// 
ED069580 
ED071932// 
ED069581 
ED069582 
ED069583 
ED069584 
ED070706 
ED070707// 
ED069585// 
ED069586 
ED073952 
ED069587 
ED069588 
ED068431// 
ED071933 
ED069589 
ED068432 
ED070708 
ED071934 
ED070709 
ED069590 
ED069591 
ED069592 
ED069593 
ED070710 
ED069594 
ED069595 
ED080394 
ED070711 
ED070712 
ED070713 
ED072986 
ED079165// 
ED070714 
ED070715 
ED073953 
ED070716 
ED071935// 


Clearinghouse Number/ED Number Cross Reference Index 


$0005049 
$0005050 
$0005052 
$0005053 
$0005054 
$0005056 
$0005057 
$0005059 
$0005060 
$0005061 

$0005062 
$0005070 
$0005071 

$0005072 
$0005073 
$0005074 
$0005075 
$0005076 
$0005077 
$0005078 
$0005079 
$0005081 

$O0005082 
$0005083 
$0005084 
$0005085 
S$O005086 
$0005087 
SO0005088 
$0005089 
$0005090 
$0005091 

$0005092 
$0005 139 
$0005 140 
$0005 150 
$0005151 

$0005152 
$0005 153 
$0005 154 
$0005 162 
$0005 163 
SO005 164 
$0005 165 
SO005 166 
$0005 167 
$0005170 
$0005172 
$0005173 
$0005 174 
$0005175 
$0005 176 
$0005177 
$0005178 
$0005179 
$0005180 
$0005181 

$0005 182 
$0005 183 
$0005191 

$0005 192 
$0005 193 
$0005 194 
$0005 198 
$0005 199 
$0005200 
$0005201 

$0005202 
$0005203 
$0005 204 
$0005205 
$0005 206 
$0005 207 
$0005240 
$0005 268 
$0005269 
$0005270 
$0005271 

$0005272 
$0005273 
$0005274 
$0005275 
$000527€ 

$0005277 
$0005278 
$0005279 
$0005280 
$0005281 

$0005282 
$0005283 
$0005284 
$0005285 
$0005286 
$0005287 
$0005288 
$0005289 
$0005290 
$0005291 

$0005292 
$0005293 
$0005294 


EDO77781// 
ED070717 
ED070718 
ED070719 
EDO071936 
ED070720 
ED070721 
ED070722 
ED070723// 
ED070724// 
ED070725// 
ED068433 
ED070726 
ED071937 
EDO071938 
ED071939 
ED070727 
ED071940 
ED071941 
ED071942 
ED071943 
ED070728 
ED073954 
ED072987 
ED073955 
ED072988 
ED072989 
ED072990 
ED073956 
ED071944 
ED070729 
ED070730 
ED070731 
ED071945// 
ED07 1946 
ED068434 
ED080395// 
EDO071947 
ED071948 
ED071949 
ED070732 
ED072991 
EDO071950 
ED070733 
EDO071951 
ED070734 
ED076441// 
ED070735 
ED073957 
ED071952 
ED071953 
ED080396// 
ED071954 
ED071955 
ED071956 
ED071957 
EDO071958 
EDO071959 
ED071960 
ED069596 
ED069597 
ED069598// 
ED069599 
ED069600 
ED071961 
ED071962 
ED071963 
EDO071964 
EDO071965 
ED073958// 
ED080397 
ED07 1966 
EDO07 1967 
ED072992 
ED07 1968 
ED071969 
EDO071970 
ED071971 
ED071972 
ED071973 
ED071974 
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VT016625 
VT016626 
VT016637 
VT016638 
VT016639 
VT016641 
VT016642 
VT016647 
VT016648 
VT016657 
VT016685 
VT016694 
VT016696 
VT016713 
VT016714 
VT016715 
VT016716 
VT016717 
VT016718 
VT016719 
VT016720 
VT016721 
VT016726 
VT016750 
VT016751 


ED079465 
ED079466 
ED079467 
ED080637// 
ED080638 
ED080639 
ED080640 
ED080641 
ED080642 
ED080643// 
ED080644 
ED080645 
ED080646 
ED080647 
ED080648 
ED080649 
ED080650 
ED080651// 
ED080652// 
ED080653// 
ED080654 


ED073225 
ED067443 
ED068622// 
ED069844 
ED067444 
ED068623 
ED074205 
ED068624 
ED068625 
ED067445 
ED067446 
ED069845 
ED067447 
ED067448 
ED067449// 
ED067450 
ED067451 
ED067452 
ED067453 
ED068626 
ED067454 
ED067455 
ED067456// 
ED067457 
ED068627 
ED067458 
ED067459 
ED067460 
ED067461 
ED067462 
ED067463 
ED067464 
ED067465 
ED067466// 
ED067467 
ED067468 
ED067469 
ED067470 
ED067471 
ED067472 
ED069846// 
ED067473 
ED067474 
ED067475 
ED067476 
ED067477 
ED067478 
ED067479// 
ED067480 
ED067481 
ED067482// 
ED067483// 
ED067484// 
ED067485// 
ED067486// 
ED067487 
ED068628 
ED067488 
ED068629 
ED067489 
ED069847 
ED067490 
ED068630// 
ED067491 
ED068631 
ED067492 
ED067493// 
ED067494 
ED067495 
ED067496 
ED067497 
ED067498 
ED067499 
ED067500 
ED067501 
ED067502// 
ED068632 
ED068633 


VT016757 
VT016763 
VT016764 
VT016765 
VT016766 
VT016767 
VT016768 
VT016769 
VT016770 
VT016771 
VT016772 
VT016773 
VT016774 
VT016783 
VT016805 
VT016817 
VT016875 
VT016876 
VT016925 
VT016940 
VT016941 

VT016942 
VT016943 
VT016944 
VT016945 
VT016946 
VT016947 
VT016948 
VT016950 
VT017027 
VT0170S0 
VT017051 

VT017052 
VT017053 
VT017054 
VT0O17055 
VT017057 
VT017058 

VT017059 
VT017060 
VT0O17061 

VT017062 
VT017063 
VT017091 

VT017092 
VT017093 

VT017094 
VT017095 

VT017096 

VT017098 

VT017099 

VT017100 
VT017104 
VT017106 
VT017129 
VT017132 

VTO17155 

VTO17156 

VTO17157 

VTO17158 

VT017159 

VT017176 
VT017177 
VT017178 
VT017179 
VTO17182 
VT017183 
VTO17184 
VTO017185 
VTO17186 
VT0O17187 
VTO17188 
VTO17189 
VT017190 
VTO17192 
VT0O17193 


VT017194 
VT017195 
VT017196 
VT017197 
VT017198 
VT017199 
VT017221 
VT017222 
VT017223 
VTO17224 
VT017225 
VT017226 
VT017227 
VT017228 
VT017229 
VT017230 
VT017231 
VT017248 
VT017249 
VT017250 
VT017251 
VTO17252 
VT017253 
VT017254 


ED068634 
ED067503 
ED067504 
ED068635 
ED067505 
ED067506 
ED067507 
ED067508 
ED067509 
ED068636 
ED067510 
ED068637 
ED067511 
ED068638 
ED068639 
ED068640// 
ED068641 
ED068642// 
ED068643 
ED068644 
ED068645 
ED069848 
ED068646 
ED068647 
ED068648 
ED068649 
ED068650// 
ED068651 
ED068652 
ED069849 
ED068653// 
ED068654 
ED068655 
ED068656// 
ED068657// 
ED069850 
ED068658// 
ED068659 
ED068660// 
ED068661 
ED068662 
ED068663 
ED068664 
ED068665 
ED068666 
ED069851 
ED068667 
ED068668 
ED068669 
ED069852// 
ED069853// 
ED069854// 
ED068670// 
ED069855 
ED068671// 
ED068672// 
ED068673 
ED068674 
ED068675// 
ED068676 
ED068677 
ED068678 
ED068679// 
ED068680// 
ED06868 1 // 
ED068682 
ED068683 
ED068684 
ED068685// 
ED068686 
ED068687 
ED069856 
ED068688 
ED068689 
ED068690 
ED069857 
ED068691 
ED068692// 
ED068693 
ED068694 
ED068695// 
ED068696 
ED073226 
ED068697 
ED068698// 
ED068699 
ED068700 
ED068701// 
ED068702 
ED068703 
ED068704 
ED068705 
ED068706 
ED068707 
ED068708 
ED068709 
ED068710 
ED0687!1 
ED068712 
ED068713 


Clearinghouse Number/ED Number 


VT017255 
VTO17256 
VT017257 
VT017339 
VT017340 
VT017341 
VT017342 
VT017343 
VT017344 
VT017345 
VT017346 
VT017347 
VT017348 
VT017351 
VTO17352 
VT017354 
VT017428 
VT017429 
VT017430 
VT017431 
VTO17432 
VT017434 
VT017435 
VT017436 
VT017437 
VT017440 
VT017450 


VT017451 
VT017452 
VT017453 
VT017454 
VT017455 
VT017456 
VT017457 
VT017458 
VT017459 


VT017460 
VT017461 

VT017462 
VT017463 
VT017464 
VT017465 
VT017466 
VT017469 
VT017492 
VT017493 
VT017494 
VT017495 
VTO17S14 
VT017543 

VT017544 
VT017558 
VT017563 
VT017564 
VT017565 
VT0O17566 
VT017567 
VT017568 
VTO17569 
VT017609 
VT017610 
VTO1I7611 

VTO17612 
VT017613 
VTO176S0 
VT017651 

VT017653 

VT017654 
VT017655 
VTO17656 
VTO17657 


VT0O17658 
VT017659 
VT017660 
VT0O17661 
VT017662 
VT017663 
VT0O17664 
VTO17665 
VTO17666 
VT017705 
VT017742 
VT017743 
VT017744 
VT017745 
VT017746 
VT017747 
VT017748 
VT017749 
VT017750 
VT017751 
VT017769 
VT017770 
VT017800 
VT017801 
VT017802 
VT017803 
VT017809 
VT017823 
VT017830 


ED068714 
ED068715 
ED068716 
ED068717 
ED072175 
ED068718 
ED068719 
ED068720 
ED068721 
ED068722 
ED068723 
ED068724 
ED068725 
ED068726 
ED068727 
ED068728 
ED068729 
ED069858 
ED069859 
ED069860 
ED069861 
ED068730 
ED068731 
ED068732 
ED074206 
ED069862 
ED070812 
ED068733 
ED069863// 
ED069864 
ED068734 
ED069865 
ED069866 
ED069867 
ED069868 
ED069869 
ED069870 
ED069871 
ED069872 
ED069873 
ED069874 
ED069875 
ED068735 
ED069876// 
ED069877 
ED068736 
ED069878 
ED069879 
ED069880 
ED069881// 
ED069882// 
ED069883 
ED069884 
ED069885 
ED069886 
ED069887 
ED069888 
ED069889 
ED069890 
ED069891// 
ED069892 
ED069893 
ED069894 
ED069895 
ED074207 
ED070813 
ED069896 
ED069897 
ED069898 
ED069899 
ED069900 


ED069901 
ED069902 
ED069903 
ED069904 
ED069905 
ED069906 
ED069907 
ED069908 
ED069909 
ED070814 
ED069910 
ED070815 
ED069911 
ED069912 
ED069913 
ED069914 
ED069915 
ED072176 
ED069916 
ED074208 
ED069917 
ED069918// 
ED075568 
ED069919 
ED075569 
ED070816 
ED069920// 
ED070817 
ED069921// 


VT017850 
VTO17851 

VTO17852 
VT017853 
VTO17854 
VTO17855 
VT017875 
VT017884 
VT017907 
VT017913 
VT017916 
VT017927 
VT017928 
VT017933 
VT017935 
VT017972 
VT017977 
VT018010 
VT018011 

VTO18014 
VTO18015 

VT018016 
VT018017 
VTO18018 

VTO18019 
VT018020 
VT018021 
VT0O18022 
VT018023 
VT018024 
VT018025 
VT018026 
VT018027 
VT018028 
VT018029 
VT0O18030 
VTO18031 
VT018032 
VT018033 
VT018034 
VTO18035 
VT018036 
VT018037 
VT018038 
VT018058 
VT018075 
VTO18088 


VT018089 
VT018092 
VT018093 
VTO1I8110 
VTO1I8119 
VTO18149 
VT018246 
VT018247 
VT018248 
VT018249 
VT018250 
VTO18251 
VTO18252 
VT018253 
VT018269 
VT018270 
VT018327 
VT018328 
VT018329 
VT018330 
VT018331 
VTO18352 
VT018353 
VT018354 
VT018360 
VTO18361 
VT018396 
VT018406 
VT0O18408 
VT018409 
VT018410 
VTO18411 
VTO18412 
VT018413 
VT018414 
VT018415 
VT018417 
VTO18418 
VT018420 
VT0O18421 
VT018422 
VT018425 
VT018430 
VT018431 
VTO18432 
VT018433 
VT018434 
VT018435 
VT018436 
VT018437 
VT018438 
VT018439 
VT018440 


Cross Reference Index 


ED069922 
ED069923// 
ED069924 
ED069925 
ED069926// 
ED069927 
ED072177 
ED069928 
EDO70818 
EDO070819 
ED070820 
ED072178 
ED070821 
ED072179 
ED070822 
ED069929 
ED072180// 
ED069930// 
ED069931// 
ED070823 
ED070824 
ED069932 
ED069933 
ED069934 
ED070825 
ED070826 
ED070827 
ED070828 
ED069935 
ED070829 
ED070830 
ED070831 
ED070832 
ED070833 
ED070834 
ED070835// 
ED070836 
ED070837 
ED070838 
ED070839 
ED070840 
ED070841 
ED070842 
ED070843 
ED070844 
ED072181// 
ED072182// 


D072183// 
DO070845 
ED070846// 

ED070847 
ED072184// 
ED075570 
ED070848// 
ED070849 
ED070850 
ED070851 
EDO70852 
ED070853 
EDO075571// 
EDO070854 
EDO70855 
ED070856 
ED070857// 
EDO070858// 
ED070859// 
ED070860// 
EDO70861// 
ED070862 
ED070863 
ED070864 
ED074209 
ED073227 
EDO070865 
ED072185 
ED078124 
ED070866 
ED070867 
EDO070868 
ED070869 
ED070870 
ED070871 
EDO072186 
ED072187 
ED070872// 
EDO072188 
ED070873 
ED073228 
ED073229 
ED070874 
ED072189 
ED070875 
ED073230// 
ED070876 
ED070877// 
ED070878// 
ED070879// 
ED070880// 
EDO70881// 
ED070882// 


VT018441 
VT018442 
VT018443 
VT018444 
VT018445 
VT018446 
VT018447 
VT0O18448 
VT018449 
VT018450 
VTO018451 
VTO18456 
VT018462 
VT018472 
VT018473 
VT018474 
VT018475 
VT018476 
VT018477 
VTO18478 
VT018483 
VTO18484 
VT018485 
VTO18501 
VTO18512 
VT018513 
VTO185S14 
VTO185S15 
VTO185S16 
VT018517 
VTO18518 
VTO18535 
VT0O18536 
VT018537 
VT018538 
VT018539 
VT018540 
VTO18541 
VT018542 
VT018543 
VTO18544 
VTO18545 
VTO18546 
VT018547 
VT018550 
VTO18551 
VTO18552 
VT018567 
VT018569 
VTO018570 
VTO18572 
VT0O18573 
VT018574 
VT018575 
VT018576 
VT0185S77 
VT018578 
VT018579 
VTO18580 
VTO18581 
VTO18582 
VTO18583 
VT018584 
VTO1I85S85 
VTOL8S86 
VTO18587 
VTO18588 
VT018593 
VTO018595 
VT018597 
VTO1L8598 
VT018600 
VTO18601 
VTO18602 
VTO1L8604 
VT018605 
VT01L8606 
VT018607 
VT018608 
VTOt8573 
VTO18675 
VT018676 
VT018677 
VT018678 
VT018679 
VTO18680 
VTO18681 
VTO18682 
VTO18683 
VTO18684 
VT018685 
VTO18686 
VTO18687 
VT018688 
VTO18689 
VT018690 
VT018692 
VT018693 
VT018694 
VT018695 
VT018696 
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ED070883// 
ED070884// 
ED070885// 
ED070886// 
ED070887// 
ED070888// 
ED070889// 
ED070890// 
EDO070891// 
ED070892// 
ED070893// 
ED070894 
ED070895 
ED072190 
ED070896 
ED072191 
ED070897 
ED072192 
ED072193 
ED070898 
ED070899 
ED070900 
ED070901 
ED073231// 
ED072194 
ED072195 
ED072196 
ED072197 
ED072198 
ED072199 
ED072200 
ED073232 
ED072201 
ED072202// 
ED072203// 
ED073233 
ED072204 
ED072205 
ED072206 
ED072207 
ED072208 
ED072209 
ED072210 
ED072211 
ED072212 
ED072213 
ED073234 
ED072214// 
ED072215 
ED072216 
ED073235 
ED073236 
ED073237 
ED073238 
ED072217 
ED072218 
ED073239 
ED072219 
ED072220 
ED072221 
ED073240 
ED073241 
ED072222 
ED073242 
ED073243 
ED073244 
ED072223 
ED073245 
ED073246 
ED073247 
ED072224 
ED072225 
ED073248// 
ED072226 
ED072227 
ED073249 
ED072228 
ED073250// 
ED073251 
ED072229 
ED072230 
ED072231 
ED072232 
ED072233 
ED072234 
ED072235 
ED072236 
ED072237 
ED072238 
ED072239 
ED072240 
ED073252 
ED072241 
ED072242 
ED079468 
ED075572 
ED078125 
ED078126 
ED080655 
ED075573 
ED072243 
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1238 Clearinghouse Number/ED Number Cross Reference Index 
VT018697 ED072244 VT018903 ED073282 VT019538 &D074253// VT019887 £D075616 VT020111 ED075685 
VT018698 &D072245 VT018904 &D073283 VT019539 &D074254// VT019888 ED0O7S617 VT020113 ED076774 
VT018699 &D072246 VT018905 £D073284 VT019540 &D074255 VT019889 ED074307 VT020114 ED076775// 
VT018700 ED072247 VT018906 ED073285 VT019637 ED074256// ED075618 VT020115 ED076776// 
VT018715 EDO78127 VT018907 ED073286 VT019638 &D074257 ED075619 VT020116 ED076777// 
VT018730 ED072248 VT018972 EDO72315 VT019639 ED074258 ED075620 VT020117 EDO076778// 
VT018731 ED072249 VT018973 ED0O78128 VT019640 &D074259 ED075621 VT020118 ED076779// 
VT018733 ED072250 VT018992 ED073287 VT019641 ED074260// ED075622 VT020119 ED076780// 
VT018734 &D072251 VT018993 ED073288 VT019643 ED074261 ED075623 VT020120 £D076781 
VT018735 EDO72252 VT018994 ED0O73289 VT019645 ED076745 VT019911 EDO075624 VT020134 ED076782 
VT018736 ED072253 VT018995 ED073290 VT019646 £DO078130 VT019912 ED074308 VT020135 ED076783// 
VT018737 EDO72254 VT018997 ED073291 VT019647 &D079470 VT019926 ED078132 VT020136 ED079472 
VT018738 ED072255 VT018998 ED073292 VT019656 ED074262 VT019932 ED075625 VT020138 ED076784// 
VT018739 ED072256 VT019075 ED073293 VT019657 £D074263// VT019934 ED075626 VT020139 ED078136 
VT018740 &D072257 VT019076 ED073294 VT019695 £D075577 VT019937 ED075627 VT020140 ED076785 
VT018741 EDO72258 VT019078 EDO75574 VT019703 ED074264 VT019938 ED075628 VT020141 ED076786// 
VT018742 EDO72259 VT019079 ED073295 VT019704 ED074265 VT019945 ED07S629 VT020142 EDO078137 
VT018743 ED072260 VT019080 ED073296 VT019705 ED074266 VT019946 ED075630// VT020143 ED076787// 
VT018745 ED072261 VT019081 ED073297 VT019706 ED074267 VT019947 EDO075631 VT020144 EDO76788 
VT018746 ED072262 VT019082 ED073298 VT019707 ED074268 VT019948 ED075632// VT020146 EDO76789 
VT018747 ED072263 VT019083 ED073299 VT019708 ED074269 VT019949 + ED075633 VT020147 ED076790 
VT018748 ED072264 VT019084 ED073300 VT019709 £D074270 VT0199S0 ED075634 VT020148 ED076791 
VTO18749 ED072265 VT019085 EDO073301 VT019710 ED074271 VT019951 ED075635 VT020149 ED076792 
VT018750 ED072266 VT019086 =ED073302 VTO19711 ED074272 VT019952 ED075636 VT020150 ED076793 
VTOI8751 ED0O72267 VT019087 ED073303 VT019712. _£D074273 VT019953 ED075637 VT020151 EDO079473 
VT018752 EDO72268 VT019088 ED073304 VT019713 ED074274 VT019954 ED075638// VT020152 ED078138 
VT018753 EDO72269 VT019089 ED073305 VT019714 ED074275 VT019957 ED075639 VT020153 ED076794// 
VT018754 ED072270 VT019090 £ED073306// VT019715 ED074276 VT019958 ED075640 VT020154 ED076795// 
VT018755 ED072271 VT019091 ED073307 VT019716 D074277 VT019959 EDO75641 VT020155 ED076796// 
VT018756 ED0O72272 VT019092 ED073308 VT019717 ED074278 VT019960 ED075642 VT020156 ED075686 
VT018757 ED072273 VT019093  ED073309 VT019719 ED074279 VT019961 ED079471 VT020157 ED076797 
VT018758 EDO72274 VT019094 EDO073310 VT019720 ED074280 VT019962 ED075643 VT020158 ED076798 
VT018759 ED072275 VT019095 ED080656 VT019721 ED074281 VT019963 ED075644 VT020159 ED076799 
VT018760 ED072276 VT019096 ED078129 578 VT019964 ED075645 VT020160 ED076800 
VT018761 £D072277 VT019097 EDO073311 VT019722 EDO75 VT019995 ED078133// VT020162 ED076801 
VT018762 ED073253 VT019099 ED073312 VT019723 ED074282 VT020000 £D075646// VT020163 ED078139// 
VT018765 ED072278 VTO019100 ED073313 VT019724 ED075579 VT020008 ED075647 VT020164 ED076802// 
VT018766 ED072279 VT019113 ED079469 VT019725 EDO74283 VT020009 ED075648 VT020165 ED076803// 
VT018767 EDO072280 VT019114 ED074210 VT019726 ED074284 VT020010 ED075649 VT020166 ED076804 
VT018768 ED072281 VT019152 ED073314 VT019754 ED075580 VT020011 ED075650 VT020167 ED076805// 
VT018769 ED072282 VT019207 ED073315 VT019755 ED075581 VT020012 ED075651 VT020168 ED076806// 
VT018771 EDO72283 VT019276 ED073316// VT019760 ED075582// VT020013 ED075652 VT020169 ED076807// 
VT018773 ED073254 VT019277 ED073317 VT019765 ED074285// VT020014 ED075653// VT020170 ED076808// 
VT018774 ED072284// VT019278 ED075575 VT019766 ED074286 VT020015 £D075654// VT020171 ED076809// 
VT018775 ED072285 VT019279 EDO073318 VT019767 ED074287 VT020016 ED075655// VT020172 ED076810// 
VT018776 ED072286// VT019280 £D073319// VT019768 EDO078131 VT020017 ED075656// VT020173 ED076811// 
VT018777 ED072287// VT019281 ED073320 VT019770 EDO74288 VT020018 ED075657 VT020174 EDO076812 
VT018779 EDO72288// VT019283 ED0O73322 VT019777 EDO075583// VT020020 ED075659// VT020176 EDO078140 
VTOI878C EDO72289// VT019284 EDO074211 VT019778 ED074290// VT020025 ED078134 VT020177 EDO76814 
VTO0187&3 EDO73256 VT019306 EDO74212 VT019779 ED074291// VT020035 ED075660 VT020178 ED079474 
VT018784 ED0O72290 VT019308 ED074213 VT019780 ED074292// VT020036 ED075661 VT020179 ED076815 
VTO18785 ED0O73257 VT019309 ED073323// VT019781 ED074293// VT020037 ED075662 VT020180 ED076816 
VT018786 ED0O72291 VT019310 EDO74214// VT019782 ED075584// VT020038 ED075663 VT020181 EDO076817 
VT018787 EDO73258 VT019311 ED0O74215// VT019783 EDO75585// VT020039 ED075664 VT020182 ED076818 
VTO18788 ED072292 VT019339 EDO074216 VT019784 ED075586// VT020040 ED075665 VT020183 ED076819 
VT018789 ED073259// VT019340 EDO073324 VT019785 ED074294// VT020041 ED075666 VT020199 ED076820 
VT018790 ED073260 VT019354 EDO074217// VT019786 ED075587// VT020042 ED075667 VT020200 ED076821 
VT018791 ED073261 VT019360 EDO074218 VT019787 EDO075588// VT020045 ED075668 VT020201 ED076822 
VTO18792 ED073262 VT019399 ED074219// VT019788 EDO075589// VT020047 ED076749 VT020204 ED076823 
VT018793  ED073263 VT019408 ED074220 VT019789 ED074295// VT020049 ED075669 VT020206 ED076824 
VT018794 ED072293 VT019454 ED073325 VT019790 ED075590// VT020050 ED075670 VT020207 ED076825 
VTO18795‘' EDO72294 VT019455 ED073326 VT019791 ED074296// VT020051 ED075671 VT020208 ED076826 
VT018796 = ED072295 VT019456 &D073327 VT019792 ED075591// VT0200S57 ED075672// VT020210 ED076827 
VTO018800 | ED073264 VT019457 ED073328 VT019793 ED075592// VT020059 ED075673// VT020212 EDO78141 
VTO18801 ED072296 VT019458 ED074221 VT019794 £D074297// VT020061 ED076750 VT020213 ED076828 
VTO18802 ED072297 VT019459 ED073329 VT019795 £D075593// VT020062 ED075674// VT020214 ED076829 
VT018803 ED073265 VT019460 ED074222 VT019796 ED075594// VT020063 ED075675 VT020215 ED076830 
VT018804 ED072298 VT019461 ED074223 VT019797 EDO075595// VT020064 ED075676 VT020216 ED076831 
VTO18805 ED072299 VT019462 ED074224 VT019798 ED074298// VT020065 &D075677 VT020217 ED076832 
VT018806 ED072300 VT019463 £D074225 VT019800 ED075596// VT020066 ED075678// VT020219 ED078142 
VT018807 ED072301 VT019464 £D074226 VT019801 ED074299// VT020067 ED075679// VT020220 ED078143// 
VTO18808 ED072302 VT019479 ED074227 VT019814 ED075597 VT020070 ED076751// VT020221 ED078144// 
VTO18809 ED072303 VT019480 ED074228 VT019818 ED075598 VT020082 £D076752 VT020222 ED076833// 
VTOI8810 ED072304 VT019481 ED074229 VT019819 ED075599 VT020083 ED076753// VT020223 ED076834// 
VTOI8811 EDO73266 VT019495 ED074230 VT019821 ED074300 VT020084 ED076754// VT020224 EDO076835// 
VTO18812 ED073267 VT019496 £D074231 VT019822 EDO075600 VT020085 ED076755// VT020225 ED076836// 
VT018866 ED072305 VT019497 ED074232 VT019824 EDO075601 VT020086 ED076756// VT020226 £D076837// 
VT018876 ED072306// VT019499 ED074233 VT019825 £&D074301 VT020087 ED076757// VT020227 ED076838// 
VT018878 ED073268 VT019500 ED074234 VT019826 ED075602 VT020088 ED076758// VT020228 ED078145// 
VT018879 ED072307 VT019501 ED074235 VT019827 EDO075603 ED076759// VT020230 ED076839// 
VTO18880 ED072308 VT019502 ED074236 VT019842 ED074302 ED076760// VT020231 ED076840// 
VT018882 ED072309 VT019503 ED074237 VT019843 ED075604 ED075680 VT020232 ED076841// 
VT018883 ED072310 VT019504 ED074238 VT019844 EDO075605 ED076761 VT020233 ED076842// 
VT018884 ED073269 VT019505 ED074239 VT019845 ED075606 ED075681// VT020234 ED076843// 
VTO18885 ED073270 VT019506 £D074240 VT019855 ED074303 ED075682// VT020235 ED076844// 
VTO18886 ED073271// VT019507 ED074241// VT019856 ED075607 ED076762// VT020236 ED078146// 
VT018887 ED072311 VT019509 &D074242// VT019857 ED074304 ED076763// VT020237 ED076845// 
VTO18888 EDO72312 VT019510 ED074243 VT019858 ED075608// ED076764// VT020238 ED078147// 
VT018889 ED072313 VT019525 ED075576 VT019859 EDO075609// ED076765// VT020239 ED078148// 
VT018890 ED073272 VT019526 ED076743// VT019862 ED075610 ED076766// VT020240 ED076846 
VT018892 ED073273 VT019527 ED076744// VT019863 EDO074305 ED076767// VT020241 ED076847 
VT018894 ED072314 VT019528 ED074244// VT019875 ED074306 ED076768// VT020242 ED076848 
VT018895 ED073274 VT019529 E&D074245// VT019877 EDO75611 VT020102 ED076769// VT020244 ED079475 
VT018896 ED073275 VT019530 ED074246// VT019878 EDO75612 VT020103 &D075683// VT020268 ED080657 
VT018897 ED073276 VT019531 ED074247// VT019879 EDO075613 VT020104 ED076770// VT020285 EDO080658 
VT018898 ED073277 VT019532 ED074248 VT019882 EDO075614 VT020105 &D076771// VT020311 ED076849 
VT018899 ED073278 VT019533 ED074249 VT019883 ED076746 VT020106 ED075684 VT020312 ED078149 
VT018900 ED073279 VT019535 ED074250// VT019884 ED076747 VT020107 E&D076772 VT020313 ED078150 
VT018901 ED073280 VT019536 ED074251// VT019885 &D076748 VT020108 £D076773 VT020314 EDO078151 
VT018902 EDO073281 VT019537 ED074252// VT019886 ED075615 VT020109 £D078135// VT020315 EDO78152 





VT020316 
VT020317 
VT020318 
VT020319 
VT020320 
VT020322 
VT020323 
VT020324 
VT020325 
VT020326 
VT020327 
VT020328 
VT020329 
VT020330 
VT020335 
VT020336 
VT020337 
VT020338 
VT020339 
VT020340 
VT020341 

VT020342 
VT020343 
VT020344 
VT020345 
VT020346 
VT020347 
VT020348 
VT020349 
VT020350 
VT020351 
VT020352 
VT020353 
VT020354 
VT020356 
VT020357 
VT020359 
VT020360 
VT020361 
VT020362 
VT020363 
VT020364 


VT020365 
VT020366 
VT020369 
VT020373 
VT020375 
VT020377 
VT020378 
VT020381 
VT020382 
VT020383 
VT020384 
VT020385 
VT020386 
VT020387 
VT020388 
VT020389 
VT020390 


EDO078153 
EDO078154 
EDO78155 
ED078156 
ED078157 
ED078158 
ED078159 
EDO078160// 
EDO078161 
ED078162 
ED078163 
ED078164 
EDO078165// 
ED078166 
ED078167 
ED078168 
ED078169// 
ED078170 
EDO78171 
ED078172 
ED078173 
ED079476 
ED078174// 
ED078175 


ED078176 
EDO78177 
EDO78178 
ED080659 
ED078179 
EDO78180 
EDO78181 
EDO78182 
ED079477 
EDO079478 
ED078183// 
ED080660// 
ED079479 
EDO78184 
EDO78185 
EDO78186 
EDO78187 
ED079480 


ED078188// 
ED078189 
ED080661 
ED080662 
ED079481 
ED079482 
ED080663 
ED080664 
ED080665 
ED080666 
ED078190 
ED078191 
ED078192 
ED078193// 
ED079483 
ED078194 
ED078195 


VT020392 
VT020393 
VT020394 
VT020395 
VT020396 
VT020397 
VT020398 
VT020399 
VT020400 
VT020401 
VT020402 
VT020404 
VT020405 
VT020406 
VT020407 
VT020408 
VT020409 
VT020413 
VT020414 
VT020420 
VT020436 
VT020437 
VT020438 
VT020439 
VT020440 
VT020441 
VT020442 
VT020464 
VT020479 
VT020499 
VT020504 
VT020506 
VT020514 
VT020530 
VT020536 
VT020538 
VT020539 
VT020540 
VT020541 
VT020542 
VT020568 
VT020570 
VT020571 
VT020572 
VT020573 
VT020574 
VT020578 
VT020579 
VT020603 
VT020604 
VT020605 
VT020606 
VT020607 
VT020609 
VT020610 
VT02062i 
VT020625 
VT020629 
VT020641 
VT020645 


EDO078196 
ED078197// 
EDO078198// 
ED078199 
ED078200 
ED079484 
EDO078201 
ED078202 
ED078203 
ED078204// 
ED079485 
ED078205 
ED078206 
ED078207 
ED079486// 
ED080667 
EDO078208 
ED079487 
ED079488 
ED080668 
ED078209// 
ED078210// 
EDO078211// 
EDO078212// 
ED078213// 
EDO078214 
ED078215 
ED079489// 
ED079490 
EDO078216 
ED079491 
ED079492 
ED079493 
ED078217// 
ED079494 
ED079495 
EDO078218// 
ED079496// 
ED078219// 
ED078220// 
ED079497 
ED079498 
ED079499 
ED078221 
ED079500 
ED079501 
ED079502 
ED078222 
ED078223 
ED079503// 
ED080669 
ED079504 
ED079505 
ED079506 
ED080670 
ED079507// 
ED079508// 
ED080671 
ED079509 
ED080672 


Clearinghouse Number/ED Number 


VT020661 
VT020662 
VT020663 
VT020664 
VT020665 
VT020666 
VT020667 
VT020684 
VT020685 
VT020686 
VT020690 
VT020691 
VT020692 
VT020693 
VT020702 
VT020704 
VT020705 
VT020706 
VT020709 
VT020715 
VT020718 
VT020719 
VT020721 
VT020722 
VT020723 
VT020724 
VT020725 
VT020726 
VT020735 
VT020744 
VT020745 
VT020746 
VT020747 
VT020748 
VT020749 
VT020750 
VT020751 
VT020752 
VT020753 
VT020755 
VT020756 
VT020757 
VT020776 
VT020793 
VT020794 
VT020795 
VT020796 
VT020805 
VT020808 
VT020826 
VT020828 
VT020843 
VT020855 
VT020856 
VT020858 
VT020859 
VT020862 


ED078224 
ED078225 
ED078226 
ED079510 
DO79511 
ED079512 
ED079513// 
ED079514 
ED079515// 
ED079516 
ED079517 
ED078227 
EDO079518 
ED079519 
ED078228 
ED079520 
ED079521 
ED079522 
ED079523 
ED079524 
ED079525 
ED079526// 
ED079527 
ED079528 
ED080673 
ED079529 
ED079530 
ED079531 
ED079532 
ED079533 
ED079534// 
ED080674// 
ED079535 
ED079536 
ED079537// 
ED079538 
ED079539 
ED079540 
ED079541 
ED079542 
ED079543 
ED079544 
ED079545 
ED079546 
ED079547 
ED079548 
ED079549 
ED080675 
ED080676 
ED080677 
ED079550 
ED080678 
ED079551 
ED079552 
ED080679 
ED079553 
ED079554 


VT020863 
VT020864 
VT020890 
VT020892 
VT020893 
VT020902 
VT020907 
VT020910 
VT020912 
VT020913 
VT020915 
VT020917 
VT020918 
VT020919 
VT020920 
VT020927 
VT020933 
VT020938 
VT020939 
VT020941 
VT020944 
VT020952 
VT020962 
VT020963 
VT020969 
VT020977 
VT020978 
VT020981 
VT020983 
VT020986 
VT020987 
VT020988 
VT020989 
VT020990 
VT020991 
VT020992 
VT020993 
VT020994 
VT021001 
VT021002 
VT021003 
VT021004 
VT021006 
VT021014 
VT021018 
VT021031 
VT021034 
VT021041 
VT021043 
VT021046 
VT021050 
VT021051 
VT021052 
VT021053 
VT021054 


Cross Reference Index 


ED079555 
ED079556 
ED080680// 
ED080681 
ED080682 
ED079557 
ED080683 
ED080684// 
ED080685 
ED080686// 
EDO079558 
ED079559 
ED079560 
ED080687 
ED080688 
ED080689 
ED080690 
ED080691 
ED080692 
ED079561 
ED080693 
ED080694 
ED080695 
ED080696 
ED080697 
ED080698 
ED080699 
ED080700 
ED080701 
ED080702// 
ED080703// 
ED080704// 
ED080705 
ED080706 
ED080707 
ED080708 
ED080709 
ED080710 
ED080711 
ED080712 
ED080713 
ED080714 
ED080715 
ED080716 
ED080717 
ED080718// 
ED080719 
ED080720 
ED080721 
ED080722 
ED080723 
ED080724 
ED080725// 
ED080726 
ED080727 


VT021055 
VT021056 
VT021061 
VT021063 
VT021066 
VT021085 
VTO21091 
VT021092 
VT021093 
VT021094 
VT021095 
VT021097 
VT021099 
VT021100 
VTO21101 
VT021102 
VT021106 
VT021113 
VTO21116 
VTO21119 
VT021120 
VTO21121 
VT021122 
VT021140 
VT021141 
VTO21145 
VT021161 
VT021162 
VT021164 
VT021166 
VT021167 
VT021171 
VT021172 
VT021173 
VT021174 
VT021181 
VTO21182 
VT021183 
VTO21185 
VT021187 
VT021208 
VT021209 
VT021225 
VT021226 
VT021227 
VT021228 
VT021229 
VT021230 
VT021231 
VT021232 
VT021233 
VT021234 
VT021244 
VT021279 
VT021280 
VT021282 
VT021283 
VT021287 
VT021288 
VT021290 
VT024049 


1239 


ED080728// 
ED080729 
ED080730 
ED080731 
ED080732 
ED080733 
ED080734 
ED080735 
ED080736 
ED080737 
ED080738 
ED080739 
ED080740 
ED080741 
ED080742 
ED080743 
ED080744// 
ED080745// 
ED080746// 
ED080747 
ED080748 
ED080749 
ED080750 
ED080751 
ED080752 
ED080753 
ED080754 
ED080755 
ED080756 
ED080757 
ED080758 
ED080759 
ED080760 
ED080761 
ED080762 
ED080763 
ED080764 
ED080765// 
ED080766// 
ED080767// 
ED080768 
ED080769 
ED080770 
ED080771 
ED080772 
ED080773 
ED080774 
ED080775 
ED080776 
ED080777// 
ED080778// 
ED080779// 
ED080780// 
ED080781// 
ED080782 
ED080783 
ED080784 
ED080785 
ED080786 
ED080787 
ED076850// 





ADMISSIONS COUNSELORS 380 


ADOLESCENT LITERATURE 260 

SN Any reading material written primarily 
for, or read widely by, youth of second- 
ary school age. 


AEROSPACE EDUCATION 140 
UF Aerospace Science Education 


AESTHETIC EDUCATION 140 
UF Aesthetic Development 


AIR INFLATED STRUCTURES 210 

SN Air structures (either high-pressure or 
dual-wall) in which an inflated structural 
element acts as a column, beam, or arch 
to support the enclosing membrane. 


AIR SUPPORTED STRUCTURES 210 

SN Air structures in which the entire en- 
closed space is maintained at a small 
pressure differential over ambient atmos- 
pheric pressure to support and pre- 
tension the membrane (single or rein- 
forced) that serves as the enclosure. 


Alternative Futures 
USE FUTURES (OF SOCIETY) 


ALTERNATIVE SCHOOLS 470 

SN Schools both within and outside the 
public. school system that offer alterna- 
tives to traditional educational concepts 
and practices, e.g., student initiated learn- 
ing process, inquiry-discovery approach, 
and shared problem solving and decision 
making. 


ALTRUISM 040 

SN Consideration for the welfare of others, 
sometimes in accordance with an ethical 
system. 


AMERICAN STUDIES 450 

SN Studies, usually interdisciplinary in 
approach, of all or part of the geographic 
area which includes the continental 
United States, Canada, the Arctic Archi- 
pelago, and Greenland. 


ANEMIA 250 
UF Iron Deficiency Anemia 
Sickle Celi Anemia 


ARTIFICIAL LANGUAGES 300 

SN Languages created for international 
communication, e.g., Esperanto and 
Interlingua. 

UF Constructed Languages 


ASIAN STUDIES 450 

SN Studies, usually interdisciplinary in 
approach, of such geographic areas as 
Asiatic USS.R., Bangladesh, Bhutan, 
Ceylon, China, India, Indonesia, Japan, 
Korea, Maldive Islands, Mongolia, Nepal, 
Pakistan, the Philippines, Sikkim, and 
the Southeast Asian Subcontinent. 


NEW THESAURUS TERMS 


The following terms have been added to the Thesaurus of ERIC Descriptors (4th edition) for the January 1972 through December 
1973 issues of Research in Education (RIE): 


BODY LANGUAGE 080 


Career Development 
USE VOCATIONAL DEVELOPMENT 


CASTE 490 

SN A closed social stratum based on 
heredity that determines its members 
prestige, occupation, place of residence 
and social relationships. 


CHEMICAL NOMENCLATURE 400 


COMPENSATION (CONCEPT) 310 

SN The recognition that material undergoing 
a perceptual transformation in one 
dimension is accompanied by a specific 
change in another dimension. 


CONCEPTUAL TEMPO 420 

SN An index of time spent in problem 
solving sequences used to characterize 
the reflective/impulsive dimension 0’ 
cognitive style. 


CONFIDENCE TESTING 190 

SN A method for discriminating levels of 
partial knowledge concerning a test item 
in which the examinee indicates his 
degree of confidence in his answer 
choice. 


CONSTRUCTION MANAGEMENT 020 
CUBANS 380 


CUTTING SCORES 190 

SN A selected point on a scale which divides 
individuals earning scores above and 
below it into two groups for some 
purpose. 

UF Critical Scores 


DECODING (READING) 440 

SN Assimilatian of meaning from written 
language by trial and error process of 
grapho-phonic, semantic, and syntactic 
analyses. 


DESENSITIZATION 420 
SN Planned exposure to anxiety producing 
stimuli in order to reduce illogical fears 


DIMENSIONAL PREFERENCE 060 
SN Cue response to color, form, or size 


Diplomacy 
USE FOREIGN RELATIONS 


DIPLOMATIC HISTORY 260 

SN History of negotiations among nations, 
including the study of international 
alliances, treaties, and other agreements. 


Diplomatic Policy 
USE FOREIGN POLICY 


DISARMAMENT 480 

UF Arms Control 
Multilateral Disarmament 
Nuclear Control 
Unilateral Disarmament 


DISSENT 060 
UF Dissensus 


DRUG EDUCATION 140 

SN Study of the varied aspects of drugs, 
their source, abuse, chemical compo- 
sition, and physical, personal and social 
effects. 


EDITING 080 

SN To make suitable for publication or 
public presentation by selecting, 
emending, revising, and compiling. 

UF Copyediting 


EDITORIALS 050 


EDUCATIONAL ANTHROPOLOGY 480 

SN Application of anthropological concepts 
and methods to the study of educational 
institutions and processes. 


ETHNOCENTRISM 040 

SN Habitual disposition to judge foreign 
peoples or groups by the standards and 
practices of one’s own culture or ethnic 
group. 


EXTERNAL DEGREE PROGRAMS 140 
UF Extended University 

Open University 

University Without Walls 


FAST TRACK SCHEDULING 020 

SN A construction management technique 
in which design and construction process 
activities are scheduled to overlap rather 
than scheduled sequentially. 


FOUND SPACES 210 

SN Spaces which do not resemble traditional 
school facilities but can easily be con- 
verted, e.g., hotels, supermarkets, resi- 
dences, and enclosed or semi-enclosed 
Outdoor areas adjacent to new or exist- 
ing facilities. 


FULL STATE FUNDING 220 


Future Studies 
USE FUTURES (OF SOCIETY) 


FUTURES (OF SOCIETY) 480 
UF = Alternative Futures 
Future Studies 
Futurism 
Futuristics 
Futurology 


Futurism 
USE FUTURES (OF SOCIETY) 


Futuristics 
USE FUTURES (OF SOCIETY) 


Futurology 
USE FUTURES (OF SOCIETY) 





HUMANIZATION 490 

SN The process of changing the environment 
(attitudes, structures, relationships}-to 
be more humane and better adapted to 
human needs. 

UF Dehumanization 


HYBRID AIR STRUCTURES 210 

SN Air structures (either air cushions or 
frame-stabilized structures) which 
combine air-inflated or structural ele- 
ments with each other, or are used in 
combination with other = structural 
supports. 


IDEOGRAPHY 290 

SN = System of writing using pictures or 
symbolic characters instead of letters or 
syllable signs. 


Intergovernmental Organizations 
USE INTERNATIONAL ORGANIZATIONS 


Internation Behavior 
USE FOREIGN RELATIONS 


INTERNATIONAL CRIMES 060 
UF War Crimes 


INTERNATIONAL LAW 230 
UF _ Intefnational Legal Analysis 
International Torts 
Law of Nations 


International Policy 
USE FOREIGN ROLICY 


international Politics 
USE FOREIGN RELATIONS 


Iron Deficiency Anemia 
USE ANEMIA 


ITEM BANKS 520 

SN Collection of test items classified accord- 
ing to objectives, subtests, difficulty, 
grade level, content, etc., which may be 
used to construct tests tailored to the 
users’ needs. 

UF Item Pools 


Labor Demand 
USE MANPOWER NEEDS 


LAND ACQUISITION 020 


LAYOUT (PUBLICATIONS) 030 
UF Format (Publications) 


LEAD POISONING 250 


LIFESTYLE 060 
SN Manner of living chosen as a personal re- 
sponse to the social and cultural milieu. 


Lifelong Integrated Learning 
USE CONTINUOUS LEARNING 


LOCUS OF CONTROL 420 

SN Personality construct referring to an 
individual's perception of the locus of 
events as determined internally by his 
own behavior vs. fate, luck, or external 
forces. ; 
Internal External Locus of Control. 


LUNAR RESEARCH 450 

SN Scientific activities designed to provide 
information about the origin, structure 
and properties of the moon. 

UF Lunar Exploration 


MATRICES 340 


MECHANICS (PHYSICS) 400 

SN The science that deals with the effects of 
energy and forces on the equilibrium, 
deformation, or motion of solid, liquid, 
and gaseous bodies—inciudes both 
classical (Newtonian) and modern 
(atomic-level) mechanics. 

UF = Classical Mechanics 


MERITPAY 220 


MEXICANS 380 
SN Citizens of Mexico 


MIDDLE EASTERN STUDIES 450 

SN Studies, usually interdisciplinary in 
approach, of all or part of the geographic 
area which includes Afghanistan, Cyprus, 
Egypt, Iran, Iraq, Israel, Jordan, Leb- 
anon, Libya, Sudan, Syria, Turkey, and 
the Arabian peninsula. 


Military Policy 
USE FOREIGN POLICY 


MOLECULAR STRUCTURE 220 
MONOLINGUALISM 290 


MORAL DEVELOPMENT 130 
SN Developmental processes in the forma- 
tion of moral reasoning and judgments. 


MULTIDIMENSIONAL SCALING 190 

SN A procedure for analyzing distances 
among a set of points in order to find 
their coordinates on several underlying 
dimensions. 


NEUROLINGUISTICS 290 

SN A branch of linguistic science relating 
language behavior to the neurological 
sciences. 


NONFORMAL EDUCATION 140 

SN Organized education without formal 
schooling or institutionalization in which 
knowledge, skills and values are trans- 
mitted through relatives, peers, or other 
community members. 


NONPUBLIC SCHOOL AID 220 


NONRESERVATION AMERICAN 

INDIANS 380 

SN = American Indians living off reservations 
who remain on the tribal census roll or 
who maintain their Indian identity. 

UF Off Reservation American Indians 


OBSERVATIONAL LEARNING 310 

SN _ Behavioral effect on the learner resulting 
from the observution of a model. 

UF imitative Learning 


OPEN EDUCATION 140 
UF Open Schools 


ORGANIZATIONAL DEVELOPMENT 020 
SN ___ The application of behavoria! technology 


to organizations by attempting to inte- 
grate individual needs for growth and 
development with organizational goals 
and objectives. 


PARANOID BEHAVIOR 420 
SN Behavior characterized by suspiciousness 
or delusions of persecution or grandeur. 


PARENTHOOD EDUCATION 140 

SN = Programs designed to help teenage boys 
and girls prepare for effective parent- 
hood by learning about child develop- 
ment and the role of parents, and by 
working closely with young children. 


PAROCHIAL SCHOOL AID 220 


PEACE 480 
UF International Peace 
World Peace 


PEER COUNSELING 090 

SN Performance of limited counselor func- 
tions, under counselor supervision, by 
person of approximate age of counselee. 


PHONEME GRAPHEME CORRESPONDENCE 

290 

SN Relationship between speech sound 
(phoneme) and written symbol (graph- 
eme). 

UF  Grapheme Phoneme Correspondence 


PHYSICIANS ASSISTANTS 380 

SN Highly trained nonprofessionals who, 
under physicians’ supervision, perform 
many health care activities usually 
carried out by physicians. 


PLANNING (FACILITIES) 020 
UF Facilities Planning 


PNEUMATIC FORMS 210 

SN Structures used as forms for placing 
concrete, reinforced and/or foam plastic 
materials. 


POLISH AMERICANS 380 


POPULATION EDUCATION 140 

SN Transmission of knowledge about pop- 
ulation processes, population characteris- 
tics, the causes of population change and 
the consequences of that change for the 
individual and society. 


PREGNANT STUDENTS 380 


Program Implementation 
USE PROGRAM DEVELOPMENT 


PROPERTY TAXES 230 
UF Ad Valorem Tax 


PUBLIC SERVICE OCCUPATIONS 350 

SN Employment necessary to accompiish 
the mission of local, county, state, Fed- 
eral, or other government, except for 
military service. 


PUNISHMENT 310 


PUPPETRY 030 
UF Puppets 
Puppet Shows 





s 


RELOCATABLE FACILITIES 210 
UF Nonpermanent Facilities 


REVENUE SHARING 220 

SN Practice of returning a percentage of 
federal tax maney to states and localities 
for locally directed and controlled public 
service programs—includes functional 
grants for education and other major 
purposes (special) as well as unrestricted 
grants (general). 


REVOLUTION 480 

SN ‘The attempt to make radical changes to 
one or more political, social, or tech- 
nological systems that would be quali- 
tatively different from and destructive to 
the traditional values, norms, and prac- 
tices of such systems. 


ROLE MODELS 420 

SN Individuals (real or theoretical) chosen 
for emulation in one or a selected few of 
their roles. 


SEMANTIC DIFFERENTIAL 190 

SN A method of measuring attitudes and/or 
values through the use of pairs of bipolar 
adjectives. 


SEX DISCRIMINATION 480 
UF Discrimination (Sex) 
Sex Bias 
Sex Prejudice 


SI! Units 
USE METRIC SYSTEM 


Sickle Cell Anemia 
USE ANEMIA 


SOCIAL STRATIFICATION 490 


SPACE SCIENCES 400 


STATE OF THE ART REVIEWS 320 


STUDENT RESPONSIBILITY 040 


TEACHER CENTERS 210 

SN Interinstitutional centers (school/col- 
lege/community) offering teacher- 
oriented professional development pro- 
grams, at preservice/inservice levels, of 
educational demonstrations, experi- 
mental, and other participatory learning 
activities. 

UF = University Training Centers 


TEACHER DISCIPLINE 020 
SN Discipline of, not by, teachers. 


TEACHER DISMISSAL 020 


TIMEOUT 420 

SN Period of time in which no positive 
reinforcers are available, e.g., isolation in 
a small room. 


TREATIES 230 
SN Negotiated agreements between two or 
more political authorities. 


UPPER DIVISION COLLEGES 470 
SN Colleges offering junior, senior, and 
graduate level courses. 


Valence (Lanugage) 
USE SYNTAX 


VISUAL AIDS 050 

UF Visual Equipment 
Visual Instrumentation 
Visual Materials 


Visual Media 


VISUAL LITERACY 010 

SN A group of competencies which allows a 
human being to discriminate and inter- 
pret the visible action, objects, and/or 
symbols, naturai or man-made, that he 
encounters in his environment. 


VOCATIONAL MATURITY 130 

SN __— Degree of an individual's skill in making 
decisions concerning his or her vocation 
at a given life stage. 


480 

Civil War 

Conventional Warfare 
Guerilla Warfare 
International War 
Unconventional War fare 


WASTE DISPOSAL 410 

SN Act or process of discarding or throwing 
away unneeded or excess material 
including solids, oils, chemicals, and 
liquids. 


WASTES 460 

SN Unneeded, discarded or excess material 
including solids, oils, chemicals, and 
liquids. 

UF Litter 
Refuse 


WOMENS STUDIES 110 

SN An academic discipline that incorporates 
courses about women either separately 
or as a field of study. 

UF Female Studies 
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RESEARCH IN EDUCATION—REPORT RESUMES 
November 1966—December 1967 


The National Standards Association has reprinted in one volume the Report Résumés which appeared 
in the first 14 issues of Research in Education beginning November 1966 and ending December 
1967. These issues of RIE are no longer available through the Government Printing Office. 


There are 2,349 documents abstracted in this volume with identification numbers ED 010 000 to 012 
348. ; 


Copies of Report Résumés are available for immediate delivery and are sent postpaid. The price 
is $24.50 a copy. 


Indexes to the Report Résumés are contained in the Annual Index 1967. Contents include author 
indexes, institutions indexes, subject indexes, and accession number list. The price is $3.25 a ‘copy. 


To order you may use the following form: 


National Standards Association, Inc. 
1321 14th Street, N.W. 
Washington, D.C. 20005 


I am enclosing $____. (check or money order) for the following: 


(] Research in Education Report Résumés November 1966-December 1967, $24.50 
(] Research in Education Annual Index 1967, $3.25 
( Research in Education Report Résumés and Annual Index 1967, $27.35 


Name 





Address 





City 











CURRENT INDEX TO JOURNALS IN EDUCATION 


Published in cooperation with the National Institute of Education, CIJE is the most complete guide for current 
awareness of all important educational periodical literature. For the first time, detailed indexing for articles on 
over 500 education and related journals is available to you. Over 18,000 articles are indexed yearly. 


Directed to all librarians and educational researchers, CIJE includes: 


References to the most current periodical literature 
Brief annotations outlining the scope and substance of most articles indexed 
Subject, author, journal contents, and main entry indexes 


Please direct your order directly to: 


Macmillan Information 

A Division of Macmillan Publishing Co., Inc. 
866 Third Avenue 

New York, N.Y. 10022 


Examination copies of CIJE are available upon request. 


Current Index to Journals in Education 
Monthly 
Monthly with Annual Cumulation 
Semiannual Cumulation 


THESAURUS OF ERIC DESCRIPTORS 


The Thesaurus of ERIC Descriptors has been developed during the past 6 years under the auspices of the 
Educational Resources Information Center (ERIC) as an essential tool for users of Research in Education. This 
monthly, Semiannual, and hard cover edition, now being published by Macmillan Information, a Division of 
Macmillan Publishing Co., Inc., supersedes previous paperback editions. It contains all newly added descriptors, 
a descriptor group display, a descriptor listing, and rotated descriptor display as of March 1971. Also included is 
The Role and Function of a Thesaurus in Education by Dr. Frederick Goodman, Associate Professor of 
Education at the University of Michigan. This special article will bring to educators and other professionals the 
insight of one of the leading educators in the field of vocabulary development and communication. 


Searches of the ERIC system can be done more quickly and in greater depth by consulting the newest thesaurus. 
The Thesaurus of ERIC Descriptors may be purchased for $8.95 from: 


Macmillan Information 

A Division of Macmillan Publishing Co., Inc. 
866 Third Avenue 

New York, N.Y. 10022 





BOOKS TO HELP YOU USE ERIC EFFECTIVELY AND ECONOMICALLY 


ERIC EDUCATIONAL DOCUMENTS 
ABSTRACTS 


These five volumes bring together, in succinct abstract form, 
reports covering every current, significant topic in the field of 
education. They provide ready reference to trends and new 
curriculum developments, school operations, teaching meth- 
ods, library services, and literally hundreds of other subjects of 
urgent concern to professional educators. Each abstract cites 
the author, source, publication date, availability, and price of 
the original report; and most abstracts provide a clear, concise 
summary of the report’s contents and conclusions. 


The set includes all reports which have appeared in Research in 
Education, a monthly report announcement journal available 
through the Government Printing Office, from January 1968 
through December 1972, with accession numbers ED 012349 
through ED 066-620. Calendar years are bound in separate 
volumes. 


Five volumes, 1968/1969/1970/1971/1972 


Individual volumes $35 each 


ERIC EDUCATIONAL DOCUMENTS 
INDEX 


Gathered for the first time in one source are the indexes to all 
research documents in the ERIC collection: Research in 
Education, 1966 through 1972; The ERIC Catalog of Selected 
Documents on the Disadvantaged; and Office of Education 
Historical Reports, 1956 through 1965. The four volumes 
include documents ED 001001 through ED 066-620, plus 
Subject and Author Indexes with complete titles and ERIC 
accession numbers (ED numbers). 


The ED numbers refer the user to abstracts published in 
Educational Documents Abstracts, to microfiche of the 
documents, and to copies of the original document obtainable 
from the ERIC Document Reproduction Service. 


Two volumes, 1966 — 1969, library binding 
One volume, 1970 — 1971, library binding 
One volume, 1972, library binding 
Order from: 


THE ERIC INSTITUTION INDEX 


These volumes bring together, for the first time, the corporate 
author listings for the research documents in the ERIC 
collection: The ERIC Catalog of Selected Documents on the 
Disadvantaged, Office of Education Research Reports, 1956 
through 1965, Research in Education, 1966 through 1971. It 
includes documents ED 001001 through ED 054390. The 
Corporate Author Index includes complete titles and accession 
numbers. It is a useful companion volume to ERIC Educa- 
tional Documents Abstracts and the ERIC Educational Doc- 
uments Index (subjects and personal authors). $15 


ALSO OF INTEREST... 


CAREER EDUCATION 
An ERIC Bibliography 


EARLY CHILDHOOD EDUCATION 
An ERIC Bibliography 


ERIC INFORMATION ANALYSIS 
PRODUCTS 1967-1972 


LIBRARY AND INFORMATION SCIENCES 
An ERIC Bibliography 


SOCIAL STUDIES AND SOCIAL 
SCIENCE EDUCATION 

An ERIC Bibliography 

Fall 1973 


Macmillan Information 

A Division of Macmillan Publishing Co., Inc. 
866 Third Avenue 

New York, N.Y. 10022 








RICTAPESERICTOOLS 





HAVE A COMPUTER? 


LOOK AT ERICTAPES! 


The Educational Resources Information Center 
(ERIC) data base is now available on magnetic 
tape in a variety of formats and options from 
Leasco Systems & Research Corporation. Under 
special authorization from the National Institute of 
Education (DHEW), these tape files are offered at 
unusually low cost to encourage the widest possible 
dissemination. 


The ERIC data base provides coverage of the sig- 
nificant literature in the field of education research. 
Report literature (announced in Research In Edu- 
cation) is covered from 1966 to date, and journal 
article literature (announced in Current Index to 
Journals in Education) is covered from 1969. 
Monthly, quarterly, and annual updates are availa- 
ble for R/JE, and quarterly and annual updates for 
CIJE, so that the files may be kept current 


The basic files are available in either the ERIC 
Format (IBM 360 OS) or in the Library of Con- 
gress MARC II Format. These files include the 
complete resume (document description, indexing, 
and abstract or annotation) of each document 
announced in the respective journal, in accession 
number order. A variety of peripheral files, includ- 
ing Postings Files (inverted subject and source 
indexes) and the Thesaurus (controlled indexing 
vocabulary) are also available on magnetic tape, 





and almost any segment of the master files is 
obtainable on Special Order. 


The files may be purchased individually or as a 
collection, and substantial discounts are available 
on annual subscriptions for updates. The files are 
written on new, high quality, 9-track tapes (600-, 
1200-, or 2400-ft., as appropriate) at either 1600 or 
800 BPI and are guaranteed. Prices per tape reel 
start as low as $50. 


NO COMPUTER? 
LOOK AT ERICTOOLS! 


For organizations without access to a computer, * 
ERICTOOLS provide manual multi-viewpoint 
access to the ERIC document collection. ERIC- 
TOOLS are a series of printed indexes, directories, 
and cross-reference lists, which have heretofore 
been available only internally to components of the 
ERIC network. The Title Index provides access by 
document title. Postings publications provide 
access by: subject index terms, i.e., Descriptors 
(controlled indexing vocabulary), and Identifiers 
(uncontrolled subject indexing); and institutional 
sources, i.e., Corporate authors and sponsoring 
agencies. Cross-reference lists lead the inquirer to 
the accession number (ED number) from: Report 
Number; Project Number; Contract Number; 
Grant Number: and Clearinghouse Accession 
Number. Also offered is the ERIC Operating 
Manual, the rules, procedures and guidelines which 
keep the many components of the ERIC network 
synchronous with each other. 





The documents are available individually and on 
annual subscription at a discounted price. Prices 
start from as low as $10 for some individual docu- 
ments. 


* Many of these documents are also valuable tools for computer 
searchers. 











For additional information, complete and mail the reply form or call: ERICTAPES/ERICTOOLS (301 ) 656-9723 
Leasco Systems & Research Corporation 4833 Rugby Avenue, Suite 303, Bethesda, Maryland 20014 


CDOS ASS ai adit eat d Sade 


BRIER Fee 8 


PLEASE SEND ME INFORMATION ON THE ITEMS CHECKED BELOW 
ERICTAPES Name 


REPORT RESUME LINEAR FILES (ERIC Format) Research In 
Education (RIE) 

JOURNAL RESUME LINEAR FILES (ERIC Format) Current 
Index to Journals in Education (CIJE) 

REPORT RESUME LINEAR FILES (MARC II Format) RIE 


JOURNAL RESUME LINEAR FILES (MARC II Format) CIJE 


PERIPHERAL FILES Postings Files (Descriptors, Identifiers. 
Sources); Thesaurus City 
SPECIAL ORDERS Back Files, Sequences, CH Collections, etc. 








Organization 


Address 








State Zip 








OO ERIC Network Working Documents 
Title Index, Sources, Postings, Operating Manual, Indexes 


1246 


(Order forms will accompany all descriptive material) 








a HOW TO ORDER THE DOCUMENTS DESCRIBED IN e 
RESEARCH IN EDUCATION 





Mail orders to: ERIC Document Reproduction Service 
Post Office Drawer O, Bethesda, Maryland 20014 


To order individual documents: 
@ Order by accession number (ED No.) 
@ Specify microfiche (MF) or hard copy (HC) 
@ Use the price schedule in the box below. ALL OTHER PRICES ARE OUT OF DATE. 
@ Enclose check or money order payable to EDRS 
@ Official institution, State, Federal government or company purchase orders accepted. 


PRICE LIST 





MICROFICHE (MF) HARD COPY (HC) 





Each ERIC Report — $0.65 
Microfiche (MF): is a 4” x 6” sheet 
of microfilm on which up to 98 pages 
of text are reproduced. 

Each additional 100 pages or 
portion thereof 














Standing Orders and back collections: 
Standing orders of microfiche copies of all ERIC Reports announced in each issue of Research in Education average 
$165 per month, at the rate of 11.1¢ per microfiche. Special collections are also available on microfiche. Prices are 


as follows: 

Back Collections 

Reports in Research in Education for 1966 and 1967 $ 393.91 
Reports in Research in Education for 1968 1,186.06 
Reports in Research in Education for 1969 

Reports in Research in Education for 1970 

Reports in Research in Education for 1971 

Reports in Research in Education for 1972 

Entire Collection (1966-1972) 


Special Collections 

Office of Education Research Reports, 1956-65 

Pacesetters in Innovation, Fiscal Year 1966 

Pacesetters in Innovation, Fiscal Year 1967 

Pacesetters in Innovation, Fiscal Year 1968 

Selected Documents on the Disadvantaged 

Selected Documents in Higher Education 

Manpower Research: Inventory for Fiscal Years 1966 and 1967 
Manpower Research: Inventory for Fiscal Year 1968 
Manpower Research: Inventory for Fiscal Year 1969 


Please Note: 
1. All prices quoted above include shipment by Book or Library Rate postage within the continental U. S. The 
difference between that rate and First Class or Foreign postage (outside the continental U. S.) will be billed at cost. 


There is no handling charge for any order. 
= 2. Hard copy (HC) will be full page reproductions (8%” x 11”) stapled with heavy paper covers. a 














HOW TO ORDER ERIC PUBLICATIONS 


Purchase from: Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





GPO Order Number and Price 





Research in Education oe Yearly Subscription 
Monthly Abstract Journal. Please send subscription orders separately from orders Domestic $38.00 
for other publications listed below. Foreign $47.50 

Single Issues $ 3.25 


Research in Education, 1967 Annual Index Reports (Order by title) $3.25 


Research in Education, 1967 Annual Index Projects (Order by title) $1.50 
Ser py Indexes of first 14 issues of RIE November 1966-December 1967, 
; itles 


Research in Education, Annual Index Reports (Order by title) $8.25 
January-December 1968, 8,803 titles 


Research in Education, Annual Index (Order by title) $6.25 
January-December 1969, 10,453 titles 


Research in Education, Annual Index (Order by title) $6.00 
January-December 1970, 10,453 titles 


Research in Education, Annual Index (Order by title) $7.00 
January-December 1971, 12,330 titles 


Research in Education, Annual Index (Order by title) $10.50 
January- December 1972, 12,230 titles 


Research in Education, Semi-Annual Index (Order by title) $5.30 
January —June 1973, 1,014 titles 


Rules for Thesaurus Preparation, September 1969 OE-12047 $.20 


Office of Education Research Reports, 1956-65, Resumes OE-12029 $1.75 
Abstracts of 1,214 research reports received by the Bureau of Research before the 
start of publication of RIE. 


Office of Education Research Reports, 1956-65, Indexes OE-12028 $2.00 
Indexes reports by author, institution, subject, and report numbers. 


ERIC Catalog of Selected Documents on the Disadvantaged, Subject Index OE-37002 $3.00 


Pacesetters in Innovation, Fiscal Year 1969 OE-20166 $1.50 


Manpower Research: Inventory for Fiscal Year 1969 OE-12036-69 $1.75 
Collection by Interagency Committee on Manpower Research covering 392 documents. 


Selected Documents in Higher Education, Number and Subject Index Not Available from GPO 
Covers 845 documents. ge tn EDRS 


$3.29 (HC) $.65 (MF) 


How To Use ERIC OE-12037-E $.45 
A graphic aid to the use of the ERIC system 


Use mail order form on back of this page. 





Mail order form to: 
Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402 


Enclosed find $______ (check or money order). Please send me: 


C0 Research in Education, 1967 Annual Index (Reports )—$3.25 

C0 Research in Education, 1967 Annual Index (Projects) —$1.50 

0 Research in Education, Annual Index for January—December 1968—$8.25 

O Research in Education, Annual Index for January-December 1969—$6.25 

C Research in Education, Annual Index for January-December: 1970—$6.00 

D Research in Education, Annual Index for January- December 1971—$7.00 

CD Research in Education, Annual Index for January- December 1972—$1/0:.50 
(CO Research in Education, Semi-Annual Index for January-June 1973. —$ 5.30 

(C Rules for Thesaurus Preparation, OE—-12047—$0.20 

0 Office of Education Research Reports, 1956-65, Résumés (OE-12029)—$1.75 
(C Office of Education Research Reports, 1956-65, Indexes (OE-12028)—$2.00 _ 
(C Catalog of Selected Documents on the Disadvantaged, Subject Index (OE-37002 )—$3.00 
(CO Pacesetters in Innovation, Fiscal Year 1969 (OE-20166)—$1.50 

CO Manpower Research: Inventory for Fiscal Year 1969 (OE-12036-69 )—$1.75 
C0 How To Use ERIC (OE-12037-E)—$0.-45 
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is a nationwide information network consist- 


ing of a central staff at the Office of Education and 16 clearinghouses, each of which 
focuses on a specific field of education. The clearinghouses acquire, review, abstract, and 
index the documents announced in Research in Education and disseminated through the 
ERIC Document Reproduction Service. The clearinghouses also prepare bibliographies 
and interpretive summaries of research. Like other documents, these products are an- 
nounced in Research in Education and disseminated through the ERIC Document Re- 
production Service. The clearinghouses cannot provide detailed replies to inquiries for 
information on specific topics. Instead, educators are urged to acquire Research in 
Education and the other ERIC bulletins listed on the ERIC products page and use these 
resources to search for desired information. 








ERIC clearinghouses are listed below: 


ERIC CLEARINGHOUSES ON. 


ADULT EDUCATION* 


CAREER EDUCATION 

204 Gurler Hall 

Northern Illinois University 
DeKalb, Illinois 60115 


COUNSELING AND PERSONNEL SERVICES 
University of Michigan 

School of Education Building, Room 2108 

East University & South University Sts. 

Ann Arbor, Michigan 48104 


DISADVANTAGED 
Teachers College 

Columbia University 

Box 40 

New York, New York 10027 


EARLY CHILDHOOD EDUCATION 
University of Illinois 

805 W. Pennsylvania Ave. 

Urbana, Illinois 61801 


EDUCATIONAL MANAGEMENT 
University of Oregon 
Eugene, Oregon 97403 


EDUCATIONAL MEDIA AND TECHNOLOGY** 


EXCEPTIONAL CHILDREN 

The Council for Exceptional Children 
Jefferson Plaza No. 1, Suite 900 

1411 South Jefferson Davis Highway 
Arlington, Virginia 22202 


HIGHER EDUCATION 

George Washington University 

One Dupont Circle, N.W., Suite 630 
Washington, D.C. 20036 


INFORMATION RESOURCES 

Stanford Center for Research and 
Development in Teaching 

Stanford, California 94305 


JUNIOR COLLEGES 

University of California at Los Angeles 
Powell Library, Room 96 

405 Hilgard Ave. 

Los Angeles, California 90024 


LANGUAGES AND LINGUISTICS 
Modern Language Association of America 
62 Fifth Avenue 

New York, New York 10011 


LIBRARY AND INFORMATION SCIENCES** 


READING AND COMMUNICATION SKILLS 
National Council of Teachers of English 

1111 Kenyon Road 

Urbana, Illinois 61801 


RURAL EDUCATION AND SMALL SCHOOLS 
New Mexico State University 

Box 3 AP 

Las Cruces, New Mexico 88003 


SCIENCE, MATHEMATICS, AND ENVIRONMENTAL 


EDUCATION 

Ohio State University 
400 Lincoln Tower 
Columbus, Ohio 43210 


SOCIAL STUDIES/SOCIAL SCIENCE EDUCATION 


Social Science Education Consortium, Inc. 
855 Broadway 
Boulder, Colorado 80302 


TEACHER EDUCATION 

American Association of Colleges for 
Teacher Education 

One Dupont Circle, N.W., Suite 616 

Washington, D. C. 20036 


TESTS, MEASUREMENT, AND EVALUATION 
Educational Testing Service 
Princeton, New Jersey 08540 


VOCATIONAL AND TECHNICAL EDUCATION* 


* These clearinghouses were discontinued as of November 30, 1973. However, this cumulative index contains their entries for 1973. 


** These clearinghouses were discontinued as of December 31, 1973. However, this cumulative index contains their entries for 1973. 
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